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FOR SALE BY THE SUPERINTENDENT OF DOCUMENTS. 

U.S. GOVERNMENT PRINTING OFFICE. WASHINGTON, D.C. 20402. 
SUBSCRIPTION PRICE $90.00 PER YEAR INCLUDES 12 ISSUES OF 
MONTHLY CATALOG, SERIALS SUPPLEMENT, SEMIANNUAL INDEX, AND 
CUMULATIVE INDEX. 
$22.50 ADDITIONAL FOR FOREIGN MAILING. 


Domestic Foreign 
MONTHLY CATALOG SINGLE COPIES $5.25 $6.60 
SERIALS SUPPLEMENT $5.50 $6.90 
SEMIANNUAL INDEX $12.00 $15.00 
CUMULATIVE INDEX $25.00 $31.25 
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Preface 


In response to requests by the library community and the Depository Library Council 
to the Public Printer, the Assistant Public Printer (Superintendent of Documents) in the 
summer of 1974 directed the Library Division to join the Ohio College Library Center’s 
on-line cataloging network, convert to the MARC format, and catalog according to 
Anglo-American cataloging rules (AACR). 

The Monthly Catalog utilizes AACR 2 and Library of Congress main entries. Subjects 
are derived from Library of Congress Subject Headings 9th edition and its supplements. The 


catalog consists of text and five indexes—author, title, subject, series/report number, and 
stock number. 


The Government Printing Office considers the Monthly Catalog to be an evolving 
publication. Its scope and timeliness will continue to be of prime importance. 
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Users’ Guide 


ABBREVIATIONS 


addition. addendum. addenda. 

amendment. amendments. 

appendix. appendixes. 

book. books 

chapter. chapters 

Congress 

Department 

document. 

facsimile. facsimiles. 

fiscal year. 

Greenwich hour angle 

House 

House concurrent resolution. 

House document 

House executive document section, sections. 

House joint resolution SESSION. sessions 

House of Representatives. supplement 
House bill 

House resolution 

House report 

illustration. illustrations 

inch. inches 


number. numbers 

Page. pages 

plate. plates 

Portrait. portraits 

Part. parts. 

report. 

Senate. Senate bill. 

Senate concurrent resolution 
Senate document 

Senate executive document 
Senate executive report 
Senate joint resolution 
Senate resolution 

Senate report 





volume. volumes 
versus 


Common abbreviations for the names of States. months. etc.. are also used 


LIST OF GOVERNMENT AUTHORS 


The alphabetical list in the preliminary pages locates the catalog sequence of documents issued by a 


specific agency. This list is compiled each month and includes only Government authors of documents 
received and cataloged during that time span. 


INDEXES 


Entries in the Monthly Catalog are indexed for access by author, title, subject, and series/report: 


Author index: An alphabetical list of personal authors, editors, co-authors, corporate authors, and 
conferences. 


Title index: An alphabetical list of titles, series titles, and sub- or alternate titles. 

Subject index: An alphabetical list of subjects derived from Library of Congress Subject Headings. 
Series/report index: An alphabetical list of report numbers and series statements. 

Stock number index: A numerical list of Superintendent of Documents stock numbers. 

Title key word index: An alphabetical list of important words selected from information in the title fields. 
A margin index on the back cover locates the six listings. Cumulative indexes are published semi- 


annually and annually. Titles in all indexes are followed by the text entry number where more detailed 
information is available. 
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GENERAL INFORMATION 


The Superintendent of Documents, U.S. Government Printing Office, Washington, D.C., 20402, is 
authorized by law to sell copies of government publications. The Superintendent of Documents currently 
sells 21,000 titles, which are only a small portion of the publications that have been issued by the Federal 
Government. Not every title that is listed in the Monthly Catalog is sold by GPO. 


The prices of all U.S. Government publications sold by the Superintendent of Documents are 
established by the Public Printer in accordance with Title 44 of the United States Code. Prices are subject to 
change without notice. The prices charged on your order will be those in effect at the time your order is 
processed, with the exception of prices quoted from the GPO order desk. (A telephone quote number will 
be provided at that time which guarantees the price for 90 days.) As it is not feasible to manually correct the 


prices in the publications affected by price changes, the prices charged on your order may differ from those 
printed in the publications and in the Monthly Catalog. 





DISCOUNTS 


A 25 percent price discount is allowed for purchases of 100 or more copies of a single publication that 
are mailed to one address. Bookdealers buying for the purpose of resale will receive the same 25 percent 
discount, regardless of quantity, if the publications are mailed to their place of business. No discount is 
allowed when the publications are mailed to a third party unless the order is for 100 or more copies of a 


single publication. Also no discount is allowed on several periodicals or groups of publications which fall 
into a special pricing category. 


THE GPO PUBLICATIONS REFERENCE FILE 





The GPO Sales Publications Reference File (PRF) is a 48x microfiche catalog of publications sold by 
the Superintendent of Documents. The PRF is issued on a bi-monthly subscription basis and lists all 
publications and subscription services currently for sale by the Superintendent of Documents. Forthcoming 
sales items and items that have been exhausted (out-of-print) for up to two years are also included in the 
PRF. 

Each PRF issue consists of approximately 300 microfiche and is sent to subscribers and depository 
libraries six times a year in January, March, May, July, September, and November. Monthly supplements to 
the PRF, entitled GPO New Sales Publications, consists of one or two microfiche. Each supplement lists all 
new publications added to the active sales inventory during the preceding month. 

The PRF is arranged in three sequences: 

1. By Government Printing Office stock numbers 

2. By Superintendent of Documents classification numbers 

3. By alphabetical arrangement of subjects, titles, agency series and report numbers, key words and 
phrases, and individual authors. 


The PRF may be purchased as a subscription service, or by single issue. 








THE EXHAUSTED GPO PUBLICATIONS REFERENCE FILE 


At the beginning of each year, a number of exhausted (out-of-print) titles are removed from the GPO 
Sales lications Reference File and merged into a separate index of exhausted titles, called the Exhausted 
GPO Publications Reference File (EPRF). First created in January of 1980, the EPRF contains references 
to more than 25,000 U.S. Government documents formerly sold by the Superintendent of Documents. 

The EPRF provides a ready reference file of historical bibliographic information that will be helpful in 
identifying older publications. Beginning with the 1981 edition, each annual EPRF will cumulate all titles 
exhausted since the basic 1980 edition. Current price and ordering information about the PRF and the 
EPRF may be obtained from the Superintendent of Documents by calling the order desk at (202) 783-3238. 

Copies of exhausted publications listed on the EPRF may be found in regional Federal depository 
library collections. Copies of certain technical publications no longer sold by the Superintendent of 
Documents may usually be obtained by writing to: 


National Technical Information Service 
5285 Port Royal Road 
Springfield, VA 22161 


SUBJECT BIBLIOGRAPHIES AND INDEX 


At present the Superintendent of Documents does not publish a complete hardcopy listing of all titles 
that are for sale. Most of the available titles appear in the more than 250 subject bibliographies that are 
prepared by this Office. The subject bibliographies list publications and subscriptions on a single subject, or 
on a specific field of interest. Each entry is listed by title, GPO stock number, and price. The bibliographies 
also provide a brief description of some of the publications and subscriptions listed, and ordering 
information. The Superintendent of Documents has also prepared a Subject Bibliography Index to assist 
customers in selecting the subject bibliography that most closely relates to their needs. Prices of publications 
listed in the subject bibliographies are subject to change without notice. 


The Subject Bibliography Index and the subject bibliographies are free and may be obtained by writing 
to: 


Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 


GOVERNMENT PERIODICALS AND SUBSCRIPTION SERVICES, PRICE LIST 36 


Government Periodicals and Subscription Services, Price List 36 is a free catalog available upon 
request from the Superintendent of Documents. This catalog lists over 500 subscription services that are 
published by more than 40 Federal agencies and sold by the Superintendent of Documents. Each issue also 
lists the changes in subscription services that have occurred since the last edition of Price List 36 was 
published. These revisions include new subscription services, subscriptions that have been discontinued, 
changes in subscription titles and the latest prices. All changes are listed under “General Information” in the 
preliminary pages. A subscription order form and ordering information are provided on the last two pages. 
Retention information (the number of available back issues retained for single copysale) is included in the 
text entries of Price List 36 following the single copy price. Price List 36 is revised and issued quarterly 
(Winter, Spring, Summer and Fall). Prices of all subscription services are subject to change without advance 
notice. To obtain a copy of Price List 36, write to: 





Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 





CONSUMER INFORMATION CATALOG 


The Consumer Information Center was established in 1970 by presidential order to increase public 
awareness of consumer information released by Federal agencies. A catalog of consumer publications, 
published four times a year by the Center, lists booklets from nearly 30 agencies of the Federal Government. 
More than half of these publications are free upon request. 

The Consumer Information Center does not maintain a mailing list for individual copies of the 
Consumer Information Catalog. However, the center does maintain a bulk mailing list for educators, 
libraries, consumer and non-profit groups who wish to receive 25 or more copies of the catalog quarterly. A 
Spanish-language edition of the catalog is also available, by individual copy or by bulk. To obtain a copy of 
the catalog or an application to be placed on the bulk list, write to: 





Consumer Information Center 
Pueblo, Colorado 81009 


CONSUMERS GUIDE TO FEDERAL PUBLICATIONS 


The Consumers Guide to Federal Publications is a free pamphlet published by the Superintendent of 
Documents. The guide is designed to assist customers in locating the proper source for publications relating 
to their interests. It gives a general overview of the Document Sales Program and describes the numerous 
services that the Superintendent of Documents offers. The guide also provides ordering information and lists 
some other sources where Federal publications are available. The guide may be obtained by writing to: 





Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 


STANDING ORDER SERVICE 


Certain publications or series of publications that are published annually are now available on a standing 
order basis. Customers who wish to use this service must maintain a Superintendent of Documents deposit 
account, or a VISA or MasterCard account. Under the standing order service, customers will be placed on a 
specific standing order list upon request and will receive publications associated with the list as they become 
available. GPO mails these publications to customers and charges their accounts. If funds are not available at 
the time of shipment, the customer is notified that no shipment will be made. Subscription services are not 
offered on a standing order basis. To receive a publication on standing order, customers must submit GPO 
Form 3468, “Authorization for Standing Order Service.” This form and a list of standing order titles are 


available free of charge from the Superintendent of Documents. For more information on standing orders, 
write: 


Department 40 

Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 


CONGRESSIONAL PUBLICATIONS 


The following Congressional materials are available from the Superintendent of Documents on a 
subscription basis: House and Senate Hearings, Public Bills, Reports on Public Bills, Private Bills, Reports 
on Private Bills, House and Senate Documents, Private Laws, Public Laws. 

In most cases, single copies of these publications are not sold. Items which are not available for sale, 
may be obtained from the House and Senate Documents Rooms at the U.S. Capitol, Washington, D.C., 
20515 (House) and 20510 (Senate) or from the issuing congressional committee. Sales items, including some 
committee prints, are identified with price and stock number in the individual entries in the Monthly 
Catalog. Prices on sales items are subject to change without notice. Current price information is available 
from the Superintendent of Documents. 


IX 





FEDERAL DEPOSITORY LIBRARY PROGRAM 


To help fulfill its responsibility to inform the public on the policies and programs of the Federal 
Government, Congress has established the Depository Library Program. Chapter 19 of title 44 of the U.S. 
Code is the authority for the establishment and operation of the depository program. Under this program, 
government publications are made available to designated depository libraries. In order to provide the 
general public with greater access to government publications, these libraries are located in each state and 
congressional district. There are currently over 1,350 depository libraries. Of this number, 49 have been 
designated as regional depositories. The regional libraries assume the responsibility of retaining depository 
material permanently and of providing interlibrary loan and reference service in their regions. They also 
assist selective depository libraries with the disposal of unwanted material. Copies of documents no longer 
available through the GPO Sales Program can usually be found in regional Federal depository library 


collections. See the following page for a list of regional Federal depository libraries. To obtain a complete 
list of the depository libraries, write to: 


Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 
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HOW TO ORDER PUBLICATIONS 


AVAILABILITY OF PUBLICATIONS 


Unless otherwise indicated, publications listed in this catalog are distributed by the issuing office which 
appears immediately before the publication date in each entry. Publications that are sold by GPO are 
indicated by a “For sale by the Supt. of Docs.” statement in the text entries. The GPO stock number (S/N) 
and the price of the publication at the time the publication was listed in the Monthly Catalog are included in 
the entry under the item number. (See the sample entry on page v.) Entries for publications that are sold by 
the National Technical Information Service include a statement to that effect. Additional information 


necessary for procuring documents appears above or within the text entries. Do not use the Library of 
Congress card number in ordering publications. 


ORDERING DOCUMENTS FROM THE GOVERNMENT PRINTING OFFICE 


A. General Information 


1. 


4. 


Publications that are sold by the Superintendent of Documents may be ordered directly from the 


Office of the Superintendent of Documents, U.S. Government Printing Office, Washington, D.C. 
20402. 


. Customers may submit orders for publications (please use GPO stock numbers and titles) on the order 


form found in the front of the catalog. Additional order forms are available from the Superintendent 
of Documents. Clear photocopies of the order form are acceptable. Instructions for ordering 


publications and information concerning an order or inquiry, are provided on the back of the order 
form. 


. The order form may be used to order both publications and subscription services. However, for faster 





service, we request that customers order subscriptions and publications on separate order forms. 
Orders tor individual issues of subscriptions should be forwarded separately from orders for 


subscription services. A separate order form for subscriptions is printed in the front of the catalog. 
Minimum amount of remittance is $1.50. 











. Ordering Publications 


1. 


2. 


Order publications by GPO stock number whenever possible. The stock number format is 
000-000-00000-0. Include the complete title for each publication requested. 
If a GPO stock number does not appear in a Monthly Catalog text entry, that means that the 


publication is not sold by the Government Printing Office and cannot be ordered from the 
Superintendent of Documents. 


. Stock number, current price, and information regarding stock status is available from the order desk 


in Washington, D.C. (202-783-3238—a non-FTS commercial number.) 


. Congressional documents and reports that are sold by GPO should be ordered by the stock number 


and title together with the document or report number and the session of Congress, e.g., Y 1.1/7:96-1. 
(House document—96th Congress, Ist session; No. 1.) 


. Please indicate clearly on your order if you want the previous edition of a particular publication, and 


not the newer edition. If you want the latest edition of a publication, indicate this also. 





C. Ordering Subscription Services 


. Use the latest quarterly edition of Government Periodicals and Subscription Services, Price List 36 or 
the latest available edition of the GPO Publications Reference File when ordering subscriptions. 

. Always indicate whether the order is for an entire subscription service or for an individual issue. 

. If you are requesting a specific subscription service for the first time, please indicate that it is a new 
order. If your order is a subscription renewal, return the provided GPO subscription renewal form 
within 30 days of receipt to avoid a break in service. 

. Order by the complete title of each subscription service and by the Sub List ID when possible (e.g., 
BGN for Background Notes on Countries of the World) and by stock number. To expedite the 
processing of your order, include the File Code listed at the end of each subscription entry in 
Government Periodicals and Subscription Services, Price List 36, e.g., File Code 2M. File codes may 
be found adjacent to the Sub List ID in the description field of the PRF. 

. Indicate if you desire the service via special postage rates. You may obtain information on postage 
rates from the order desk (202-783-3238). 

. If you are requesting an individual issue of a subscription service, please provide the complete title, 
volume number, issue number and date if the issue is a dated (regularly issued) periodical. The 
Superintendent of Documents retains the latest six issues of most dated periodicals (the latest two 
issues for most quarterlies) while supplies last. 

. Single copies of some irregularly issued subscriptions are also available for sale. Contact the order 
desk for availability and price information. Records of individual issues of certain irregular 
subscription services are also classified on the PRF. Single issues of basic and supplemental 
subscriptions are not for sale. 

. All subscription services are issued for one year, unless otherwise indicated. On basic and supplemen- 
tal services, customers will receive all material to date. Customers requesting dated periodicals will 
recieve the next scheduled issue of the subscription, with the exception of semiannuals and triannuals, 
in which case the current issue is mailed. customers who order irregular subscription services will 
receive the next scheduled issue. Most irregular subscription services expire one year after they are 
entered on the Mail List File. No back material is issued for irregular subscriptions. Back material is 
furnished for calendar year subscriptions (e.g., Monthly Catalog of U.S. Government Publications, 

















Index Medicus, Code of Federal Regulations, National Library of Medicine Audio Visual Catalog) 
regardless of when customers submit their orders during the year. 





Cancelling a Subscription Service 


. Those subscriptions issued on a regular basis, and a few which are issued irregularly, may be 
cancelled and a refund made for the unused portion of the subscription. The refund will be prorated 
based on the number of issues already mailed or scheduled for mailing. 

. There is an $8.00 cancellation charge which will be deducted from the total price of the subscription. 

. If the subscription costs $8.00 or less, no cancellation fee will be assessed and no refunds will be made. 


Exceptions: 


a) Subscribers who request cancellation of service because the order took longer than six weeks to 
process, or was processed incorrectly, will receive a full refund regardless of the price of the 
subscription. No cancellation fee will be charged. 

b) Subscribers who request cancellation of service because of a price increase, when the order was 
processed at the new higher price without their consent, will be refunded the entire amount 
regardless of the price of the subscription. No cancellation fee will be charged. 

4. Customers who request cancellation of service on special six month introductory subscriptions will 
not be issued refunds or charged a cancellation fee. 


5. No refunds will be made or cancellation fees assessed on basic and supplemental subscription services. 





D. Processing Time 
Publication Orders 


Publication orders for domestic customers are shipped non-priority or by United Parcel Service, 
depending on the zone and weight. Under regular service, domestic publication orders are shipped 
within five to ten working days of receipt. Publications for international customers are shipped surface 
mail within five to ten working days of receipt unless the customer specifies and pays for airmail service. 


Subscription Orders 


Most subscriptions are mailed non-priority unless priority mailing is specified. Allow six weeks 
processing time plus mailing time for subscription services. Airmail service is available to international 
customers for most subscription services. However, on basic and supplemental subscription services, 


only the basic manual and all supplements issued to date are mailed airmail; all subsequent supplemental 
material is sent surface mail. 


. Ordering via Telephone 


1. Customers may place an order by telephone to reduce processing time if the order is to be charged to 


a VISA, MasterCard, or Superintendent of Documents prepaid deposit account. Customers may call 
the order desk in Washington, D.C., at (202) 783-3238, between 8:00 a.m. and 4:30 p.m., Eastern time, 
Monday-Friday, except holidays. 

. Telephone ordering service is also provided by GPO bookstores which carry the more popular 
publications. (Refer to the list on the back cover for the store in your area.) Customers may order 
publications by telephone at any GPO bookstore. If the publication requested is available, the order 
will be processed by the bookstore and the publication will be mailed to the customer. Orders for 
publications that are not available from the bookstore and orders for subscription services will be 
forwarded by the bookstore to the GPO Central Office for processing. 

. When ordering by telephone or through the mail, customers should provide an area code and 
telephone number where they may be reached during the day. 


Telex Service 


Customers with teletype equipment can also charge orders to a deposit account or credit card account 
by dialing the GPO TWX #710 822-9413; ANSWER BACK USGPO WSH. 


. How to Remit 


Checks 


1. All remittances for GPO sales documents should be by check or money order made payable to the 
Superintendent of Documents. Please do not send currency or coin. 
2. With few exceptions, all orders must be accompanied by U.S. dollar remittance. 


VISA/MASTERCARD 





The Superintendent of Documents is accepting orders to be charged to a valid VISA or MasterCard 
account. 


1. Customers who wish to use one of these services should furnish their credit card number and the date 
of expiration. 


2. Orders for subscriptions and/or for publications may be charged to your credit card account. Your 
account will be charged when the item is mailed. 





Deposit Account 


Customers who make frequent purchases from the Superintendent of Documents will find a deposit 
account a convenient method for ordering publications and subscriptions. 


1. 


A minimum deposit of $50 is required to open a deposit account. Upon receipt of your remittance by 
this Office, you will be assigned a unique deposit account number against which you may place future 
orders. A positive balance must be maintained in your account in order to place future deposit 
account orders. Requests to open a deposit account should be submitted separately and addressed to 
the Superintendent of Documents, U.S. Government Printing Office, Washington, D.C. 20402. 
Customers should send all deposits to their accounts separately from orders. 





. For prompt and speedy service when ordering both publications and subscriptions to be charged to 


your prepaid account, please use separate order forms. Forms may be obtained from the Superintend- 


ent of Documents by request. Be sure to include a deposit account number when placing deposit 
account orders. 








. You will receive a monthly statement regarding the status of your deposit account provided there has 


been activity on the account during the previous month. The statement will indicate all charges made 
against the account during the month and the remaining balance. An account with a positive balance 
may be closed upon a customer’s written request. 


. We suggest that deposit account customers maintain a balance sufficient to cover three months’ 


purchases to assure prompt processing of their orders and to avoid the necessity of forwarding 
frequent deposits. 


Invoicing 


Currently, Federal agencies, state and local agencies, and college bookstores may submit orders 
unaccompanied by remittance to the Superintendent of Documents. These customers are invoiced for 
the cost of the products supplied to them. All other customer orders must be prepaid. 


1. 


To facilitate invoice processing, agencies should include a purchase order number on all agency 
purchasing order forms and have the forms signed by a purchasing official. They should also include 
a “bill to” address, a “ship to” address and funding data. 


. To avoid duplicate shipments, agencies should not send confirmation copies of their purchase orders. 


They should clearly indicate if payments are for previously submitted orders and include GPO’s 
invoice number with the payments. 


. Additional Remittance Information for International Customers 


Customs and international mailing regulations require special handling of all orders that are mailed 
outside of the United States. The Superintendent of Documents charges an additional 25 percent of 
the current domestic selling price of a publication or subscription service to cover the special 
handling charges. We also require that remittance be made in advance of shipment. We request that 
all correspondence with this Office be in English. 


. International customers should remit by International Postal Money Order, by a draft on a United 


States or Canadian bank, (in U.S. dollars) or by UNESCO Coupons. We cannot accept drafts from 
foreign branches of an American bank. Orders received with postage stamps, International Response 
Coupons, or foreign currency are not acceptable and will be returned unprocessed. 


. To guarantee the price of a publication for purchase at a future date, customers may request a pro 


forma invoice. This invoice quotes the title of the publication, its price, and special handling charges. 
It is valid for 90 days from the date of the quote. 


. Unless otherwise specified by the customer, shipments for international orders will be sent surface 


mail. Airmail rates for publications vary according to the weight of the shipment and its destination. 
Airmail rates for individual issues of subscription services remain constant through the term of the 
service. The Superintendent of Documents recommends that international customers request airmail 
service for dated periodical subscription services. Information on airmail rates may be obtained by 
telephone (202-783-3238), telex (TWX #710 822-9413 ANSWER BACK USGPO WSH) or by mail. 





REMINDER: Prices of publications are subject to change without notice and the prices charged on 
your order will be those in effect at the time your order is processed, with the exception of those who 
have requested a pro forma invoice in advance or have obtained a valid price quote. 


COMPLAINTS 


Orders for Publications 


‘. 


2. 


If you have a problem with a publication order, allow four weeks for mailing and processing time if 
the order was sent by mail. Allow three weeks if the order was placed by telephone. 

Please clearly explain the problem and provide a copy of the order, along with proof of payment. 
Also include a telephone number where you can be reached during business hours. 


. Address all inquires to: 


Chief, Service Section 

Stop: SSOS 

U.S. Government Printing Office 
Washington, D.C. 20402 


NOTE: We do not accept the return of publications for exchange or credit unless an error was made 
in processing your order, or if your order was received in faulty condition. If an adjustment is 
necessary, return your order document or shipping ticket, along with proof of payment (cancelled 
check—front and back, VISA, MasterCard or Superintendent of Documents Deposit Account 
number). All claims must be submitted within six months from the date of your order. DO NOT 
RETURN ANY PUBLICATION UNTIL NOTIFIED TO DO SO. 


. Orders for Subscriptions 


1. 
2. 


Allow a minimum of 6 weeks before inquiring about a subscription service. 
In your letter of inquiry include the title of the subscription, the subscription symbol (List ID), the 
date of the order, the order number, the subscriber address and proof of payment. Be as specific as 


possible about the problem (e.g., specify missing issues, quantity, whether a new or renewal order, 
etc.) 


. Address all inquiries to: 


Chief, Subscription Research Section 
Stop: SSOM 

U.S. Government Printing Office 
Washington, D.C. 20402 


. Deposit Accounts 


1. 


2. 


Allow 3 weeks before a new deposit account can be activated and before the new account number 
will be sent to the account holder. 


If the problem relates to charges made against the account, include a copy of the statement and 
annotate the charges in question. 





3. Address all inquiries to: 


Chief, Deposit Account Section 
Stop: SAOS 

U.S. Government Printing Office 
Washington, D.C. 20402 


Phone numbers for the offices listed above may be found in the directory on the following page. If you 


receive defective publications or you are dissatisfied with the responses from any of these offices, 
address all inquires to: 


Superintendent of Documents 
U.S. Government Printing Office 
Washington, D.C. 20402 


DIRECTORY FOR ORDERING ASSISTANCE 


. Telephone Order and Information Section (order desk) (202) 783-3238 
(general ordering information) 

. Congressional Information Desk (202) 275-3030 
(information on Congressional publications) 

. Publication Service Section (202) 275-3050 
(publication complaints) 

. Subscription Research Section (202) 275-3054 
(subscription complaints) 

. Deposit Account Section (202) 275-2481 
(complaints regarding charges or deposits) 
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Administration for Children, Youth, and Families, Washington, DC 20201 





Administrative Office of United States Courts, Washington, DC 20544 
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Army Air Mobility Research and Development Laboratory, Fort Eustis, VA 23604 
Air Traffic Service, Washington, DC 20553 
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Aviation Medicine Office, Washington, DC 20553 
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National Heart, Lung, and Blood Institute, Bethesda, MD 20014 

National Highway Traffic Safety Administration, Washington, DC 20590 

National Institute for Occupational Safety and Health, Rockville, MD 20857 

National Institute of Arthritis, Metabolism and Digestive Diseases, Bethesda, MD 20014 
National Institute of Dental Research, Washington, DC 20202 

National Institute of Education, Washington, DC 20208 

National Institute of General Medical Sciences, Bethesda, MD 20014 

National Institute of Justice, Washington, DC 20004 

National Institute of Mental Health, Rockville, MD 20857 

National Institute of Neurological and Communicative Disorders and Stroke, Bethesda, MD 20014 
National Institute on Aging, Bethesda, MD 20014 

National Institute on Alcohol Abuse and Alcoholism, Rockville, MD 20857 

National Institute on Drug Abuse, Rockville, MD 20857 

National Institutes of Health, Bethesda, MD 20014 

National Labor Relations Board, Washington, DC 20570 

National Library of Medicine, Bethesda, MD 20014 

National Marine Fisheries Service, Washington, DC 20230 

National Oceanic and Atmospheric Administration, Rockville, MD 20852 

National Ocean Survey, Washington, DC 20235 

National Park Service, Washington, DC 20242 

National Science Foundation, Washington, DC 20550 

National Technical Information Service, Springfield, VA 22161 

National Telecc ications and Information Administration, Washington, DC 20230 
National Transportation Safety Board, Washington, DC 20594 

Naval Research Office, Arlington, VA 22217 

Navy Department, Washington, DC 20350 

Nuclear Regulatory Commission, Washington, DC 20555 





Beginning class 

T 22.19/2:F 22/981 
S 18.2:N 92 
C 61.2:F 76 
J 1.2:In 2/8/980 
J 29.9:NCJ-66479 
HE 20.7409:8 
L 1.2:P 38/6 
L 2.3:3010-54 
1 53.2:0i1 5/4 
J 26.15/2:In 2/8/980 
LC 1.2:Ar 7 
PrEx 2.8:981/app. 
D 214.9/4:2-1/4 
C 39.202:C 10/3 
D 206.10:819 
MS 1.10:1-2 
D 114.18:Ad 9 
I 28.23:8458 
I 69.2:G 91 
TD 2.301:S1 3 
NA 1.2:Sa 1 
NAS 1.2:Sp 1/45/981/exec. 

sum. 
GS 4.6/2:F 47/4 
C 13.2:W 42/2 
HE 20.3152:B 74/13/981 
ED 1.111:980-81 
HE 20.6511:C 16 
HE 20.6202:Un 3 
C 55.287/8-16:980 
Y 3.Ai 7/5:2 C 82 
Y 3.Un 2:2 Em 7 


C 58.2:Sm 7/7 

HE 20.3202:M 57 

TD 8.2:Ac 2/27 

HE 20.7102:C 63/v.1-2 
HE 20.3302:Ar 7/2/981 
HE 20.3402:F 67/8 

HE 19.209:(date) 

HE 20.3451:981 

J 28.2:C 18/final 

HE 20.8102:G 76/4 
HE 20.3502:H 34/2 
HE 20.3852:Se 5 

HE 20.8302:In 7 

HE 20.8202:P 92/3/trainer 
HE 20.3002:Al 5 


HE 20.3610/2:976-80 
C 55.309/2:7821 

C 55.2:N 21 oc/7 

C 55.402:T 43/5 

I 29.2:G 76/2 

NS 1.18:28/final 

C S1.11:C 73 

C 60.8:P 96 

TD 1.120:H 55-81-2 
D 210.8:8279 

D 201.2:C 73 

Y 3.N 88:2 Io 6 





Patent and Trademark Office, Washington, DC 20231 





Pesticides and Toxic Substances Office, Washington, DC 20460 





President of the United States, Washington, DC 20500. 





Public Health Service, Washington, DC 20201 





Radiological Health Bureau, Rockville, MD 20857 





United States Regulatory Council, Washington, DC 20460 





Rural Electrification Administration, Washington, DC 20250. 





Ship Structure Committee, Washington, DC 20590 





Smithsonian Institution, Washington, DC 20560 





Social Security Administration, Baltimore, MD 21235 





Soil Conservation Service, Washington, DC 20250 





State Department, Washington, DC 20520 





Statistical Reporting Service, Washington, DC 20250 





Supreme Court, Washington, DC 20543 





Systems Research and Development Service, Washington, DC 20553 
Technology Assessment Office, Washington, DC 20510 








Technology Transfer, Washington, DC 20460 





Transportation Department, Washington, DC 20590 





Treasury Department, Washington, DC 20220 





United States Postal Service, Washington, DC 20260 





Urban Mass Transportation, Washington, DC 20590 





Veterans Administration, Washington, DC 20420 





Veterinary Medicine Bureau, Rockville, MD 20857 





Water and Power Resources Service, Washington, DC 20240 





Water Programs Operations Office, Washington, DC 20460 





Beginning class 
C 21.5/2:980/pt.1-2 
EP 5.2:As 1 
Pr 39.8:T 41/As 7/v.1-4 
HE 20.2:H 34/17 
HE 20.4102:F 19 
Y 3.R 26:9/980-2 
A 68.22:81-1-0 
Y 3.Sh 6:SSC-269 
SI 1.27:314 
HE 3.2:C 43/6/980/tables 
A 57.2:Al 1 s/2 
S 1.2:F 76 s/11/981 
A 92.40:980 
Ju 6.8:442 
TD 4.509:77-22 
Y 3.T 22/2:2 So 8 
EP 7.2:M 56/3/sum. 
TD 1.2:B 47/4/980-2 
T 1.2:D 44/3/v.1-4 
P 1.1:981 
TD 7.2:C 73/2 
VA 1.16/2:E1 2 
HE 20.4402:M 99/980 
1 27.2:C 73/2 
EP 2.28:75 
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AGRICULTURE DEPARTMENT 
Washington, DC 20250 


82-4290 


A 1,34:679 

Economic indicators of the farm sector. Production and efficien- 
cy statistics / United States Department of Agriculture, Eco- 
nomics and Statistics Service. [Washington, D.C.] : The Serv- 
ice, [1981- U.S. Dept. of Agriculture, Washington, D.C. 
20250 v. : map ; 28 cm. (Statistical bulletin ; no. 679) 
Annual 1979- Title from cover. 1980. Vol. for 1979 
issued by the Economics and Statistics Service; 1981- by the 
Economic Research Service. @Item 15 Main series: Statis- 
tical bulletin (United States. Dept. of Agriculture) Contin- 
ues: Changes in farm production and efficiency 1. Agricul- 
ture — United States — Statistics — Periodicals. 2. Farm pro- 
duce — United States — Statistics — Periodicals. I. United 
States. Dept. of Agriculture. Economics and Statistics Serv- 
ice. II. United States. Dept. of Agriculture. Economic Re- 
search Service. III. Series: Statistical bulletin (United States. 
Dept. of Agriculture) ; no. 679. OCLC 08055037 


82-4291 


A 1,38:1395 

A Job with the Forest Service : a guide to career opportunities 
in technical support positions. —[Washington, D.C.?] : U.S. 
Dept. of Agriculture, Forest Service, 1981. 23 p. : ill. ; 22 
cm.— (Miscellaneous publication : no. 1395) “This publica- 
tion supersedes A Job With the Forest Service, A Guide to 
Nonprofessional Employment, miscellaneous publication no. 
843”—P. 2. “January 1981”—P. 2. @lItem 13-A 1. United 
States. Forest Service — Officials and employees. 2. Forests 
and forestry— United States— Vocational guidance. I. 
United States. Forest Service. II. Series: Miscellaneous pub- 
lication (United States. Dept. of Agriculture) ; no. 1395. 
OCLC 07687384 


82-4292 


A 1,68:1006/5 

Gypsy moth : a major pest of trees. —[Rev. Jan. 1981.]— 
[Washington, D.C.?] : U.S. Dept. of Agriculture, Animal and 
Plant Health Inspection Service : [For sale by the Supt. of 
Docs., U.S. G.P.O., 1981] 1 folded sheet (2) p. : ill. (some 
col.) ; 35 x 44 cm folded to 9 x 22 cm. — (Program aid ; no. 
1006) “Plant protection and quarantine”—P. 2. @lItem 30- 
A-5 S/N 001-000-03719-6 @ GPO $1.00 1. Gypsy moth. 
I. United States. Animal and Plant Health Inspection Service. 
II. Series: Program aid (United States. Dept. of Agriculture) ; 
no. 1006. OCLC 08146902 


82-4293 
A 1.68:1049/2 

Developers & builders : soil surveys can help you. — [Slightly 
rev. Dec. 1980.]—[Washington, D.C.?] : Soil Conservation 
Service, U.S. Dept. of Agriculture, 1981. 1 folded sheet (8) 
p. : col. ill, col. map ; 23 x 10 cm.— (Program aid ; no. 
1049) @lItem 14-A 1. Soil surveys I. United States. Soil 
Conservation Service. II. Series: Program aid (United States. 
Dept. of Agriculture) ; no. 1049. OCLC 08146844 


82-4294 
A 1.68:1276 

Flood plain management : why we need it. — [Washington, 
D.C.] : U.S. Dept. of Agriculture, Soil Conservation Service, 
[1981] 1 folded sheet (6) p. : col. ill., 1 col. map ; 23 x 10 
cm.— (Program aid ; no. 1276) “May 1981”—P. [6]. 
@ltem 14-A 1. Floodplains — United States. 2. Flood con- 
trol— United States. I. United States. Soil Conservation 
Service. II. Series: Program aid (United States. Dept. of 
Agriculture) ; no. 1276. OCLC 08160529 


82-4295 
A 1.68:1277 

VA-70 shrub lespedeza. — [Washington, D.C.?] : U.S. Dept. of 
Agriculture, Soil Conservation Service, 1980. 1 folded sheet 
(6) p. : ill. (some col.), 1 map ; 23 x 10 cm. — (Program aid ; 
no. 1277) “December 1980”—P. 5. @lItem 14-A 1. Lespe- 
deza. I. United States. Soil Conservation Service. II. 
Series: Program aid (United States. Dept. of Agriculture) ; no. 
1277. OCLC 08142118 


82-4296 
A 1,68:1278 

*Imperial’ Carolina poplar. — [Washington, D.C.?] : U.S. Dept. 
of Agriculture, Soil Conservation Service, 1980. 1 folded 
sheet (6) p. : ill. (some col.), 1 map ; 23 x 10 cm. — (Program 
aid ; no. 1278) “December 1980”—P. 6. @Item 14-A 1. 
Poplar. I. United States. Soil Conservation Service. II. 
Series: Program aid (United States. Dept. of Agriculture) ; no. 
1278. OCLC 08143014 


82-4297 
A 1.68:1287 

Keep our lakes alive. —[Washington, D.C.?] : U.S. Dept. of 
Agriculture, [1980] 1 folded sheet (8) p : col. ill. ; 23 x 10 
cm.— (Program aid ; no. 1287) “Agricultural Stabilization 
and Conservation Service, in cooperation with Environmental 
Protection Agency”"—P. [8] “December 1980”"—P. [8] 
@ltem 14-A_ 1. Lake ecology — United States. 2. Water — 
Pollution — United States. I. United States. Agricultural 
Stabilization and Conservation Service. II. United States. 
Environmental Protection Agency. III. Series: Program aid 
(United States. Dept. of Agriculture) ; no. 1287. OCLC 
08142622 
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82-4298 
A 1,77:230 

Your retirement : a financial planning guide / prepared by 
Science and Education Administration.—([Rev. Nov. 
1980.] — [Washington, D.C.] : The Administration, [1980] 32 
p. : ill. ; 26 cm.— (Home and garden bulletin ; no. 230) 
@ltem 11 1. Retirement. 2. Finance, Personal. 3. Pen- 
sions — Cost-of-living adjustments. I. Tippett, Katherine S. 
II. United States. Science and Education Administration. III. 
Series. OCLC 07537141 


82-4299 
A 1.77:235 

Buy economically : a food buyer’s guide. — [Washington, D.C.] 
: U.S. Dept. of Agriculture, Food Safety and Quality Service, 
1981. 27 p.: ill. ; 13 x 10 cm.— (Home and garden bulletin 
; no. 235) “April 1981.” @Item 11 1. Food. I. United 
States. Food Safety and Quality Service. II. Series. OCLC 
08162924 


82-4300 
A 1.82:1115 
Turczyn, Mark T. 

Guidelines for packaging frozen edible offal for export. — 
(Washington, D.C.?] : U.S. Dept. of Agriculture, Office of 
Transportation : For sale by the Supt. of Docs., U.S. G.P.O., 
[1980] 15 p. : ill. (some col.), 1 chart ; 28 cm.— (Marketing 
research report ; no. 1115) “December 1980”—T. p. verso. 
Includes bibliographical references. @Item 13-B S/N 001- 
000-04208-4 @ GPO $1.75 1. Meat, Frozen — Packing. 2. 
Meat, Frozen. I. United States. Dept. of Agriculture. Office 
of Transportation. II. Title. III. Series. OCLC 08147124 


82-4301 


A 1.95:27 
The Federal milk marketing order program.—([Rev. June 
1981.] —[Washington, D.C.?] : U.S. Dept. of Agriculture, 


Agricultural Marketing Service, [1981]. 43 p. ; 22 cm.— 
(Marketing bulletin ; no. 27) @lItem 13-G 1. Milk trade — 
United States. I. United States. Agricultural Marketing 
Service. II. Series: Marketing bulletin (United States. Dept. 
of Agriculture) ; no. 27. OCLC 07728940 


FOREST SERVICE 
Agriculture Dept. 
Washington, DC 20250 


82-4302 
A 13,.2:B 53/12 

A Bird of fire : Kirtland’s warbler. —[Washington, D.C.?] : 
Forest Service, U.S. Dept. of Agriculture, 1981. 10 p. : ill., 1 
map ; 22 cm. Cover title. “Huron National Forest ... in 
cooperation with U.S. Fish & Wildlife Service and Michigan 
Department of Natural Resources.” “R9-20-5-7-81-R RWL- 
R.” @ltem 84 1. Kirtland’s warbler. I. U.S. Fish & Wild- 
life Service. II. Michigan. Dept. of Natural Resources. 
OCLC 08143283 


82-4303 
A 13.2:B 85/2 
United States. Forest Service. 

Actions on budget estimates for fiscal year 1981 / United 
States Department of Agriculture, Forest Service. — [Wash- 
ington, D.C.?] : The Service, [1980] 1 folded sheet (4 p.) ; 28 
cm. Caption title. “Program development and budget 4/ 
15/80.” 1. United States. Forest Service. I. Title. OCLC 
08116066 
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82-4304 
A 13.2:C 15/18/981 

Are you a good camping neighbor? — [Milwaukee, Wis.?] : U.S. 
Dept. of Agriculture, Forest Service, Eastern Region, 1981. 
1 folded sheet (7) p. : ill. ; 22 x 8 cm. “R9-13-2-81- 
RRWL”—P. [7] @Item 84 1. Camping — United States. 
I. United States. Forest Service. Eastern Region. OCLC 
08142096 


82-4305 
A 13.2:F 51/70 
Firewood in pacific northwest national forests. — [Portland, Or.] 
: U.S.D.A. Forest Service, Pacific Northwest Region, 1981. 
1 folded sheet (6) p. : ill. ; 23 x 10 cm. @Item 84 1. 
Fuelwood — Northwest, Pacific. I. United States. Forest 
Service. Pacific Northwest Region. OCLC 08142368 


82-4306 
A 13.2:G 88/981 

Grizzly, grizzly, grizzly, grizzly. — [Washington, D.C.?] : U.S. 
Dept. of Agriculture, Forest Service, 1981. 1 folded sheet 
(6) p. : ill, 1 map ; 23 x 10 cm. “National Park Service, 
Department of the Interior.” @lItem 84 1. Grizzly bear. I. 
United States. Forest Service. II. United States. National 
Park Service. OCLC 08142243 


82-4307 
A 13.2:L 47 
Leading a back country outing. — [Odgen, Utah] : Forest Serv- 
ice, Intermountain Region, U.S. Dept. of Agriculture, [19817] 
1 folded sheet (8) p. : ill. ; 23x 10cm. @lItem 84 1. Hiking. 
I. United States. Forest Service. Intermountain Region. 
OCLC 08142140 


82-4308 
A 13.2:Se 6 

Sensitive plants of the Francis Marion National Forest. — [At- 
lanta, Ga.?] : U.S. Dept of Agriculture, Forest Service, South- 
ern Region, 1981. 12 p.: col. ill, 1 map; 23cm. @lItem 84 
1. Forest flora— South Carolina — Francis Marion National 
Forest. 2. Endangered species — South Carolina — Francis 
Marion National Forest. 3. Rare plants — South Carolina — 
Francis Marion National Forest. 4. tForest flora — South 
Carolina. 5. ¢Plants— Wounds and injuries. 6. +Forest re- 
serves— South Carolina. 7. {Francis Marion National 
Forest (S.C.) I. United States. Forest Service. Southern 
Region. OCLC 07852674 


82-4309 
A 13.2:T 48/48 
Buying national forest timber. —[Rev. May 1981.] — [Washing- 
ton, D.C.?] : U.S. Dept. of Agriculture, Forest Service, 1981. 
1 folded sheet (6) p. : ill. ; 23x 10cm. “FS-23.” @Item 84 
1. Timber. I. United States. Forest Service. OCLC 
08147024 


82-4310 
A 13,13:C 81/5 
United States. Forest Service. Southwestern Region. 

Coronado National Forest off road vehicles travel guide & 
map / USDA Forest Service, Southwestern Region. Scale not 
given. [Albuquerque, N.M.?] : The Region, 1980. 10 maps 
on 1 sheet : both sides, col. ; sheet 92 x 61 cm., folded to 23 x 
16 cm. Relief shown by hachures and spot heights. In- 
cludes text and ill. @Item 85 1. All terrain vehicles — 
Coronado National Forest (Ariz. and N.M.)— Maps. 2. 
Coronado National Forest (Ariz. and N.M.)— Maps. I. 
Title. OCLC 08166501 





82-4311 
A 13.13:L 58/2 

Following Lewis and Clark across the Clearwater National 

Forest. — [Washington, D.C.? : U.S. Dept. of Agriculture, 
Forest Service?], 1981. 1 folded sheet (12) p. : col. maps ; 23 
x 11 cm. @Item 85 1. Overland journeys to the Pacific. 
2. Clearwater National Forest (Idaho) I. United States. 
Forest Service. OCLC 08142859 


82-4312 
A 13.13:P 11/3 
United States. Forest Service. Pacific Northwest Region. 

Pacific Crest National Scenic Trail, Oregon / Forest Serv- 
ice, U.S. Department of Agriculture, Pacific Northwest 
Region. Scale [ca. 1:35,000]. Portland, Or. : The Region, 
[19807] 9 maps on 1 sheet : both sides, col. ; sheet 57 x 89 
cm., folded to 23 x 15 cm. Relief shown by hachures and 
spot heights. Includes text, descriptive trail log, ill., map of 
“Pacific Crest National Scenic Trail,” and trail log. @Item 
85 1. Pacific Crest Trail— Maps. I. Title. OCLC 
08142684 


82-4313 
A 13.13:Se 6/2 

Recreation facilities of the Sequoia National Forest. — [Berke- 
ley, Calif.?] : U.S. Dept. of Agriculture, Forest Service, Pacif- 
ic Southwest Region, [19817] 43 p. : maps ; 23 x 10 cm. 
@ltem 85 1. Recreation centers — California — Sequoia Na- 
tional Forest. I. United States. Forest Service. Pacific 
Soutwest Region. OCLC 08097681 


82-4314 
A 13.13:Sh 7/5 
Shooting opportunities in the Cleveland National Forest. — 
[Alpine, Calif.?] : U.S. Dept. of Agriculture, Forest Service, 
Ranger District, [19817] 1 folded sheet (12 p.) : 
ill., 2 col. maps ; 23 x 9 cm. @Item 85 1. Shooting — 
California — Cleveland National Forest. 2. Cleveland Na- 
tional Forest (Calif.) I. United States. Forest Service. Des- 
canso Ranger District. OCLC 08146972 


82-4315 
A 13.13:Si 9/5 

Cape Perpetua auto tour.—[Washington, D.C.?] : Pacific 
Northwest Region, Forest Service, USDA, 1980. 1 folded 
sheet (7) p. : col. ill. ; 22 x 9 cm. “Siuslaw National 
Forest”— Cover. “R6 Siuslaw 006”—P. [7] @lItem 85 1. 
Perpetua, Cape (Or.)— Description and travel — Tours. I. 
United States. Forest Service. Pacific Northwest Region. II. 
Siuslaw National Forest (Or.) OCLC 08142951 


82-4316 
A 13.13:T 57/2/980 
United States. Forest Service. Intermountain Region. 

Off-road vehicle plan, Carson Ranger District, Toiyabe Na- 
tional Forest / USDA Forest Service, Intermountain Region. 
Scale [1:126,720]. 1/2 in. to 1 mile. [Ogden, Utah?] : The 
Region, 1980. 1 map : col. ; 124 x 31 cm., on sheet 68 x 74 
cm., folded to 23 x 11 cm. Relief shown by hachures and 
spot heights. Panel title: Vehicle travel plan, Carson Ranger 
District, Toiyabe National Forest. Includes text. On verso: 
text and ill. 1. Toiyabe National Forest (Nev. and Calif.) — 
Maps. I. Title. II. Title: Vehicle travel plan, Carson 
Ranger District, Toiyabe National Forest. OCLC 08103432 


82-4317 
A 13.13:W 28 
United States. Forest Service. 
Wasatch-Cache National Forest travel plan / U.S. Depart- 
ment of Agriculture, Forest Service. Scale [1:126,720]. 1/2 in. 
to 1 mile. [Washington, D.C.?] : The Service, 1980. 1 map : 


Government Publications — April 1982 


col. ; 58 x 90 cm., folded to 23 x 21 cm. Relief shown by 
hachures and spot heights. Panel title: Travel plan, Wasatch- 
Cache National Forest, Mountain view, Evanston, Kamas 
Ranger Districts. “Salt Lake, Sixth Principal, and Uintah 
meridians.” Includes text. On verso: text and ill. @lItem 
85 1. Wasatch National Forest (Utah and Wyo.)— Maps. 
2. Cache National Forest (Utah and Idaho) — Maps. I. Title. 
II. Title: Travel plan, Wasatch-Cache National Forest, Moun- 
tain View, Evanston, Kamas Ranger Districts. OCLC 
08101457 


82-4318 
A 13.13:W 64 

Wilderness visitor permit information for national forests in 
Oregon and Washington. —[Washington, D.C.?] : USDA, 
Forest Service, Pacific Northwest Region, 1980. 1 folded 
sheet (12) p. : ill, map ; 23 x9 cm. “R6-Rec-030-1980"—P. 
[5] @Item 85 1. Wilderness areas — Oregon — Visitors. 2. 
Wilderness areas — Washington — Visitors. I. United States. 
Forest Service. Pacific Northwest Region. OCLC 08146937 


82-4319 
A 13.27/2:D 35 
Clark, Joe W. 

Decay in wood bridges : inspection and preventive & reme- 
dial maintenance / by Joe W. Clark, Wallace E. Eslyn ; 
prepared for Engineering Staff, Forest Service, U.S. Depart- 
ment of Agriculture. —[Washington, D.C.?] : The Service 
1977. 51 p.: ill. ; 27 cm. Cover title. “Forest Products 
Laboratory.” Bibliography: p. 50-51. @lItem 84 (micro- 
fiche) 1. Bridges, Wooden— Maintenance and repair. I. 
Eslyn, Wallace E. II. Forest Products Laboratory (Madison, 
Wis.) III. Title. OCLC 08150621 


82-4320 
A 13.28:B 76/981/east 
United States. Forest Service. Intermountain Region. 
Bridger-Teton National Forest, travel plan, Bridger Divi- 

sion (east) / U.S. Dept. of Agriculture, Forest service ; com- 
piled at Regional Office, Ogden, Utah, 1964. Scale [ca. 
1:170,000] ; Polyconic proj. Ogden, Utah : The Office, 1981. 
1 map : col. ; 73 x 75 cm., folded to 26 x 12 cm. “Forest 
Service map class C.” Relief shown by hachures and spot 
heights. Panel title. Variant title: Bridger-Teton National 
Forest (Bridger Division-east half) Wyoming. “Wind River 
and Sixth Principal meridians.” Includes key map and text. 
On verso: text and ill. @Item 80-G 1. Bridger National 
Forest (Wyo.)— Maps. 2. Teton National Forest (Wyo.) — 
Maps. I. Title. II. Title: Bridger-Teton National Forest 
(Bridger Division-east half) Wyoming. OCLC 08126066 


82-4321 
A 13.28:B 76/981/teton 
United States. Forest Service. Intermountain Region. 
Bridger-Teton National Forest, travel plan, Teton Division 

/ U.S. Department of Agriculture, Forest Service ; compiled 
at Regional Office, Ogden, Utah, 1973. Scale [ca. 1:170,000] 
not “1/2 in. to 1 mile” ; Polyconic proj. (W 111°00’—W 
109°45°/N 44°20’—N 42°55’). Ogden, Utah : The Service, 
1981. 1 map : col. ; 96 x 70 cm., folded to 25 x 15 cm. 
“Forest Service map class C.” Relief shown by hachures 
and spot heights. Panel title. Variant title: Bridger-Teton 
National Forest (Buffalo, Gros Ventre and Hoback Ranger 
Districts) Wyoming. “Land status revised 1973.” Includes 
text. On verso: text and ill. @Item 80-G 1. Bridger Na- 
tional Forest (Wyo.)— Maps. 2. Teton National Forest 
(Wyo.)— Maps. I. Title. II. Title: Bridger-Teton National 
Forest (Buffalo, Gros Ventre and Hoback Ranger Districts) 
Wyoming. OCLC 07969516 
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82-4322 


A 13.28:B 76/981/west 
United States. Forest Service. Intermountain Region. 
Bridger-Teton National Forest, travel plan, Bridger Divi- 
sion (west) / U.S. Dept. of Agriculture, Forest Service ; 
compiled at Regional Office, Ogden, Utah, 1966. Scale [ca. 
1:170,000] not “1/2 in. to 1 mile” ; Polyconic proj. (W 
111°00’—W 110°00’/N 43°20°—N 42°10’). Ogden, Utah : The 
Office, 1981. 1 map : .b col. ; 98 x 56 cm., folded to 30 x 15 
cm. Relief shown by hachures and spot heights. Panel title. 
Variant title: Bridger-Teton National Forest, Kemmerer, 
Greys River and Big Piney Ranger Districts (Bridger Divi- 
sion-west half). “National Forest name changed and map 


82-4326 


A 13.28:C 71 


United States. Forest Service. 


Colorado wilderness map, National Forests, Colorado / 
U.S. Department of Agriculture, Forest Service. Scale 
1:1,000,000. 1 in to ca. 16 miles ; Lambert conformal conic 
projection, standard parallels 33°and 459°W 109°—W 102°/N 
41°—N 37°). [Washington, D.C.?] : The Service, 1981. 1 map 
: col. ; 48 x 64cm. Relief shown by spot heights. Variant 
title: Colorado wilderness map. “November 1981.” Base 
“compiled, edited, and published by the Geological Survey.” 
@ltem 80-G 1. Wilderness areas —Colorado— Maps. 2. 
Colorado — Maps. I. Title. II. Title: Colorado wilderness 
map. OCLC 08166709 


reprinted, 1974.” “Sixth Principal meridian.” Includes key 
map and source diagram. On verso: text and ill. @lItem 80- 
G 1. Bridger National Forest (Wyo.)— Maps. I. Title. II. 
Title: Bridger-Teton National Forest, Kemmerer, Greys River 
and Big Piney Ranger Districts (Bridger Division-west half). 
OCLC 08126044 


82-4327 
A 13.28:In 8/981 
United States. Forest Service. Intermountain Region. 

National forests of the Intermountain Region / U.S. De- 
partment of Agriculture, Forest Service, Intermountain 
Region ; compiled at the Regional Office, Ogden, Utah, 1966. 
Limited rev. June 1972. — Scale [ca. 1:1,500,000]. Ogden, 
Utah : The Region, 1981. 1 map : col. ; on sheet 81 x 76 
cm., folded to 22 x 19 cm. “Forest Service map class E.” 
Chattooga National Wild and Scenic River, Georgia, North Relief shown by hachures and spot heights. Includes loca- 

Carolina, South Carolina. Scale [ca. 1:31,500]. [Atlanta, Ga.?] tion map. @Item 80-G 1. Forest reserves — West (U.S.) — 
: Southern Region, 1981. 1 map : both sides, col. ; 91 x 63 Maps. I. Title. OCLC 08093312 

cm., folded to 23 x 11 cm. Relief shown by contours and 82-4328 

spot heights. “Contour interval 200 feet.” Panel title. Ori- 
ented with north to upper left. Printed on plastic coated 
paper. Includes key map, text and col. ill. On verso: key 
map, text and col. ill. @Item 80-G 1. Chattooga River — 
Maps. I. Title. OCLC 08101235 


82-4323 
A 13.28:C 39/2 
United States. Forest Service. Southern Region. 


A 13.28:M 34/981/fredericktown 
United States. Forest Service. Eastern Region. 

Mark Twain National Forest (Fredericktown Ranger Dis- 
trict), Missouri, 1976 / U.S. Department of Agriculture, 
Forest Service ; compiled and drafted at the Regional Office, 
Milwaukee, 1963. Rev. — Scale [1:126,720]. 1/2 in. to 1 mile ; 
Polyconic proj. (W 90°42’—W 90°00’/N 37°50’—N 37°22’). 
Milwaukee, Wis. : The Office, 1981. 1 map ; 49 x 62 cm., 
folded to 35 x 28cm. “Forest Service map class A.” Relief 
shown by hachures. Panel title: Fredericktown Unit, Nation- 
al Forest. “Fifth Principal meridian.” Includes source dia- 
gram and key map. On verso: text and ill. @lItem 80-G 1. 
Mark Twain National Forest (Mo.)— Maps. I. Title. II. 
Title: Fredericktown Unit, National Forest. OCLC 07880471 


82-4329 


82-4324 


A 13.28:C 39/3 
United States. Forest Service. Southern Region. 


Cohutta Wilderness, Chattahoochee and Cherokee National 
Forests, Georgia and Tennessee / U.S. Department of Agri- 
culture, Forest Service. Scale 1:31,680 (W 84°40’—W 84°30°/ 
N 35°00’—N 34°50’). [Atlanta, Ga.?] : Southern Region, 1981. 
1 map : col. ; 64 x 47 cm., folded to 16x9cm. Relief shown 
by contours. Cohutta Wilderness, Chattahoochee and 
Cherokee National Forests in Georgia and Tennessee. “Con- 
tour interval 40 feet.” Includes text and key map. On 
verso: text and col. ill. 1. Cohutta Wilderness (Ga. and 
Tenn.) — Maps. I. Title. OCLC 08126117 


A 13.28:M 34/981/cassville 
United States. Forest Service. Eastern Region. 

Mark Twain National Forest (Cassville Ranger District) 
Missouri, 1976 / U.S. Department of Agriculture, Forest 
Service ; compiled and drafted at the Regional Office, Mil- 
waukee, Wisconsin, 1960. Rev. — Scale [1:126,720]. 1/2 in. to 
1 mile ; Polyconic proj. (W 93°58’—W 93°15’/N 36°50’—N 
36°25’). Milwaukee, Wis. : The Office, 1981. 1 map : 42 x 55 
cm., folded to 31 x 24 cm. “Forest Service map class A.” 
Relief shown by hachures and spot heights. Panel title: Cass- 
ville Unit, National Forest. “Fifth Principal meridian.” In- 
cludes key map. On verso: text and ill. @Item 80-G 1. 
Mark Twain National Forest (Mo.)— Maps. I. Title. II. 
Title: Cassville Unit, National Forest. OCLC 07867866 


82-4330 


82-4325 
A 13.28:C 42/4 
United States. Forest Service. Southern Region. 

Cherokee National Forest, Tennessee : off-road vehicle use 
map / U.S. Department of Agriculture, Forest Service. Scale 
[1:126,720]. 1/2 in. to 1 mile. [Atlanta, Ga.?] : U.S. Dept. of 
Agriculture, Forest Service, Southern Region, 1981. 3 maps 
on | sheet : both sides, col. ; 69 x 102 cm., folded to 24 x 11 
cm. Relief shown by hachures and spot heights. Panel title: 
Off road vehicle use map, Cherokee National Forest, Tennes- 
see. Includes text, ill., “Glossary,” and location maps. Con- 
tents: Unaka & Watauga Ranger Districts — Nolichucky 
Ranger District — Ocoee, Hiwassee, and Tellico Ranger Dis- 


A 13.28:M 34/981/ava 
United States. Forest Service. Eastern Region. 


tricts. @Item 80-G 1. All terrain vehicles — Cherokee Na- 
tional Forest (Tenn. and N.C.)— Maps. 2. Cherokee Nation- 
al Forest (Tenn. and N.C.)— Maps. I. Title. II. Title: Off 
road vehicle use map, Cherokee National Forest, Tennessee. 
G3962.C49E63 1980.US 81-692388 /MAPS OCLC 
07923570 
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Mark Twain National Forest (Ava Ranger District) Mis- 
souri, 1976 / U.S. Department of Agriculture, Forest Service 
; compiled and drafted at the Regional Office, Milwaukee, 
Wisconsin, 1962. Rev. — Scale [1:126,720]. 1/2 in. to 1 mile ; 
Polyconic proj. (W 93°15’—W 92°30’/N 37°02’—N 36°33’). 
Milwaukee, Wis. : The Office, 1981. 1 map ; 50 x 60 cm. 
“Forest Service map class A.” Relief shown by hachures. 





Panel title: Mark Twain, Ava Unit, National Forest. “Fifth 
Principal meridian.” Includes source diagram and key map. 
On verso: text, “Chadwick motorcycle trail system,” and ill. 
@ltem 80-G 1. Mark Twain National Forest (Mo.) — Maps. 
I. Title. II. Title: Mark Twain, Ava Unit, National Forest. 
OCLC 07872180 


82-4331 


A 13.28:M 34/981/poplar 
United States. Forest Service. Eastern Region. 

Mark Twain National Forest (Poplar Bluff Ranger Dis- 
trict), Missouri, 1976 / U.S. Department of Agriculture, 
Forest Service ; compiled at the Regional Office, Milwaukee, 
Wisconsin, 1960. Rev. — Scale [1:126,720]. 1/2 in. to 1 mile ; 
Polyconic proj. (W 90°55’—W 90°15’/N 37°15°—N 36°42’). 
Milwaukee, Wis. : The Office, 1981. 1 map ; 58 x 53 cm., 
folded to 32 x 31cm. “Forest Service map class A.” Relief 
shown by hachures and spot heights. Panel title: Mark 
Twain, Poplar Bluff Unit, National Forest. “Fifth Principal 
meridian.” Includes key map. On verso: text and ill. 
@ltem 80-G 1. Mark Twain National Forest (Mo.) — Maps. 
I. Title. II. Title: Mark Twain, Poplar Bluff Unit, National 
Forest. OCLC 07882512 


82-4332 


A 13.28:M 34/981/rolla 
United States. Forest Service. Eastern Region. 

Mark Twain National Forest (Rolla-Houston Ranger Dis- 
tricts), Missouri, 1976 / U.S. Department of Agriculture, 
Forest Service ; compiled and drafted at the Regional Office, 
Milwaukee, Wisconsin, 1961. Rev. — Scale [1:126,720]. 1/2 
in. to 1 mile ; Polyconic proj. (W 92°32’"—W 91°46’/N 


38°04’—N 37°18’). Milwaukee, Wis. : The Office, 1981. 1 
map ; 7! x 59 cm., folded to 41 x 33 cm. “Forest Service 
map class A.” Relief shown by hachures. Panel title: Mark 
Twain, Rolla-Houston Unit, National Forest. “Fifth Princi- 
pal meridian.” Includes key map. On verso: text and ill. 
@ltem 80-G 1. Mark Twain National Forest (Mo.) — Maps. 


I. Title. II. Title: Mark Twain, Rolla-Houston Unit, National 
Forest. OCLC 07868043 


82-4333 


A 13.28:M 34/981/salem 
United States. Forest Service. Eastern Region. 

Mark Twain National Forest (Salem-Potosi Ranger Dis- 
tricts), Missouri, 1976 / U.S. Department of Agriculture, 
Forest Service ; compiled and drafted at the Regional Office, 
Milwaukee, Wisconsin, 1963. Rev. — Scale [126,720]. 1/2 in. 
to 1 mile ; Polyconic proj. (W 91°32’—W 90°43’/N 38°04’—N 
37°15’). Milwaukee, Wis. : The Office, 1981. 1 map ; 80 x 65 
cm., folded to 43 x 36 cm. “Forest Service map class A.” 
Relief shown by hachures. Panel title: Mark Twain, Salem- 
Potosi Unit, National Forest. “Fifth Principal meridian.” 
Includes source diagram and key map. On verso: text and 
ill. @Item 80-G 1. Mark Twain National Forest (Mo.) — 
Maps. I. Title. II. Title: Mark Twain, Salem-Potosi Unit, 
National Forest. OCLC 07867704 


82-4334 


A 13.28:M 34/981/willow 
[United States. Forest Service. Eastern Region.] 

Mark Twain National Forest (Willow Springs Ranger Dis- 
trict) Missouri, 1975 / U.S. Department of Agriculture, 
Forest Service. Scale [1:126,720]. 1/2 in. to 1 mile (W 
92°20’—W 91°50°/N 37°10’—N 36°35’). [Milwaukee, Wis.?] : 
The Service, 1981. 1 map ; 51 x 34 cm., folded to 28 x 20 
cm. Panel title: Mark Twain, Willow Springs Unit, National 
Forest. “Fifth Principal meridian.” On verso: text and ill. 
@ltem 80-G 1. Mark Twain National Forest (Mo.) — Maps. 
I. Title. II. Title: Mark Twain, Willow Springs Unit, Nation- 
al Forest. OCLC 07870793 
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82-4335 


A 13.28:M 34/981/winona 


United States. Forest Service. Eastern Region. 


Mark Twain National Forest (Winona-Doniphan-Van 
Buren Ranger Districts), Missouri, 1976 / U.S. Department of 
Agriculture, Forest Service ; compiled and drafted at the 
Regional Office, Milwaukee, Wisconsin, 1960. Rev. — Scale 
[1:126,720]. 1/2 in. to 1 mile ; Polyconic proj. (W 91°33°-—W 
90°48’/N 37°08’—N 36°30’). Milwaukee, Wis. : The Office, 
1981. 1 map ; 63 x 60 cm., folded to 35 x 33 cm. “Forest 
Service map class A.” Relief shown by hachures and spot 
heights. Panel title: Mark Twain, Fristoe Unit, National 
Forest. “Fifth Principal meridian.” Includes key map. On 
verso: text and ill. @Item 80-G 1. Mark Twain National 
Forest (Mo.)— Maps. I. Title. II. Title: Mark Twain, Fris- 
toe Unit, National Forest. OCLC 07880390 


82-4336 


A 13.28:P 11/2 


United States. Forest Service. Pacific Northwest Region. 


Pacific Crest National Scenic Trail / U.S.D.A. Forest Serv- 
ice, Pacific Northwest Region. Scale ca. 1:720,000. [Portland, 
Or.?] : The Region, 1981. 1 map : both sides, col. ; 132 x 113 
cm., on sheet 76 x 102 cm. “Base map produced by Engi- 
neering, Geometronics, Automated Cartography.” 
“P.C.N.S.T. comprehensive plan.” Contents: Northern Cali- 
fornia — Southern California. Includes location map. On 
verso: location map. @Item 80-G 1. Pacific Crest Trail — 
Maps. 2. Trails — California. I. Title. OCLC 07972014 


82-4337 


A 13.28:P 67 


United States. Forest Service. Southern Region. 


Appalachian Trail, Tennessee and North Carolina / U.S. 
Department of Agriculture, Forest Service, Southern Region. 
Scale [1:126,720]. 1/2 in. to 1 mile. [Atlanta, Ga.?] : The 
Region, [19812] 1 map : both sides, col. ; on sheet 23 x 81 
cm., folded to 23 x 11 cm. Relief shown by contours and 
spot heights. Panel title: Appalachian Trail, Pisgah & Chero- 
kee National Forests, North Carolina-Tennessee. Oriented 
with north to upper right. Includes text. On verso: text and 
ill. @lItem 80-G 1. Appalachian Trail— Maps. 2. Pisgah 
National Forest (N.C.)— Maps. 3. Cherokee National 
Forest (Tenn. and N.C.)— Maps. I. Title. Il. Title: Appa- 
lachian Trail, Pisgah & Cherokee National Forests, North 
Carolina-Tennessee. OCLC 08101257 


82-4338 


A 13.28:Sa 1 


United States. Forest Service. Southern Region. 


Sabine National Forest (Tenaha and Yellowpine Ranger 
Districts) Texas / U.S. Department of Agriculture, Forest 
Service ; compiled by the Forest Service, Region 8, Atlanta, 
Georgia in 1980. Scale 1:126,720 ; Polyconic proj. (W 
94°07°30"—W 93°35’00"/N 31°55’00”—N 31°07’30”). Atlanta : 
The Region, 1981. 1 map : col. ; 77 x 47 cm., folded to 23 x 
11 cm. “Forest Service map.” Relief shown by spot 
heights. Panel title: The ... Sabine National Forest-Texas. 
“Revised at the Special Mapping Center, Reston, Va. and the 
Geometronics Service Center, Salt Lake City, using 1979 
sources material. “Field edited 1981. National Forest Land 
status current as of June, 1981. “ Includes index to recrea- 
tion sites, “key map” and “index to USDA-Forest Service 
primary base series topographic maps.” On verso: text and 
ill. @lItem 80-G 1. Sabine National Forest (Tex.) — Maps. 
I. Geometronics Service Center (U.S.) II. Special Mapping 
Center (U.S.) III. Title. OCLC 08067693 
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82-4339 


A 13.28:Si 7 
United States. Forest Service. Southern Region. 

Sipsey Wilderness, William B. Bankhead National Forest, 
Alabama / U.S. Department of Agriculture, Forest Service ; 
prepared by the U.S. Forest Service, Southern Region. Scale 
1:24,000 (W  87930°00"—W_  87°22°30"/N 34°20°00”—N 
34°17°30”). Atlanta, Ga. : The Region, 1981. 1 map : col. ; 
43 x 64 cm., folded to 16x 9cm. Relief shown by contours. 
Panel title: Sipsey Wilderness, Bankhead National Forest, Al- 
abama. “Contour interval 20 feet.” Includes key map. On 
verso: text and col. ill. @Item 80-G 1. Sipsey Wilderness 
(Ala.)— Maps. I. Title. II. Title: Sipsey Wilderness, Bank- 
head National Forest, Alabama. OCLC 08126141 


82-4340 


A 13.28:Ui 5 


United States. Forest Service. 


Uinta National Forest, Utah, travel plan/recreation guide. 
Scale not given ; Polyconic proj. (W 111°52°30"—W 
110°52’30”/N 40°37°30”—N 39°45’00”). [Washington, D.C.?] : 
Forest Service, Dept. of Agriculture, 1981. 1 map : col. ; 82 
x 67 cm., folded to 26 x 22 cm. Relief shown by hachures 
and spot heights. Panel title: Travel plan, Uinta National 
Forest. Includes text and inset of Wasatch National Forest, 
Vernon Division. On verso: text and ill. 1. Uinta National 
Forest (Utah) — Maps. I. Title. II. Title: Travel plan, Uinta 
National Forest. OCLC 08123599 


82-4341 


A 13.28/a:T.44 & 45 N,R.43 W. 
United States. Forest Service. Eastern Region. Geometronics 
Unit. 

Ottawa National Forest / U.S. Department of Agriculture, 
Forest Service ; ... with revisions and minor field corrections 
by Geometronics Unit, U.S. Forest Service, Regional Office, 
Milwaukee, Wisconsin. Scale 1:31,680 ; Polyconic proj. (W 
90°30’—W 88°35’/N 46°46’—N 46°00’). Milwaukee, Wis. : The 
Service, 1981- maps : col. ; 31 x 31 cm. or smaller Relief 
shown by contours and spot heights. “Maps photographical- 
ly reproduced from 1:62,500 scale U.S. Geological Survey 
Standard Accuracy Maps.” Contents: T.44 & 45N., R.43W., 
Gogebic County, Michigan. Includes location map. @Item 
80-G 1. Ottawa National Forest (Mich.)— Maps. I. Title. 
OCLC 07632784 


82-4342 


A 13.28/a:T.44 N,R.37 W. 
United States. Forest Service. Eastern Region. Geometronics 
Unit. 

Ottawa National Forest / U.S. Department of Agriculture, 
Forest Service ; ... with revisions and minor field corrections 
by Geometronics Unit, U.S. Forest Service, Regional Office, 
Milwaukee, Wisconsin. Scale 1:31,680 ; Polyconic proj. (W 
90°30’—W 88°35’/N 46°46’—N 46°00’). Milwaukee, Wis. : The 
Service, 1981- maps : col. ; 31 x 31 cm. or smaller Relief 
shown by contours and spot heights. “Maps photographical- 
ly reproduced from 1:62,500 scale U.S. Geological Survey 
Standard Accuracy Maps.” Contents: T.44N., R.37W., Iron 
County, Michigan. Includes location map. @lItem 80-G 1. 
Ottawa National Forest (Mich.)— Maps. I. Title. OCLC 
07632784 


90°30’—W 88°35’/N 46°46’—N 46°00’). Milwaukee, Wis. : The 
Service, 1981- maps : col. ; 31 x 31 cm. or smaller Relief 
shown by contours and spot heights. “Maps photographical- 
ly reproduced from 1:62,500 scale U.S. Geological Survey 
Standard Accuracy Maps.” Contents: T.44N., R.38W., Go- 
gebic County, Michigan. Includes location map. @lItem 80- 
G 1. Ottawa National Forest (Mich.)— Maps. I. Title. 
OCLC 07632784 


82-4344 


A 13.28/a:T.44 N,R.40 W. 


United States. Forest Service. Eastern Region. Geometronics 


Unit. 

Ottawa National Forest / U.S. Department of Agriculture, 
Forest Service ; ... with revisions and minor field corrections 
by Geometronics Unit, U.S. Forest Service, Regional Office, 
Milwaukee, Wisconsin. Scale 1:31,680 ; Polyconic proj. (W 
90°30’—W 88°35’/N 46°46’—N 46°00’). Milwaukee, Wis. : The 
Service, 1981- maps : col. ; 31 x 31 cm. or smaller Relief 
shown by contours and spot heights. “Maps photographical- 
ly reproduced from 1:62,500 scale U.S. Geological Survey 
Standard Accuracy Maps.” Contents: T.44N., R.40W., Go- 
gebic County, Michigan. Includes location map. @lItem 80- 
G 1. Ottawa National Forest (Mich.)— Maps. I. Title. 
OCLC 07632784 


82-4345 


A 13.28/a:T.45 N,R.37 W. 


United States. Forest Service. Eastern Region. Geometronics 


Unit. 

Ottawa National Forest / U.S. Department of Agriculture, 
Forest Service ; ... with revisions and minor field corrections 
by Geometronics Unit, U.S. Forest Service, Regional Office, 
Milwaukee, Wisconsin. Scale 1:31,680 ; Polyconic proj. (W 
90°30’—W 88°35’/N 46°46’—N 46°00’). Milwaukee, Wis. : The 
Service, 1981- maps : col. ; 31 x 31 cm. or smaller Relief 
shown by contours and spot heights. “Maps photographical- 
ly reproduced from 1:62,500 scale U.S. Geological Survey 
Standard Accuracy Maps.” Contents: T.45N., R.37W., Iron 
County, Michigan. Includes location map. @lItem 80-G 1. 
Ottawa National Forest (Mich.)— Maps. I. Title. OCLC 
07632784 


82-4346 


A 13,28/a:T.45 N,R.38 W 


United States. Forest Service. Eastern Region. Geometronics 


Unit. 

Ottawa National Forest / U.S. Department of Agriculture, 
Forest Service ; ... with revisions and minor field corrections 
by Geometronics Unit, U.S. Forest Service, Regional Office, 
Milwaukee, Wisconsin. Scale 1:31,680 ; Polyconic proj. (W 
90°30’—W 88°35’/N 46°46’—N 46°00’). Milwaukee, Wis. : The 
Service, 1981- maps : col. ; 31 x 31 cm. or smaller Relief 
shown by contours and spot heights. “Maps photographical- 
ly reproduced from 1:62,500 scale U.S. Geological Survey 
Standard Accuracy Maps.” Contents: T.45N., R.38W., Go- 
gebic County, Michigan. Includes location map. @lItem 80- 
G 1. Ottawa National Forest (Mich.)— Maps. I. Title. 
OCLC 07632784 


82-4347 


A 13.28/a:T.45 N,R.42 W. 

United States. Forest Service. Eastern Region. Geometronics 

A 13.28/a:T.44 N,R.38 W. Unit. 
United States. Forest Service. Eastern Region. Geometronics Ottawa National Forest / U.S. Department of Agriculture, 
Unit. Forest Service ; ... with revisions and minor field corrections 
Ottawa National Forest / U.S. Department of Agriculture, by Geometronics Unit, U.S. Forest Service, Regional Office, 
Forest Service ; ... with revisions and minor field corrections Milwaukee, Wisconsin. Scale 1:31,680 ; Polyconic proj. (W 
by Geometronics Unit, U.S. Forest Service, Regional Office, 90°30’—W 88°35’/N 46°46’—N 46°00’). Milwaukee, Wis. : The 
Milwaukee, Wisconsin. Scale 1:31,680 ; Polyconic proj. (W Service, 1981- maps : col. ; 31 x 31 cm. or smaller Relief 


82-4343 
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shown by contours and spot heights. “Maps photographical- 
ly reproduced from 1:62,500 scale U.S. ical Survey 
Standard Accuracy Maps.” Contents: T.45N., R.42W., Go- 
gebic County, Michigan. Includes location map. @Item 80- 
G 1. Ottawa National Forest (Mich.)— Maps. I. Title. 
OCLC 07632784 


82-4348 


tonagon County, Michigan. Includes location map. @lItem 
80-G 1. Ottawa National Forest (Mich.)— Maps. I. Title. 
OCLC 07632784 


82-4352 
A 13.28/a:T.47 N,R.36 W. 
United States. Forest Service. Eastern Region. Geometronics 
Unit. 
A 13.28/a:T.46 N,R.35 W. 
United Stats. Forest Service. Eastern Region. Geometronic ae ge eee 
nit. suvidons a 
Ottawa National Forest / U.S. Department of Agriculture, ee ee eee eee me 
Forest Service ; ... with revisions and minor field corrections e054 _W 88°35 N46 po tnogy 5 46°00). Milwaukee, Wis. - The 
by Geometronics Unit, U.S. Forest Service, Regional Office, ice, 1981- a a a cee - SR 
Milwaukee, Wisconsin. Scale 1:31,680 ; Polyconic proj. (W + orm poste, at Amt ge emaller reser 
90°30’—W 88°35’/N 46°46’—N 46°00’). Milwaukee, Wis. : The ; a re sia ay —_ 7 ee photogr r 
Service, 1981- maps : col. ; 31 x 31 cm. or smaller Relief rd “a gy ec tenhs ‘ Geitete “TAIN, RGW. 
shown by contours and spot heights. “Maps photographical- Houghton Guster po eet 2 
ly reproduced from 1:62,500 scale U.S. Geological Survey @ltem 80-G 1. Otte 3 ae Forest ‘~1 
Standard Accuracy Maps.” Contents: T.46N., R.35W., Iron gg pi I ag ational (Mich.) — Maps. 
County, Michigan. Includes location map. @lItem 80-G 1. —_ 
Ottawa National Forest (Mich.)— Maps. I. Title. OCLC 82-4353 
CrEsETS A 13.28/a:T.47 N,R.38 W. 
82-4349 United States. Forest Service. Eastern Region. Geometronics 
A 13.28/a:T.46 N,R.36 W. Unit. 
United States. Forest Service. Eastern Region. Geometronics Ottawa National Forest / U.S. Department of Agriculture, 
Unit. Forest Service ; ... with revisions and minor field corrections 
Ottawa National Forest / U.S. Department of Agriculture, by Geometronics Unit, U.S. Forest Service, Regional Office, 


Forest Service ; ... with revisions and minor field corrections 
by Geometronics Unit, U.S. Forest Service, Regional Office, 
Milwaukee, Wisconsin. Scale 1:31,680 ; Polyconic proj. (W 
90°30’—W 88°35’/N 46°46’—N 46°00’). Milwaukee, Wis. : The 
Service, 1981- maps : col. ; 31 x 31 cm. or smaller Relief 
shown by contours and spot heights. “Maps photographical- 
ly reproduced from 1:62,500 scale U.S. Geological Survey 
Standard Accuracy Maps.” Contents: T.46N., R.36W., Iron 
County, Michigan. Includes location map. @lItem 80-G 1. 
Ottawa National Forest (Mich.)— Maps. I. Title. OCLC 


Milwaukee, Wisconsin. Scale 1:31,680 ; Polyconic proj. (W 
90°30’—W 88°35°/N 46°46’—N 46°00’). Milwaukee, Wis. : The 
Service, 1981- maps : col. ; 31 x 31 cm. or smaller Relief 
shown by contours and spot heights. “Maps photographical- 
ly reproduced from 1:62,500 scale U.S. Geological Survey 
Standard Accuracy Maps.” Contents: T.47N., R.38W., On- 
tonagon County, Michigan. Includes location map. @Item 
80-G 1. Ottawa National Forest (Mich.)— Maps. I. Title. 
OCLC 07632784 


07632784 
82-4350 


82-4354 
A 13.28/a:T.48 N,R.35 W. 
A 13.28/a:T.46 N,R.37 W. United States. Forest Service. Eastern Region. Geometronics 


. : F : Unit. 
br States. Forest Service. Eastern Region. Geometronics Ottawa National Forest / U.S. D ent of Agriculture, 


Ottawa National Forest / U.S. Department of Agriculture, 
Forest Service ; ... with revisions and minor field corrections 
by Geometronics Unit, U.S. Forest Service, Regional Office, 
Milwaukee, Wisconsin. Scale 1:31,680 ; Polyconic proj. (W 
90°30’—W 88°35’/N 46°46’—N 46°00’). Milwaukee, Wis. : The 
Service, 1981- maps : col. ; 31 x 31 cm. or smaller Relief 
shown by contours and spot heights. “Maps photographical- 
ly reproduced from 1:62,500 scale U.S. Geological Survey 


Forest Service ; ... with revisions and minor field corrections 
by Geometronics Unit, U.S. Forest Service, Regional Office, 
Milwaukee, Wisconsin. Scale 1:31,680 ; Polyconic proj. (W 
90°30’—W 88°35’/N 46°46’—N 46°00"). Milwaukee, Wis. : The 
Service, 1981- maps : col. ; 31 x 31 cm. or smaller Relief 
shown by contours and spot heights. “Maps photographical- 
ly reproduced from 1:62,500 scale U.S. Geological Survey 
Standard Accuracy Maps.” Contents: T.49N., R.36W., 


Houghton & Baraga Counties, Michigan. Includes location 
map. @Item 80-G 1. Ottawa National Forest (Mich.) — 
Maps. I. Title. OCLC 07632784 


82-4355 


Standard Accuracy Maps.” Contents: T.46N., R.37W., Iron 
County, Michigan. Includes location map. @lItem 80-G 1. 
Ottawa National Forest (Mich.)— Maps. I. Title. OCLC 
07632784 

82-4351 A 13.28/a:T.48 N,R.37 W. 

A 13.28/a:T.46 N,R.38 W. United States. Forest Service. Eastern Region. Geometronics 

United States. Forest Service. Eastern Region. Geometronics Unit. 


Unit. 

Ottawa National Forest / U.S. Department of Agriculture, 
Forest Service ; ... with revisions and minor field corrections 
by Geometronics Unit, U.S. Forest Service, Regional Office, 
Milwaukee, Wisconsin. Scale 1:31,680 ; Polyconic proj. (W 
90°30’—W 88°35’/N 46°46’—N 46°00’). Milwaukee, Wis. : The 
Service, 1981- maps : col. ; 31 x 31 cm. or smaller Relief 
shown by contours and spot heights. ‘Maps photographical- 
ly reproduced from 1:62,500 scale U.S. Geological Survey 
Standard Accuracy Maps.” Contents: T.46N., R.38W., On- 


Ottawa National Forest / U.S. Department of Agriculture, 
Forest Service ; ... with revisions and minor field corrections 
by Geometronics Unit, U.S. Forest Service, Regional Office, 
Milwaukee, Wisconsin. Scale 1:31,680 ; Polyconic proj. (W 
90°30’—W 88°35’/N 46°46’—N 46°00"). Milwaukee, Wis. : The 
Service, 1981- maps : col. ; 31 x 31 cm. or smaller Relief 
shown by contours and spot heights. “Maps photographical- 
ly reproduced from 1:62,500 scale U.S. Geological Survey 
Standard Accuracy Maps.” Contents: T.48N., R.37W., 
Houghton County, Michigan. Includes location map. 
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@ltem 80-G 1. Ottawa National Forest (Mich.)— Maps. I. 
Title. OCLC 07632784 


82-4356 


A 13.28/a:T.49 N,R.35 W. 
United States. Forest Service. Eastern Region. Geometronics 
Unit. 

Ottawa National Forest / U.S. Department of Agriculture, 
Forest Service ; ... with revisions and minor field corrections 
by Geometronics Unit, U.S. Forest Service, Regional Office, 
Milwaukee, Wisconsin. Scale 1:31,680 ; Polyconic proj. (W 
90°30’—W 88°35’/N 46°46’—N 46°00’). Milwaukee, Wis. : The 
Service, 1981- maps : col. ; 31 x 31 cm. or smaller Relief 
shown by contours and spot heights. “Maps photographical- 
ly reproduced from 1:62,500 scale U.S. Geological Survey 
Standard Accuracy Maps.” Contents: T.49N., R.35W., 
Houghton & Baraga Counties, Michigan. Includes location 
map. @lItem 80-G 1. Ottawa National Forest (Mich.) — 
Maps. I. Title. OCLC 07632784 


82-4357 


A 13.28/a:T.49 N,R.36 W. 
United States. Forest Service. Eastern Region. Geometronics 
Unit. 

Ottawa National Forest / U.S. Department of Agriculture, 
Forest Service ; ... with revisions and minor field corrections 
by Geometronics Unit, U.S. Forest Service, Regional Office, 
Milwaukee, Wisconsin. Scale 1:31,680 ; Polyconic proj. (W 
90°30’—W 88°35’/N 46°46’—N 46°00’). Milwaukee, Wis. : The 
Service, 1981- maps : col. ; 31 x 31 cm. or smaller Relief 
shown by contours and spot heights. “Maps photographical- 
ly reproduced from 1:62,500 scale U.S. Geological Survey 
Standard Accuracy Maps.” Contents: T.49N., R.36W., 
Houghton County, Michigan. Includes location map. 
@ltem 80-G 1. Ottawa National Forest (Mich.)— Maps. I. 
Title. OCLC 07632784 


82-4358 


A 13.28/3:T.10 S/R.7 E. 
United States. Forest Service. Eastern Region. 

Shawnee sportsman’s map / Forest Service, U.S. Depart- 
ment of Agriculture ; in cooperation with Illinois Department 
of Conservation ; converted to township unit and republished 
by U.S. Forest Service, Milwaukee, Wisconsin. Scale 
1:24,000, 1 in. to 2000 feet ; Polyconic proj. (W 89°40’—W 
88°00’"/N 37°55’—N 37°00’). Milwaukee, Wis. : The Service, 
1980- maps ; 41 x 42 cm. or smaller, folded to 23 x 10 cm. 
Forest Service map class AA. Relief shown by contours and 
spot heights. Contour interval 20 feet. Panel title. Variant 
title: Shawnee National Forest. Base “mapped by U.S. Geo- 
logical Survey.” Contents: T. 10 S., R. 7 E., Saline County, 
Illinois. Includes location map. On verso: text and ill. “R 
9-01-8-79-SH.” @lItem 80-G 1. Shawnee National Forest 
(Ill.) — Maps. I. Illinois. Dept. of Conservation. II. Title. 
III. Title: Shawnee National Forest. OCLC 06824128 


82-4359 


A 13.28/3:T.10 S/R.8 E. 
United States. Forest Service. Eastern Region. 

Shawnee sportsman’s map / Forest Service, U.S. Depart- 
ment of Agriculture ; in cooperation with Illinois Department 
of Conservation ; converted to township unit and republished 
by U.S. Forest Service, Milwaukee, Wisconsin. Scale 
1:24,000. 1 in. to 2000 feet ; Polyconic proj. (W 89°40’—W 
88°00’/N 37°55’—N 37900’). Milwaukee, Wis. : The Service, 
1980- maps ; 41 x 42 cm. or smaller, folded to 23 x 10 cm. 
Forest Service map class AA. Relief shown by contours and 
spot heights. Contour interval 20 feet. Panel title. Variant 
title: Shawnee National Forest. Base “mapped by U.S. Geo- 
logical Survey.” Contents: T. 10 S, R. 8 E., Gallatin 
County, Illinois. Includes location map. On verso: text and 
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ill. “R 9-01-8-79-SH.” @lItem 80-G 1. Shawnee National 
Forest (Ill.)— Maps. I. Illinois. Dept. of Conservation. II. 
Title. III. Title: Shawnee National Forest. OCLC 06824128 


82-4360 
A 13.28/3:T.14 S/R.2 W. 
United States. Forest Service. Eastern Region. 

Shawnee sportsman’s map / Forest Service, U.S. Depart- 
ment of Agriculture ; in cooperation with Illinois Department 
of Conservation ; converted to township unit and republished 
by U.S. Forest Service, Milwaukee, Wisconsin. Scale 
1:24,000. 1 in. to 2000 feet ; Polyconic proj. (W 89°40’—W 
88°00’/N 37°55’—N 37°00’). Milwaukee, Wis. : The Service, 
1980- maps ; 41 x 42 cm. or smaller, folded to 23 x 10 cm. 
Forest Service map class AA. Relief shown by contours and 
spot heights. Contour interval 20 feet. Panel title. Variant 
title: Shawnee National Forest. Base “mapped by U.S. Geo- 
logical Survey.” Contents: T. 14 S., R. 2 W., Alexander 
County, Illinois. Includes location map. On verso: text and 
ill. “R 9-01-8-79-SH.” @ltem 80-G 1. Shawnee National 
Forest (Ill.)— Maps. I. Illinois. Dept. of Conservation. II. 
Title. III. Title: Shawnee National Forest. OCLC 06824128 


82-4361 
A 13.36:Se 4/2 

Selway Bitterroot Wilderness primer : a handbook with draw- 
ings, checklists, field guides, stories, manuals, glossaries, and 
other handy information.— 2d ed.—[Washington, D.C.?] : 
U.S. Dept. of Agriculture, Forest Service, Northern Region, 
[19812] iii, 89 p. : ill, maps, charts ; 18 cm. Publication 
number R1-78-23.” @Item 86-B 1. Camping—Idaho. 2. 
Camping — Montana. 3. Wilderness survival—Idaho. 4. 
Wilderness survival— Montana. 5. Wilderness areas — 
Idaho. 6. Wilderness areas— Montana. I. United States. 
Forest Service. Northern Region. OCLC 08097820 


82-4362 
A 13.36/2:G 37/2 

Checklist ecology : a guide for Gila National Forest. — [Wash- 
ington, D.C.?] : U.S. Dept. of Agriculture, Forest Service, 
1979. [19] p. : ill. ; 17 x 9 cm. “July 1979”"—P. [19] 
@ltem 86-C 1. Ecology—New Mexico—Géila National 
Forest. 2. Gila National Forest (N.M.) I. United States. 
Forest Service. OCLC 08142898 


82-4363 
A 13.66/2:D 62 

Directory of research programs / prepared by Forest Serv- 
ice. —[Portland, Or.] : U.S. Dept. of Agriculture, Pacific 
Northwest Forest and Range Experiment Station, 1981. 11 
p. : ill. ; 23 x 10cm. Cover title. “January 1981.” @Item 
84 1. Forestry research — Northwest, Pacific — Directories. 
I. Pacific Northwest Forest and Range Experiment Station 
(Portland, Or.) OCLC 08142699 


82-4364 
A 13.66/2:F 76/8 
Arno, Stephen F. 

Forest fire history in the northern Rockies / Stephen F. 
Arno. — [Washington, D.C.? : Forest Service, U.S. Dept. of 
Agriculture, 19807] p. 460-465 : ill, 1 map ; 28cm. Caption 
title. “Reprinted from the Journal of Forestry, vol., 78, no. 
8, August 1980.” Bibliography: p. 465. 1. Forest fires — 
Rocky Mountains. I. United States. Forest Service. II. 
Title. OCLC 08173602 





82-4365 
A 13.72:C 93/977 

Suggestions for incorporating forestry into the school curricu- 
lum. — [Rev. June 1977.] — [Washington, D.C.?] : U.S. Dept. 
of Agriculture, Forest Service, [1977] 1 folded sheet (8) p. : 
ill. ; 23 x 10 cm. “A conservation teaching aid.” “FS-62.” 
@ltem 84 1. Forestry schools and education. I. United 
States. Forest Service. OCLC 08142192 

82-4366 


A 13.78:FPL-394 
McDonald, Kent A. 

5/4 ponderosa pine shop grade cutting yields / by Kent A. 
McDonald, Pamela J. Giese, and Richard O. Woodfin. — 
Madison, Wis. : U.S. Dept. of Agriculture, Forest Service, 
Forest Products Laboratory, 1981. 12 p. : ill, 1 map ; 28 
cm.— (Research paper FPL ; 394) Caption title. “June 
1981.” Bibliography: p. 12. @Item 83-B 1. Ponderosa 
pine. 2. Millwork (Woodwork) I. Giese, Pamela. II. 
Woodfin, Richard O. III. Forest Products Laboratory 
(Madison, Wis.) IV. Title. V. Series. OCLC 07855848 

82-4367 
A 13.78:FPL-400 
River, Bryan H. 

Behavior of construction adhesives under long-term load / 
by Bryan H. River and Robert H. Gillespie. — Madison, Wis. 
: U.S. Dept. of Agriculture, Forest Service, Forest Products 
Laboratory, 1981. 14 p. : ill. ; 28 cm.— (Research paper 
FPL ; 400) Caption title. “June 1981”—Cover. Bibliogra- 
phy: p. 7. @Item 83-B 1. Building materials. 2. Adhe- 
sives — Testing. 3. Adhesives— Creep. I. Gillespie, Robert 
H. II. Forest Products Laboratory (Madison, Wis.) III. 
Title. IV. Series. OCLC 07683062 

82-4368 
A 13.78:INT-275 
Jurgensen, Martin F. 

Effects of prescribed fire on soil nitrogen levels in a cu- 
tover Douglas-fir/western larch forest / Martin F. Jurgensen, 
Alan E. Harvey, and Michael J. Larsen.-- Ogden, Utah : 
U.S. Dept. of Agriculture, Forest Service, Intermountain 
Forest and Range Experiment Station, 1981. 6 p. : ill. ; 28 
cm.— (Research paper INT ; 275) “May 1981.” Bibliogra- 
phy: p. 5-6. @lItem 83-B 1. Soils— Nitrogen content. 2. 
Prescribed burning. 3. Forest soils. 4. Forest site quality. 
I. Harvey, A. E. II. Larsen, Michael J. III. Intermountain 
Forest and Range Experiment Station (Ogden, Utah) IV. 
Title. V. Series. OCLC 07756387 

82-4369 
A 13.78:NC-193 
Lundgren, Allen L. 

The effect of initial number of tree per acre and thinning 
densities on timber yields from red pine plantations in the 
Lake States / Allen L. Lundgren. — St. Paul, Minn. : North 
Central Forest Experiment Station, Forest Service, U.S. Dept. 
of Agriculture, 1981. 25 p. : ill. ; 28 cm.— (USDA Forest 
Service research paper NC ; 193) Cover title. Bibliogra- 
phy: p. 24-25. @lItem 83-B_ 1. Norway pine — Great Lakes 
region. 2. Forest management— Great Lakes region. I. 
North Central Forest Experiment Station (Saint Paul, Minn.) 
II. Title. III. Series. OCLC 08097709 

82-4370 
A 13.78:NE-465 
Fisher, Edward L. 

Production and cost of a live skyline cable yarder tested in 
Appalachia / by Edward L. Fisher, Harry G. Gibson, and 
Cleveland J. Biller. — Broomall, Pa. (370 Reed Rd., Broomall, 
Pa., 19008) : Forest Service, U.S. Dept. of Agriculture, 


Government Publications — April 1982 


Northeastern Forest Experiment Station, 1980. 8 p. : ill. ; 26 
cm.— (Forest Service research paper NE ; 465) Includes 
bibliographical references. 1. Logging, Skyline — Appala- 
chian region. I. Gibson, Harry G. II. Biller, Cleveland J. 
III. Northeastern Forest Experiment Station (Broomall, Pa.) 
IV. Title. V. Series. OCLC 08146297 


82-4371 


A 13.78:NE-468 


Hardwood log grades and lumber grade yields for 


factory 
lumber logs / Leland F. Hanks...[et al.]. — Broomall, Pa. (370 
Reed Rd., Broomall, PA. 19008) : Forest Service, U.S. Dept. 
of Agriculture, Northeastern Forest Experiment Station, 1980. 
92 p. ; 26 cm.— (Forest Service research paper NE ; 468) 
Cover title. Chiefly tables. Bibliography: p. 6. “ODC 
832.15—525.1—853.” @lItem 83-B 1. Hardwoods — Tables. 
2. Timber — Grading — Tables. 3. Forests and forestry. 4. 
tHardwoods. I. Hanks, Leland F. II. Northeastern Forest 
Experiment Station (Broomall, Pa.) III. Series. OCLC 
07391644 


82-4372 


A 13.79:PNW-371 


Effects on eastern larch beetle of its natural attractant and 


synthetic pheromones in Alaska / Richard A. Werner ... [et 
al.].—[Portland, Or.?] : U.S. Dept. of Agriculture, Forest 
Service, Pacific Northwest Forest and Range Experiment Sta- 
tion, [1981] 7 p. ; 28 cm.— (Research note PNW ; 371) 
Caption title. “February 1981.” Bibliography: p. 7. 
@ltem 83-B 1. Pheromones. 2. Larch— Diseases and 
pests — Alaska. 3. Beetles— Alaska— Control. 4. Forest 
insects — Control — Alaska. 5. Pesticides — Alaska. I. 
Werner, Richard A. (Richard Allen), 1936- II. Pacific 
Northwest Forest and Range Experiment Station (Portland, 
Or.) III. Series. OCLC 08146609 


82-4373 


A 13.79:PNW-384 


Bryant, Mason D. 


Evaluation of a small diameter baffled culvert for passing 
juvenile salmonids / Mason D. Bryant. —[Portland, Or.?] : 
U.S. Dept. of Agriculture, Forest Service, Pacific Northwest 
Forest and Range Experiment Station, [1981] 8 p. : ill. ; 28 
cm.— (Research note PNW ; 384) Caption title. “April 
1981.” Bibliography: p. 7-8. @Item 83-B 1. Fishes — 
Alaska — Habitat. 2. Culverts — Alaska — Design and con- 
struction. 3. Fishways— Alaska. I. Pacific Northwest 
Forest and Range Experiment Station (Portland, Or.) II. 
Title. III. Series. OCLC 08146469 


82-4374 


A 13.79:SE-307 


Krochmal, Arnold, 1919- 


A checklist of common plants of selected areas in the 
Nantahala National Forest, North Carolina / by Arnold 
Krochmal. — Asheville, N.C. : Southeastern Forest Experi- 
ment Station, U.S. Dept. of Agriculture, 1981. 15 p. : 2 maps 
; 27 cm. — (Forest Service research note SE ; 307) Caption 
title. “March 1981.” Bibliography: p. 15. @lItem 83-B 1. 
Forest flora— North Carolina — Nantahala National Forest. 
2. Nantahala National Forest (N.C.) I. Southeastern Forest 
Experiment Station (Asheville, N.C.) II. Title. III. Series. 
OCLC 08146547 


82-4375 


A 13.80:INT-25 


Felt, Dorothy G. 


Forest area and timber resource statistics for State and 
private lands in Bernalillo, Sandoval, and Torrance Counties, 
New Mexico, 1978 / Dorothy G. Felt. — Ogden, Utah : U.S. 
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Dept. of Agriculture, Forest Service, Intermountain Forest 82-4381 
and Range Experiment Station, 1981. 22 p. : 1 map ; 28 A 13.92:Sa 2h 
cm.—- (Resource bulletin INT ; 25) Cover title. “October | Mount St. Helens land management plan : Cowlitz, Lewis, and 


1981.” Chiefly tables. @lItem 83-B 1. Forests and forest- 
ry — New Mexico — Statistics. 2. Timber — New Mexico — 
Statistics. I. Intermountain Forest and Range Experiment 
Station (Ogden, Utah) II. Title. III. Series. OCLC 
08072939 


82-4376 
A 13.80:NE-68 
Dennis, Donald F. 

Forest statistics for Ohio, 1979 / Donald D. fie. F.] 
Dennis, Thomas W. Birch. — Broomall, Pa. : U.S. Dept. of 
Agriculture, Forest Service, Northeastern Station [sic], 1981. 
79 p. ; 28 cm.— (Resource bulletin NE ; 68) Cover title. 
Chiefly tables. Bibliography: p. 71. @lItem 83-B 1. For- 
ests and forestry — Ohio — Statistics. I. Birch, Thomas W. 
II. Northeastern Forest Experiment Station (Broomall, Pa.) 
III. Title. IV. Series. OCLC 08147229 


82-4377 
A 13.82/2:M 35 

How to identify and control Marssonina leaf spot of poplars. — 
St. Paul, Minn. (1992 Folwell Avenue, St. Paul, Minn. 55108) 
: North Central Forest Experiment Station, Forest Service, 
U.S. Dept. of Agriculture : Available from North Central 
Forest Experiment Station, 1980. 1 folded sheet (6) p. : col. 
ill. ; 23 x 10 cm. @Item 84 1. Leaf-spot. 2. Poplar — 
Diseases and pests — United States. I. North Central Forest 
Experiment Station (Saint Paul, Minn.) OCLC 08142831 


82-4378 


A 13.82/2:Se 6 
How to identify and control septoria leaf spot and canker of 
poplar.— St. Paul, Minn. (1992 Folwell Avenue, St. Paul, 
Minn. 55108) : North Central Forest Experiment Station, 


Forest Service, U.S. Dept. of Agriculture : Available from 
North Central Forest Experiment Station, 1980. 1 folded 
sheet (6) p. : col. ill. ; 23 x 10 cm. Bibliography: p. [6]. 
@ltem 84 (microfiche) 1. Septoria musiva — Identification. 
2. Canker (Plant disease) 3. Poplar. I. North Central Forest 
Experiment Station (Saint Paul, Minn.) OCLC 08142395 


82-4379 
A 13,82/2:W 41 

How to identify and control pales weevil in Christmas tree 
plantations. — St. Paul, Minn. : North Central Forest Experi- 
ment Station, Forest Service, U.S. Dept. of Agriculture : 
Available from North Central Forest Experiment Station, 
1981. 1 folded sheet (6) p. : col. ill.; 23x 10cm. @lItem 84 
1. Christmas trees — Diseases and pests — United States. 2. 
Pales weevil. I. United States. State and Private Forestry. 
Northeastern Area. II. North Central Forest Experiment 
Station (Saint Paul, Minn.) OCLC 08142076 


82-4380 
A 13.88:NE-64 
Smith, H. Clay. 

U.S. Forest Service American chestnut cooperators’ meet- 
ing / by H. Clay Smith. —[Broomall, Pa.?] : U.S. Dept. of 
Agriculture, Forest Service, 1981. 20 p. ; 26 cm.— (Gener- 
al technical report NE ; 64) “Northeastern Forest Experi- 
ment Station ... Broomall, Pa.”—P. 4 of cover. @lItem 83-B 
1. American chestnut — Diseases and pests — United States — 
Congresses. 2. American chestnut — Diseases and pests — 
United States — Abstracts. I. United States. Forest Service. 
II. Northeastern Forest Experiment Station (Broomall, Pa.) 
Ill. Title. IV. Series. OCLC 08146355 
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Skamania Counties, Washington : final environmental impact 
statement / responsible agency, USDA Forest Service, Pacif- 
ic Northwest Region ; cooperating agency: USDI Geological 
Survey. — Vancouver, Wash. (500 West 12 St., Vancouver, 
Wash. 98660) : U.S. Dept. of Agriculture, Forest Service, 
Pacific Northwest Region, [1981] xiv, 288 p. : ill. (some 
col.), maps (some col.) ; 28 cm. 24 maps (12 sheets : col. ill. ; 
38 x 36 cm.) “Gifford Pinchot National Forest.” “October 
1981.” Bibliography: p. 281-283. Includes index. 1. Volca- 
noes — Washington (State)— Saint Helens, Mount. 2. Re- 
gional planning — Washington (State) — Saint Helens, Mount. 
I. United States. Forest Service. Pacific Northwest Region. 
II. Geological Survey (U.S.) 81-603824 OCLC 07994850 


82-4382 


A 13.92/2:P 11 


Draft environmental impact statement for standards and guide- 


lines : Pacific Northwest regional plan : Oregon, Washington 
and portions of California and Idaho. — Portland, Ore. : U.S. 
Dept. of Agriculture, Forest Service, Pacific Northwest 
Region, [1981] ix, 124 p. : ill, maps (some col.) ; 28 cm. 
Bibliography: p. 113-115. Includes glossary. @lItem 80-F 
1. Forest management — Economic aspects — Northwest, Pa- 
cific. 2. Spotted owl. I. United States. Forest Service. Pa- 
cific Northwest Region. II. Title: Pacific Northwest regional 
plan. OCLC 08150583 


82-4383 


A 13.105:16 


The Resistance Screening Center : screening for fusiform rust 


resistance as a service for tree improvement programs. — 
Repr. June 1981. — [Asheville, N.C.?] : U.S. Dept. of Agri- 
culture, Forest Service, Southeastern Area, State and Private 
Forestry, [1981] 1 sheet : col. ill. ; 46 x 30 cm. folded to 23 x 
11 cm.— (General report SA ; GR-16) “August 1980.” 
@ltem 82-A-2 1. Pine fusiform rust. I. United States. State 
and Private Forestry. Southeastern Area. II. Series. OCLC 
08142991 


82-4384 


A 13,106/2:25 


How to identify and control phomopsis blight of junipers. — 


[Atlanta, Ga.] : U.S. Dept. of Agriculture, Forest Service, 
Southeastern Area, State and Private Forestry ; [Atlanta, Ga. 
(1720 Peachtree Rd., N.W., Rm. 816, Atlanta, Ga. 30367) : 
Available from USDA Forest Service, Southeastern Area, 
State and Private Forestry, 1980] 1 folded sheet (6) p. : col. 
ill. ; 23 x 10 cm. — (Forestry bulletin SA ; FB/P 25) “Sep- 
tember 1980.” @Item 84 1. Juniper— United States. I. 
United States. State and Private Forestry. Southeastern Area. 
Il. Series. OCLC 08140021 


82-4385 


A 13.106/4:23-81 


Northeastern Forest Experiment Station, Forest Service, USDA 


: research : people/places/projects. — Broomall, Pa. : USDA, 
Forest Service, Northeastern Forest Experiment Station, 
[19812] 1 sheet : 1 map ; 41 x 23 folded to 10 x 23 cm. 
“NE-INF-23-R81”—P. [2] 1. Northeastern Forest Experi- 
ment Station (Broomall, Pa.)— Research. 2. Forestry re- 
search — United States. I. Northeastern Forest Experiment 
Station (Broomall, Pa.) OCLC 08142339 
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SOIL CONSERVATION SERVICE 
Agriculture Dept. 
Washington, DC 20250 


82-4391 
A 57.38:B 64/7 
Miles, Ray L. 

Soil survey of Bonneville County area, Idaho. — [Washing- 
ton, D.C.?] : U.S. Dept. of Agriculture, Soil Conservation 
Service, 1981. vii, 108 p., 58 folded p. of plates : ill., maps (1 
col.) ; 28 cm. Cover title. “In cooperation with University 
of Idaho, College of Agriculture, [and] Idaho Soil Conserva- 
tion Commission.” “Issued July 1981”—P. iii. Bibliogra- 
phy: p. 62. @lItem 102-B-12 1. Soils — Idaho — Bonneville 
County — Maps. I. United States. Soil Conservation Service. 
II. University of Idaho. College of Agriculture. III. Idaho 
Soil Conservation Commission. IV. Title. 81-603039 
OCLC 08063345 


82-4392 


82-4386 
A 57.2:Al 1 s/2 

Soils and range sites of the Umnak-Unalaska area, Alaska. — 
Portland, Ore. : Soil Conservation Service, U.S. Dept. of 
Agriculture, 1978. iv, 41 p., [17] p. of plates : maps ; 27 cm. 
Cover title. Includes bibliographical references. Includes 
glossary. @lItem 120 (microfiche) 1. Soils — Alaska — 
Maps. 2.  {Soil-surveys— Alaska—Umnak Island. 3. 
tSoil-surveys — Alaska— Unalaska Island. 4. +Soils— 
Maps — Alaska—Umnak Island. 5. {Soils — Maps — 
Alaska — Unalaska Island. I. United States. Soil Conserva- 
tion Service. OCLC 06768355 ’ A 57.38:B 73/2 

Soil survey of Brazoria County, Texas. — [Washington, D.C.?] : 
U.S. Dept. of Agriculture, Soil Conservation Service, 1981. 

A 57.2:C 76/29 vii, 140 p., 116 p. of plates : ill., maps (1 col.) ; 28cm. Cover 

Conservation tillage : the farmer’s edge in today’s economy. — title. “In cooperation with the Brazoria County Commis- 
Syracuse, N.Y. : U.S. Dept. of Agriculture, Soil Conserva- sioners Court and Texas Agricultural Experiment Station.” 
tion Service, [1981] 1 folded sheet (6) p. : col. ill. ; 23 x 10 “Issued June 1981”—P. iii, Bibliography: p. 83. @Item 
cm. “February 1981”—P. [5] @lItem 120 1. Agricultural 102-B-344 1. Soils — Texas — Brazoria County — Maps. I. 
conservation — New York (State) 2. Tillage New York. United States. Soil Conservation Service. Il. Brazoria 
I. United States. Soil Conservation Service. OCLC 08097656 County Commissioners Court. Til. Texas Agricultural Ex- 

periment Station. OCLC 07580609 
82-4388 


82-4393 


82-4387 


A 57.38:B 41/3 
Soil survey of Belmont County, Ohio. — [Washington, D.C.?] : Clower, Dennis F. 


U.S. Dept. of Agriculture, Soil Conservation Service, 1981. Soil survey of Callahan County, Texas. — [Washington, 
ix, 178 p. : ill., maps (1 col.) ; 28 cm. Cover title. “In D.C.?] : U.S. Dept. of Agriculture, Soil Conservation Service, 
cooperation with Ohio Department of Natural Resources, Di- 1981. vii, 142 p., 45 p. of plates : ill., maps (1 col.) ; 28 cm. 
vision of Lands and Soil, and Ohio Agricultural Research and Cover title. “In cooperation with the Texas Agricultural 
Development Center.” “Issued July 1981”—P. iii. Bibliog- Experiment Station.” “Issued August 1981”—P. iii. Bib- 
raphy: p. 105. @ltem 102-B-35 1. Soils — Ohio — Belmont liography: p. 87. @ltem 102-B-44 1. Soils — Texas — Cal- 
County — Maps. I. United States. Soil Conservation Service. lahan County — Maps. I. United States. Soil Conservation 
II. Ohio. Division of Lands and Soil. III. Ohio Agricultural Service. II. Texas Agricultural Experiment Station. III. 
Research and Development Center. 81-604000 OCLC Title. 81-603057 OCLC 07746379 

08063696 82-4394 


A 57.38:C 13/4 


82-4389 A 57.38:C 17/4 
Festervand, Dorris F. 

Soil survey of Cape Girardeau, Mississippi, and Scott 
Counties, Missouri. — [Washington, D.C.?] : U.S. Dept. of 
Agriculture, Soil Conservation Service, 1981. vii, 167 p., 115 
p. of plates : ill., maps (1 col.) ; 28 cm. Cover title. “In 


A 57.38:B 57/2 
Merkel, Edward J. 
Soil survey of Blair County, Pennsylvania. — [Washington, 
D.C.?] : U.S. Dept. of Agriculture, Soil Conservation Service, 
1981. ix, 190 p., 44 p. of plates : ill., maps (1 col.) ; 28 cm. 


Cover title. “In cooperation with the Pennsylvania State 
University, College of Agriculture, and the Pennsylvania De- 
partment of Environmental Resources, State Conservation 
Commission.” “Issued October 1981”—P. iv. Bibliography: 
p. 101. @Item 102-B-38 1. Soils — Pennsylvania — Blair 
County — Maps. I. United States. Soil Conservation Service. 
II. Pennsylvania State University. College of Agriculture. 
III. Pennsylvania. State Conservation Commission. IV. 
Title. 81-603531 OCLC 08135464 


82-4390 


A 57.38:B 64/6 

Soil survey of Boone County, Arkansas. — [Washington, D.C.?] 
: U.S. Dept. of Agriculture, Soil Conservation Service, 1981. 
vii, 109 p., 34 p. of plates ; ill., maps (1 col.) ; 28 cm. Cover 
title. “In cooperation with Arkansas Agricultural Experi- 
ment Station.” “Issued June 1981”—P. iii. Bibliography: p. 
53-54. @lItem 102-B-4 1. Soils — Arkansas — Boone 
County — Maps. I. United States. Soil Conservation Service. 
II. University of Arkansas. Agricultural Experiment Station. 
81-602886 OCLC 07746320 


cooperation with Missouri Agricultural Experiment Station.” 
“Issued August 1981”—P. iii. Bibliography: p. 97. @lItem 
102-B-25 1. Soils — Missouri— Cape Girardeau County — 
Maps. 2. Soils — Missouri — Mississippi County — Maps. 
3. Soils — Missouri— Scott County— Maps. I. United 
States. Soil Conservation Service. II. University of Missou- 
ri—Columbia. Agricultural Experiment Station. III. Title. 
81-603384 OCLC 08063579 


82-4395 


A 57.38:C 33/2 


Braker, William L. 


Soil survey of Centre County, Pennsylvania. — [Washing- 
ton, D.C.?] : U.S. Dept. of Agriculture, Soil Conservation 
Service, 1981. iii, 162 p., 70 p. of plates : ill., maps (1 col.) ; 
28 cm. Cover title. “In cooperation with the Pennsylvania 
State University College of Agriculture and the Pennsy!vania 
Department of Environmental Resources, State Conservation 
Commission.” “Issued August 1981”—P. i. Bibliography: 
p. 158-159. @Item 102-B-38 1. Soils — Pennsylvania — 
Centre County — Maps. I. United States. Soil Conservation 
Service. II. Pennsylvania State University. College of Agri- 
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culture. III. Pennsylvania. State Conservation Commission. Agricultural Experiment Station.” “Issued July 1981”—P. 
IV. Title. 81-603417 OCLC 08165925 iii. Bibliography: p. 101. @lItem 102-B-3 1. Soils — Arizo- 
82-4396 na— Graham County — Maps. 2. Soils — Arizona — Green- 
A 57.38:El 6/2 lee County — Maps. I. United States. Soil Conservation 
Larsen, Lynn Seymour, 1913- Service. II. United States. Bureau of Land Management. 
Soil survey of El Paso County area, Colorado. — [Washing- Ill. Arizona Agricultural Experiment Station. IV. Title. 
ton, D.C.?] : U.S. Dept. of Agriculture, Soil Conservation 81-603744 OCLC 08063373 
Service, 1981. x, 212 p. : ill., maps (1 col.) ; 28 cm. 37 folded 82-4401 
maps in case, 31 cm. Cover title. “In cooperation with A 57.38:3 13/6 
Colorado Agricultural Experiment — “Issued June Fletcher, Louis A 
SUP, “Bblorwmhy pI. @hom WEES 1 PSS sve of akan Coy ae, Colorado. — Wang 
States. Soil Conservation Service. II. Colorado Agricultural po Prange “ is i o ger at ie hig 
Experiment Station. III. Title. 81-602958 OCLC 07979751 Sitied wags in caen, 31 uk’. Comee' Wie. “Ee. cocgiiiion 
82-4397 with Colorado Agricultural Experiment Station.” “Issued 
A 57.38:F 77 a March 1981”—P. i. Bibliography: p. 156. @Item 102-B-6 
Mitchell, Walter R. 1. Soils — Colorado — Jackson County— Maps. I. United 
Soil survey of Fort Apache Indian Reservation, Arizona, States. Soil Conservation Service. II. Colorado Agricultural 


parts of Apache, Gila, and Navajo Counties. — [Washington, Experiment Station. III. Title. 81-602630 OCLC 07718904 
D.C.?] : U.S. Dept. of Agriculture, Soil Conservation Service, 


1981. vi, 96 p. : ill., maps (1 col.) ; 28 cm. 49 folded maps in 82-4402 
case, 31cm. Cover title. “United States Department of Ag- A 57.38:K 83/2 
riculture, Soil Conservation Service and United States De- Weisel, Charles J. 
partment of the Interior, Bureau of Indian Affairs in coopera- Soil survey of Kootenai County area, Idaho. — [Washing- 
tion with Arizona Agricultural Experiment Station.” Issued ton, D.C.?] : U.S. Dept. of Agriculture, Soil Conservation 
May 1981”—P. i. Bibliography: p. 94. @lItem 102-B-3 1. Service, 1981. viii, 255 p., 64 p. of plates : ill., maps (1 col.) ; 
Soils — Arizona — Fort Apache Indian Reservation — Maps. 28 cm. Cover title. “In cooperation with the University of 
I. United States. Soil Conservation Service. II. United Idaho, College of Agriculture, Idaho Agricultural Experiment 
States. Bureau of Indian Affairs. III. Arizona Agricultural Station, United States Department of Interior, Bureau of 
Experiment Station. IV. Title. 81-602862 OCLC Indian Affairs, and the Idaho State Soil Conservation Com- 
08165806 mission.” “Issued April 1981”—P. iii. Bibliography: p. 139. 
82-4398 @ltem 102-B-12 1. Soils —Idaho— Kootenai County — 
A 57.38:F 85/8 Maps. I. United States. Soil Conservation Service. II. 
Dickey, Harold P., 1928- United States. Bureau of Indian Affairs. III. University of 
Soil survey of Franklin County, Kansas. —[Washington, Idaho. College of Agriculture. IV. Idaho Agricultural Ex- 
D.C.?] : U.S. Dept. of Agriculture, Soil Conservation Service, periment Station. V. Idaho Soil Conservation Commission. 
1981. vii, 104 p., 44 p. of plates : ill., maps (1 col.) ; 28 cm. VI. Title. 81-602578 OCLC 07939993 
Cover title. “United States Department of Agriculture, Soil 
Conservation Service and Forest Service in cooperation with 82-4403 
Kansas Agricultural Experiment Station.” “Issued July ; A 57.38:M 26/8 . 
1981”—P. iii. Bibliography: p. 61. @Item 102-B-16 1. Soil survey of Madison County, Ohio. — [Washington, D.C.?] : 
Soils — Kansas — Franklin County — Maps. I. United States. U.S. Dept. of Agriculture, Soil Conservation Service, 1981. 
Soil Conservation Service. II. United States. Forest Service. vii, 106 p., 59 p. of plates : ill., maps (1 col.) ; 28 cm. Cover 
Ill. Kansas Agricultural Experiment Station. IV. Title. 81- title. “In cooperation with Ohio Department of Natural Re- 
603955 OCLC 07879374 sources, Division of Lands and Soils, and Ohio Agricultural 
82-4399 Research and Development Center.” “Issued June 1981”— 
A 57.38:F 85/9 P. iii. Bibliography: p. 63. @Item 102-B-35 1. Soils — 
Soil survey of Franklin Parish, Louisiana — [Washington. ee ee, 2 ee 
D.C): a8 t. of Anticale 4 Soil Co : ; one , Conservation Service. II. Ohio. Division of Lands and Soil. 
OST al NO ese tBnculture, Soil Conservation Service, TI]. Ohio Agricultural Research and Development Center. 
. Vii, 119 p., 55 p. of plates : ill., maps (1 col.) ; 28 cm. 81-603409 OCLC 07780914 
Cover title. “In cooperation with Louisiana Agricultural Ex- 
periment Station.” “Issued August 1981”—P. iii. Bibliogra- 82-4404 
phy: p. 73-74. @Item 102-B-11 1. Soils — Louisiana — A 57.38:M 75/5 
Franklin Parish — Maps. I. United States. Soil Conservation Lipscomb, Garland H 
Service. II. Louisiana Agricultural Experiment Station. 81- rae ‘ : : 
603413 OCLC ee0ersi? pe Soil survey of Monroe County, Pennsylvania. — [Washing- 
ton, D.C.?] : U.S. Dept. of Agriculture, Soil Conservation 
82-4400 Service, 1981. x, 223 p., 39 p. of plates : ill., maps (1 col.) ; 
A 57.38:G 37 28 cm. Cover title. “In cooperation with Pennsylvania 
DeWall, Alfred A. State University, College of Agriculture, and the Pennsylva- 
Soil survey of Gila-Duncan area, Arizona : parts of nia Department of Environmental Resources, State Conserva- 
Graham and Greenlee Counties. — [Washington, D.C.?] : U.S. tion Commission.” “Issued August 1981”—P. iii. Bibliogra- 
Dept. of Agriculture, Soil Conservation Service, 1981. vii, phy: p. 109. @lItem 102-B-38 1. Soils — Pennsylvania — 
174 p., 76 p. of plates : ill., maps (1 col.) ; 28 cm. Cover Monroe County — Maps. I. United States. Soil Conserva- 
title. “United States Department of Agriculture, Soil Con- tion Service. II. Pennsylvania State University. College of 
servation Service and United States Department of the Interi- Agriculture. III. Pennsylvania. State Conservation Commis- 
or, Bureau of Land Management in cooperation with Arizona sion. IV. Title. 81-603954 OCLC 08135842 
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82-4405 82-4410 


A 57.38:Os 9 A 57.69:Ad 1/5 
Rapparlie, Donald F. United States. Soil Conservation Service. 

Soil survey of Oswego County, New York. — [Washington, Important farmlands, Ada County, Idaho / U.S. Depart- 
D.C.?] : U.S. Dept. of Agriculture, Soil Conservation Service, ment of Agriculture, Soil Conservation Service. Scale 
1981. x, 173 p., 123 p. of plates : ill., maps (1 col.) ; 28 cm. 1:100,000 (W 116°37°30"—W _ 115°52’30”/N 43°50°00”—N 
Cover title. “In cooperation with Cornell University Agri- 43°05’00”). [Boise, Idaho?] : The Service, 1981. Soil Conser- 
cultural Experiment Station.” “Issued September 1981”—P. vation Service, 304 N. 8th St., Boise, Idaho 83702 1 map : 
iv. Bibliography: p. 85-86. @lItem 102-B-32 1. Soils— col. ; 83 x 61 cm. Shows land use. “September 1981.” 
New York—Oswego County— Maps. I. United States. Includes vicinity map. 1. Agricultural resources — Idaho — 
Soil Conservation Service. II. Cornell University. Agricul- Ada County—Maps. 2. Land  use—Idaho— Ada 
tural Experiment Station. III. Title. 81-603539 OCLC County — Maps. 3. Ada County (Idaho)— Maps. I. Title. 
08099919 OCLC 08142760 


82-4406 82-4411 
A 57.38:P 18/3 A 57.69:Ar 1/2 
Moore, Joe D. United States. Soil Conservation Service. 

Soil survey of Palo Pinto County, Texas. — [Washington, Soil interpretative map of important farmlands, Aransas 
D.C.?] : U.S. Dept. of Agriculture, Soil Conservation Service, County, Texas / U.S. Department of Agriculture, Soil Con- 
1981. vii, 150 p., 51 p. of plates : ill., maps (1 col.) ; 28 cm. servation Service ; cooperating with Texas Natural Resources 
Cover title. “In cooperation with Texas Agricultural Experi- Information System. Scale [ca. 1:100,000} (W 97°10—W 
ment Station.” “Issued August 1981”—P. iii. Bibliography: 96°50’/N 28°15'—N 27°50’). [Fort Worth, Tex.?] : The Serv- 
County — Maps. I. United States. Soil Conservation Service. - : : oe ‘ 
II. Texas Agricultural Experiment Station. III. Title Cena ES Te See OTe eee See 
OCLC 081337 = pe 1 ; use. Includes vicinity map. “December 1980 base 4-R- 

37505.” 1. Agricultural § resources — Texas — Aransas 
82-4407 County — Maps. 2. Land use — Texas — Aransas County — 
A 57.38:T 49 Maps. 3. Aransas County (Tex.)— Maps. I. Texas Natural 
Soil survey of Tioga County, Pennsylvania. — [Washington, Resources Information System. II. Title. OCLC 08116168 
D.C.?] : U.S. Dept. of Agriculture, Soil Conservation Service, 82-4412 
1981. iii, 95 p., 66 p. of plates : ill., maps (1 col.) ; 28 cm. A 57.69:B 22 
Cover title. “In cooperation with the Pennsylvania State ; il Co Si Servi 
University, College of Agriculture, and the Pennsylvania De- United States. So aaa Sapeeee 
partment of Environmental Resources, State Conservation Soil interpretative map of important farmlands, Bandera 
Commission.” “Issued June 1981”—P. i. Bibliography: p. County, Texas / U.S. Department of Agriculture, Soil Con- 
93-94. @ltem 102-B-38 1. Soils — Pennsylvania — Tioga servation Service ; cooperating with Texas Natural Resources 
County — Maps. I. United States. Soil Conservation Service. Information System. Scale [ca. 1:100,000] (W 9935'—W 
II. Pennsylvania State University. College of Agriculture. 98°S0'/N 29°55'—N 29°40’). Fort Worth, Tex. : USDA-SCS, 
III. Pennsylvania. State Conservation Commission. 81- 1981. State Conservationist, SCS, P.O. Box 648, Temple, 
Includes vicinity map. “March 1980 base 4-R-37307.” 1. 
82-4408 Agricultural resources — Texas — Bandera County — Maps. 
A 57.38:V 24 2. Land use — Texas — Bandera County — Maps. 3. Bandera 
Rasmussen, L. M. (Lyman Merrill), 1920- County (Tex.) — Maps. I. Texas Natural Resources Informa- 

Soil survey of Valley area, Idaho, parts of Adams and tion System. II. Title. OCLC 07907690 
Valley counties. — [Washington, D.C.?] : U.S. Dept. of Agri- 
culture, Soil Conservation Service, 1981. vii, 146 p., 40 p. of 82-4413 
plates : ill., maps (1 col.) ; 28cm. Cover title. “In coopera- A 57.69:B 41/2 
tion with University of Idaho College of Agriculture, Idaho United States. Soil Conservation Service. 

Soil Conservation Commission.” “Issued July 1981”—P. iii. Soil interpretative map of important farmlands, Bell 
Bibliography: p. 83. @ltem 102-B-12 1. Soils — Idaho — County, Texas / U.S. Department of Agriculture, Soil Con- 
Adams County — Maps. 2. Soils — Idaho — Valley servation Service ; cooperating with Texas Natural Resources 
County — Maps. I. United States. Soil Conservation Service. Information System. Scale 1:100,000 (W 97°55°30”—W 
Il. Idaho Agricultural Experiment Station. III. Idaho Soil 97°04’00"/N 31°20°00"—N 30°45°00"). [Fort Worth, Tex.?] : 
Conservation Commission. IV. Title. 81-603090 OCLC The Service, [1980?] State Conservationist, SCS, P.O. Box 
08063413 648, Temple, TX 76501 1 map: col. ; 65 x 83 cm. Shows 
82-4409 land use. “ Map edited 1978.” Includes vicinity map. 1. 
A 57.38:Y 3/2 Agricultural resources — Texas — Bell County— Maps. 2. 

Hokan Hilding L , Land use — Texas — Bell County— Maps. 3. Bell County 
ns ar aha riage - ’ (Tex.)— Maps. I. Texas Natural Resources Information 

Soil survey of Yellow Medicine County, Minnesota. — System. Il. Title. OCLC 07618789 
(Washington, D.C.?] : U.S. Dept. of Agriculture, Soil Conser- age ; 
vation Service, 1981. ix, 203 p., 59 p. of plates : ill., maps (1 82-4414 
col) ; 28 cm. Cover title. “In cooperation with Minnesota A 57.69:B 59 
Agricultural Experiment Station.” “Issued July 1981”—P. United States. Soil Conservation Service. 

iii. Bibliography: p. 121. @lItem 102-B-23 1. Soils — Min- Soil interpretative map of important farmlands, Blanco 
nesota — Yellow Medicine County — Maps. I. United States. County, Texas / U.S. Department of Agriculture, Soil Con- 
Soil Conservation Service. II. University of Minnesota. Ag- servation Service ; cooperating with Texas Natural Resources 
ricultural Experiment Station. III. Title. 81-603089 Information System. Scale [ca. 1:100,000] (W 98°30’—W 
OCLC 08063360 98°10°/N 30°30’—N 30°00"). Fort Worth, Tex. : USDA-SCS, 
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1981. State Conservationist, SCS, P.O. Box 648, Temple, 
TX 76501 1 map : col. ; 76 x 56 cm. Shows land use. 
Includes vicinity map. “November 1980, base 4-R-33862.” 
1. Agricultural resources — Texas — Blanco County — Maps. 
2. Land use — Texas — Blanco County -— Maps. 3. Blanco 
County (Tex.)— Maps. I. Texas Natural Resources Informa- 
tion System. II. Title. OCLC 07907754 


82-4415 
A 57.69:C 12/2 
United States. Soil Conservation Service. 

Soil interpretative map of important farmlands, Caldwell 
County, Texas / U.S. Department of Agriculture, Soil Con- 
servation Service ; cooperating with Texas Natural Resources 
Information System. Scale [ca.1:100,000] (W 97°50’°—W 
97°20°/N 30°00’—N 29°40’). Fort Worth, Tex. : USDA-SCS, 
1980. State Conservationist, SCS, P.O. Box 648, Temple, 
TX 76501 1 map : col. ; 57 x 73 cm. Shows land use. 
Includes vicinity map. “October 1979 base 4-R-37096.” 1. 
Agricultural resources — Texas — Caldwell County — Maps. 
2. Land use — Texas — Caldwell County— Maps. 3. Cald- 
well County (Tex.)— Maps. I. Texas Natural Resources In- 
formation System. II. Title. OCLC 07417205 


82-4416 
A 57.69:C 14 
United States. Soil Conservation Service. 

Soil interpretative map of important farmlands, Cameron 
County, Texas / U.S. Department of Agriculture, Soil Con- 
servation Service ; cooperating with Texas Natural Resources 
Information System. Scale [ca. 1:100,000] (W 97°52’°30”"—W 
97907°30”/N 26°25°00"—N 25°55’00”). [Fort Worth, Tex.?] : 
The Service, 1981. State Conservationist, SCS, P.O. Box 
648, Temple, TX 76501 1 map: col. ; 65 x 75 cm. Shows 
land use. Includes vicinity map. “1977 4-R-36536.” 1. Ag- 
ricultural resources — Texas — Cameron County — Maps. 2. 
Land use — Texas — Cameron County — Maps. 3. Cameron 
County (Tex.)— Maps. I. Texas Natural Resources Informa- 
tion System. II. Title. OCLC 08116187 


82-4417 
A 57.69:C 36/2 
United States. Soil Conservation Service. 

Soil interpretative map of important farmlands, Chambers 
County, Texas / U.S. Department of Agriculture, Soil Con- 
servation Service ; cooperating with Texas Natural Resources 
Information System. Scale [ca. 1:100,000] (W 95°00’—W 
94°25’/N 29°50’—N 29°30’). [Fort Worth, Tex.?] : The Serv- 
ice, [19807] State Conservationist, SCS, P.O. Box 648, 
Tempie, Tex. 76501 1 map: col. ; 57x 72cm. Shows land 
use. Includes vicinity map. “November 1979 base 4-R- 
37329.” 1. Agricultural resources — Texas — Chambers 
County — Maps. 2. Land use — Texas — Chambers 
County — Maps. 3. Chambers County (Tex.)— Maps. I. 
Texas Natural Resources Information System. II. Title. 
OCLC 07907842 


82-4418 
A 57.69:C 51 
United States. Soil Conservation Service. 

Important farmlands map, Claiborne County, Mississippi / 
U.S. Department of Agriculture, Soil Conservation Service. 
Scale [ca. 1:100,000}] (W 91°10°—W 90°50’/N 32°10’°—N 
31°50"). [Jackson, Miss.?] : The Service, [19807] State Con- 
servationist, SCS, 100 W. Capitol St., Jackson, MS 39201 1 
map : col. ; 57 x 72 cm. Shows land use. Includes vicinity 
map. “March 1980 base 4-R-37382.” 1. Agricultural re- 
sources — Mississippi — Claiborne County — Maps. 2. Land 
use — Mississippi — Claiborne County — Maps. 3. Claiborne 
County (Miss.)— Maps. I. Title. OCLC 08093426 
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82-4419 


A 57.69:D 38/3 


United States. Soil Conservation Service. 


Soil interpretative map of important farmlands, Delta 
County, Texas / U.S. Department of Agriculture, Soil Con- 
servation Service ; cooperating with Texas Natural Resources 
Information System. Scale [ca. 1:100,000] (W 95°50’—W 
93°20°/N 33°30’—N 33°15’). Fort Worth, Tex. : USDA-SCS, 
1981. State Conservationist, SCS, P.O. Box 648, Temple, 
TX 76501 1 map : col. ; 38 x 58 cm. Shows land use. 
Includes vicinity map. “December 1980 base 4-R-37584.” 
1. Agricultural resources — Texas — Delta County — Maps. 
2. Land use—Texas— Delta County— Maps. 3. Delta 
County (Tex.)— Maps. I. Texas Natural Resources Informa- 
tion System. OCLC 07907980 


82-4420 


A 57.69:Ea 8 


United States. Soil Conservation Service. 


Important farmlands, Eaton County, Michigan / U.S. De- 
partment of Agriculture, Soil Conservation Service. Scale 
1:50,000 (W 85°00’00"[sic]—W 85°37°30”/N 42°45°00”—N 
42°30°00”). [East Lansing, Mich.?] : The Service, 1981. State 
Conservationist, SCS, 1405 S. Harrison Road, East Lansing, 
Mich. 48823 1 map: col. ; 102 x 86 cm. Shows land use. 
Includes vicinity map. “December 1980, 5,R-37,537.” 1. 
Agricultural resources — Michigan — Eaton County — Maps. 
2. Land use — Michigan — Eaton County — Maps. 3. Eaton 
County (Mich.) — Maps. I. Title. OCLC 07910129 


82-4421 


A 57.69:F 19 


United States. Soil Conservation Service. 


Soil interpretative map of important farmlands, Falls 
County, Texas / U.S. Department of Agriculture, Soil Con- 
servation Service ; cooperating with Texas Natural Resources 
Information System. Scale [ca. 1:100,000] (W 97°15’—W 
96°35’/N 31°30’—N 31°00’). [Fort Worth, Tex.?] : The Serv- 
ice, 1981. State Conservationist, SCS, P.O. Box 648, 
Temple, Tex. 76501 1 map: col. ; 66x 76cm. Shows land 
use. Includes vicinity map. “February 1981 base 4-R- 
33865.” 1. Agricultural resources — Texas — Falls 
County — Maps. 2. Land use — Texas— Falls County — 
Maps. 3. Falls County (Tex.)— Maps. I. Texas Natural 
Resources Information System. II. Title. OCLC 07907942 


82-4422 


A 57.69:F 77/2 


United States. Soil Conservation Service. 


Soil interpretative map of important farmlands, Fort Bend, 
Texas / U.S. Department of Agriculture, Soil Conservation 
Service ; cooperating with Texas Natural Resources Informa- 
tion System. Scale 1:100,000 (W 96°07°30”"—W 95°23’00”/N 
29°48’00”—N 29°17'23”). —— [Fort Worth, Tex.?] : The Serv- 
ice, 1981. State Conservationist, SCS, P.O. Box 648, 
Temple, Tex. 76501 1 map: col. ; 61x 72cm. Shows land 
use. Includes vicinity map. “4-R-36538.” 1. Agricultural 
resources — Texas — Fort Bend County— Maps. 2. Land 
use — Texas — Fort Bend County— Maps. 3. Fort Bend 
County (Tex.) — Maps. I. Texas Natural Resources Informa- 
tion System. II. Title. OCLC 07908046 


82-4423 


A 57.69:G 28/3 


United States. Soil Conservation Service. 


Important farmlands, Gem County, Idaho / U.S. Depart- 
ment of Agriculture, Soil Conservation Service. Scale 
1:100,000 (W 116°45°00”—W_ 116°07°30"/N 44°32’30”—N 
43°45’00”). [Boise, Idaho?} : The Service, 1981. Soil Conser- 
vation Service, 304 N. 8th St., Boise, Idaho 83702 1 map : 





col. ; 83 x 61 cm. Shows iand use. “September 1981.” 
Includes vicinity map. 1. Agricultural resources — Idaho — 
Gem County—Maps. 2. Land use—Idaho— Gem 
County — Maps. 3. Gem County (Idaho) — Maps. I. Title. 
OCLC 08146227 


82-4424 


A 57.69:G 41 
United States. Soil Conservation Service. 

Soil interpretative map of important farmlands, Gillespie 
County, Texas / U.S. Department of Agriculture, Soil Con- 
servation Service ; cooperating with Texas Natural Resources 
Information System. Scale [ca. 1:100,000] (W 99°15°-—W 
98°40/N 30°30’—N 30°10’). Fort Worth, Tex. : USDA-SCS, 
1980. State Conservationist, SCS, P.O. Box 648, Temple, 
TX 76501 1 map : col. ; 58 x 98 cm. Shows land use. 
Includes vicinity map. “February 1980 base 4-R-37246.” 1. 
Agricultural resources — Texas — Gillespie County — Maps. 
2. Land use — Texas — Gillespie County — Maps. 3. Gille- 
spie County (Tex.)— Maps. I. Texas Natural Resources In- 
formation System. II. Title. OCLC 07908105 


82-4425 


A 57.69:G 79 
United States. Soil Conservation Service. 

Soil interpretative map of important farmlands, Grayson 
County, Texas / U.S. Department of Agriculture, Soil Con- 
servation Service ; cooperating with Texas Natural Resources 
Information System. Scale 1:100,000 (W 97°00°00”—W 
96°20°00”/N 34°00’00”—N 33°22’30”). [Fort Worth, Tex.?] : 
The Service, 1981. State Conservationist, SCS, P.O. Box 
648, Temple Tex. 76501 1 map: col. ; 70 x 62cm. Shows 
land use. Includes vicinity map. 1. Agricultural re- 
sources — Texas — Grayson County — Maps. 2. Land use — 
Texas — Grayson County— Maps. 3. Grayson County 
(Tex.)— Maps. I. Texas Natural Resources Information 
System. II. Title. OCLC 07908182 


82-4426 


A 57.69:H 18 
United States. Soil Conservation Service. 

Hampshire County, West Virginia important farmlands / 
U.S. Department of Agriculture, Soil Conservation Service. 
Scale 1:50,000 (W 79°00°00”—W 78°22’30”/N 39°30’30”—N 
39°07°30”). [Morgantown, W. Va.?] : The Service, 1981. 
State Conservationist, SCS, 75 High St., Morgantown, W. 
Va. 26505 1 map: col. ; 103 x 123 cm. Shows land use. 
“December 1981.” Includes vicinity map. 1. Agricultural 
resources — West Virginia — Hampshire County — Maps. 2. 
Land use — West Virginia — Hampshire County — Maps. 3. 
Hampshire County (W. Va.)—Maps. I. Title. OCLC 
08146198 


82-4427 


A 57.69:H 27 
United States. Soil Conservation Service. 

Important farmlands map, Haskell County, Oklahoma / 
U.S. Department of Agriculture, Soil Conservation Service. 
Scale [ca. 1:126,720] (W 95°20’—W 94°55’/N 35°20’—N 
35°10”). Fort Worth, Tex. : USDA-SCS, 1981. Soil Conser- 
vationist, SCS, Agriculture Bldg., Farm Road & Brumley St., 
Stillwater, OK 74074 1 map : col. ; 46 x 58 cm. Shows 
land use. Includes vicinity map. “4-73, 4-R-32952.” 1. Ag- 
ricultural resources — Oklahoma — Haskell County — Maps. 
2. Land use — Oklahoma — Haskell County — Maps. 3. Has- 
kell County (Okla.)— Maps. I. Title. OCLC 08139642 


82-4428 


A 57.69:H 76 
United States. Soil Conservation Service. 

Soil interpretative map of important farmlands, Hood 
County, Texas / U.S. Department of Agriculture, Soil Con- 
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servation Service ; cooperating with Texas Natural Resources 
Information System. Scale [ca. 1:100,000] (W 98°00—W 
97°40’/N 32°30’—N 32°15’). Fort Worth, Tex. : USDA-SCS, 
1981. State Conservationist, SCS, P.O. Box 648, Temple, 
TX 76501 1 map : col. ; 45 x 57 cm. Shows land use. 
Includes vicinity map. 1. Agricultural resources — Texas — 
Hood County— Maps. 2. Land use— Texas — Hood 
County — Maps. 3. Hood County (Tex.)— Maps. I. Texas 
Natural Resources Information System. II. Title. OCLC 
07909399 


82-4429 


A 57.69:H 88 


United States. Soil Conservation Service. 


Important farmlands map, Humphreys County, Mississippi 
/ U.S. Department of Agriculture, Soil Conservation Service. 
Scale [ca. 1:100,000] (W 90°40’-—W 90°20’/N 33°20’—N 
33°00’). Fort Worth, Tex. : USDA-SCS, 1981. State Conser- 
vationist, SCS, 100 W. Capitol St., Jackson, MS 39201 1 
map : col. ; 60 x 45cm. Shows land use. Includes vicinity 
map. “January 1980 base 4-R-37157.” 1. Agricultural re- 
sources — Mississippi — Humphreys County — Maps. 2. 
Land use — Mississippi— Humphreys County— Maps. 3. 
Humphreys County (Miss.)—Maps. I. Title. OCLC 
08091354 


82-4430 


A 57.69:H 91/2 


United States. Soil Conservation Service. 


Soil interpretative map of important farmlands, Hunt 
County, Texas / U.S. Department of Agriculture, Soil Con- 
servation Service ; cooperating with Texas Natural Resources 
Information System. Scale [ca.1:100,000] (W 96°15'—W 
95°55°/N 33°25’—N 32°55’). Fort Worth, Tex. : USDA-SCS, 
1980. State Conservationist, SCS, P.O. Box 648, Temple, 
TX 76501 1 map : col. ; 74 x 69 cm. Shows land use. 
Includes vicinity map. “October 1979 base 4-R-37097.” 1. 
Agricultural resources — Texas — Hunt County — Maps. 2. 
Land use — Texas — Hunt County — Maps. 3. Hunt County 
(Tex.)— Maps. I. Texas Natural Resources Information 
System. II. Title. OCLC 07426856 


82-4431 


A 57.69:It 1 


United States. Soil Conservation Service. 


Important farmlands map, Itawamba County, Mississippi / 
U.S. Department of Agriculture, Soil Conservation Service. 
Scale [ca. 1:100,000] (W 88°30’°—W 88°10°/N 34°30’—N 
34°05’). Fort Worth, Tex. : USDA-SCS, 1981. State Conser- 
vationist, SCS, 100 W. Capitol St., Jackson, MS 39201 1 
map : col. ; 56 x 44cm. Shows land use. Includes vicinity 
map. “March 1980 base 4-R-37384.” 1. Agricultural re- 
sources — Mississippi — Itawamba County — Maps. 2. Land 
use — Mississippi — Itawamba County — Maps. 3. Itawamba 
County (Miss.) — Maps. I. Title. OCLC 08091437 


82-4432 


A 57.69:J 13/4 


United States. Soil Conservation Service. 


Important farmlands, Jackson Co., Kan. / prepared by Soil 
Conservation Service. Scale 1:100,000 (W 96°03’—W 95°33’/ 
N 39°40’—N 39°12’). Salina, Kan. : The Service, 1980. 1 
map : col. ; 52 x 44 cm. Shows land use. “Base map pro- 
duced by the Geological Survey in cooperation with the Soil 
Conservation Service.” Includes vicinity map. 1. Agricul- 
tural resources — Kansas — Jackson County — Maps. 2. 
Land use — Kansas — Jackson County — Maps. 3. Jackson 
County (Kan.)— Maps. I. Title. OCLC 07899375 
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Soil Conservation Service — Agriculture Dept. 


82-4433 2. Land use — Texas — Montague County — Maps. 3. Mon- 
A 57.69:L 95/2 tague County (Tex.)— Maps. I. Texas Natural Resources 
United States. Soil Conservation Service. Information System. II. Title. OCLC 07417150 
Important farmlands map, Lowndes County, Mississippi / 

U.S. Department of Agriculture, Soil Conservation Service. 82-4438 

Scale [ca. 1:100,000] (W 89°40’°—W 88°20’/N 33°40’—N A 57.69:M 76/7 

33°20’). [Jackson, Miss.?] : The Service, [19807] State Con- United States. Soil Conservation Service. 

servationist, SCS, 100 W. Capitol St., Jackson, MS 39201 1 Important farmlands, Montcalm County, Michigan / U.S. 


map : col. ; 72 x 57 cm. Shows land use. Includes vicinity t of Agricult Soil Co: tion Service. Scal 
map. “August 1980. base 4-R-37464.” 1. Agricultural re- Sranens  SPe nay Rigg las med gggee 


y@ y .) es > ? = 
sources — Mississippi — Lowndes County — Maps. 2. Land neg tig aha 7 ap ck a ae —N 
BPs Gi ' Lansing, Mich.?] : The Service, 1981. State 
use — Mississippi —- Lowndes County — Maps. 3. Lowndes Conservationist, SCS, 1405 S ison Road, East ‘ 
County (Miss.)— Maps. I. Title. OCLC 08101583 : . . Harris Lansing, 
Mich. 48823 1 map : col. ; 83 x 120 cm. Shows land use. 
82-4434 Includes vicinity map. “December 1980, 5,R-38,118.” 1. 
Unied Gectmn San Ca aan ed Agricultural resources — Michigan— Montcalm County — 
ni ’ mservation Service. _ Sete tcalm -_ 
Soil interpretative map of important farmlands, Midland ae Ie tlh a i atl so 
County, Texas / U.S. Department of Agriculture, Soii Con- OCLC 07911317 : y ie . 
servation Service ; cooperating with Texas Natural Resources 
Information System. Scale [ca. 1:100,000] (W 102°15'°—W 
101°50°/N 32°05’—N 31°40’). [Fort Worth, Tex.?] : The Serv- 
ice, 1981. State Conservationist, SCS, P.O. Box 648, +04 states. Soil Conse winn Gere. 
Temple, TX 76501 1 map: col. ; 57x 72 cm. Shows land I fi M Co West Virginia / U S 
use. Includes vicinity map. “February 1981 base 4-R- important farmlands, Morgan County, West Virginie 
33388.” 1. Agricultural resources — Texas — Midland Department of Agriculture, Soil Conservation Service. Scale 
County — Maps. 2. Land use — Texas — Midland County — 1:50,000 (W 78°30°00"—W —_78°00°00"/N 39°42 30”—N 
Maps. 3. Midland County (Tex.)— Maps. I. Texas Natural 3992230”). [Morgantown, W. Va.?] : The Service, 1981. 
Resources Information System. II. Title. OCLC 08116198 State Conservationist, SCS, 75 High St., Morgantown, W. 
Va. 26505 1 map : col. ; 74 x 86 cm. Shows land use. 
82-4435 A 57.69:M 66/2 “June 1981.” Includes vicinity map. 1. Agricultural re- 
United States. Soil Commies Saitien. sources — West Virginia — Morgan County— Maps. 2. 
Important farmlands, Mineral Co., West Virginia / U.S. Lend we— West Vieginis—Morgee County— Mapes. 3. 
Department of Agriculture, Soil Conservation Service. Scale Morgan County (W. Va.)—Maps. I. Title. OCLC 
1:50,000 (W 79°15°00"—W _78°45'00"/N _39°37°30"—_N eens 
39°15°00”). [Morgantown, W. Va.?] : The Service, 1981. 82 
State Conservationist, SCS, 75 High St., Morgantown, W. 
Va. 26505 1 map : col. ; 93 x 112 cm. Shows land use. i A 57.69:N 11 
“July 1981.” Includes vicinity map. 1. Agricultural re- United States. Soil Conservation Service. 
sources— West  Virginia— Mineral County— Maps. 2. Soil interpretative map of important farmlands, Nacog- 
Land use— West Virginia— Mineral County — Maps. 3. doches County, Texas / U.S. Department of Agriculture, Soil 
Mineral County (W. Va.)—Maps. I. Title. OCLC Conservation Service ; cooperating with Texas Natural Re- 
08142778 sources Information System. Scale [ca. 1:100,000] (W 94°55’°— 
82-4436 W 94°20’/N 31°50’—N 31°20’). [Fort Worth, Tex.?] : The 
A 57.69:M 66/3 Service, [1980?] State Conservationist, SCS, P.O. Box 648, 
United States. Soil Conservation Service. Temple Tx 76501 1 map: col. ; 82 x 71 cm. Shows land 
Important farmlands, Minidoka County, Idaho / U.S. De- use. Includes vicinity map. “February 1980 base 4R- 
partment of Agriculture, Soil Conservation Service. Scale 37195.” 1. Agricultural resources — Texas — Nacogdoches 
1:100,000 (W 114°00’—W 113°15’/N 43°15’—N 42°30’). [Boise, County— Maps. 2. Land use— Texas — Nacogdoches 
Idaho?] : The Service, 1981. Soil Conservation Service, 304 County — Maps. 3. Nacogdoches County (Tex.)— Maps. 
N. 8th St., Boise, Idaho 83702 1 map : col. ; 83 x 61 cm. I. Texas Natural Resources Information System. II. Title. 
Shows land use. “September 1981.” Includes vicinity map. OCLC 07617460 
1. Agricultural resources — Idaho — Minidoka County — 
Maps. 2. Land use —Idaho— Minidoka County — Maps. 82-4441 
3. Minidoka County (Idaho)— Maps. I. Title. OCLC A 57.69:N 22 
08146242 United States. Soil Conservation Service. 
82-4437 Soil interpretative map of important farmlands, Navarro 
A 57.69:M 76/6 County, Texas / U.S. Department of Agriculture, Soil Con- 
United States. Soil Conservation Service. servation Service ; cooperating with Texas Natural Resources 
Soil interpretative map of important farmlands, Montague Information System. Scale [ca. 1:100,000] (W 96°50’—W 
County, Texas / U.S. Department of Agriculture, Soil Con- 96°0S'/N 32°15'—N 31°50’). [Fort Worth, Tex.?] : The Serv- 
servation Service ; cooperating with Texas Natural Resources ice, 1981. State Conservationist, SCS, P.O. Box 648, 
Information System. Scale [ca. 1:100,000] (W 97°55’'—W Temple, Tex. 76501 1 map: col. ; 72 x 98cm. Shows land 
97°30°/N 33°55’—N 33°30’). Fort Worth, Tex. : USDA-SCS, use. Includes vicinity map. “November 1979, base 4-R- 
1980. State Conservationist, SCS, P.O. Box 648, Temple, 37281.” 1. Agricultural resources — Texas — Navarro 
TX 76501 1 map : col. ; 73 x 74 cm. Shows land use. County — Maps. 2. Land use — Texas — Navarro County — 
Includes vicinity map. “October 1979 base 4-R-37196.” 1. Maps. 3. Navarro County (Tex.)— Maps. I. Texas Natural 
Agricultural resources — Texas — Montague County — Maps. Resources Information System. II. Title. OCLC 07909482 
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A 57.69:M 58 


82-4439 





Government Publications — April 1982 
82-4442 82-4446 
A 57.69:P 17 A 57.69:St 1 ¢/3 
United States. Soil Conservation Service. United States. Soil Conservation Service. 

Soil interpretative map of important farmlands, Panola Important farmlands, St. Croix County, Wisconsin / U.S. 
County, Texas / U.S. Department of Agriculture, Soil Con- Department of Agriculture, Soil Conservation Service. Scale 
servation Service ; cooperating with Texas Natural Resources 1:100,000 (W 92°45’°—W 92°11’/N 45°12’—N 44°53’). Lincoln, 
Information System. Scale [ca. 1:100,000] (W 94°35°—W Nebr. : USDA SCS, 1981. State Conservationist, SCS, 4901 
94°05’/N 32°20’—N 32°00’). [Fort Worth, Tex.?] : The Serv- Hammersley Rd., Madison, Wis 53711 1 map : col. ; 46 x 61 
ice, 1981. State Conservationist, SCS, P.O. Box 648, cm. Shows land use. Includes location map. “1-15-81; 
Temple, Tex. 76501 1 map : col. ; 59 x 74cm. Shows land 5.R-38,130.” 1. Agricultural resources — Wisconsin — Saint 
use. Includes vicinity map. “February 1980, 4-R-37062.” Croix County—Maps. 2. Land use — Wisconsin — Saint 

P Croix County— Maps. 3. Saint Croix County (Wis.)— 

1. Agricultural resources — Texas — Panola County — Maps. Maps. I. Title. OCLC 07899689 

2. Land use — Texas — Panola County— Maps. 3. Panola Pgs : 

County (Tex.)— Maps. I. Texas Natural Resources Informa- 82-4447 

tion System. II. Title. OCLC 07909610 A 57.69:St 4/5/sheet 1-2 

United States. Soil Conservation Service. 

82-4443 Important farmlands, Steuben County, New York / U.S. 
A 57.69:P 58/2 Department of Agriculture, Soil Conservation Service. Scale 
United States. Soil Conservation Service. 1:50,000 (W 77°45°30"—W 76°57°30"/N 42°35°30”—N 

Important farmlands map, Pickens County, South Carolina 41°59°30”). [Syracuse, N.Y.?] : The Service, 1981. State Con- 
/ U.S. Department of Agriculture, Soil Conservation Service servationist, SCS, 100 S. Clinton St., Syracuse, NY 13260 1 
; in cooperation with South Carolina Land Resources Conser- map on 2 sheets : col. ; 130 x 132 cm., sheets 89 x 137 cm. 
vation Commission. Scale 1:100,000 (W 82°57°30”"—W Shows land use. {::lude vicinity maps. 1. Agricultural re- 
82°28'00"/N 35°06°00”—N 34°36’00”). Columbia, S.C. : The sources— New York — Steuben County— Maps. 2. Land 
Service, [19802] State Conservationist, SCS, 1835 Assembly use—New York (State)— Steuben County— Maps. 3. 
St., Columbia, S.C. 29210 1 map : col. ; 56x 45cm. Shows Steuben County (N.Y.)— Maps. I. Title. OCLC 08091503 
land use. “Base map prepared by the Geological Survey in 82-4448 
cooperation with the Soil Conservation Service.” Includes A 57.69:Su 9 
vicinity map. On verso: text. ‘“4-R-36939.” 1. Agricultural United States. Soil Conservation Service. 
resources — South Carolina— Pickens County — Maps. 2. Suwannee County, Florida, soil interpretive map of impor- 


Land use— South Carolina— Pickens County — Maps. 3. tant farmlands / U.S. Department of Agriculture, Soil Con- 
Pickens County (S.C.)— Maps. I. South Carolina Land Re- servation Service. Scale [ca. 1:120,000] ; (W 83°10—W 
sources Conservation Commission. II. Title. OCLC 82°50’/N 30°25’—N 29°55’). Fort Worth, Tex. : USDA-SCS, 
07894166 1980. State Conservationist, SCS, P.O. Box 1208, Gaines- 


ville, FL 32602 1 map: col. ; 57x 77cm. Shows land use. 

Includes vicinity map. “October 1979 base 4-R-37164.” 1. 

A 57.69:R 13 Agricultural resources — Florida— Suwannee County — 

United States. Soil Conservation Service. Maps. 2. Land use — Florida — Suwannee County — Maps. 

Soil interpretative map of important farmlands, Rains 3. Suwannee County (Fla.)—Maps. I. Title. OCLC 
County, Texas / U.S. Department of Agriculture, Soil Con- 08123270 

servation Service ; cooperating with Texas Natural Resources 82-4449 

Information System. Scale [ca.1:100,000] (W 95°55’°—W 

95°40’/N 32°5S5’—N 32°45’). Fort Worth, Tex. : USDA-SCS, 

1981. State Conservationist, SCS, P.O. Box 648, Temple TX 


76501 1 map: col.;58x 45cm. Shows land use. Includes County, Texas / U.S. Department of Agriculture, Soil Con- 
vicinity map. “June 1979 base 4-R-37058.” 1. Agricultural servation Service ; cooperating with Texas Natural Resources 
resources — Texas — Rains County— Maps. 2. Land use — Information System. Scale [ca. 1:100,000] (W 101°SS—W 
Texas — Rains County— Maps. 3. Rains County (Tex.) — 101°30°/N 34°45’—N 34°20’). [Fort Worth, Tex.?] : The Serv- 
Maps. I. Texas Natural Resources Information System. II. ice, 1981. State Conservationist, SCS, P.O. Box 648, 
Title. OCLC 07617561 Temple, Tex., 76501 1 map: col. ; 57x 73cm. Shows land 
use. Includes vicinity map. “September 1979, base 4-R- 
82-4445 37263.” 1. Agricultural resources — Texas — Swisher 
A 57.69:R 59/3 County — Maps. 2. Land use — Texas — Swisher County — 
United States. Soil Conservation Service. Maps. 3. Swisher County (Tex.)— Maps. I. Texas Natural 
Soil interpretative map of important farmlands, Rockwall Resources Information System. II. Title. OCLC 07909733 
County, Texas / U.S. Department of Agriculture, Soil Con- 82-4450 
servation Service ; cooperating with Texas Natural Resources 
Information System. Scale [ca. 1:100,000] (W 96°30’—W 


96°20'/N 32°SS’—N 32°50’). Fort Worth, Tex. : USDA-SCS, Important farmlands map, Warren County, Mississippi / 


1981. State Conservationist, SCS, P.O. Box 648, Temple TX U.S. Department of ‘x_n Soil Conservation Service. 
76501 1 map: col. ;44x 56cm. Shows land use. Includes Scale [ca. 1:100,000} (W 91°10—W 90°45’/N 32°35’—N 
vicinity map. “October 1979 base 4-R-37114.” 1. Agricul- 32°05’). [Jackson, Miss.?] : The Service, [1980?] State Con- 
tural resources — Texas — Rockwall County— Maps. 2. servationist, SCS, 100 W. Capitol St., Jackson, MS 39201 1 
Land use — Texas — Rockwall County— Maps. 3. Rock- map : col. ; 71 x 65 cm. Shows land use. Includes vicinity 
wall County (Tex.)— Maps. I. Texas Natural Resources In- map. “July, 1979 base 4-R-37151.” 1. Agricultural re- 
formation System. II. Title. OCLC 07617285 sources — Mississippi— Warren County— Maps. 2. Land 
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82-4444 


A 57.69:Sw 5 
United States. Soil Conservation Service. 
Soil interpretative map of important farmlands, Swisher 





A 57.69:W 25/3 
United States. Soil Conservation Service. 





Federal Crop Insurance Corporation — Agriculture Dept. 


use — Mississippi— Warren County— Maps. 3. Warren 
County (Miss.)— Maps. I. Title. OCLC 08139683 


82-4451 


FEDERAL CROP INSURANCE 
CORPORATION 
Agriculture Dept. 

Washington, DC 20250 


A 57.69:W 63 
United States. Soil Conservation Service. 

Soil interpretative map of important farmlands, Wichita 
County, Texas / U.S. Department of Agriculture, Soil Con- 
servation Service ; cooperating with Texas Natural Resources 
Information System. Scale [ca. 1:100,000] (W 98°55’°—W 
98°30°/N 34°10’—N 33°55’). Fort Worth, Tex. : USDA-SCS, 
1981. State Conservationist, SCS, P.O. Box 648, Temple, 
TX 76501 1 map : col. ; 58 x 73 cm. Shows land use. 
Includes vicinity map. 1. Agricultural resources — Texas — 
Wichita County — Maps. 2. Land use — Texas — Wichita 
County — Maps. 3. Wichita County (Tex.)— Maps. I. 
Texas Natural Resources Information System. II. Title. 
OCLC 07909850 


82-4452 


82-4456 
A 62.2:C 18 

Careers : Federal Crop Insurance Corporation. — [Washington, 
D.C.?] : U.S. Dept. of Agriculture, Federal Crop Insurance 
Corporation, [1980] [16] p. : ill. ; 23 x 10 cm. “September 
1980”—P. [2]. @lItem 71 1. Federal Crop Insurance Corpo- 
ration — Vocational guidance. 2. Insurance, Agricultural — 
Crops — Vocational guidance. I. Federal Crop Insurance 
Corporation. OCLC 08142159 


RURAL ELECTRIFICATION 
ADMINISTRATION 
Agriculture Dept. 
Washington, DC 20250 


A 57.69/2:M 13 
United States. Soil Conservation Service. 

McCurtain County, Oklahoma, soil interpretive map, soil 
potential for surface irrigation, soil potential rating / U.S. 
Department of Agriculture, Soil Conservation Service. Scale 
ca. 1:126,720 (W 95°05’—W 94°30’/N 34°30’—N 33°45”). [Still- 
water, Okla.?] : The Service, 1981. State Conservationist, 
SCS, Farm Rd. & Brumley St., Stillwater, Okla. 74074 1 
map : col. ; 88 x 58 cm. Includes vicinity map. “9-73 4-R- 
33,412.” 1. Irrigation — Oklahoma — McCurtain County — 
Maps. 2. McCurtain County (Okla.)— Maps. I. Title. 
OCLC 08116007 


82-4453 


82-4457 
A. 68.22:81-1-0 
Draft environmental impact statement : Moon Lake power plant 
project, units 1 and 2 / jointly prepared by Bureau of Land 
Management, Department of the Interior, and Rural Electrifi- 
cation Administration, Department of Agriculture ; assisted 
by Forest Service, Department of Agriculture. — [Washing- 


ton, D.C.?] : Dept. of Agriculture, Rural Electrification Ad- 
A 57.69/2:M 28 


United States. Soil Conservation Service. 

Major County, Oklahoma, soil interpretive map, soil poten- 
tial for surface irrigation, soil potential rating / U.S. Depart- 
ment of Agriculture, Soil Conservation Service. Scale ca. 
1:126,720 (W 98°55’°—W 98°10’/N 36°30’°—N 36°10’). [Still- 
water, Okla.?] : The Service, 1981. State Conservationist, 
SCS, Farm Rd. & Brumley St., Stillwater, Okla. 74074 1 
map : col. ; 43 x 69 cm. Includes vicinity map. “9-74 4-R- 
33,974.” 1. Irrigation — Oklahoma — Major County — Maps. 
2. Major County (Okla.)— Maps. I. Title. OCLC 08093335 

82-4454 
A 57.69/2:R 63 
United States. Soil Conservation Service. 

Roger Mills County, Oklahoma, soil interpretive map, soil 
potential for surface irrigation, soil potential rating / U.S. 
Department of Agriculture, Soil Conservation Service. Scale 
[ca. 1:126,720] (W 99°55°—W 99°30’/N 36°00’—N 35°30’). 
(Stillwater, Okla.?] : The Service, 1981. State Conservation- 
ist, SCS, Farm Rd. & Brumley St., Stillwater, Okla. 74074 1 
map : col. ; 59 x 49 cm. Includes vicinity map. “8-73 4-R- 
33,249.” 1. Irrigation — Oklahoma — Roger Mills County — 
Maps. 2. Roger Mills County (Okla.)— Maps. I. Title. 
OCLC 08093352 

82-4455 
A 57.69/2:W 87/irrigation 
United States. Soil Conservation Service. 

Woodward County, Oklahoma, soil interpretive map, soil 
potential for surface irrigation / U.S. Department of Agricul- 
ture, Soil Conservation Service. Scale ca. 1:126,720 (W 
99°30’—W 99°00’/N 36°45’—N 36°15’). [Stillwater, Okla.?] : 
The Service, 1981. State Conservationist, SCS, Farm Rd. & 
Brumley St., Stillwater, Okla. 74074 1 map : col. ; 60 x 69 
cm. Includes vicinity map. “9-72 4-R-31905.” 1. Irriga- 
tion — Oklahoma — Woodward County — Maps. 2. Wood- 
ward County (Okla.)— Maps. I. Title. OCLC 08166533 
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ministration, 1981. xiii, 338, 186 p. : ill., (some col.), maps ; 
28 cm. 1 map in pocket. Bibliography: p. R-165 - R-186. 
Includes index. “USDA-REA (ADM) 81-1-0”. @Item 117- 
B 1. Electric power-plants — Environmental aspects — Utah. 
2. tElectric power-plants. I. United States. Rural Electrifica- 
tion Administration. II. United States. Bureau of Land Man- 
agement. Utah State Office. III. United States. Forest Serv- 


ice. IV. Title: Moon Lake power plant project. OCLC 
07585908 


STATISTICAL REPORTING SERVICE 
Agriculture Dept. 
Washington, DC 20250 


82-4458 


A 92.40:980 


Farm production expenditures for ... Washington, D.C. : U.S. 


Dept. of Agriculture, Economics, Statistics, and Cooperatives 
Services, Crop Reporting Board, Crop Reporting Board, 
USDA, Rm. 0005, South Bldg., Washington, D.C. 20250 v. ; 
28 cm. Annual “SpSy 5.” Previously classed: A 92.2:F 
22/2/ and A 105.35/2: 1980. Description based on: 1979. 
Vols. for 19 -1977 were issued by the Crop Reporting Board 
subordinate to the Statistical Reporting Service; 1978-1979 by 
the Board subordinate to the Economics, Statistics, and Coop- 
eratives Service; 1980- by the Board subordinate to the Statis- 
tical Reporting Service. @lItem 18-A ISSN 0191-0531 1. 
Agriculture — United States — Costs — Statistics — Periodi- 
cals. 2. Farms — United States — Cost of operation — Statis- 
tics — Periodicals. I. United States. Crop Reporting Board. 
Key Title: Farm production expenditures S$561.U5115a 76- 
649606 //r82 338.1/3 OCLC 02746008 





ECONOMIC RESEARCH SERVICE 


Agriculture Dept. 
Washington, DC 20250 


82-4459 


A 93.11/3:38 
Rice outlook & situation / United States Department of Agri- 
culture, Economics and Statistics Service. [Washington, D.C.] 
: The Service, cl1981- U.S. Dept. of Agriculture, Washing- 
ton, D.C. 20250 v. ; 28 cm. Semiannual RS-37 (March 
1981)- Title from cover. RS-38, Sept. 1981. Vol. for Mar. 
1981 approved by the World Food and Agricultural Outlook 
and Situation Board; Sept. 1981- approved by the World 
Agricultural Outlook Board. Vol. for Mar. 1981 issued by 
the Economics and Statistics Service; Sept. 1981- by the Eco- 
nomic Research Service. @Item 21-P ISSN 0277-5867 
Continues: Rice situation (United States. Dept. of Agriculture. 
Economics, Statistics, and Cooperatives Service) ISSN 0501- 
915X 1. Rice trade — Statistics — Periodicals. 2. Rice — 
United States — Statistics — Periodicals. I. United States. 
Dept. of Agriculture. Economics and Statistics Service. II. 
United States. Dept. of Agriculture. Economic Research 
Service. III. United States. World Food and Agricultural 
Outlook and Situation Board. IV. United States. World Ag- 
ricultural Outlook Board. HD9066.A1U45 81-642239 
338.1/7318/05 OCLC 07473507 


ECONOMICS AND STATISTICS SERVICE 
Agriculture Dept. 
Washington, DC 20250 


82-4460 


A 105.20/4:37 
Rice outlook & situation / United States Department of Agri- 
culture, Economics and Statistics Service. [Washington, D.C.] 
: The Service, cl1981- U.S. Dept. of Agriculture, Washing- 
ton, D.C. 20250 v. ; 28 cm. Semiannual RS-37 (March 
1981)- Title from cover. “Approved by the World Food 
and Agricultural Outlook and Situation Board.” RS-37, Mar. 
1981. @lItem 21-P ISSN 0277-5867 Continues: Rice situa- 
tion (United States. Dept. of Agriculture. Economics, Statis- 
tics, and Cooperatives Service) ISSN 0501-915X 1. Rice 
trade — Statistics — Periodicals. 2. Rice— United States — 
Statistics — Periodicals. I. United States. Dept. of Agricui- 
ture. Economics and Statistics Service. II. United States. 
World Food and Agricultural Outlook and Situation Board. 
HD9066.A1U45 81-642239 338.1/7318/05 OCLC 
07473507 


82-4461 


A 105.35/2:979 

Farm production expenditures for ... Washington, D.C. : U.S. 
Dept. of Agriculture, Economics, Statistics, and Cooperatives 
Services, Crop Reporting Board, Crop Reporting Board, 
USDA, Rm. 0005, South Bldg., Washington, D.C. 20250 v. ; 
28 cm. Annual “SpSy 5.” Previously classed: A 92.2:F 
22/2/ 1979. Description based on: 1979. Vols. for 19 - 
1977 were issued by the Crop Reporting Board subordinate to 
the Statistical Reporting Service; 1978-1979 by the Board 
subordinate to the Economics, Statistics, and Cooperatives 
Service; 1980- by the Board subordinate to the Statistical 
Reporting Service. @lItem 18-A ISSN 0191-0531 1. Agri- 
culture— United States — Costs — Statistics — Periodicals. 
2. Farms — United States — Cost of operation — Statistics — 
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647840 //r82 382/.6/0973 OCLC 06797851 


(1965) II. Series: Government employment ; 80 no.1l. sc- 82-4590 

79005601 OCLC 01190847 C 3.164:446/980 

U.S. exports. Schedule B commodity by country. Washington, 
D.C. : U.S. Dept. of Commerce, Bureau of the Census : For 
sale by the Supt. of Docs., U.S. G.P.O., 1980- Supt. of 
Docs., U.S. Govt. Print. Off., Washington, D.C. 20402 v. ; 


82-4586 
C 3.158:MA-23 E (80)-1 
Current industrial reports. Series MA-23E, Men’s and boys’ 
outerwear. [Washington, D.C.] : U.S. Dept. of Commerce, 


Bureau of Census : [For sale by Data User Services Division, 
Bureau of the Census, 1981- Data User Services Division, 
Bureau of the Census, Washington, D.C. 20233 v. ; 28 cm. 
Annual 1980- Caption title. 1980. @lItem 142-A Con- 
tinues in part: Current industrial reports. Series MA-23A, 


28 cm. Annual $11.00 1978- “FT 446.” No longer 
available for sale by the Supt. of Docs. @lItem 144-A-18 
S/N 003-024-03107-8 ISSN 0272-6971 Continues: U.S. ex- 
ports. Schedule B commodity groupings, schedule B com- 
modity by country ISSN 0098-0242 1. Commercial prod- 


ucts— United States — Statistics — Periodicals. 2. United 
States — Commerce — Statistics — Periodicals. I. United 
States. Bureau of the Census. HF105.C13714 80-647840 // 
r82 382/.6/0973 OCLC 06797851 


Apparel 1. Children’s clothing industry — United States — 
Statistics — Periodicals. 2. Men’s clothing industry — United 
States — Statistics — Periodicals. I. United States. Bureau of 
the Census. OCLC 08083678 

82-4591 
~-4587 C 3.186:P-95/74 
C 3.158:MA-23 G (80)-1 Davis, Christopher, 1948- 
Current industrial reports. Series MA-23G, Underwear and 


nightwear. [Washington, D.C.] : U.S. Dept. of Commerce, 
Bureau of the Census : [For sale by Data User Services 
Division, Customer Services (Publications), Bureau of the 
Census], 1981- Data User Services Division, Customer Serv- 
ices (Publications), Bureau of the Census, Washington, D.C. 
20233 v. ; 28 cm. Annual 1980- Caption title. 1980. 
@ltem 142-A Continues in part: Current industrial reports. 
Series MA-23A, Apparel 1. Underwear industry — United 
States — Statistics — Periodicals. 2. Children’s sleepwear — 
Statistics — Periodicals. 3. Clothing trade — United 
States — Statistics — Periodicals. I. United States. Bureau of 
the Census. OCLC 08060429 


82-4588 


C 3.158:MA-38 Q (80)-1 

Current industrial reports. Series MA-38Q, Selected atomic 
energy products. [Washington, D.C.] : U.S. Dept. of Com- 
merce, Bureau of the Census : [For sale by the Data User 
Services Division, Customer Services (Publications), Bureau 
of the Census, Data User Services Division, Customer Serv- 
ices (Publications), Bureau of the Census, Washington, D.C. 
20233 v. : ill. ; 28 cm. Annual Caption title. Prior to 
Jan. 1976, issues were classified: C 56.216:MA-38 Q during 
the time the Census Bureau was subordinate to the Social and 
Economic Statistics Administration. 1980. Description 
based on: 1980. @lItem 142-A Continues: Facts for indus- 
try. Series MA-38Q, Atomic energy products 1. Atomic 
energy industries — United States — Statistics — Periodicals. 
I. United States. Bureau of the Census. OCLC 03059763 


Rising infant mortality in the U.S.S.R. in the 1970’s / by 
Christopher Davis and Murray Feshbach. — Washington, 
D.C. : U.S. Dept. of Commerce, Bureau of the Census : 
[Supt. of Docs., U.S. G.P.O., distributor], 1980. 33 p. ; 28 
cm. — (International population reports. Series P-95 ; no. 74) 
“Centre for Russian and East European Studies, University of 
Birmingham.” “Foreign Demographic Analysis Division.” 
“Issued September 1980.” S/N 003-024-02684-8 Bibliogra- 
phy: p. 29-33. @Item 142-C $2.50 1. Infants — Soviet 
Union — Mortality. I. Feshbach, Murray, 1929- II. United 
States. Bureau of the Census. III. United States. Bureau of 
the Census. Foreign Demographic Analysis Division. IV. 
University of Birmingham. Centre for Russian and East Euro- 
pean Studies. V. Title. VI. Series. HC331.U52 no. 74 
81-600791 [HB1323.14] 304.6 s [3046/4 ¢2 19] OCLC 
06504141 


82-4592 


C 3.204:80-4 


County business patterns, Arizona. Washington, D.C. : U.S. 


Dept. of Commerce, Bureau of the Census : For sale by the 
Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 v. : ill. ; 28 cm. 
Annual $4.50 Began with 1964. “CBP-80-4.” Descrip- 
tion based on: 1979. Available on microfiche. @Item 133- 
A-4 S/N 003-024-04008-5 Continues in part: County busi- 
ness patterns. Pt. 9, Mountain states, Arizona, Colorado, 
Idaho, Montana, Nevada, New Mexico, Utah, Wyoming 1. 
Arizona — Industries — Periodicals. I. United States. Bureau 
of the Census. OCLC 07568501 
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Census Bureau — Commerce Dept. 


82-4593 82-4598 
C 3.204;80-14 C 3.216/5:977 

County business patterns, Idaho. Washington, D.C. : U.S. Dept. Census of mineral industries (1977) 
of Commerce, Bureau of the Census : For sale by the Supt. of 1977 census of mineral industries. Subject, industry, and 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., area statistics. — Washington, D.C. : U.S. Dept. of Com- 
Washington, D.C. 20402 v.: ill. ; 28 cm. Annual $4.50 merce, Bureau of the Census : For sale by the Supt. of Docs., 
Began with 1964. “CBP-80-14.” 1980. Description based U.S. G.P.O., 1981. 1 v. (various pagings) : forms, maps ; 29 
on: 1979. Available on microfiche. @lItem 133-A-14 S/N cm. “Industry Division’— T.p. verso. “Issued August 
003-024-04018-2 Continues in part: County business patterns. 1981.” @Item 157 S/N 003-024-03158-2 @ GPO $20.00 
Pt. 9, Mountain states, Arizona, Colorado, Idaho, Montana, 1. Mineral industries — United States — Statistics. I. United 
Nevada, New Mexico, Utah, Wyoming 1. Idaho — Indus- States. Bureau of the Census. Industry Division. II. Title. 
tries — Periodicals. I. United States. Bureau of the Census. OCLC 08067694 
OCLC 07568530 8 


82-4594 C 3.223/19:80-V-14 
C 3.204:80-28 1980 census of population and housing : Idaho, final population 
County business patterns, Montana. Washington, D.C. : U.S. and housing unit counts. — Washington, D.C. : U.S. Dept. of 
Dept. of Commerce, Bureau of the Census : For sale by the Commerce, Bureau of the Census : For sale by the Bureau of 
Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. the Census and U.S. Dept. of Commerce District Offices, 
Print. Off., Washington, D.C., 20402 v. : ill. ; 28 cm. 1981. 12 p. ; 28 cm. Caption title. At head of title: Ad- 
Annual $4.50 Began with 1964. “CBP-80-28.” 1980. vance reports. “The figures in this report are final counts 
Description based on: 1979. Available on microfiche. and supersede the preliminary counts.” “Issued February 
@ltem 133-A-28 S/N 003-024-04032-8 Continues in part: 1981.” “PHC 80-V-14.” @Item 159-B-12 1. Housing — 
County business patterns. Pt. 9, Mountain states, Arizona, Idaho — Statistics. 2. Idaho — Population — Statistics. 3. 
Colorado, Idaho, Montana, Nevada, New Mexico, Utah, Wy- United States — Census, 20th, 1980. I. United States. Bureau 
oming 1. Montana — Industries — Periodicals. I. United of the Census. II. Title: Idaho, final population and housing 
States. Bureau of the Census. OCLC 07589590 unit counts. OCLC 08097989 


82-4595 82-4600 
C 3.204:80-30 NS IR 
County business patterns, Nevada. Washington, D.C. : U.S. Central administrative offices and auxiliaries. — Washington, 
Dept. of Commerce, Bureau of the Census : For sale by the D.C. : U.S. Dept. of Commerce, Bureau of the Census : For 
Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. sale by Supt. of Docs., U.S. G.P.O., 1981. 50 p. in various 
Print. Off., Washington, D.C. 20402 v. : ill. ; 28 cm. pagings : charts, 1 map, 1 form ; 28 cm.— (1977 enterprise 
Annual $3.25 Began with 1964. “CBP-80-30.” 1980. statistics > ES 77-2) “Issued May 1981.” @ltem 142-B (mi- 
Description based on: 1979. Available on microfiche. crofiche) S/N 003-024-03133-7 @ GPO $3.25 1. Business 
@ltem 133-A-30 S/N 003-024-04034-4 Continues in part: enterprises — United States — Statistics. I. United States. 
County business patterns. Pt. 9, Mountain states, Arizona, Bureau of the Census. II. Series. OCLC 08002175 
Colorado, Idaho, Montana, Nevada, New Mexico, Utah, Wy- 82-4601 
oming 1. Nevada— Industries — Periodicals. I. United 


States. Bureau of the Census. OCLC 07589504 © Aamevs 


Agricultural statistics. — Rev. — Washington, D.C. : U.S. Dept. 
82-4596 of Commerce, Bureau of the Census : For sale by Subscriber 
C 3.204:80-46 cee eg wo - a ae [4] ? 
County business patterns, Utah. Washington, D.C. : U.S. Dept. ey 2 Se Oe ee ee coe ee eh 
of Commerce, Bureau of the Census : For sale by the Supt. of ana 1 : A + ce hasan My peo Sa + sa 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., . ow te Ce lL Seri 
Washington, D.C. 20402 v. : ill. ; 28 cm. Annual $4.50 pe Pte of a as ey Cee eS 
Began with 1964. “CBP-80-46.” 1980. Description based 
on: 1979. Available on microfiche. @lItem 133-A-46 S/N 82-4602 
003-024-04050-6 Continues in part: County business patterns. 
Pt. 9, Mountain states, Arizona, Colorado, Idaho, Montana, 
Nevada, New Mexico, Utah, Wyoming 1. Utah — Indus- 


C 3.252:5/3 
Reference sources. — Rev. — Washington, D.C. : U.S. Dept. of 
‘ Commerce, Bureau of the Census : For sale by Customer 
tries — Periodicals. I. United States. Bureau of the Census. Services (DUSD), Bureau of the Census, 1981. 10 p. : ill. 
OCLC 07589438 forms ; 28 cm.— (Factfinder for the nation ; CFF no. 5) 
82-4597 Caption title. “Issued May 1981.” @Item 131-F 1. United 
C 3.204:80-52 States — Statistics — Bibliography. I. United States. Bureau 
County business patterns, Wyoming. Washington, D.C. : U.S. Ce, Pe. Pe 
Dept. of Commerce, Bureau of the Census : For sale by the 82-4603 
Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. C 3.252:10/2 
Print. Off., Washington, D.C. 20402 v. : ill. ; 28 cm. Retail trade statistics. — Rev. — Washington, D.C. : U.S. Dept. 
Annual $3.25 Began with 1964. “CBP-80-52.” 1980. of Commerce, Bureau of the Census : For sale by Subscriber 
Description based on: 1979. Available on microfiche. Services (Publications), Bureau of the Census, [1979] [4] p. : 
@ltem 133-A-52 S/N 003-024-04056-5 Continues in part: 1 chart ; 28 cm. — (Factfinder for the nation ; CFF no. 10) 
County business patterns. Pt. 9, Mountain states, Arizona, Caption title. “Issued March 1979.” @lItem 131-F (micro- 
Colorado, Idaho, Montana, Nevada, New Mexico, Utah, Wy- fiche) 1. Retail trade — United States — Statistical services. 


oming 1. Wyoming — Industries — Periodicals. I. United I. United States. Bureau of the Census. II. Series. OCLC 
States. Bureau of the Census. OCLC 07589774 08162559 
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82-4604 
C 3.252:12/2 

Statistics on service industries. — Rev. — Washington, D.C. : 
U.S. Dept. of Commerce, Bureau of the Census : For sale by 
Subscriber Services (Publications), Bureau of the Census, 
[1979] [4] p. : 1 chart ; 28:cm.— (Factfinder for the nation ; 
CFF no. 12) Caption title. “Issued December 1979.” 
@ltem 131-F (microfiche) 1. Service industries — United 
States — Statistical services. I. United States. Bureau of the 
Census. II. Series. OCLC 08160556 


NATIONAL BUREAU OF STANDARDS 
Commerce Dept. 
Washington, DC 20234 
82-4605 
C 13.2:W 42/981 
National Conference on Weights and Measures (66th : 1981 : 
Saint Louis, Mo.) 

Sixty-sixth National Conference on Weights and Measures : 
July 13-17, 1981, St. Louis, Missouri. — [Washington, D.C.?] : 
U.S. Dept. of Commerce, National Bureau of Standards, 1981. 
i, 182 p. ; 28 cm. Cover title. @Item 244 1. Weights and 
measures — United States— Congresses. I. United States. 
National Bureau of Standards. II. Title. OCLC 08142526 

82-4606 
C 13.10:400-67 
The capabilities and limitations of auger sputter profiling for 
studies of semiconductors / S.A. Schwarz ... [et al.] ; spon- 
sored by the Defense Advanced Research Projects 
Agency. — Washington, D.C. : U.S. Dept. of Commerce, Na- 
tional Bureau of Standards, 1981. vi, 46 p. : ill. ; 26 cm. — 
(NBS special publication : 400-67) (Semiconductor measure- 
ment technology) “Issued September 1981.” Includes bib- 
liographical references. 1. Sputtering (Physics) 2. Metal 
oxide semiconductors. 3. Semiconductors. I. Schwarz, S. 
A. II. United States. Defense Advanced Research Projects 
Agency. III. United States. National Bureau of Standards. 
IV. Series. V. Series. 81-600003 OCLC 07988468 
82-4607 
C 13.10:480-41 
Flores, A. 

Breath alcohol sampling simulator (BASS) for qualification 
testing of breath alcohol measurement devices / by A. Flores, 
and L.K. Eliason and Y.C. Wu ; prepared for the National 
Highway Traffic Safety Administration. — Washington, D.C. 
: U.S. Dept. of Commerce, National Bureau of Standards : 
For sale by the Supt. of Docs., U.S. G.P.O., 1981. vii, 25 p. 
: ill. ; 26 cm.— (Law enforcement equipment technology) 
(NBS special publication ; 480-41) “Center for Consumer 
Product Technology, National Bureau of Standards.” 
“Issued July 1981.” Includes bibliographical references. 
@lItem 247 (microfiche) S/N 003-003-02336-1 @ GPO 
$2.75 1. Alcohol in the body. 2. Drinking and traffic acci- 
dents. I. Eliason, L. K. II. Wu, Yung-chih, 1923- III. 
United States. National Bureau of Standards. IV. Center for 
Consumer Product Technology (U.S.) V. United States. Na- 
tional Highway Traffic Safety Administration. VI. Title. 
VII. Series. VIII. Series. 81-600075 OCLC 07794002 

82-4608 
C 13.10:500-80 
NBS/IEEE/ACM Software Tool Fair (1981 : San Diego, 
Calif.) 

Proceedings of the NBS/IEEE/ACM Software Tool Fair : 
held in conjunction with the 5th International Conference on 
Software Engineering in San Diego, CA, March 10-12, 1981 / 
editor Raymond C. Houghton, Jr. ; sponsored by National 


Government Publications — April 1982 


Bureau of Standards and IEEE Computer Society and SIG- 
SOFT ACM. — Washington, D.C. : U.S. Dept. of Commerce, 
National Bureau of Standards : For sale by the Supt. of 
Docs., U.S. G.P.O., 1981. xi, 226 p. : ill. ; 28 cm.— (Com- 
puter science and technology) “Center for Programming 
Science and Technology, Institute for Computer Sciences and 
Technology, National Bureau of Standards.” “Issued Octo- 
ber 1981.” Price information incorrect in publication. In- 
cludes bibliographies. S/N 003-003-02362-1 @ GPO $7.50 
1. Programming (Electronic computers)— Congresses. I. 
Houghton, Raymond C. II. Center for Programming Sci- 
ence and Technology (U.S.) III. IEEE Computer Society. 
IV. ACM SIGSOFT. V. United States. National Bureau of 
Standards. VI. International Conference on Software Engi- 
neering (Sth : 1981 : San Diego, Calif.) VII. Title. VIII. 
Series: Computer science & technology. 81-600109 OCLC 
07989151 


82-4609 


C 13.10:500-82 


Hecht, Herbert. 


Final report : a survey of software tools usage / Herbert 
Hecht. — Washington : U.S. Dept. of Commerce, National 
Bureau of Standards : For sale by the Supt. of Docs., U.S. 
G.P.O, 1981. iv, 53 p. ; 26 cm. — (NBS special publication ; 
500-82) (Computer science and technology) “Issued Novem- 
ber 1981.” Includes bibliographical references. S/N 003- 
003-02378-7 @ GPO $4.25 1. Programming (Electronic 
computers). I. United States. National Bureau of Standards. 
II. Title. III. Title: Survey of software tools usage. IV. 
Series. V. Series: Computer science & technology. 81- 
600112 OCLC 08074801 


82-4610 


C 13.10:500-84 


Draper, Jesse M. 


Costs and benefits of database management : Federal expe- 
rience / Jesse M. Draper. — Washington, D.C. : U.S. Dept. of 
Commerce, National Bureau of Standards : For sale by the 
Supt. of Docs., U.S. G.P.O., 1981. iv, 101 p. : forms ; 26 
cm.— (NBS special publication ; 500-84) (Computer science 
and technology) “Center for Programming Science and 
Technology, Institute for Computer Sciences and Technol- 
ogy, National Bureau of Standards.” “Issued November 
1981.” Bibliography: p. 34-36. S/N 003-003-02376-1 @ 
GPO $5.00 1. Data base management. I. United States. 
National Bureau of Standards. II. Center for Programming 
Science and Technology (U.S.) III. Title. IV. Series. V. 
Series: Computer science & technology. 81-600152 OCLC 
07950071 


82-4611 


C 13,11:91/2 


Natrella, Mary Gibbons. 


Experimental statistics / Mary Gibbons Natrella. — Repr. 
Oct 1966 with corrections. — Washington, D.C. : U.S. Dept. 
of Commerce, National Bureau of Standards : For sale by the 
Supt. of Docs., U.S. G.P.O., 1976. 1 v. (various pagings) : 
ill. ; 27 cm. — (National Bureau of Standards handbook ; 91) 
“Reprint of the Experimental statistics portion of the AMC 
handbook, by permission of the Army Materiel Command.” 
["Issued August 1, 1963.” Includes bibliographical refer- 
ences. S/N 003-003-00135-0 @ GPO $18.00 1. Mathemat- 
ical statistics. 2. Experimental design. I. United States. Na- 
tional Bureau of Standards. II. United States. Army Materiel 
Command. III. Title. IV. Series: NBS handbook ; 91 
OCLC 08097930 
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82-4612 


C 13.11:133 
Brickenkamp, C. S. 


Checking the net contents of packaged goods / C.S. Brick- 


enkamp, S. Hasko, M.G. Natrella. — Washington, D.C. : U.S. 


Dept. of Commerce, National Bureau of Standards : For sale 
by the Supt. of Docs., U.S. G.P.O., 1981. 156 p. in various 
pagings : ill, forms ; 28 cm.— (NBS handbook ; 133) 
“Office of Weights and Measures, National Measurement 
Laboratory, National Bureau of Standards.” “Issued June 


1981.” Bibliography: p. 5-13 - 5-14. S/N 003-003-02331-1 
@ GPO $7.00 1. Prepackaged commodities, Checking of. 


I. Hasko, Stephen. II. Natrella, Mary Gibbons. III. Nation- 


al Measurement Laboratory (U.S.). Office of Weights and 
Measures. IV. United States. National Bureau of Standards. 
V. Title. VI. Series. 81-600051 OCLC 07605131 


82-4613 
C 13.16:1125 


Metallurgy Division. — [Washington, D.C.] : Center for Materi- 


als Science, the National Measurement Laboratory, National 
Bureau of Standards, U.S. Dept. of Commerce, [19807] 20 p. 
: ill, ports. ; 28 cm.— (Letter circular ; 1125) Cover title. 


“August 1980.” @lItem 247-A-1 1. Center for Materials 
Science (U.S.). Metallurgy Division. I. Center for Materials 
Science (U.S.) II. Series: Letter circular (United States. Na- 


tional Bureau of Standards) ; 1125. OCLC 08090226 


82-4614 
C 13.29/2:133 


Performance of the Norris Cotton Federal Office Building for 


the first 3 years of operation / James E. Hill ... [et al.] ; 


prepared for the Architecture and Engineering Systems 


Branch Buildings Division, Office of Buildings and Communi- 
ty Systems, Department of Energy. — Washington, D.C. : 


U.S. Dept. of Commerce, National Bureau of Standards : For 


sale by the Supt. of Docs., U.S. G.P.O., 1981. xiv, 125 p. : 


ill. ; 26 cm.— (NBS building science series ; 133) “Center 


for Building Technology, National Engineering Laboratory, 


National Bureau of Standards.” “Issued August 1981.” S/ 


N 003-003-02352-3 @ GPO $6.50 1. Norris Cotton Federal 


Office Building (Manchester, N.H.) 2. Architecture and 


energy conservation. 3. Manchester (N.H.) — Office build- 


ings. I. Hill, James Edward, 1942- II. Center for Building 
Technology. III. United States. Dept. of Energy. Office of 


Buildings and Community Systems. Architecture and Engi- 
neering Systems Branch. IV. Series. 81-600082 OCLC 
07988639 


82-4615 
C 13,58:80-1634 
Bowman, Ronald R. 


A temperature probe for radio-frequency heated material / 
Ronald R. Bowman. — (Washington, D.C.?] : U.S. Dept. of 


Commerce, National Bureau of Standards, 1981. iv, 28 p. : 


ill. ; 27 cm.— (NBSIR ; 80-1634) “Electromagnetic Fields 
Division, National Engineering Laboratory, National Bureau 


of Standards.” “January 1981.” Includes bibliographical 


references. @lItem 247-D 1. Thermometers and thermo- 


metry. I. United States. National Engineering Laboratory. 
Electromagnetic Fields Division. II. Title. III. Series. 
OCLC 08162596 
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82-4616 


C 13.58:80-1635 


A Bibliography of publications in the NBS Electromagnetic 


Fields Division / edited by Charles K.S. Miller. — [Washing- 
ton, D.C.?] : U.S. Dept. of Commerce, Bureau of the Census, 
1980. 31 p. ; 28 cm.— (NBSIR ; 80-1635) “Electromagnet- 
ic Fields Division, Center for Electronics and Electrical Engi- 
neering, National Engineering Laboratory, National Bureau 
of Standards.” “November 1980.” @lItem 247-D 1. Na- 
tional Engineering Laboratory (U.S.). Electromagnetic Fields 
Division. I. Miller, Charles K. S. II. National Engineering 
Laboratory (U.S.). Electromagnetic Fields Division. III. 
Series. OCLC 08098055 


82-4617 


C 13.58:80-2120 


Fang, J. B. 


Fire development in residential basement rooms / J.B. Fang 
and J.N. Breese ; prepared for Division of Energy, Building 
Technology and Standards, Office of Policy Development 
and Research, U.S. Department of Housing and Urban Devel- 
opment. — Washington, D.C. : U.S. Department of Com- 
merce, National Bureau of Standards ; [Springfield, Va. : 
National Technical Information Service, distributor, 1980] 1 
v. (various pagings) : ill. ; 28 cm.— (NBSIR ; 80-2120) 
“Interim report.” “Center for Fire Research, National Engi- 
neering Laboratory, National Bureau of Standards, U.S. De- 
partment of Commerce.” “October 1980.” Includes biblio- 
graphical references. @lItem 247-D (microfiche) 1. Base- 
ments — Fires and fire prevention. 2. Dwellings — Fires and 
fire prevention. I. Breese, J. N. II. Center for Fire Re- 
search (U.S.). III. United States. Dept. of Housing and 
Urban Development. Energy, Building Technology and 
Standards Research Division. IV. Title. V. Series. OCLC 
07682983 


PATENT AND TRADEMARK OFFICE 
Commerce Dept. 
Washington, DC 20231 


82-4618 


C 21.5/2:980/pt.1-2 


Index of patents issued from the United States Patent and 


Trademark Office. Washington : The Office : For sale by the 
Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 v. ; 27 cm. Annual 
$36.00 (v.1) $15.00 (v.2) Began with 1974. 1980, pts. 1-2. 
Description based on: Pt. 1 (1979) Contents: pt. 1. List of 
patentees — pt. 2. Index to subjects of inventions. Issues for 
1974- published in 2 vols. @lItem 255 S/N 003-004-00577-7 
(v.1) ; 003-004-00578-5 (v.2) ISSN 0362-0719 Continues: 
Index of patents issued from the United States Patent Office 
1. Patents — United States — Periodicals. 2. Trade-marks — 
United States — Periodicals. I. United States. Patent and 
Trademark Office. 1T223.D3 76-643074 //r81 608/.7/73 
OCLC 02441502 





MARITIME ADMINISTRATION 
Commerce Dept. 
Washington, DC 20230 


82-4619 
C 39.202:C 19/3 

Ship your cargo on U.S. flag ships : it makes sense and saves 
dollars : consider these reasons. — [Washington, D.C.?] : U.S. 
Dept. of Commerce, Maritime Administration, [1980] 1 
folded sheet (6 p.) : ill. ; 22 x 10 cm. “April 1980”—P. 6. 
@ltem 235 1. United States. Maritime Administration — Di- 
rectories. 2. Steamboat lines — United States — Directories. 
I. United States. Maritime Administration. OCLC 08090176 


NATIONAL TECHNICAL INFORMATION 
SERVICE 
Commerce Dept. 
Springfield, VA 22161 


82-4620 
C 5§1.11:C 73 
National Technical Information Service (U.S.). Computer Prod- 
ucts Division. 

A catalog of directories of computer software applica- 
tions. — Springfield, Va. (5285 Port Royal Rd., Springfield, 
Va.) : U.S. Dept. of Commerce, National Technical Informa- 
tion Service, Computer Products Division, [1980] 12 p.: 1 
form ; 22 x 9 cm. Cover title. “6/80”—P. 4 of cover. 
“NTIS-PR-572”—P. 4 of cover. @Item 188-A-1 1. Com- 
puter programs — Bibliography — Catalogs. I. Title. 
OCLC 07309300 


NATIONAL OCEANIC AND ATMOSPHERIC 
ADMINISTRATION 
Commerce Dept. 
Rockville, Md. 20852 


82-4621 
C 55.2:N 21 oc/7 
Nygren, Harley D. 
Origin and development of the NOAA Corps / by Harley 

D. Nygren. — Rockville, Md. : U.S. Dept. of Commerce, 
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al.]. — Boulder, Colo. : U.S. Dept. of Commerce, National 
Oceanic and Atmospheric Administration, Environmental Re- 
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IV. Series: NOAA technical report NMFS CIRC ; 439. 
OCLC 07664405 


82-4625 


C 55.13:NOS 75 NGS 10 


Schmid, Erwin. 
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Commerce, National Oceanic and Atmospheric Administra- 
tion, National Ocean Survey, [1979] _ iv, 40 p. : ill. ; 26 cm. — 
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Commerce, National Oceanic and Atmospheric Administra- 07443798 
tion, Office of Ocean Engineering, [1979] iii, 18 p. ; 26 82-4633 
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A comparative synopsis of model atmospheres for 1954, Colo] us Dey. bel Conaaas ae, Netioney mes 
1958, 1962, and 1976 below 47 kilometers / Robert H. Cor- Anes SER, Se ee 
della, Jr., Jeanne M. Olore. —[Boulder, Colo.?] : U.S. Dept. tories, 1979. vil, 116 p. : ML, maps ; 27 cm — (NOAA 
of Commerce, National Oceanic and Atmospheric Adminis- technical memorandum ERL NSSL ; 85) National Severe 
tration, Environmental Research Laboratories, [1979] 19 p. Storms Laboratory.” “November 1978.” Bibliography: 
in various pagings : ill. ; 28 cm. — (NOAA technical memo- p.105-108. @lItem 208-C-2 (microfiche) 1. Rainstorms. 2. 
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: U.S. Dept. of Commerce, National Oceanic and Atmospher- 
ic Administration, Environmental Research Laboratories, 
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250-E-25 1. George B. Kelez (Ship) 2. Chemical oceanog- 
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sessment, 1981. iv, 260 p. : maps ; 27 cm.— (NOAA data 
report OMPA ; 2) “National Oceanic and Atmospheric Ad- 
ministration, Atlantic Oceanographic and Meterological Lab- 
oratories.” “May 1981.” Bibliography: p. 4-6. @lItem 250- 
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(U.S.) IV. Title. V. Series. OCLC 07676728 

82-4648 


C 55.36:0MPA-3 
Hazelworth, John B. 

MESA New York Bight : project expanded water column 
characterization cruise (XWCC 17) : NOAA ship George B. 
Kelez, April 1978 / John B. Hazelworth, Terren M. Nie- 
drauer, Philip G. Hanson. — Boulder, Colo. : U.S. Dept. of 
Commerce, National Oceanic and Atmospheric Administra- 
tion, Office of Marine Pollution Assessment, 1981. iii, 201 p. 
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ian, George A. III. United States. Office of Marine Pollution 
Assessment. IV. Atlantic Oceanographic and Meteorological 
Laboratories (U.S.) V. Title. VI. Series. OCLC 07676689 


82-4651 


C 55.36:0MPA-6 


Hazelworth, John B. 


MESA New York Bight Project : expanded water column 
characterization cruise (XWCC 20), NOAA Ship George B. 
Kelez, July-August 1978 / John B. Hazelworth, George A. 
Berberian. — Boulder, Colo. : U.S. Dept. of Commerce, Na- 
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ian, George A. II. United States. Office of Marine Pollution 
Assessment. III. Atlantic Oceanographic and Meterological 
Laboratories (U.S.) IV. Title. V. Title: Expanded water 
column characterization cruise (XWCC 21) VI. Series. 
OCLC 07676700 
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Kelez, August 1979 / John B. Massiwosth, Geonge A, Bur. 
berian, Carol Gutherman. — Boulder, Colo. : U.S. Dept. of 
Commerce, National Oceanic and Atmospheric Administra- 
Cm, Oliics oF Miarine HOREEos Aapetement, 1981. iii, 285 p. 

: ill, maps ; 28 cm.— (NOAA data report OMPA ; 10) 
“National Oceanic and Atmospheric Administration, Atlantic 
Oceanographic and Meterological Laboratories.” “May 
1981.” Bibliography: p. 7-10. @lItem 250-E-25 (microfiche) 
1. George B. Kelez (Ship) 2. MESA New York Bight Pro- 


ject (U.S.) 3. Oceanography — New York Bight (NJ and 


N.Y.) 4. Chemical oceanography —New York Bight (N.J 
and N.Y.) I. Berberian, George A. II. Gutherman, Carol. 
III. United States. Office of Marine Pollution Assessment. 
IV. Atlantic Oceanographic and Meterological Laboratories 
(U.S.) V. Title. VI. Title: Expanded water column charac- 
terization cruise (XWCC 24). VII. Series. OCLC 07676743 


82-4656 


C 55.39:9 


Alexander, Cheryl. 
Aquatic sciences and fisheries abstracts database user 
guide. — Rockville, Md. : National Oceanic and Atmospheric 


82-4653 


C 55.36:0MPA-8 
Hazelworth, John B. 


MESA New York Bight Project : expanded water column 
characterization cruise (XWCC 22), NOAA Ship George B. 
Kelez, May-June 1979 / John B. Hazelworth, George A. 
Berberian, Carol Gutherman. — Boulder, Colo. : U.S. Dept. 
of Commerce, National Oceanic and Atmospheric Adminis- 
tration, Office of Marine Pollution Assessment, 1981. iii, 219 
p. : ill, maps ; 28 cm.— (NOAA data report OMPA ; 8) 
“National Oceanic and Atmospheric Administration, Atlantic 
Oceanographic and Meteorological Laboratories.” “May 
1981.” Bibliography: p. 7-10. Item 250-E-25 (microfiche) 
1. George B. Kelez (Ship) 2. MESA New York Bight Pro- 
ject (U.S.) 3. Oceanography — New York Bight (NJ. and 
N.Y.) 4. Chemical oceanography — New York Bight (N.J. 
and N.Y.) I. Berberian, George A. II. Gutherman, Carol. 
III. United States. Office of Marine Pollution Assessment. 
IV. Atlantic Oceanographic and Meteorological Laboratories 
(U.S.) V. Title. VI. Title: Expanded water column charac- 
terization cruise (XWCC 22) VII. Series. OCLC 07676715 


82-4654 


C 55.36:OMPA-9 
Hazelworth, John B. 

MESA New York Bight Project : expanded water column 
characterization cruise (XWCC 23), NOAA Ship George B. 
Kelez, July 1979 / John B. Hazelworth, George A. Berberian, 
Carol Gutherman. — Boulder, Colo. : U.S. Dept. of Com- 
merce, National Oceanic and Atmospheric Administration, 
Office of Marine Pollution Assessment, 1981. iii, 271 p. : ill., 
maps ; 28 cm. — (NOAA data report OMPA ; 9) “National 
Oceanic and Atmospheric Administration, Atlantic Oceano- 
graphic and Meteorological Laboratories.” “May 1981.” 
Bibliography: p. 7-10. @lItem 250-E-25 (microfiche) 1. 
George B. Kelez (Ship) 2. MESA New York Bight Project 
(U.S.) 3. Oceanography — New York Bight (N.J. and N.Y.) 
4. Chemical oceanography — New York Bight (N.J. and 
N.Y.) I. Berberian, George A. II. Gutherman, Carol. III. 
United States. Office of Marine Pollution Assessment. IV. 
Atlantic Oceanographic and Meteorological Laboratories 
(U.S.). V. Title. VI. Title: Expanded water column charac- 
terization cruise (XWCC 23) VII. Series. OCLC 07676722 


82-4655 


C 55.36:0MPA-10 
Hazelworth, John B. 

MESA New York Bight Project : expanded water column 
characterization cruise (XWCC 24), NOAA Ship George B. 


Administration, U.S. Dept. of Commerce, 1980. 66 p. : ill. ; 
28 cm.— (ASFIS reference series ; no. 9) At head of title: 
Aquatic Sciences and Fisheries Information System. Cover 
title: ASFA database user guide. “March 1980.” @lItem 
250-E-23 1. Information storage and retrieval systems — 
Marine sciences— Handbooks, manuals, etc. I. United 
States. National Oceanic and Atmospheric Administration. 
II. Title. III. Title: Aquatic Sciences and Fisheries Informa- 
tion System. IV. Title: ASFA database user guide. V. 
Series. OCLC 06677351 


NATIONAL CLIMATIC CENTER 
Commerce Dept. 
Washington, DC 20230 


82-4657 


C 55.287/8-16:980 


Local climatological data. Santa Maria, California, annual sum- 


mary with comparative data. [Asheville, N.C. : National Oce- 
anic and Atmospheric Administration, Environmental Data 
and Information Service, National Climatic Center, Publica- 
tions, National Climatic Center, Federal Bldg., Asheville, NC 
28801 v.; 28cm. Annual Caption title. 1980. Descrip- 
tion based on: 1980. ISSN 0198-1005 Related records: 
Local climatological data. Santa Maria, California, monthly 
summary ISSN 0198-084X 1. Meteorology — California — 
Santa Maria — Statistics — Periodicals. 2. Santa Maria 
(Calif.) — Climate — Statistics — Periodicals. I. National Cli- 
matic Center. OCLC 06282858 


82-4658 


C 55.287/12-9:980 


Local climatological data. Tallahassee, Florida, annual summary 


with comparative data. [Asheville, N.C. : National Oceanic 
and Atmospheric Administration, Environmental Data and 
Information Service, National Climatic Center, Publications, 
National Climatic Center, Federal Bidg., Asheville, NC 28801 
v. ; 28 cm. Annual Caption title. 1980. Description 
based on: 1980. ISSN 0198-1293 Related records: Local cli- 
matological data. Tallahassee, Florida, monthly summary 
ISSN 0198-1412 1. Meteorology — Florida — Tallahassee — 
Statistics — Periodicals. 2. Tallahassee (Fla.) — Climate — 
Statistics — Periodicals. I. National Climatic Center. 
OCLC 06201641 
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82-4659 82-4663 

C 55.287/13-7:980 

Local climatological data. Savannah, Georgia, annual summary 
with comparative data. [Asheville, N.C. : National Oceanic 
and Atmospheric Administration, Environmental Data and 
Information Service, National Climatic Center, Publications, 
National Climatic Center, Federal Bldg., Asheville, NC 28801 
v. ; 28 cm. Annual Caption title. 1980. Description 
based on: 1980. ISSN 0198-1668 Related records: Local cli- 
matological data. Savannah, Georgia, monthly summary ISSN 
0198-1676 1. Meteorology — Georgia — Savannah — Statis- 
tics — Periodicals. 2. Savannah (Ga.) — Climate — Statis- 
tics — Periodicals. I. National Climatic Center. OCLC 
06246824 


C 55.287/21-4:980 

Local climatological data. Shreveport, Louisiana, annual sum- 
mary with comparative data. [Asheville, N.C. : National Oce- 
anic and Atmospheric Administration, Environmental Data 
and Information Service, National Climatic Center, Publica- 
tions, National Climatic Center, Federal Bldg., Asheville, NC 
28801 v.; 28cm. Annual Caption title. 1980. Descrip- 
tion based on: 1980. ISSN 0198-2338 Related records: 
Local climatological data. Shreveport, Louisiana, monthly 
summary ISSN 0198-2346 1. Meteorology — Louisiana — 
Shreveport — Statistics — Periodicals. 2. Shreveport 
(La.) — Climate — Statistics — Periodicals. I. National Cli- 
matic Center. OCLC 06246275 


82-4660 82-4664 


C 55.287/17:980 


C 55.287/29:980 
Local climatological data. Evansville, Indiana, annual summary 


Local climatological data. Grand Island, Nebraska, annual sum- 


with comparative data. [Asheville, N.C. : National Oceanic 
and Atmospheric Administration, Environmental Data and 
Information Service, National Climatic Center, Publications, 
National Climatic Center, Federal Bldg., Asheville, NC 28801 
v. ; 28 cm. Annual Caption title. 1980. Description 
based on: 1980. ISSN 0198-1943 Related records: Local cli- 
matological data. Evansville, Indiana, monthly summary 
ISSN 0198-1951 1. Meteorology — Indiana — Evansville — 
Statistics — Periodicals. 2. Evansville (Ind.) — Climate — 
Statistics — Periodicals. I. National Climatic Center. 
OCLC 06297422 


82-4661 


C 55.287/17-2:980 

Local climatological data. Fort Wayne, Indiana, annual sum- 
mary with comparative data. [Asheville, N.C. : National Oce- 
anic and Atmospheric Administration, Environmental Data 
and Information Service, National Climatic Center, Publica- 
tions, National Climatic Center, Federal Bldg., Asheville, NC 
28801 v.; 28cm. Annual Caption title. 1980. Descrip- 
tion based on: 1980. ISSN 0198-196X Related records: 
Local climatological data. Fort Wayne, Indiana, monthly 
summary ISSN 0198-1978 1. Meteorology — Indiana — Fort 
Wayne — Statistics — Periodicals. 2. Fort Wayne (Ind.) — 
Climate — Statistics — Periodicals. I. National Climatic 
Center. OCLC 06297440 


82-4662 


C 55.287/18:980 

Local climatological data. Des Moines, Iowa, annual summary 
with comparative data. [Asheville, N.C. : National Oceanic 
and Atmospheric Administration, Environmental Data and 
Information Service, National Climatic Center, Publications, 
National Climatic Center, Federal Bldg., Asheville, NC 28801 
v. ; 28 cm. Annual Caption title. 1980. Description 
based on: 1980. ISSN 0198-2052 Related records: Local cli- 
matological data. Des Moines, lowa, monthly summary ISSN 
0198-2060 1. Meteorology —Iowa—Des Moines — Statis- 
tics — Periodicals. 2. Des Moines (Iowa) — Climate — Statis- 
tics — Periodicals. I. National Climatic Center. OCLC 
06299270 


mary with comparative data. [Asheville, N.C. : National Oce- 
anic and Atmospheric Administration, Environmental Data 
and Information Service, National Climatic Center, Publica- 
tions, National Climatic Center, Federal Bldg., Asheville, NC 
28801 v.; 28cm. Annual Caption title. 1980. Descrip- 
tion based on: 1980. ISSN 0198-3105 Related records: 
Local climatological data. Grand Island, Nebraska, monthly 
summary ISSN 0198-3253 1. Meteorology — Nebraska — 
Grand Island — Statistics — Periodicals. 2. Grand Island 
(Neb.) — Climate — Statistics — Periodicals. I. National Cli- 
matic Center. OCLC 06192716 


82-4665 


C 55.287/29-2:980 


Local climatological data. Lincoln, Nebraska, annual summary 


with comparative data. [Asheville, N.C. : National Oceanic 
and Atmospheric Administration, Environmental Data and 
Information Service, National Climatic Center, Publications, 
National Climatic Center, Federal Bldg., Asheville, NC 28801 
v. ; 28 cm. Annual Caption title. 1980. Description 
based on: 1980. ISSN 0198-3113 Related records: Local cli- 
matological data. Lincoln, Nebraska, monthly summary ISSN 
0198-3121 1. Meteorology — Nebraska — Lincoln — Statis- 
tics — Periodicals. 2. Lincoln (Neb.) — Climate — Statis- 
tics — Periodicals. I. National Climatic Center. OCLC 
06244539 


82-4666 


C 55.287/29-3:980 


Local climatologica! data. Norfolk, Nebraska, annual summary 


with comparative data. [Asheville, N.C. : National Oceanic 
and Atmospheric Administration, Environmental Data and 
Information Service, National Climatic Center, Publications, 
National Climatic Center, Federal Bldg., Asheville, NC 28801 
v. ; 28 cm. Annual Caption title. 1980. Description 
based on: 1980. ISSN 0198-313X Related records: Local 
climatological data. Norfolk, Nebraska, monthly summary 
ISSN 0198-3148 1. Meteorology — Nebraska — Norfolk — 
Statistics — Periodicals. 2. Norfolk (Neb.) — Climate — Sta- 
tistics — Periodicals. I. National Climatic Center. OCLC 
06244558 
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82-4667 82-4671 
C 55.287/29-4:980 C 55.287/30-2:980 
Local climatological data. North Platte, Nebraska, annual sum- Local climatological data. Ely, Nevada, annual summary with 
mary with comparative data. [Asheville, N.C. : National Oce- comparative data. [Asheville, N.C. : National Oceanic and 
anic and Atmospheric Administration, Environmental Data Atmospheric Administration, Environmental Data and Infor- 
and Information Service, National Climatic Center, Publica- mation Service, National Climatic Center, Publications, Na- 
tions, National Climatic Center, Federal Bldg., Asheville, NC tional Climatic Center, Federal Bldg., Asheville, NC 28801 
28801 v.; 28cm. Annual Caption title. 1980. Descrip- v. ; 28 cm. Annual Caption title. 1980. Description 
tion based on: 1980. ISSN 0198-3156 Related records: based on: 1980. ISSN 0198-3288 Related records: Local cli- 
Local climatological data. North Platte, Nebraska, monthly matological data. Ely, Nevada, monthly summary ISSN 0198- 
summary ISSN 0198-3164 1. Meteorology — Nebraska — 3296 1. Meteorology — Nevada — Ely — Statistics — Perio- 
North Platte — Statistics — Periodicals. 2. North Platte dicals. 2. Ely (Nev.)— Climate — Statistics — Periodicals. 
(Neb.) — Climate — Statistics — Periodicals. I. National Cli- I. National Climatic Center. sn-80012735 OCLC 06308458 
matic Center. OCLC 06244586 
82-4672 
82-4668 C 55.287/30-3:980 
C 55.287/29-5:980 Local climatological data. Reno, Nevada, annual summary with 
Local climatological data. Scottsbluff, Nebraska, annual sum- comparative data. [Asheville, N.C. : National Oceanic and 
mary with comparative data. [Asheville, N.C. : National Oce- Atmospheric Administration, Environmental Data and Infor- 
anic and Atmospheric Administration, Environmental Data mation Service, National Climatic Center, Publications, Na- 
and Information Service, National Climatic Center, Publica- tional Climatic Center, Federal Bldg., Asheville, NC 28801 
tions, National Climatic Center, Federal Bldg., Asheville, NC v. ; 28 cm. Annual Caption title. 1980. Description 
28801 v.; 28cm. Annual Caption title. 1980. Descrip- based on: 1980. ISSN 0198-3326 Related records: Local cli- 
tion based on: 1980. ISSN 0198-3210 Related records: matological data. Reno, Nevada, monthly summary ISSN 
Local climatological data. Scottsbluff, Nebraska, monthly 0198-3334 1. Meteorology — Nevada — Reno — Statistics — 
summary ISSN 0198-3229 1. Meteorology — Nebraska — Periodicals. 2. Reno (Nev.) — Climate — Statistics — Perio- 
Scottsbluff — Statistics — Periodicals. 2. Scottsbluff dicals. I. National Climatic Center. OCLC 06308529 
(Neb.) — Climate — Statistics — Periodicals. I. National Cli- 
matic Center. OCLC 06244685 82-4673 
C 55.287/30-4:980 
Local climatological data. Winnemucca, Nevada, annual sum- 
C 55.287/29-6:980 mary with comparative data. [Asheville, N.C. : National Oce- 
Local climatological data. Valentine, Nebraska, annual summary anic and Atmospheric Administration, Environmental Data 
with comparative data. [Asheville, N.C. : National Oceanic and Information Service, National Climatic Center, Publica- 
and Atmospheric Administration, Environmental Data and tions, National Climatic Center, Federal Bldg., Asheville, NC 
Information Service, National Climatic Center, Publications, 28801 v.; 28cm. Annual Caption title. 1980. Descrip- 
National Climatic Center, Federal Bldg., Asheville, NC 28801 tion based on: 1980. ISSN 0198-3342 Related records: 
v. ; 28 cm. Annual Caption title. 1980. Description Local climatological data. Winnemucca, Nevada, monthly 
based on: 1980. ISSN 0198-3237 Related records: Local cli- summary ISSN 0198-3350 1. Meteorology — Nevada — 
matological data. Valentine, Nebraska, monthly summary Winnemucca — Statistics — Periodicals. 2. Winnemucca 
ISSN 0198-3245 1. Meteorology — Nebraska — Valentine — (Nev.) — Climate — Statistics — Periodicals. I. National Cli- 
Statistics — Periodicals. 2. Valentine (Neb.) — Climate — matic Center. OCLC 06308567 
Statistics — Periodicals. I. National Climatic Center. 
OCLC 06244713 82-4674 


82-4669 


C 55.287/30-5:980 
Local climatological data. Las Vegas, Nevada, annual summary 
C 55.287/30:980 with comparative data. [Asheville, N.C. : National Oceanic 
Local climatological data. Elko, Nevada, annual summary with and Atmospheric Administration, Environmental Data and 
comparative data. [Asheville, N.C. : National Oceanic and Information Service, National Climatic Center, Publications, 
Atmospheric Administration, Environmental Data and Infor- National Climatic Center, Federal Bldg., Asheville, NC 28801 
mation Service, National Climatic Center, Publications, Na- v. ; 28 cm. Annual Caption title. 1980. Description 
tional Climatic Center, Federal Bldg., Asheville, NC 28801 based on: 1980. ISSN 0198-330X Related records: Local 
v. ; 28 cm. Annual Caption title. 1980. Description climatological data. Las Vegas, Nevada, monthly summary 
based on: 1980. ISSN 0198-3261 Related records: Local cli- ISSN 0198-3318 1. Meteorology — Nevada—Las Vegas — 
matological data. Elko, Nevada, monthly summary ISSN Statistics — Periodicals. 2. Las Vegas (Nev.) — Climate — 
0198-327X 1. Meteorology — Nevada — Elko — Statistics — Statistics — Periodicals. I. National Climatic Center. 
Periodicals. 2. Elko (Nev.) — Climate — Statistics — Perio- OCLC 06308508 
dicals. I. National Climatic Center. OCLC 06308419 


82-4670 
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82-4675 
C 55.287/31:980 
Local climatological data. Concord, New Hampshire, annual 
summary with comparative data. [Asheville, N.C. : National 
Oceanic and Atmospheric Administration, Environmental 
Data and Information Service, National Climatic Center, 
Publications, National Climatic Center, Federal Bldg., Ash- 
ville, NC 28801 v. ; 28 cm. Annual Caption title. 1980. 
Description based on: 1980. ISSN 0198-3369 Related re- 
cords: Local climatological data. Concord, New Hampshire, 
monthly summary ISSN 0198-3377 1. Meteorology — New 
Hampshire — Concord — Statistics — Periodicals. 2. | Con- 
cord (N.H.) — Climate — Statistics — Periodicals. I. Nation- 
al Climatic Center. OCLC 06234876 


82-4676 
C 55.287/32-3:980 

Local climatological data. Newark, New Jersey, annual sum- 
mary with comparative data. [Asheville, N.C. : National Oce- 
anic and Atmospheric Administration, Environmental Data 
and Information Service, National Climatic Center, Publica- 
tions, National Climatic Center, Federal Bldg., Asheville, NC 
28801 v.; 28cm. Annual Caption title. 1980. Descrip- 
tion based on: 1980. ISSN 0198-3431 Related records: 
Local climatological data. Newark, New Jersey, monthly 
summary ISSN 0198-344X 1. Meteorology — New Jersey — 
Newark — Statistics — Periodicals. 2. Newark (N.J.) — Cli- 
mate — Statistics — Periodicals. I. National Climatic Center. 
OCLC 06264665 


82-4677 
C 55.287/32-4:980 

Local climatological data. Trenton, New Jersey, annual sum- 
mary with comparative data. [Asheville, N.C. : National Oce- 
anic and Atmospheric Administration, Environmental Data 
and Information Service, National Climatic Center, Publica- 
tions, National Climatic Center, Federal Bldg., Asheville, NC 
28801 v.; 28cm. Annual Caption title. 1980. Descrip- 
tion based on: 1980. ISSN 0198-3458 Related records: 
Local climatological data. Trenton, New Jersey, monthly 
summary ISSN 0198-3466 1. Meteorology — New Jersey — 
Trenton — Statistics — Periodicals. 2. Trenton (N.J.) — Cli- 
mate — Statistics — Periodicals. I. National Climatic Center. 
OCLC 06308601 


82-4678 
C 55.287/33-2:980 

Local climatological data. Clayton, New Mexico, annual sum- 
mary with comparative data. [Asheville, N.C. : National Oce- 
anic and Atmospheric Administration, Environmental Data 
and Information Service, National Climatic Center, Publica- 
tions, National Climatic Center, Federal Bldg., Asheville, NC 
28801 v.; 28cm. Annual Caption title. 1980. Descrip- 
tion based on: 1980. ISSN 0198-3490 Related records: 
Local climatological data. Clayton, New Mexico, monthly 
summary ISSN 0198-2486 1. Meteorology — New Mexico — 
Clayton — Statistics — Periodicals. 2. Clayton (N.M.) — Cli- 
mate — Statistics — Periodicals. I. National Climatic Center. 
OCLC 06264468 


82-4679 


C 55.287/34-2:980 


Local climatological data. Binghamton, New York, annual sum- 


mary with comparative data. [Asheville, N.C. : National Oce- 
anic and Atmospheric Administration, Environmental Data 
and Information Service, National Climatic Center, Publica- 
tions, National Climatic Center, Federal Bldg., Asheville, NC 
28801 v.; 28cm. Annual Caption title. 1980. Descrip- 
tion based on: 1980. ISSN 0198-3555 Related records: 
Local climatological data. Binghamton, New York, monthly 
summary ISSN 0198-3563 1. Meteorology—New York 
(State) — Binghamton — Statistics — Periodicals. 2. Bing- 
hamton (N.Y.) — Climate — Statistics — Periodicals. I. Na- 
tional Climatic Center. OCLC 06183172 


82-4680 


C 55.287/34-3:980 


Local climatological data. Buffalo, New York, annual summary 


with comparative data. [Asheville, N.C. : National Oceanic 
and Atmospheric Administration, Environmental Data and 
Information Service, National Climatic Center, Publications, 
National Climatic Center, Federal Bldg., Asheville, NC 28801 
v. ; 28 cm. Annual Caption title. 1980. Description 
based on: 1980. ISSN 0198-3571 Related records: Local cli- 
matological data. Buffalo, New York, monthly summary 
ISSN 0198-358X 1. Meteorology—New York (State) — 
Buffalo — Statistics — Periodicals. 2. Buffalo (N.Y.) — Cli- 
mate — Statistics — Periodicals. I. National Climatic Center. 
OCLC 06183134 


82-4681 


C 55.287/34-8:980 


Local climatological data. Syracuse, New York, annual sum- 


mary with comparative data. [Asheville, N.C. : National Oce- 
anic and Atmospheric Administration, Environmental Data 
and Information Service, National Climatic Center, Publica- 
tions, National Climatic Center, Federal Bldg., Asheville, NC 
28801 v.; 28cm. Annual Caption title. 1980. Descrip- 
tion based on: 1980. ISSN 0198-3679 Related records: 
Local climatological data. Syracuse, New York, monthly 
summary ISSN 0198-3687 1. Meteorology— New York 
(State) — Syracuse — Statistics — Periodicals. 2. Syracuse 
(N.Y.) — Climate — Statistics — Periodicals. I. National Cli- 
matic Center. OCLC 06183071 


NATIONAL MARINE FISHERIES SERVICE 
Commerce Dept. 
Washington, DC 20235 


82-4682 


C 55.309/2:7821 


Mississippi landings, annual summary. [Washington, D.C.] : U.S. 


Dept. of Commerce, [National Oceanic and Atmospheric Ad- 
ministration, National Marine Fisheries Service, U.S. Dept. 
of Commerce, National Oceanic and Atmospheric Adminis- 
tration, National Marine Fisheries Service (F/SR1), Washing- 
ton, D.C. 20235 v. ; 27 cm. (Current fisheries statistics ; no. 
7821) Annual Caption title. “GC-3.” 1978. Description 
based on: 1978. Vol. for 1973- issued in cooperation with the 
Mississippi Marine Conservation Commission. @Item 610-A 
ISSN 0098-0803 Main series: Current fisheries statistics I. 
United States. National Marine Fisheries Service. II. Missis- 
sippi Marine Conservation Commission. III. Title. IV. 
Series. SH11.M73a 75-642916 //r82 338.3/72/70920762 
OCLC 01799507 





NATIONAL OCEAN SURVEY 
Commerce Dept. 
Rockville, MD 20852 


82-4683 
C 55.402:T 43/5 

Supplemental tidal predictions Anchorage, Nikisha, Seldovia, 
and Valdez, Alaska, 1981 / Office of Oceanography, Marine 
Environmental Services Division, Marine Predictions 
Branch. — Rockville, Md. : U.S. Dept. of Commerce, Nation- 
al Oceanic and Atmospheric Administration, National Ocean 
Survey, [1980] 72 p.: maps; 27cm. “July 1980.” Chiefly 
tables. “NOAA—S/T 80-282”—P. 4 of cover. @lItem 192 
1. Tides — Alaska. I. National Ocean Survey. Marine Pre- 
dictions Branch. OCLC 07799620 


ENVIRONMENTAL RESEARCH 
LABORATORIES 
Commerce Dept. 

Boulder, CO 80302 


82-4684 
C 55.616:Sci 2/2/980 
Scientific and technical publications of the Environmental Re- 
search Laboratories. Boulder, Colo. : U.S. Dept. of Com- 
merce, National Oceanic and Atmospheric Administration, 
Environmental Research Laboratories, Environmental Re- 
search Laboratories, National Oceanic and Atmospheric Ad- 
ministration, Boulder, Colo. 80303 v. ; 28 cm. Description 
based on: Fiscal year 1978. Report covers fiscal year 1980. 
ISSN 0146-7956 Continues: Scientific and technical publica- 
tions of the ESSA Research Laboratories ISSN 0566-6767 1. 
Meteorology — Bibliography — Catalogs. 2. Geophysics — 
Bibliography — Catalogs. 3. Environmental Research Labo- 
ratories (U.S.) — Bibliography — Catalogs. I. Environmental 
Research Laboratories (U.S.) Z6685.E57a 75-648041 //r82 
[QC861.2] 016.5515 OCLC 03048280 


82-4685 
C 55.622/3:K 81/980 

Environmental assessment of the Alaskan continental shelf : 
Kodiak interim synthesis report - 1980 / prepared under the 
guidance of the Outer Continental Shelf Environmental As- 
sessment Program by Science Applications, Inc. — [Boulder, 
Colo.?] : The Program, 1980. xviii, 326 p. : ill, maps ; 28 x 
43 cm. Title on spine: Kodiak interim synthesis report - 
1980. “March 1980.” “United States Department of Com- 
merce, National Oceanic and Atmospheric Administration, 
Office cf Marine Pollution Assessment.” “Environmental 
Research Laboratories”—Cover. “U.S. Department of Inte- 
rior, Bureau of Land Management”—Cover. Bibliography: 
p. 303-326. @ltem 208-C-7 1. Continental shelf — Alaska. 
I. United States. Office of Marine Pollution Assessment. II. 
United States. Bureau of Land Management. III. Environ- 
mental Research Laboratories (U.S.) IV. Outer Continental 
Shelf Environmental Assessment Program. V. Title: Kodiak 
interim synthesis report - 1980. OCLC 06568197 
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INDUSTRY AND TRADE ADMINISTRATION 
Commerce Dept. 
Washington, DC 20230 


82-4686 


C 57.31:C 44 


Adventures in the China trade motion picture / Industry and 


Trade Administration, Dept. of Commerce. Washington : The 
Administration : Distributed by National Audiovisual Center, 
1981. 1 film reel (28 min.) : sd., col. ; 16 mm. Title from 
data sheet. Intended audience: Business people. Issued also 
as videorecording. Describes what it is like for American 
companies trying to do business in China, and offers a glimpse 
of its commercial life. Discusses China’s economic develop- 
ment plans, where there are opportunities for American busi- 
ness, the problems associated with this market, and how the 
Commerce Dept. can help. 1. China — Commerce — United 
States. 2. United States —-Commerce — China. 3. China — 
Economic policy — 1976- 4. United States. Dept. of Com- 
merce. I. United States. Industry and Trade Administration. 
II. National Audiovisual Center. 81-701489 OCLC 
07961422 


82-4687 


C 57.31:C 44/2 


Adventures in the China trade videorecording / Industry and 


Trade Administration, Dept. of Commerce. Washington : The 
Administration : Distributed by National Audiovisual Center, 
1981. 1 videorecording (28 min.) : sd., col. Title from data 
sheet. Intended audience: Business people. Issued as cas- 
sette (U-matic 3/4 in. or Beta 1/2 in. or VHS 1/2 in.) or reel 
(1 in. or 2 in.) Issued also as motion picture. Describes 
what it is like for American companies trying to do business 
in China, and offers a glimpse of its commercial life. Dis- 
cusses China’s economic development plans, where there are 
opportunities for American business, the problems associated 
with this market, and how the Commerce Dept. can help. 1. 
China — Commerce — United States. 2. United States — 
Commerce — China. 3. China— Economic policy — 1976- 
4. United States. Dept. of Commerce. I. United States. In- 
dustry and Trade Administration. II. National Audiovisual 
Center. OCLC 07961435 


DOMESTIC COMMERCE BUREAU 
Commerce Dept. 
Washington, DC 20230 


82-4688 


C 57.515:C 86 


Federal government sources on crimes against business. — 


(Washington, D.C.?] : U.S. Dept. of Commerce, Domestic 
and International Business Administration, Bureau of Domes- 
tic Commerce, [19777] 32 p. ; 23 cm. 1. Crime and crimi- 
nals — Information services— United States — Directories. 
I. United States. Bureau of Domestic Commerce. OCLC 
08097853 





United States Fire Administration 


UNITED STATES FIRE ADMINISTRATION 
Washington, DC 20236 


82-4689 
C 58.2:Sm 7/7 

Smoke control as a part of building fire protection : summary 
minutes of seminar on May 3, 1977.— Washington, D.C. : 
U.S. Dept. of Commerce, National Fire Prevention and Con- 
trol Administration, [1978] iii, 9 p. ; 26cm. Cover title. 1. 
Fire prevention — Congresses. I. United States. National 
Fire Prevention and Control Administration. OCLC 
04553691 


NATIONAL TELECOMMUNICATIONS AND 
INFORMATION ADMINISTRATION 
Commerce Dept. 

Washington, DC 20504 


82-4690 
C 60.8:P 96 

NTIA publications handbook. —[Washington, D.C.?] : U.S. 
Dept. of Commerce, National Telecc ications and Infor- 
mation Administration, 1980- 1 v. (loose-leaf) : ill., forms ; 
30 cm. Loose-leaf for updating. “November 1980.” Bib- 
liography: p. 12-13. @lItem 126-E-2 1. United States. Na- 
tional Telecc ications and Information Administration — 
Publishing — Handbooks, manuals, etc. I. United States. Na- 
tional Telecc ications and Information Administration. 
II. Title: N.T.1.A. publications handbook. OCLC 07134255 











82-4691 
C 60.10:80-7 


Middleton, D. (David) 
A tutorial review of the new EMI models and their effects 
on receiver performance / D. Middleton. — [Boulder, Colo.?] 


: U.S. Dept. of Commerce, National Telec« ications and 
Information Administration, 1980. vi, 66 p. : ill. ; 28 cm. — 
(NTIA report ; 80-7) “May 1980.” Includes bibliographical 
references. @Item 126-D-5 1. Electromagnetic interfer- 
ence. I. United States. National Telecc ications and In- 
formation Administration. II. Title. III. Series. OCLC 
08093720 








82-4692 
C 60.10:80-40 

Fading statistics on a 23 km link at 9.6 and 28.8 GHz / R.H. Ott 
.. [et al.].—[Boulder, Colo.?] : U.S. Dept. of Commerce, 
National Telecc ications and Information Administra- 
tion, 1980. vii, 45 p. : ill. ; 28 cm.— (NTIA report ; 80-40) 
“June 1980.” Bibliography: p. 35-41. @Item 126-D-3 1. 
Digital communications. 2. Radio — United States — Trans- 
mitters and transmission — Fading. I. Ott, R. H. II. United 
States. National Telecc ications and Information Admin- 
istration. III. Series. OCLC 08093650 








82-4693 
C 60.10:80-44 
Haakinson, E. J. 

Proposed techniques for adding FM broadcast stations in a 
major market / E.J. Haakinson. — (Boulder, Colo.?] : U.S. 
Dept. of Commerce, National Telec« ications and Infor- 
mation Administration, 1980. vii, 176 p. : ill. ; 28 cm.— 
(NTIA-report ; 80-44) “August 1980.” Bibliography: p. 57. 
@ltem 126-D-3 1. FM broadcasting. 2. Radio broadcast- 
ing. I. United States. National Telecommunications and In- 
formation Administration. II. Title. III. Series: NTIA 
report ; 80-44. OCLC 06979828 
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82-4694 
C 60.10:80-51 
Spies, K. P. 

Calculation of geostationary satellite footprints for certain 
idealized antennas / K.P. Spies, E.J. Haakinson. — [Boulder, 
Colo.?] : U.S. Dept. of Commerce, National Telecommunica- 
tions and Information Administration, 1980. iv, 53 p. : ill. ; 
28 cm. — (NTIA report ; 80-51) “October 1980.” Bibliog- 
raphy: p. 53. @lItem 126-D-3 1. Antennas (Electronics) 2. 
Artificial satellites. I. Haakinson, E. J. II. United States. 
National Telec« ications and Information Administra- 
tion. III. Title. IV. Series. OCLC 07758192 


82-4695 





C 60.10:80-55 
Seitz, N. B. (Neal B.) 

Interim federal standard 1033 reference manual / N.B. 
Seitz. — [Boulder, Colo.?] : U.S. Dept. of Commerce, Nation- 
al Telec« ications and Information Administration, 1980. 
vi, 124 p. : ill. ; 28 cm. — (NTIA report ; 80-55) “December 
1980.” Bibliography: p. 118-124. @lItem 126-D-3 1. Data 
transmission systems. I. United States. National Telecommu- 
nications and Information Administration. II. Title. III. 
Series. OCLC 08093576 


82-4696 





C 60.10:80-56 
Juroshek, J. R. (John R.) 

Measurements of interference betweem AM radios due to 
local oscillator radiation / J.R. Juroshek, D.D. Crombie, G.E. 
Wasson. — [Boulder, Colo.?] : U.S. Dept. of Commerce, Na- 
tional Telecc ications and Information Administration, 
1981. iv, 26 p. : ill. ; 28 cm.— (NTIA report ; 80-56) 
“December 1980.” Bibliography: p. 26. @lItem 126-D-3 1. 
Radio — United States —Interference. I. Crombie, D. D. 
(Douglass D.) II. Wasson, G. E. III. United States. Nation- 
al Telecc ications and Information Administration. IV. 
Title. V. Series. OCLC 08093873 


82-4697 








C 60.10:80-57 
Nesenbergs, M. 

Performance parameters for digital and analog service 
modes / M. Nesenbergs, W.J. Hartman, R.F. Linfield. — 
[Boulder, Colo.?] : U.S. Dept. of Commerce, National Tele- 
communications and Information Administration, 1981. 276 
p. : ill. ; 28 cm.— (NTIA report ; 81-57) “January 1981.” 
Bibliography: p. 276. @lItem 126-D-3 1. Telecommunica- 
tion systems — Evaluation. 2. Digital communications. 3. 
Systems design. I. Hartman, W. J. II. Linfield, R. F. III. 
United States. National Telecc ications and Information 
Administration. IV. Title. V. Series. OCLC 07711608 


82-4698 





C 60.10:81-58 

Transportable automated electromagnetic compatibility mea- 
surement system (TAEMS) / C.J. Chilton ... [et al.]. — [Boul- 
der, Colo.?] : U.S. Dept. of Commerce, National Telecommu- 
nications and Information Administration, 1980. vi, 138 p. : 
ill. ; 28 cm. — (NTIA-R ; 81-58) “January 1981.” Bibliog- 
raphy: p. 69. @lItem 126-D-3 1. Electromagnetic compati- 
bility — Measurement. I. Chilton, C. J. II. United States. 
National Telec« ications and Information Administra- 
tion. III. Series: NTIA report ; 81-58. OCLC 08116243 


82-4699 





C 60.10:81-59 
Gallawa, R. L. 
Estimated cost of a submarine fiber cable system / R.L. 
Gallawa. — [Boulder, Colo.?] : U.S. Dept. of Commerce, Na- 
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tional Telecc ications and Information Administration, and Information Administration. II. Title. III. Series: 
1981. iii, 24 p. : ill. ; 28 cm.— (NTIA report ; 81-59) NTIA report ; 81-66. OCLC 08116266 

“January 1981.” Bibliography: p. 23-24. @lItem 126-D-3 

1. Cables, Submarine. I. United States. National Telecommu- 82-4705 
nications and Information Administration. II. Title. III. 

Series. OCLC 08093626 Farrow, J. E. 


82-4700 Recommendations for digital radio common tactical/long- 
C 60.10:81-60 haul standards / J.E. Farrow, L.G. Hause. — [Boulder, 

Some mobile VHF measurements in an urban environment / Colo.?] : U.S. Dept. of Commerce, National Telecommunica- 
C.J. Chilton ... [et al.].—[Boulder, Colo.?] : U.S. Dept. of tions and Information Administration, 1981. v, 51 p. ; 28 


Commerce, National Telecc ications and Information cm. — (NTIA-report ; 81-74) “Institute for Telecommunica- 
Administration, 1981. v, 42 p. : ill. ; 28 cm. — (NTIA report 


° ei ooh. tion Sciences”—Bibl. data sht. “May 1981.” Bibliography: 
j 81-60) “January 1981.” Bibliography: p. 37-38. @ltem = 5, 44-45. Contract no: T.O. 79-2. @ltem 126-D-3 1. 
al 1. Mobile communication systems. i Television — Electronic instruments, Digital. 2. Radio— United States. 

ransmitters and transmission. 3. Radio wave propagation. 3. Mi cath United S I 

I. Chilton, C. J. II. United States. National Telecommunica- nS ee eee ae wae 
tions and Information Administration. III. Series. OCLC Hause, L. G. II. United States. National Telecommunica- 
08093599 tions and Information Administration. III. Institute for Tele- 
communication Sciences. IV. Defense Communications En- 

soar ‘Rie gineering Center (U.S.) V. Title. VI. Series: NTIA report ; 

Juroshek, J. R. (John R.) 81-74. OCLC 08116216 

Analysis of a phase-locked loop to suppress interference 
from a satellite power satellite / J.R. Juroshek, F.G. Stew- INTERNATIONAL TRADE ADMINISTRATION 
art. — [Boulder, Colo.?] : U.S. Dept. of Commerce, National 
Teleci ications and Information Administration, [1981] Dept. of Commerce 
iv, 18 p. : ill. ; 28 cm.— (NTIA report ; 81-63) “February Washington, DC 20230 
1981.” Bibliography: p. 17-18. @lItem 126-D-3 1. Electric 82-4706 
interference. 2. Satellite solar power stations. I. Stewart, F. 
G. II. United States. National Telec« ications and In- ; CO1L2F 76 
formation Administration. III. Title. IV. Series. OCLC  Froreign relations affecting U.S. textile/apparel exports. — 
08093838 [Washington, D.C.?] : U.S. Dept. of Commerce, International 
82-4702 Trade Administration, Office of Textiles and Apparel, 1981. 
C 60.10:81-64 v, 295 p. ; 22 x 28 cm. Cover title. “Special report pre- 
Juroshek, J. R. (John R.) pared by the Market Expansion Division.” “August 1981.” 


C 60.10:81-74 











Analysis of interference caused by the solar power satellite 1. Textile industry and trade. 2. Trade regulation. I. United 
to satellite earth terminals / J.R. Juroshek. — (Boulder, States. International Trade Administration. Office of Textiles 
Colo.?] : U.S. Dept. of Commerce, National Telecommunica- and Apparel. Market Expansion Division. 81-603825 
tions and Information Administration, 1981. v, 37 p. : ill. ; 28 OCLC 08157974 
cm.— (NTIA report ; 81-64) “February 1981.” Bibliogra- 
phy: p. 36-37. @lItem 126-D-3 1. Satellite solar power sta- 82-4707 
tions. 2. Electric interference. I. United States. National C 61.8:C 73 





Telecc ications and Information Administration. II. 


U.S. Commercial Service offices and the Foreign Commercial 
Title. III. Series. OCLC 08093687 


Service posts : a guide for business. — Washington, D.C. : 
82-4703 U.S. Dept. of Commerce, International Trade Administration, 
C 60.10:81-65 [1980] 24p.; 15cm. Cover title. “October 1980”—P. 4 of 
cover. @lItem 231-B-5 1. United States. Trade Develop- 
ment. Foreign Commercial Service — Directories. 2. U.S. 
Commercial Service — Directories. I. United States. Trade 
Development. Foreign Commercial Service. II. U.S. Com- 
mercial Service. OCLC 08135933 


Juroshek, J. R. (John R.) 
Analysis of interference from the solar power satellite to 
general electronics systems / J.R. Juroshek, F.K. Steele. — 
[Boulder, Colo.?] : U.S. Dept. of Commerce, National Tele- 
communications and Information Administration, 1981. v, 32 
p. : ill. ; 28 cm.— (NTIA report ; 81-65) “February 1981.” 
Bibliography: p. 31-32. @lItem 126-D-3 1. Electric interfer- 82-4708 
ence. 2. Satellite solar power stations. I. Steele, F. K. C 61.8:In 3 
(Francis K.) II. United States. National Telecc a Sources of information on U.S. firms : a guide for international 
and Information Administration. III. Title. IV. Series. traders. — Rev. Aug. 1980. — Washington, D.C. : U.S. Dept 
ee of Commerce, International Trade Administration, Office of 
82-4704 Export Marketing Assistance, 1980. iii, 28 p. ; 23 x 11 cm. 
. C 60.10:61-66 GPO sales statement incorrect in publication. @lItem 231-B- 
Chilton, C. J. . . : Pp , : 5 1. Business enterprises — Information services — United 
Wave interaction observations of ionospheric modification States. 2. Business enterprises — United States — Directories 
P aa ; bide egg . . 
Bog Feat Vena Giitiaanatesne ae — I. United States. International Trade Administration. Office of 
mation Administration, [1981] v, 34 p. : ill. ; 28 cm.— Export Marketing Assistance. OCLC 08162887 
(NTIA-report ; 81-66) “March 1981.” Bibliography: p. 31- 
34. @lItem 126-C-3 1. Radio waves. 2. Electromagnetic 
interactions. I. United States. National Telecc ications 











Civil Aeronautics Board 


82-4709 
C 61.9:80-704 

Food processing and packaging equipment, Spain. — [Washing- 
ton, D.C.?] : U.S. Dept. of Commerce, International Trade 
Administration, [1980] 13 p. ; 27 cm.— (Country market 
survey ; CMS 80-704) (International marketing information 
series) Cover title. “May 1980.” @lItem 231-G-1 (micro- 
fiche) 1. Food industry and trade — Spain. I. United States. 
International Trade Administration. II. Series. III. Series. 
OCLC 08144114 


CIVIL AERONAUTICS BOARD 
Washington, DC 20428 


82-4710 
CAB 1.6:Ag 3 

Agenda of significant regulations. — Washington, D.C. : United 
States of America, Civil Aeronautics Board, [19807] 37 p. ; 
28 cm. Caption title. @lItem 186 1. United States. Civil 
Aeronautics Board — Rules and practice. 2. Aeronautics — 
Law and legislation — United States. I. United States. Civil 
Aeronautics Board. OCLC 08146682 


82-4711 
CAB 1.15/2:979-80 
Fuel cost and consumption. All certificated carries, domestic 
and international operation (Annual) 

Fuel cost and consumption. All certificated carries, domes- 
tic and international operation. Washington, D.C. : Financial 
Section, Data Systems Management Division, Office of 
Comptroller, Financial Section, Data Systems Management 
Division, Office of Comptroller, Civil Aeronautics Board, 
Washington, D.C. 20428 v. ; 28 cm. Annual Title from 
cover. 12 months ended Dec. 31, 1980 and 1979. Descrip- 
tion based on: 12 months ended Dec. 31, 1980 and 1979. 
Cumulates information found in monthly publication of same 
name. @lItem 177-A-13 Continues: Fuel cost and consump- 
tion. Certificated route and supplemental air carriers, domes- 
tic and international operations 1. Airplanes — Fuel — Statis- 
tics — Periodicals. 2. Airplanes — Cost of operation — Statis- 
tics — Periodicals. 3. Aeronautics, Commercial — Cost of 
operation — Statistics — Periodicals. I. United States. Civil 
Aeronautics Board. Data Systems Management Division. Fi- 
nancial Section. OCLC 08105484 


FEDERAL COMMUNICATIONS 
COMMISSION 
Washington, DC 20554 


82-4712 
CC 1,2:N 38/7 
An Analysis of the network-affiliate relationship in television / 
Federal Communications Commission, Network Inquiry Spe- 
cial Staff. —[Washington, D.C.?] : The Commission, [1979] 
1 v. (various pagings) ; 28 cm. Cover title. “This paper is a 
preliminary draft of a report from the Network Inquiry Spe- 
cial Staff to the Federal Communications Commission.” 
“October, 1979.” Includes bibliographical _ references. 
@ltem 285 (microfiche) 1. Television industry — United 
States. 2. Television stations — United States. I. United 
States. Federal Communications Commission. Network In- 
quiry Special Staff. OCLC 07252437 
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CIVIL SERVICE COMMISSION 
Washington, DC 20415 


82-4713 


CS 1.2:L 48/2 


A Survey of leave provisions in federal labor agreements / 


prepared and issued by the Office of Labor-Management Re- 
lations, U.S. Civil Service Commission. — Washington, D.C. : 
The Office ; Springfield, Va. : For sale by the National 
Technical Information Service, [1977] 35 p.; 27cm. “De- 
cember 1977.” “USCSC/OLMR—77/08.” 1. Collective 
labor agreements — Government employees — United States. 
2. United States — Officials and employees — Leave regula- 
tions. I. United States. Civil Service Commission. Office of 
Labor-Management Relations. OCLC 03790821 


82-4714 


CS 1.2:Se 6 


United States. Civil Service Commission. Office of Labor-Man- 


agement Relations. 

A survey of services to unions : provisions in federal labor 
agreements / prepared and issued by the Office of Labor- 
Management Relations, U.S. Civil Service Commission. — 
Washington, D.C. : The Office ; Springfield, Va. : For sale 
by the National Technical Information Service, [1977] 53 p. 
; 27 cm. “April 1977.” “USCSC/OLMR—77/04.” 1. 
Trade-unions — Government employees — United States. 2. 
Employee-management relations in government — United 
States. 3. Collective labor agreements— Government em- 
ployees — United States. I. Title. OCLC 03324519 


DEFENSE DEPARTMENT 
Washington, DC 20301 


82-4715 


D 1.6/5:981 


United States. Per Diem, Travel and Transportation Allowance 


Committee. 

Joint travel regulations. Volume 2. Department of Defense 
civilian personnel.— Reprint including change 194, Dec. 
1981. — Washington, D.C. : Per Diem, Travel and Transpor- 
tation Allowance Committee, Office of the Secretary of the 
Army : For sale by the Supt. of Docs., U.S. G.P.O., 1981. 1 
v. (loose-leaf) ; 26 cm. Includes index. “01 0516-LP-255- 
1403.” @Item 306-C S/N 008-000-81004-4 @ GPO 
$70.00 (U.S., including basic manual and supplementary mate- 
rial for an indeterminate period) $87.50 (foreign) 1. United 
States. Dept. of Defense — Officials and employees — Travel 
regulations. 2. United States — Armed Forces — Travel reg- 
ulations. I. Title. II. Title: Department of Defense civilian 
personnel. OCLC 08148129 
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_ = + A metal eines D 5.317:221 (1100-C) 

Wallen iC Sites Loran-C correction table : east coast, 5930 / prepared and 
ashingt published by Defense Mapping Agency Hydrographic/Topo- 
D 5.317:130/2 by authorized Sales Agents of the Defense Mapping Agency 
Sailing directions (planning guide) for the Mediterranean. — 3rd — - Distribution See 1 pv gr pagings) : 
ed., 1981.— Washington, D.C. : Defense Mapping Agency table a i 1 oe ie vs ato efly 
Hydrographic/Topographic Center : For sale by authorized _ tem _—* ee _ Rates. 
Sales Agents of the Defense Mapping Agency Office of Dis- Defense Mapping Agency. Hydrographic/T opographic 
tribution Services, 1981. 1 v. (loose-leaf) : ill. (some col.), Center. II. Title: East coast, Canada, 5930. Ill. Series: Pub. 
maps (some folded) ; 26 cm. — (Pub. ; 130) Includes index. —— States. Defense Mapping Agency. Hydrographic/ 

1. Pilot guides — Mediterranean Sea. I. United States. De- opographic Center) ; 221 (1100-C) OCLC 08125789 

fense Mapping Agency. Hydrographic/Topographic Center. 82-4721 

II. Series: Pub. (United States. Defense Mapping Agency. 


D 5.317:221 (1200-C) 
Hydrographic/Topographic Center) ; 130. 81-603953 C ti aia 
OCLC 08157884 Loran-C correction table : Northeast, U.S.A. 9960 / prepared 


and published by Defense Mapping Agency Hydrographic/ 
82-4717 . Topographic Center. — Washington, D.C. : The Center : For 
D 5.317:132/2 sale by authorized Sales Agents of the Defense Mapping 
Sailing directions (enroute) for the eastern Mediterranean. — 3d Agency Office of Distribution Services, 1981. 1 v. (various 
ed. — Washington, D.C. : Defense Mapping Agency Hydro- ten ; a ore ; Pea “te _ 
graphic/Topographic Center : For sale by authorized Sales pasa or ee “tl A “ nove on -” “a 
Agents of the Defense Mapping Agency Office of Distribu- hi Sain, ll ed sieained ron = 
tion Services, 1980. 1 v. (loose-leaf) : ill., maps ; 26 cm. — es “oo ee. mo wile: an a S.A., Sas 
(Pub. ; 132) Bibliography: p. iv. Includes index. @Item es: Pub. (United States. Defense Mapping Agency. Hy- 
378-E 1. Pilot guides— Mediterranean region. I. United drographic/Topographic Center) ; 221 (1200-C) OCLC 
States. Defense Mapping Agency. Hydrographic/Topo- 08125844 
graphic Center. II. Series: Pub. (United States. Defense 82-4722 
Mapping Agency. Hydrographic/Topographic Center) ; 132. D 5.317:221 (1300-C) 
OCLC 08138167 Loran-C correction table : Great Lakes 8970 / prepared and 
82-4718 published by Defense Mapping Agency Hydrographic/Topo- 
D 5.317:221 (1026) graphic Center. — Washington, D.C. : The Center : For sale 
Loran-C table : Canadian east coast / prepared and published by authorized Sales Agents of the Defense Mapping Agency 
by Defense Mapping Agency Hydrographic/Topographic oa rem sansa ie —— : ‘ 
Center. — Washington, D.C. : The Center : For sale by au- 7 bk en is ba _ 1 “pe = aa rey ed ome y 
thorized Sales Agents of the Defense Mapping Agency Office > ose ics ey p+ os BR t" ve hi rm — : 
of Distribution Services, 1980. 1 v. (loose-leaf) : ill. ; 27 iia, Sa ie Sek tan ee 
cm.— (Pub. ; 221 (1026)) Chiefly tables. “Pair 5930-X.” a es : ies : s oh: 
@ltem ert Bess Wises. 1. Unnes States. Defense Se ee eee ee 
Mapping Agency. Hydrographic/Topographic Center. II. Topographic Center) ; 221 (1300-C) OCLC 08125808 
Title: Canadian east coast. III. Series: Pub. (United States. 82-4723 
Defense Mapping Agency. Hydrographic/Topographic D 5.317:221 (1400-C) 
Center) ; 221 (1026) OCLC 08138621 Loran-C correction table : Southeast, U.S.A. 7980 / prepared 


82-4719 and published by Defense Mapping Agency Hydrographic/ 
D 5.317:221 (1027) Topographic Center. — Washington, D.C. : The Center : For 
Loran-C table : Canadian east coast / prepared and published sale by authorized Sales Agents of the Defense Mapping 
by Defense Mapping Agency Hydrographic/Topographic Agency Office of Distribution Services, 1981. 1 ve: ill. ; 27 
Center. — Washington, D.C. : The Center : For sale by au- cm.— ({Pub.] ; 221(1400-C)) Cover title. Chiefly tables. 
thorized Sales Agents of the Defense Mapping Agency Office @ltem 378-F 1. Loran — Tables. I. United States. Defense 
of Distribution Services, 1980. 1 v. (loose-leaf) : ill. ; 27 Mapping Agency. Hydrographic/Topographic Center. Il. 
cm.— (Pub. ; 221(1027)) Chiefly tables. “PAIR 5930-Y.” Title: Southeast, US.A., 7980. III. Series: Pub. (United 
@ltem 378-F 1. Loran—Tables. I. United States. Defense States. Defense Mapping Agency. Hydrographic/Topo- 
Mapping Agency. Hydrographic/Topographic Center. II. graphic Center) ; 221 (1400-C) OCLC 08138679 
Title: Canadian east coast. III. Series: Pub. (United States. 
Defense Mapping Agency. Hydrographic/Topographic 
Center) ; 221 (1027) OCLC 08138644 





Defense Mapping Agency — Defense Dept. 


82-4724 82-4728 
D 5.317:221 (2100-C) 


D 5.317:224 (101-C) E/2 
Loran-C correction table : West Coast, U.S.A. 9940 / prepared 


Omega propagation correction tables for 10.2 kHz : area 01, 


and published by Defense Mapping Agency Hydrographic/ 
Topographic Center. — Washington, D.C. : The Center : For 
sale by authorized Sales Agents of the Defense Mapping 


northern Europe, station E (Reunion) / prepared and pub- 
lished by the Defense Mapping Agency Hydrographic/Topo- 
graphic Center. — Washington, D.C. : The Center : For sale 


Agency Office of Distribution Services, 1981. 1 v. (various by authorized Sales Agents of the Defense Mapping Agency 
pagings) : ill. ; 27 cm. — ([Pub.] ; 221(2100-C)) Cover title. Office of Distribution Services, 1981. 1 v. (loose-leaf) : ill. ; 
Chiefly tables. @lItem 378-F 1. Loran— Tables. I. United 27 cm.— (Pub. ; 224 (101-C) E) Chiefly tables. @Item 
States. Defense Mapping Agency. Hydrographic/Topo- 378-G 1. Omega Navigation System— Tables. 2. Arctic 
graphic Center. II. Title: West Coast, U.S.A. 9940. III. Ocean — Navigation. I. United States. Defense Mapping 
Series: Pub. (United States. Defense Mapping Agency. Hy- Agency. Hydrographic/Topographic Center. II. Title: Area 
drographic/Topographic Center) ; 221 (2100-C) OCLC 01, northern Europe, station E (Reunion) III. Series: Pub. 
08100010 (United States. Defense Mapping Agency. Hydrographic/ 
Topographic Center) ; 224 (101-C) E. OCLC 08138439 


82-4729 


82-4725 
D 5.317:221 (2200-C) 

Loran-C correction table : west coast, Canada 5990 / prepared 
and published by Defense Mapping Agency Hydrographic/ 
Topographic Center. — Washington, D.C. : The Center : For 
sale by authorized Sales Agents of the Defense Mapping 
Agency Office of Distribution Services, 1981. 1 v. : ill. ; 27 
cm.— ({Pub.] ; 221(2200-C)) Cover title. Chiefly tables. 
@ltem 378-F 1. Loran—Tables. I. United States. Defense 
Mapping Agency. Hydrographic/Topographic Center. II. 
Title: West coast, Canada, 5990. III. Series: Pub. (United 
States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center) ; 221 (2200-C) OCLC 08138667 


D 5.317:224 (101-C) H/3 

Omega propagation correction tables for 10.2 kHz : area 01, 
northern Europe, station H (Japan) / prepared and published 
by the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1981. 1 v. (loose-leaf) : ill. ; 27 
cm. — (Pub. ; 224 (101-C) H) Chiefly tables. @lItem 378-G 
1. Omega Navigation System — Tables. 2. Arctic Ocean — 
Navigation. I. United States. Defense Mapping Agency. 
Hydrographic/Topographic Center. II. Title: Area 01, 
northern Europe, station H (Japan) III. Series: Pub. (United 
States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center) ; 224 (101-C) H. OCLC 08138406 


82-4726 


D 5.317:224 (101-C) A/3 
Omega propagation correction tables for 10.2 kHz : area 01, 
northern Europe, station A (Norway) / prepared and pub- 
lished by the Defense Mapping Agency Hydrographic/Topo- 


82-4730 
D 5.317:224 (102-C) B/2 


graphic Center. — Washington, D.C. : The Center : For sale Omega propagation correction tables for 10.2 kHz : area 02, 


by authorized Sales Agents of the Defense Mapping Agency 


Office of Distribution Services, 1981. 1 v. (loose-leaf) : ill. ; 
27 cm.— (Pub. ; 224 (101-C) A) Chiefly tables. @Item 
378-G (microfiche) 1. Omega Navigation System — Tables. 
2. Arctic Ocean — Navigation. I. United States. Defense 
Mapping Agency. Hydrographic/Topographic Center. II. 
Title: Area 01, northern Europe, station A (Norway) III. 
Series: Pub. (United States. Defense Mapping Agency. Hy- 


drographic/Topographic Center) ; 224 (101-C) A. OCLC 
08148801 


82-4727 


D 5.317:224 (101-C) B/2 

Omega propagation correction tables for 10.2 kHz : area 01, 
northern Europe, station B (Liberia) / prepared and published 
by the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1981. 1 v. (loose-leaf) : ill. ; 27 
cm. — (Pub. ; 224 (101-C) B) Chiefly tables. @lItem 378-G 
1. Omega Navigation System — Tables. 2. North Atlantic 
Ocean — Navigation. I. United States. Defense Mapping 
Agency. Hydrographic/Topographic Center. II. Title: Area 
01, northern Europe, station B (Liberia) III. Series: Pub. 
(United States. Defense Mapping Agency. Hydrographic/ 
Topographic Center) ; 224 (101-C) B. OCLC 08158058 


central U.S.S.R., station B (Liberia) / prepared and published 
by the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1981. 1 v. (loose-leaf) : ill. ; 27 
cm. — (Pub. ; 224 (102-C) B) Chiefly tables. @lItem 378-G 
1. Omega Navigation System — Tables. 2. Arctic Ocean — 
Navigation. I. United States. Defense Mapping Agency. 
Hydrographic/Topographic Center. II. Title: Area 02, cen- 
tral U.S.S.R., station B (Liberia) III. Series: Pub. (United 
States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center) ; 224 (102-C) B. OCLC 08148481 


82-4731 


D 5.317:224 (103-C) A/2 


Omega propagation correction tables for 10.2 kHz : area 03, 


eastern U.S.S.R., station A (Norway) / prepared and pub- 
lished by the Defense Mapping Agency Hydrographic/Topo- 
graphic Center. — Washington, D.C. : The Center : For sale 
by authorized Sales Agents of the Defense Mapping Agency 
Office of Distribution Services, 1981. 1 v. (loose-leaf) ill. ; 27 
cm. — (Pub. ; 224 (103-C) A) Chiefly tables. @lItem 378-G 
1. Omega Navigation System — Tables. 2. Arctic Ocean — 
Navigation. 3. North Pacific Ocean — Navigation. I. 
United States. Defense Mapping Agency. Hydrographic/Top- 
ographic Center. II. Title: Area 03, eastern U.S.S.R., station 
A (Norway) III. Series: Pub. (United States. Defense Map- 
ping Agency. Hydrographic/Topographic Center) : 224 (103- 
C) A. OCLC 08148634 
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82-4732 82-5181 
D 5.317:224 (103-C) B/2 
Omega propagation correction tables for 10.2 kHz : area 03, 


eastern USSR, station B (Liberia) / prepared and published 


D 5.317:224 (104-C) E 
Omega propagation correction tables for 10.2 kHz : area 04, 
Alaska, station E (Reunion) / prepared and published by the 


by the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1980. 1 v. (loose-leaf) : ill. ; 27 
cm.— (Pub. ; 224 (103-C) B) Chiefly tables. @Item 378-G 
1. Omega Navigation System — Tables. 2. Arctic Ocean — 
Navigation. 3. North Pacific Ocean — Navigation. I. 
United States. Defense Mapping Agency. Hydrographic/Top- 
ographic Center. II. Title: Area 03, eastern USSR, station B 
(Liberia) III. Series: Pub. (United States. Defense Mapping 
Agency. Hydrographic/Topographic Center) ; 224 (103-C) B. 
OCLC 08138318 


Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1980. 1 v. (loose-leaf) : ill. ; 27 
cm. — (Pub. ; 224 (104-C) E) Chiefly tables. @Item 378-G 
1. Omega Navigation System — Tables. 2. Arctic Ocean — 
Navigation. 3. North Pacific Ocean— Navigation. I. 
United States. Defense Mapping Agency. Hydrographic/Top- 
ographic Center. II. Title: Area 04, Alaska, station E (Re- 
union) III. Series: Pub. (United States. Defense Mapping 
Agency. Hydrographic/Topographic Center) ; 224 (104-C) E. 
OCLC 08119885 


82-4733 


D 5.317:224 (103-C) D a Supe 
Omega propagation correction tables for 10.2 kHz : area 03, 


eastern USSR, station D (North Dakota) / prepared and 


D 5.317:224 (104-C) H/2 
Omega propagation correction tables for 10.2 kHz : area 04, 


published by the Defense Mapping Agency Hydrographic/ 
Topographic Center. — Washington, D.C. : The Center : For 
sale by authorized Sales Agents of the Defense Mapping 
Agency Office of Distribution Services, 1981. 1 v. (loose- 
leaf) : ill. ; 27 cm. — (Pub. ; 224 (103-C) D) Chiefly tables. 
@ltem 378-G 1. Omega Navigation System— Tables. 2. 
Arctic Ocean — Navigation. 3. North Pacific Ocean — Nav- 
igation. I. United States. Defense Mapping Agency. Hydro- 
graphic/Topographic Center. II. Title: Area 03, eastern 
USSR, station D (North Dakota) III. Series: Pub. (United 
States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center) ; 224 (103-C) D. OCLC 08138258 


Alaska, station H (Japan) / prepared and published by the 
Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1981. 1 v. (loose-leaf) : ill. ; 27 
cm. — (Pub. ; 224 (104-C) H) Chiefly tables. @lItem 378-G 
1. Omega Navigation System — Tables. 2. Arctic Ocean — 
Navigation. 3. North Pacific Ocean — Navigation. I. 
United States. Defense Mapping Agency. Hydrographic/Top- 
ographic Center. II. Title: Area 04, Alaska, station H 
(Japan) III. Series: Pub. (United States. Defense Mapping 
Agency. Hydrographic/Topographic Center) ; 224 (104-C) H. 


OCLC 08138218 
82-4734 


D 5.317:224 (103-C) E 
Omega propagation correction tables for 10.2 kHz : area 03, 
eastern USSR, station E (Reunion) / prepared and published 


82-4737 
D 5.317:224 (105-C) A/2 
Omega propagation correction tables for 10.2 kHz : area 05, 


by the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1980. 1 v. (loose-leaf) : ill ; 27 
cm. — (Pub. ; 224 (103-C) E) Chiefly tables. @lItem 378-G 
1. Omega Navigation System — Tables. 2. Arctic Ocean — 
Navigation. 3. North Pacific Ocean — Navigation. I. 
United States. Defense Mapping Agency. Hydrographic/Top- 
ographic Center. II. Title: Area 03, eastern USSR, station E 
(Reunion) III. Series: Pub. (United States. Defense Mapping 
Agency. Hydrographic/Topographic Center) ; 224 (103-C) E. 
OCLC 08138459 


Canada, station A (Norway) / prepared and published by the 
Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1981. 1 v. (loose-leaf) : ill. ; 27 
cm. — (Pub. ; 224 (105-C) A) Chiefly tables. @lItem 378-G 
1. Omega Navigation System — Tables. 2. Arctic Ocean — 
Navigation. I. United States. Defense Mapping Agency. 
Hydrographic/Topographic Center. II. Title: Area 05, 
Canada, station A (Norway) III. Series: Pub. (United States. 
Defense Mapping Agency. Hydrographic/Topographic 
Center) ; 224 (105-C) A. OCLC 08119959 


82-4735 
D 5.317:224 (103-C) H/2 82-4738 
Omega propagation correction tables for 10.2 kHz : area 03, 


eastern U.S.S.R., station H (Japan) / prepared and published 


D 5.317:224 (105-C) B/2 
Omega propagation correction tables for 10.2 kHz : area 05, 


by the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1981. 1 v. (loose-leaf) : ill. ; 27 
cm. — (Pub. ; 224 (103-C) H) Chiefly tables. @lItem 378-G 
1. Omega Navigation System — Tables. 2. Arctic Ocean — 
Navigation. 3. North Pacific Ocean — Navigation. I. 
United States. Defense Mapping Agency. Hydrographic/Top- 
ographic Center. II. Title: Area 03, eastern U.S.S.R., station 
H (Japan) III. Series: Pub. (United States. Defense Mapping 
Agency. Hydrographic/Topographic Center) ; 224 (103-C) H. 
OCLC 08148701 


Canada, station B (Liberia) / prepared and published by the 
Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1981. 1 v. (loose-leaf) : ill. ; 27 
cm. — (Pub. ; 224 (105-C) B) Chiefly tables. @Item 378-G 
1. Omega Navigation System — Tables. 2. Arctic Ocean — 
Navigation. I. United States. Defense Mapping Agency. 
Hydrographic/Topographic Center. II. Title: Area 05, 
Canada, station B (Liberia) III. Series: Pub. (United States. 
Defense Mapping Agency. Hydrographic/Topographic 
Center) ; 224 (105-C) B. OCLC 08146305 
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82-4739 82-4743 
D 5.317:224 (105-C) C/3 

Omega propagation correction tables for 10.2 kHz : area 05, 


D 5.317:224 (106-C) C/3 
Omega propagation correction tables for 10.2 kHz : area 06, 


Canada, station C (Hawaii) / prepared and published by the 
Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1981. 1 v. (loose-leaf) : ill. ; 27 
cm. — (Pub. ; 224 (105-C) C) Chiefly tables. @Item 378-G 
1. Omega Navigation System — Tables. 2. Arctic Ocean — 
Navigation. I. United States. Defense Mapping Agency. 
Hydrographic/Topographic Center. II. Title: Area 05, 
Canada, station C (Hawaii) III. Series: Pub. (United States. 
Defense Mapping Agency. Hydrographic/Topographic 
Center) ; 224 (105-C) C. OCLC 08146335 


82-4740 
D 5.317:224 (105-C) F/2 

Omega propagation correction tables for 10.2 kHz : area 05, 
Canada, station F (Argentina) / prepared and published by 
the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1981. 1 v. (loose-leaf) : ill. ; 27 
cm. — (Pub. ; 224 (105-C) F) Chiefly tables. @Item 378-G 
1. Omega Navigation System — Tables. 2. Arctic Ocean — 
Navigation. I. United States. Defense Mapping Agency. 
Hydrographic/Topographic Center. II. Title: Area 05, 
Canada, station F (Argentina) III. Series: Pub. (United 
States. Defense Mapping Agency. Hydrographic/Topo- 


Greenland, station C (Hawaii) / prepared and published by 
the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1981- 1 v. (loose-leaf) : ill. ; 27 
cm. — (Pub. ; 224 (106-C) C) Chiefly tables. @Item 378-G 
1. Omega Navigation System— Tables. 2. North Atlantic 
Ocean — Navigation. I. United States. Defense Mapping 
Agency. Hydrographic/Topographic Center. II. Title: Area 
06, Greenland, station C (Hawaii) III. Series: Pub. (United 
States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center) ; 224 (106-C) C. OCLC 08089673 


82-4744 


D 5.317:224 (106-C) D/3 


Omega propagation correction tables for 10.2 kHz : area 06, 


Greenland, station D (North Dakota) / prepared and pub- 
lished by the Defense Mapping Agency Hydrographic/Topo- 
graphic Center. — Washington, D.C. : The Center : For sale 
by authorized Sales Agents of the Defense Mapping Agency 
Office of Distribution Services, 1981. 1 v. (loose-leaf) : ill. ; 
27 cm.— (Pub. ; 224 (106-C) D) Chiefly tables. @Item 
378-G 1. Omega Navigation System— Tables. 2. Arctic 
Ocean — Navigation. 3. North Atlantic Ocean — Naviga- 
tion. I. United States. Defense Mapping Agency. Hydro- 
graphic/Topographic Center. II. Title: Area 06, Greenland, 
station D (North Dakota) III. Series: Pub. (United States. 


graphic Center) ; 224 (105-C) F. OCLC 08146280 
82-4741 


Defense Mapping Agency. Hydrographic/Topographic 
Center) ; 224 (106-C) D. OCLC 08138128 


D 5.317:224 (106-C) A/2 82-4745 

Omega propagation correction tables for 10.2 kHz : area 06, 
Greenland, station A (Norway) / prepared and published by 
the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1980- 1 v. (loose-leaf) : ill. ; 27 
cm. — (Pub. ; 224 (106-C) A) Chiefly tables. @Item 378-G 
1. Omega Navigation System— Tables. 2. North Atlantic 
Ocean — Navigation. I. United States. Defense Mapping 
Agency. Hydrographic/Topographic Center. II. Title: Area 
06, Greenland, station A (Norway) III. Series: Pub. (United 
States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center) ; 224 (106-C) A. OCLC 08098089 


82-4742 


D 5.317:224 (106-C) F/2 

Omega propagation correction tables for 10.2 kHz : area 06, 
Greenland, station F (Argentina) / prepared and published by 
the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1981- 1 v. (loose-leaf) : ill. ; 27 
cm. — (Pub. ; 224 (106-C) F) Chiefly tables. @Item 378-G 
1. Omega Navigation System — Tables. 2. North Atlantic 
Ocean — Navigation. I. United States. Defense Mapping. 
Hydrographic/Topographic Center. II. Title: Area 06, 
Greenland, station F (Argentina) III. Series: Pub. (United 
States. Defense Mapping Agency. Hydrographic/Topo- 
graphic Center) ; 224 (106-C) F. OCLC 08089739 


D 5.317:224 (106-C) B/2 82-4746 


Omega propagation correction tables for 10.2 kHz : area 06, D 5.317:224 (107-C) F 


Omega propagation correction tables for 10.2 kHz : area 07, 


Greenland, station B, (Liberia) / prepared and published by 
the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1981- 1 v. (loose-leaf) : ill. ; 27 
cm. — (Pub. ; 224 (106-C) B) Chiefly tables. @Item 378-G 
1. Omega Navigation System — Tables. 2. North Atlantic 
Ocean — Navigation. I. United States. Defense Mapping 
Agency. Hydrographic/Toppographic Center. II. Title: 
Area 06, Greenland, station B (Liberia) III. Series: Pub. 
(United States. Defense Mapping Agency. Hydrographic/ 
Topographic Center) ; 224 (106-C) B. OCLC 08089477 
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Mediterranean, station F (Argentina) / prepared and pub- 
lished by the Defense Mapping Agency Hydrographic/Topo- 
graphic Center. — Washington, D.C. : The Center : For sale 
by authorized Sales Agents of the Defense Mapping Agency, 
Office of Distribution Services, 1981. 1 v. (ioose-leaf) : ill. ; 
27 cm.— (Pub. ; 224 (107-C) F) Chiefly tables. @Item 
378-G 1. Omega Navigation System — Tables. 2. Mediter- 
ranean Sea — Navigation. I. United States. Defense Mapping 
Agency. Hydrographic/Topographic Center. II. Title: Area 
07, Mediterranean, station F (Argentina) III. Series: Pub. 
(United States. Defense Mapping Agency. Hydrographic/ 
Topographic Center) ; 224 (107-C) F. OCLC 08119269 





82-4747 


D 5.317:224 (109-C) E/2 

Omega propagation correction tables for 10.2 kHz : area 09, 
northwest Pacific, station E (Reunion) / prepared and pub- 
lished by the Defense Mapping Agency Hydrographic/Topo- 
graphic Center. — Washington, D.C. : The Center : For sale 
by authorized Sales Agents of the Defense Mapping Agency 
Office of Distribution Services, 1981. 1 v. (loose-leaf) : ill. ; 
27 cm.— (Pub. ; 224 (109-C) E) Chiefly tables. @Item 
378-G 1. Omega Navigation System— Tables. 2. North 
Pacific Ocean — Navigation. I. United States. Defense Map- 
ping Agency. Hydrographic/Topographic Center. II. Title: 
Area 09, northwest Pacific, station E (Reunion) III. Series: 
Pub. (United States. Defense Mapping Agency. Hydrograph- 
ic/Topographic Center) ; 224 (109-C) E. OCLC 08119507 
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82-4751 


D 5.317:224 (110-C) E 


Omega propagation correction tables for 10.2 kHz : area 10, 


central Pacific, station E (Reunion) / prepared and published 
by the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1981. 1 v. (loose-leaf) : ill. ; 27 
cm. — (Pub. ; 224 (110-C) E) Chiefly tables. @lItem 378-G 
1. Omega Navigation System— Tables. 2. North Pacific 
Ocean — Navigation. I. United States. Defense Mapping 
Agency. Hydrographic/Topographic Center. II. Title: Area 
10, central Pacific, station E (Reunion) III. Series: Pub. 
(United States. Defense Mapping Agency. Hydrographic/ 
Topographic Center) ; 224 (110-C) E. OCLC 08119478 


82-4748 82-4752 


D 5.317:224 (111-C) A/3 


D 5.317:224 (109-C H/3 Omega propagation correction tables for 10.2 kHz : area 11, 


Omega propagation correction tables for 10.2 kHz : area 09, 


northwest Pacific, station H (Japan) / prepared and published 
by the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1981. 1 v. (loose-leaf) : ill. ; 27 
cm. — (Pub. ; 224 (109-C) H) Chiefly tables. @lItem 378-G 
1. Omega Navigation System— Tables. 2. North Pacific 
Ocean — Navigation. I. United States. Defense Mapping 
Agency. Hydrographic/Topographic Center. II. Title: Area 
09, northwest Pacific, station H (Japan). III. Series: Pub. 
(United States. Defense Mapping Agency. Hydrographic/ 
Topographic Center) ; 224 (109-C) H. OCLC 08119753 


82-4749 


D 5.317:224 (110-C) A/3 

Omega propagation correction tables for 10.2 kHz : area 10, 
central Pacific, station A (Norway) / prepared and published 
by the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1981. 1 v. (loose-leaf) : ill. ; 27 
cm. — (Pub. ; 224(110-C) A) Chiefly tables. @lItem 378-G 
1, Omega Navigation System— Tables. 2. North Pacific 
Ocean — Navigation. I. United States. Defense Mapping 
Agency. Hydrographic/Topographic Center. II. Title: Area 
10, central Pacific, station A (Norway) III. Series: Pub. 
(United States. Defense Mapping Agency. Hydrographic/ 
Topographic Center) ; 224 (110-C) A. OCLC 08119376 


North America, station A (Norway) / prepared and published 
by the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1981. 1 v. (loose-leaf) : ill. ; 27 
cm. — (Pub. ; 224(111-C) A) Chiefly tables. @lItem 378-G 
1. Omega Navigation System— Tables. 2. North Atlantic 
Ocean — Navigation. 3. North Pacific Ocean — Navigation. 
I. United States. Defense Mapping Agency. Hydrographic/ 
Topographic Center. II. Title: Area 11, North America, sta- 
tion A (Norway) III. Series: Pub. (United States. Defense 
Mapping Agency. Hydrographic/Topographic Center) ; 224 
(111-C) A. OCLC 08119703 


82-4753 


D 5.317:224 (111-C) B/3 


Omega propagation correction tables for 10.2 kHz : area 11, 


North America, station B (Liberia) / prepared and published 
by the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1981. 1 v. (loose-leaf) : ill. ; 27 
cm. — (Pub. ; 224 (111-C) B) Chiefly tables. @lItem 378-G 
1. Omega Navigation System— Tables. 2. North Pacific 
Ocean — Navigation. 3. South Pacific Ocean — Navigation. 
I. United States. Defense Mapping Agency. Hydrographic/ 
Topographic Center. II. Title: Area 11, North America, sta- 
tion B (Liberia) III. Series: Pub. (United States. Defense 
Mapping Agency. Hydrographic/Topographic Center) ; 224 
(111-C) B. OCLC 08119447 


82-4750 


D 5.317:224 (110-C) D/2 = 


Omega propagation correction tables for 10.2 kHz : area 10, pthrenaion yeh = St Nake 


Omega propagation correction tables for 10.2 kHz : area 11, 


central Pacific, station B (North Dakota) / prepared and 
published by the Defense Mapping Agency Hydrographic/ 
Topographic Center. — Washington, D.C. : The Center : For 
sale by authorized Sales Agents of the Defense Mapping 
Agency Office of Distribution Services, 1981. 1 v. (loose- 
leaf) : ill. ; 27 cm.— (Pub. ; 224 (110-C) D) Chiefly tables. 
@ltem 378-G 1. Omega Navigation System — Tables. 2. 
North Pacific Ocean — Navigation. I. United States. De- 
fense Mapping Agency. Hydrographic/Topographic Center. 
II. Title: Area 10, central Pacific, station D (North Dakota) 
III. Series: Pub. (United States. Defense Mapping Agency. 
Hydrographic/Topographic Center) ; 224 (110-C) D. OCLC 
08119341 


North America, station C (Hawaii) / prepared and published 
by the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency, 
Office of Distribution Services, 1981- 1 v. (loose-leaf) : ill. ; 
27 cm.— (Pub. ; 224 (111-C) C) Chiefly tables. @Item 
378-G 1. Omega Navigation System— Tables. 2. North 
Atlantic Ocean — Navigation. 3. North Pacific Ocean — 
Navigation. I. United States. Defense Mapping. Hydro- 
graphic/Topographic Center. II. Title: Area 11, North 
America, station C (Hawaii) III. Series: Pub. (United States. 
Defense Mapping Agency. Hydrographic/Topographic 
Center) ; 224 (111-C) C. OCLC 08089514 
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82-4755 
D 5.317:224 (111-C) D/2 

Omega propagation correction tables for 10.2 kHz : area 11, 
North America, station D (North Dakota) / prepared and 
published by the Defense Mapping Agency Hydrographic/ 
Topographic Center. — Washington, D.C. : The Center : For 
sale by authorized Sales Agents of the Defense Mapping 
Agency Office of Distribution Services, 1981. 1 v. (loose- 
leaf) : ill. ; 27 cm. — (Pub. : 224 (111-C) D) Chiefly tables. 
@ltem 378-G 1. Omega Navigation System — Tables. 2. 
North Atlantic Ocean — Navigation. 3. North Pacific 
Ocean — Navigation. I. United States. Defense Mapping 
Agency. Hydrographic/Topographic Center. II. Title: Area 
11, North America, station D (North Dakota) III. Series: 
Pub. (United States. Defense Mapping Agency. Hydrograph- 
ic/Topographic Center) ; 224 (111-C) D. OCLC 08120045 


82-4759 


D 5.317:224 (118-C) F/2 


Omega propagation correction tables for 10.2 kHz : area 18, 


South Atlantic, station F (Argentina) / prepared and pub- 
lished by the Defense Mapping Agency Hydrographic/Topo- 
graphic Center. — Washington, D.C. : The Center : For sale 
by authorized Sales Agents of the Defense Mapping Agency 
Office of Distribution Services, 1981. 1 v. (loose-leaf) : ill. ; 
27 cm.— (Pub. ; 224 (118-C) F) Chiefly tables. @Item 
378-G 1. Omega Navigation System— Tables. 2. South 
Atlantic Ocean Navigation. Navigation. I. United States. 
Defense Mapping Agency. Hydrographic/Topographic 
Center. II. Title: Area 18, South Atlantic, station F (Argen- 
tina) III. Series: Pub. (United States. Defense Mapping 
Agency. Hydrographic/Topographic Center) ; 224 (125-C) F. 
OCLC 08119421 


82-4756 
D 5.317:224 (111-C) H/2 82-4760 
Omega propagation correction tables for 10.2 kHz : area 11, 


North America, station H (Japan) / prepared and published 


D 5.317:224 (125-C) B 


by the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1981- . 1 v. (loose-leaf) : ill. ; 27 
cm. — (Pub. ; 224(111-C) H) Chiefly tables. @Item 378-G 
1. Omega Navigation System — Tables. 2. North Atlantic 
Ocean — Navigation. 3. North Pacific Ocean — Navigation. 
I. United States. Defense Mapping. Hydrographic/Topo- 
graphic Center. II. Title: Area 11, North America, station H 
(Japan) III. Series: Pub. (United States. Defense Mapping 
Agency. Hydrographic/Topographic Center) ; 224 (111-C) H. 
OCLC 08089635 


Omega propagation correction tables for 10.2 kHz : area 25, 


south polar, station B (Liberia) / prepared and published by 
the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1980. 1 v. (loose-leaf) : ill. ; 27 
cm. — (Pub. ; 224 (125-C) B) Chiefly tables. @lItem 378-G 
1. Omega Navigation System—Tables. 2. Antarctic 
Ocean — Navigation. I. United States. Defense Mapping 
Agency. Hydrographic/Topographic Center. II. Title: Area 
25, south polar, station B (Liberia) III. Series: Pub. (United 
States. Defense Mapping Agency. Hydrographic/Topo- 


graphic Center) ; 224 (125-C) B. OCLC 08119653 

82-4757 
D 5.317:224 (112-C) D/2 — 
Omega propagation correction tables for 10.2 kHz : area 12, 
North Atlantic, station D (North Dakota) / prepared and 
published by the Defense Mapping Agency Hydrographic/ 
Topographic Center. — Washington, D.C. : The Center : For 
sale by authorized Sales Agents of the Defense Mapping 
Agency Office of Distribution Services, 1981. 1 v. (loose- 


D 5.317:224 (125-C) E 
Omega propagation correction tables for 10.2 kHz : area 25, 
south polar, station E (Reunion) / prepared and published by 
the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
leaf) : ill. ; 27 cm.— (Pub. ; 224 (112-D) D) Chiefly tables. of Distribution Services, 1981. 1 v. (loose-leaf) : ill. ; 27 
@ltem 378-G 1. Omega Navigation System — Tables. 2. cm. — (Pub. ; 224 (125-C) E) Chiefly tables. @Item 378-G 
North Atlantic Ocean — Navigation. I. United States. De- 1. Omega Navigation System—Tables. 2. Antarctic 
fense Mapping Agency. Hydrographic/Topographic Center. Ocean — Navigation. I. United States. Defense Mapping 
Il. Title: Area 12, North Ailantic, station D (North Dakota) Agency. Hydrographic/Topographic Center. II. Title: Area 
III. Series: Pub. (United States. Defense Mapping Agency. 25, south polar, station E (Reunion) III. Series: Pub. (United 
Hydrographic/Topographic Center) ; 224 (112-C) D. OCLC States. Defense Mapping Agency. Hydrographic/Topo- 


08120106 graphic Center) ; 224 (125-C) E. OCLC 08119793 
o4n8 82-4762 
D 5.317:224 (112-C) F/2 


D 5.317:224 (125-C) F 
Omega propagation correction tables for 10.2 kHz : area 12, 


Omega propagation correction tables for 10.2 kHz : area 25, 


North Atlantic, station F (Argentina) / prepared and pub- 
lished by the Defense Mapping Agency Hydrographic/Topo- 
graphic Center. — Washington, D.C. : The Center : For sale 
by authorized Sales Agents of the Defense Mapping Agency 
Office of Distribution Services, 1981. 1 v. (loose-leaf) : ill. ; 
27 cm.— (Pub. ; 224 (112-C) F) Chiefly tables. @Item 
378-G 1. Omega Navigation System — Tables. 2. North 
Atlantic Ocean — Navigation. I. United States. Defense 
Mapping Agency. Hydrographic/Topographic Center. II. 
Title: Area 12, North Atlantic, station F (Argentina) III. 
Series: Pub. (United States. Defense Mapping Agency. Hy- 
drographic/Topographic Center) ; 224 (112-C) F. OCLC 
08119313 
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south polar, station F (Argentina) / prepared and published 
by the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1981. 1 v. (loose-leaf) : ill. ; 27 
cm. — (Pub. ; 224 (125-C) F) Chiefly tables. @lItem 378-G 
1. Omega Navigation System— Tables. 2. Antarctic 
Ocean — Navigation. I. United States. Defense Mapping 
Agency. Hydrographic/Topographic Center. II. Title: Area 
25, south polar, station F (Argentina) III. Series: Pub. 
(United States. Defense Mapping Agency. Hydrographic/ 
Topographic Center) ; 224 (125-C) F. OCLC 08119539 





Government Publications — April 1982 


82-4763 82-4767 


D 5.317:224 (300-C) A 


D 5,317:224 (303-C) H 
Omega propagation correction tables for 13.6 kHz : area 00, Omega p 


ropagation correction tables for 13.6 kHz : area 03, 


north polar, station A (Norway) / prepared and published by 
the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1981. 1 v. (loose-leaf) : ill. ; 27 
cm.— (Pub. ; 224 (300-C) A) Cover title. Chiefly tables. 
@ltem 378-G 1. Omega Navigation System— Tables. 2. 
Arctic Ocean — Navigation. I. United States. Defense Map- 
ping Agency. Hydrographic/Topographic Center. II. Title: 
Area 00, north polar, station A (Norway) III. Series: Pub. 
(United States. Defense Mapping Agency. Hydrographic/ 
Topographic Center) ; 224 (300-C) A. OCLC 08148733 


eastern U.S.S.R., station H (Japan) / prepared and published 
by the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1981. 1 v. (loose-leaf) : ill. ; 27 
cm.— (Pub. ; 224 (303-C) H) Cover title. Chiefly tables. 
@ltem 378-G 1. Omega Navigation System— Tables. 2. 
Arctic Ocean — Navigation. 3. North Pacific Ocean — Nav- 
igation. I. United States. Defense Mapping Agency. Hydro- 
graphic/Topographic Center. II. Title: Area 03, eastern 
U.S.S.R., station H (Japan) III. Series: Pub. (United States. 


Defense Mapping Agency. Hydrographic/Topographic 
Center) ; 224 (303-C) H. OCLC 08138498 


82-4768 


82-4764 
D 5.317:224 (300-C) D 

Omega propagation correction tables for 13.6 kHz : area 00, 
north polar, station D (North Dakota) / prepared and pub- 
lished by the Defense Mapping Agency Hydrographic/Topo- 
graphic Center. — Washington, D.C. : The Center : For sale 
by authorized Sales Agents of the ~efense Mapping Agency 
Office of Distribution Services, 1981. 1 v. (loose-leaf) : ill. ; 
27 cm.— (Pub. ; 224 (300-C) D) Cover title. Chiefly 
tables. @Item 378-G 1. Omega Navigation System — 
Tables. 2. Arctic Ocean — Navigation. I. United States. 
Defense Mapping Agency. Hydrographic/Topographic 
Center. II. Title: Area 00, north polar, station D (North 
Dakota) III. Series: Pub. (United States. Defense Mapping 
Agency. Hydrographic/Topographic Center) ; 224 (300-C) D. 
OCLC 08148767 


D 5.317:224 (305-C) F 
Omega propagation correction tables for 13.6 kHz : area 05, 
Canada, station F (Argentina) / prepared and published by 
the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1981. 1 v. (loose-leaf) : ill. ; 27 
cm.— (Pub. ; 224 (305-C) F) Cover title. Chiefly tables. 
@ltem 378-G 1. Omega Navigation System — Tables. 2. 
North Atlantic Ocean — Navigation. I. United States. De- 
fense Mapping Agency. Hydrographic/Topographic Center. 
II. Title: Area 05, Canada, station F (Argentina) III. Series: 
Pub. (United States. Defense Mapping Agency. Hydrograph- 
ic/Topographic Center) ; 224 (305-C) F. OCLC 08143884 


82-4769 


82-4765 
D 5.317:224 (303-C) A 

Omega propagation correction tables for 13.6 kHz : area 03, 
eastern U.S.S.R., station A (Norway) / prepared and pub- 
lished by the Defense Mapping Agency Hydrographic/Topo- 
graphic Center. — Washington, D.C. : The Center : For sale 
by authorized Sales Agents of the Defense Mapping Agency 
Office of Distribution Services, 1981. 1 v. (loose-leaf) : ill. ; 
27 cm.— (Pub. ; 224 (303-C) A) Chiefly tables. @Item 
378-G 1. Omega Navigation System — Tables. 2. North 
Pacific Ocean — Navigation. 3. Arctic Ocean — Navigation. 
I. United States. Defense Mapping Agency. Hydrographic/ 
Topographic Center. II. Title: Area 03, eastern U.S.S.R., 
station A (Norway) III. Series: Pub. (United States. Defense 
Mapping Agency. Hydrographic/Topographic Center) ; 224 
(303-C) A. OCLC 08138280 


82-4766 


D 5.317:224 (306-C) C/2 

Omega propagation correction tables for 13.6 kHz : area 06, 
Greenland, station C (Hawaii) / prepared and published by 
the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1981- 1 v. (loose-leaf) : ill. ; 27 
cm.— (Pub. ; 224 (306-C) C) Cover title. Chiefly tables. 
@ltem 378-G 1. Omega Navigation — Tables. 2. North At- 
lantic Ocean — Navigation. I. United States. Defense Map- 
ping Agency. Hydrographic/Topographic Center. II. Title: 
Area 06, Greenland, station C (Hawaii) III. Series: Pub. 
(United States. Defense Mapping Agency. Hydrographic/ 
Topographic Center) ; 224 (306-C) C. OCLC 08098112 

D 5.317:224 (303-C) D oo 

Omega propagation correction tables for 13.6 kHz : area 03, 
eastern U.S.S.R., station D (North Dakota) / prepared and 


D 5.317:224 (306-C) F 
Omega propagation correction tables for 13.6 kHz : area 06, 


published by the Defense Mapping Agency Hydrographic/ 
Topographic Center. — Washington, D.C. : The Center : For 
sale by authorized Sales Agents of the Defense Mapping 
Agency Office of Distribution Services, 1981. 1 v. (loose- 
leaf) : ill. ; 27 cm.— (Pub. ; 224 (303-C) D) Cover title. 
Chiefly tables. @Item 378-G 1. Omega Navigation 
System — Tables. 2. Arctic Ocean — Navigation. 3. North 
Pacific Ocean — Navigation. I. United States Defense Map- 
ping Agency. Hydrographic/Topographic Center. II. Title: 
Area 03, eastern U.S.S.R., station D (North Dakota) III. 
Series: Pub. (United States. Defense Mapping Agency. Hy- 
drographic/Topographic Center) ; 244 (303-C) D. OCLC 
08148664 


Greenland, station F (Argentina) / prepared and published by 
the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized sales agents of the Defense Mapping Agency, Office 
of Distribution Services, 1981- 1 v. (loose-leaf) : ill. ; 27 
cm.— (Pub. ; 224 (306-C) F) Cover title. Chiefly tables. 
@ltem 378-G 1. Omega Navigation System — Tables. 2. 
North Atlantic Ocean — Navigation. I. United States. De- 
fense Mapping Agency. Hydrographic/Topographic Center. 
Il. Title: Area 06, Greenland, station F (Argentina) III. 
Series: Pub. (United States. Defense Mapping Agency. Hy- 
drographic/Topographic Center) ; 224 (306-C) F. OCLC 
08098132 
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Defense Mapping Agency — Defense Dept. 


82-4771 
D 5.317:224 (307-C) E 

Omega propagation correction tables for 13.6 kHz : area 00, 
Mediterranean, station E (Reunion) / prepared and published 
by the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1981- 1 v. (loose-leaf) : ill. ; 27 
cm.— (Pub. ; 224 (307-C) E) Cover title. Chiefly tables. 
@ltem 378-G 1. Omega Navigation System — Tables. 2. 
Mediterranean Sea — Navigation. I. United States. Defense 
Mapping Agency. Hydrographic/Topographic Center. II. 
Title: Area 00, Mediterranean, station E (Reunion) III. 
Series: Pub. (United States. Defense Mapping Agency. Hy- 
drographic/Topographic Center) ; 224 (307-C) E. OCLC 
08098 166 


82-4772 
D 5.317:224 (309-C) A/2 

Omega propagation correction tables for 13.6 kHz : area 09, 
northwest Pacific, station A (Norway) / prepared and pub- 
lished by the Defense Mapping Agency Hydrographic/Topo- 
graphic Center. — Washington, D.C. : The Center : For sale 
by authorized Sales Agents of the Defense Mapping Agency 
Office of Distribution Services, 1981- 1 v. (loose-leaf) : ill. ; 
27 cm. — (Pub. ; 224 (309-C)A) Cover title. Chiefly tables. 
@ltem 378-G 1. Omega Navigation System — Tables. 2. 
North Pacific Ocean — Navigation. I. United States. De- 
fense Mapping Agency. Hydrographic/Topographic Center. 
Il. Title: Area 09, northwest Pacific, station A (Norway) 
III. Series: Pub. (United States. Defense Mapping Agency. 
Hydrographic/Topographic Center) ; 224 (309-C) A. OCLC 
08098196 


82-4775 


D 5.317:224 (311-C) D/2 


Omega propagation correction tables for 13.6 kHz : area 11, 


North America, station D (North Dakota) / prepared and 
published by the Defense Mapping Agency Hydrographic/ 
Topographic Center. — Washington, D.C. : The Center : For 
sale by authorized Sales Agents of the Defense Mapping 
Agency Office of Distribution Services, 1981. 1 v. (loose- 
leaf) : ill. ; 27 cm.— (Pub. ; 224 (311-C) D) Cover title. 
Chiefly tables. @Item 378-G 1. Omega Navigation 
System — Tabies. 2. North Atlantic Ocean — Navigation. 
3. North Pacific Ocean — Navigation. I. United States. De- 
fense Mapping Agency. Hydrographic/Topographic Center. 
Il. Title: Area 11, North America, station D (North Dakota) 
III. Series: Pub. (United States. Defense Mapping Agency. 
Hydrographic/Topographic Center) ; 224 (311-C) D. OCLC 
08143764 


82-4776 


D 5.317:224 (311-C) F 


Omega propagation correction tables for 13.6 kHz : area 11, 


North America, station F (Argentina) / prepared and pub- 
lished by the Defense Mapping Agency Hydrographic/Topo- 
graphic Center. — Washington, D.C. : The Center : For sale 
by authorized Sales Agents of the Defense Mapping “yt 
Office of Distribution Services, 1981- 1 v. (loose-leaf) : 

27 cm.— (Pub. ; 224 (311-C) F) Cover title. cm 
tables. @Item 378-G 1. Omega Navigation System — 
Tables. 2. North Atlantic Ocean — Navigation. 3. North 
Pacific Ocean — Navigation. I. United States Defense Map- 
ping Agency. Hydrographic/Topographic Center. II. Title: 
Area 11, North America, station F (Argentina) III. Series: 
Pub. (United States. Defense Mapping Agency. Hydrograph- 
ic/Topographic Center) ; 224 (311-C) F. OCLC 08098384 


82-4773 


D 5.317:224 (311-C) B/2 — 


Omega propagation correction tables for 13.6 kHz : area 11, BD SERRE ON. 73 


Omega propagation correction tables for 13.6 kHz : area 11, 


North America, station B (Liberia) / prepared and published 
by the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency eon 
of Distribution Services, 1981- 1 v. (loose-leaf) : ill. 

cm.— (Pub. ; 224 (311-C) B) Cover title. Chiefly A ad 
@ltem 378-G 1. Omega Navigation System — Tables. 2. 
North Atlantic Ocean — Navigation. 3. North Pacific 
Ocean — Navigation. I. United States. Defense Mapping 
Agency. Hydrographic/Topographic Center. II. Title: Area 
11, North America, station B (Liberia) III. Series: Pub. 
(United States. Defense Mapping Agency. Hydrographic/ 
Topographic Center) ; 224 (311-C) B. OCLC 08098333 


82-4774 
D 5.317:224 (311-C) C/2 

Omega propagation correction tables for 13.6 kHz : area 11, 
North America, station C (Hawaii) / prepared and published 
by the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1981- 1 v. (loose-leaf) : ill. ; 27 
cm.— (Pub. ; 224 (311-C) C) Cover title. Chiefly tables. 
@ltem 378-G 1. Omega Navigation System — Tables. 2. 
North Pacific Ocean — Navigation. 3. North Atlantic 
Ocean — Navigation. I. United States. Defense Mapping 
Agency. Hydrographic/Topographic Center. II. Title: Area 
11, North America, station C (Hawaii) III. Series: Pub. 
(United States. Defense Mapping Agency. Hydrographic/ 
Topographic Center) ; 224 (311-C) C. OCLC 08090269 
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North America, station H (Japan) / prepared and published 
by the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1981- 1 v. (loose-leaf) : ill. ; 27 
cm.— (Pub. ; 224 (311-C) H) Cover title. Chiefly tables. 
@ltem 378-G 1. Omega Navigation System — Tables. 2. 
North Atlantic Ocean — Navigation. 3. North Pacific 
Ocean — Navigation. I. United States. Defense Mapping 
Agency. Hydrographic/Topographic Center. II. Title: Area 
11, North America, station H (Japan) III. Series: Pub. 
(United States. Defense Mapping Agency. Hydrographic/ 
Topographic Center) ; 224 (311-C) H. OCLC 08090303 


82-4778 


D 5.317:224 (312-C) A/2 


Omega propagation correction tables for 13.6 kHz : area 12, 


North Atlantic, station A (Norway) / prepared and published 
by the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency wer 
of Distribution Services, 1981- 1 v. (loose-leaf) : ill. 
cm.— (Pub. ; 224 (312-C) A) Cover title. Chiefly Ti 
@ltem 378-G 1. Omega Navigation System — Tables. 2. 
North Atlantic Ocean — Navigation. I. United States. De- 
fense Mapping Agency. Hydrographic/Topographic Center. 
Il. Title: Area 12, North Atlantic, station A (Norway) III. 
Series: Pub. (United States. Defense Mapping Agency. Hy- 
drographic/Topographic Center) ; 224 (312-C) A. OCLC 
08098415 





82-4779 
D 5.317:224 (312-C) B/2 

Omega propagation correction tables for 13.6 kHz : area 12, 
North Adlantic, station B (Liberia) / prepared and published 
by the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington, D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1981. 1 v. (loose-leaf) : ill. ; 27 
cm.— (Pub. ; 224 (312-C) B) Cover title. Chiefly tables. 
@ltem 378-G 1. Omega Navigation System— Tables. 2. 
North Atlantic Ocean — Navigation. I. United States. De- 
fense Mapping Agency. Hydrographic/Topographic Center. 
Il. Title: Area 12, North Atlantic, station B (Liberia) III. 
Series: Pub. (United States. Defense Mapping Agency. Hy- 
drographic/Topographic Center) ; 224 (312-C) B. OCLC 
08138538 

82-4780 

D 5.317:224 (312-C) C/2 

Omega propagation correction tables for 13.6 kHz : area 12, 
North Atlantic, station C (Hawaii) / prepared and published 
by the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington. D.C. : The Center : For sale by au- 
thorized Sales Agents of the Defense Mapping Agency Office 
of Distribution Services, 1981. 1 v. (loose-leaf) : ill. ; 27 
cm.— (Pub. ; 224 (312-C) C) Cover title. Chiefly tables. 
@ltem 378-G 1. Omega Navigation System— Tables. 2. 
North Atlantic Ocean — Navigation. I. United States. De- 
fense Mapping Agency. Hydrographic/Topographic Center. 
II. Title: Area 12, North Atlantic, station C (Hawaii) III. 
Series: Pub. (United States. Defense Mapping Agency. Hy- 
drographic/Topographic Center) ; 224 (312-C) C. OCLC 
08138594 


NATIONAL DEFENSE UNIVERSITY 
Defense Dept. 
Washington, DC 20319 
82-4781 
D 5.402:So 8 

Soviet perceptions of war and peace / edited by Graham D. 
Vernon. — Fort Lesley J. McNair, Washington, D.C. : Na- 
tional Defense University Press ; Washington, D.C. : For sale 
by the Supt. of Docs., U.S. G.P.O. ; Springfield, Va. : For 
sale by the National Technical Information Service, 1981. 
xvi, 185 p. ; 23 cm. Includes bibliographical references and 
index. Item 378-H-1 S/N 008-020-00862-1 @ GPO 
$6.00 1. Soviet Union—Military policy. 2. Soviet 
Union — Defenses. I. Vernon, Graham D. II. National De- 
fense University. 81-600028 OCLC 08148205 

82-4782 

D 5.410:D 71/readings 

Unit II : the domestic environment : readings. — Washington, 
D.C. : National Defense University, 1980. iii, 76 p. ; 24 
cm.— (National security management) Includes biblio- 
graphical references. @lItem 378-H-4 1. United States — 
Economic conditions. I. National Defense University. II. 
Title: The Domestic environment: readings. III. Series. 
OCLC 06793225 


DEFENSE LOGISTICS AGENCY 
Cameron Station 
Alexandria, VA 22314 
82-4783 
D 7.6:7000.11 
United States. Defense Logistics Agency. 
Banking offices operating on DLA-controlled installations 
(RCS DD-COMP(AR)1253) / Defense Logistics Agency. — 


Government Publications — April 1982 


Alexandria, Va. : The Agency ; Washington, D.C. : For sale 
by the Supt. of Docs., U.S. G.P.O., 1978. 22 p. in various 
pagings ; 26 cm.— (DLA regulation ; no. 7000.11) Caption 
title. “20 Apr 78.” “DLA-CF.” @lItem 314-A S/N 008- 
007-02936-3 @ GPO $1.00 1. Banks and banking, Mili- 
tary — United States. I. Title. II. Series. OCLC 08102475 


82-4784 


D 7.6/3:4120.3-M/3/rep. 


United States. Office of the Under Secretary of Defense for 


Research and Engineering. 

Defense standarization and specificiation program policies, 
procedures and instructions. —[Reprint, including change 1, 
July 1980] — Washington, D.C. : Office of the Under Secre- 
tary of Defense for Research and Engineering : [Supt. of 
Docs., U.S. G.P.O., distributor], 1978 i.e. 1980. 1 v. (loose- 
leaf) ; 28 cm. Cover title. At head of title: Defense stand- 
ardization manual. “Supersedes DoD 4120.3:M dated Janu- 
ary 1972.” “August 1978.” Includes index. “DoD 4120.3- 
M.” @ltem 314-A S/N 008-007-81003-1 @ GPO $23.00 
(U.S., includes basic manual and supplementary material for 
an indeterminate period) $28.75 (foreign) 1. Military sup- 
plies — Standards — United States— Handbooks, manuals, 
etc. 2. Standardization — United States — Handbooks, man- 
uals, etc. I. Title. II. Title: Defense standardization manual. 
OCLC 07644882 


82-4785 


D 7.25:1000 


Consolidated federal supply catalog identification list. FSC 


1000. Weapons microform Battle Creek, Mich. : Dept. of 
Defense, Defense Logistics Agency, Defense Logistics Serv- 
ices Center, [1981] 7 microfiches ; 11 x 15 cm. Title on 
cover card: Identification list (IL), federal supply class, 1000, 
weapons. “Army distribution in accordance with DA form 
12-21”—Cover card. “Supersedes FSC 1000 found in publi- 
cation unit 1, basic dated January 1979.” “Basic, Sep 81”°— 
Cover card. @Item 314-A 1. Defense Logistics Services 
Center (U.S.)— Catalogs. 2. Arms and armor — United 
States — Catalogs. I. Defense Logistics Services Center 
(U.S.) II. Title: Weapons. III. Title: Identification list (IL), 
federal supply class, 1000, weapons. OCLC 08091765 


82-4786 


D 7.25:1200 


Consolidated federal supply catalog identification list. FSC 


1200. Fire control equipment microform Battle Creek, Mich. : 
Dept. of Defense, Defense Logistics Agency, Defense Logis- 
tics Services Center, [1981] 12 microfiches ; 11 x 15 cm. 
Title on cover card: Identification list (IL), federal supply 
class, FSG [sic] 1200, fire control equipment. “Army distri- 
bution in accordance with DA form 12-21”—Cover card. 
“Supersedes FSC 1200 found in publication unit 2, basic dated 
January 1979.”"—Cover card. 1. Defense Logistics Services 
Center (U.S.)— Catalogs. 2. Airplanes— Equipment and 
supplies — Catalogs. I. Defense Logistics Services Center 
(U.S.) II. Title: Fire control equipment. III. Title: Identifi- 
cation list (IL), federal supply class, FSG [sic] 1200, fire 
control equipment. OCLC 08091813 





Defense Logistics Agency — Cameron Station 


82-4787 


D 7.25:1400 


82-4790 


D 7.25:1680 


Consolidated federal supply catalog identification list. FSC Consolidated federal supply catalog identification list. FSC 


1400. Guided missiles microform Battle Creek, Mich. : Dept. 
of Defense, Defense Logistics Agency, Defense Logistics 
Services Center, [1981] 19 microfiches ; 11 x 15 cm. Title 
on cover card: Identification list (IL), federal supply class, 
1400, guided missiles. “Army distribution in accordance 
with DA form 12-21”—Cover card. “Supersedes FSC 1400 
found in publication unit 4, basic dated December 1978.” 
“Basic, Dec 1980”—Cover card. @Item 314-A 1. Defense 
Logistics Services Center (U.S.)— Catalogs. 2. Guided mis- 
siles — Catalogs. I. Defense Logistics Services Center (U.S.) 
II. Title: Guided missiles. III. Title: Identification list (IL), 
federal supply class, 1400, guided missiles. OCLC 08091833 


82-4788 


D 7.25:1650 

Consolidated federal supply catalog identification list. FSC 
1650. Aircraft hydraulic, vacuum, and de-icing system compo- 
nents microform Basic ed., Jul 81. Battle Creek, Mich. : Dept. 
of Defense, Defense Logistics Agency, Defense Logistics 
Services Center, [1981] 8 microfiches ; 11 x 15 cm. Title 
on cover card: Identification list (IL), federal supply class, 
1650, aircraft hydraulic, vacuum, and de-icing system compo- 
nents. “Army distribution in accordance with DA form 12- 
21”—Cover card. @Item 314-A 1. Defense Logistics Serv- 
ices Center (U.S.)—Catalogs. 2. Airplanes — Hydraulic 
equipment — Catalogs. I. Defense Logistics Services Center 
(U.S.) IL. Title: Aircraft hydraulic, vacuum, and de-icing 
components. III. Title: Identification list (IL), federal supply 
class, 1650, aircraft hydraulic, vacuum, and de-icing system 
components. OCLC 08091663 


82-4789 


D 7.25:1670 

Consolidated federal supply catalog identification list. FSC 
1670. Parachutes; aerial pick up, delivery, recovery systems; 
and cargo tie down equipment microform Battle Creek, Mich. 
: Dept. of Defense, Defense Logistics Agency, Defense Lo- 
gistics Services Center, [1981] 2 microfiches ; 11 x 15 cm. 
Title on cover card: Identification list (IL), federal supply 
class, FSC 1670, parachutes; aerial pick up, delivery, recovery 
systems; and cargo tie down equipment. “Army distribution 
in accordance with DA form 12-21”—Cover card. “Super- 
sedes FSC 1670 found in publication unit 8, basic dated Janu- 
ary 1979.” @Item 314-A 1. Defense Logistics Services 
Center (U.S.)— Catalogs. 2. Airplanes— Equipment and 
supplies — Catalogs. I. Defense Logistics Services Center 
(U.S.) II. Title: Parachutes; aerial pick up, delivery, recov- 
ery systems; and cargo tie down equipment. III. Title: Iden- 
tification list (IL), federal supply class, FSC 1670, parachutes; 
aerial pick up, delivery, recovery systems; and cargo tie down 
equipment. OCLC 08069678 


1680. Miscellaneous aircraft accessories and components mi- 
croform. Basic ed., Jun 81. Battle Creek, Mich. : Dept. of 
Defense, Defense Logistics Agency, Defense Logistics Serv- 
ices Center, [1980] 8 microfiches ; 11 x 15 cm. Title on 
cover card: Identification list (IL), federal supply class, FSC 
1680, miscellaneous aircraft accessories and components. 
“Army distribution in accordance with DA form 12-21”— 
Cover card. “Supersedes FSC 1680 found in publication unit 
8, basic dated January 1979.” @lItem 314-A_ 1. Defense Lo- 
gistics Services Center (U.S.)— Catalogs. 2. Aeronautical 
instruments — Catalogs. I. Defense Logistics Services 
Center (U.S.) II. Title: Miscellaenous aircraft accessories 
and components. III. Title: Identification list (IL), federal 
supply class, FSC 1680 miscellaneous aircraft accessories and 
components. OCLC 08091613 


82-4791 


D 7.25:1700 


Consolidated federal supply catalog identification list. FSC 


1700. Aircraft launching, landing, and ground handling equip- 
ment microform Basic ed., Jun 81. Battle Creek, Mich. : Dept. 
of Defense, Defense Logistics Agency, Defense Logistic 
Services Center, [1981] 4 microfiches ; 11 x 15 cm. Title 
on cover card: Identification list (IL), federal supply class, 
FSC 1700, aircraft launching, landing and ground handling 
equipment. “Army distribution in accordance with DA form 
12-21”—Cover card. “Supersedes FSC 1700 found in publi- 
cation on unit 9, basic dated February 1979.” @lItem 314-A 
1. Defense Logistics Services Center (U.S.)— Catalogs. 2. 
Airplanes — Equipment and supplies — Catalogs. I. Defense 
Logistics Services Center (U.S.) II. Title: Aircraft launch- 
ing, landing, and ground handling equipment. III. Title: 
Identification list (IL), federal supply class, FSC 1700, aircraft 
launching, landing, and ground handling equipment. OCLC 
08091594 


82-4792 


D 7.25:1800 


Consolidated federal supply catalog identification list. FSC 


1800. Space vehicles microform Battle Creek, Mich. : Dept. 
of Defense, Defense Logistics Agency, Defense Logistics 
Services Center, [1981] 2 microfiches ; 11 x 15 cm. Title 
on cover card: Identification list (IL), federal supply class, 
1800, space vehicles. “Army distribution in accordance with 
DA from 12-21”—Cover card. “Supersedes FSC 1800, basic 
dated November 1980.” “Basic, Sep 81”—Cover card. 
@ltem 314-A_ 1. Defense Logistics Services Center (U.S.) — 
Catalogs. 2. Space vehicles — Catalogs. I. Defense Logis- 
tics Services Center (U.S.) II. Title: Space vehicles. III. 
Title: Identification list (IL), federal supply class, 1800, space 
vehicles. OCLC 08091747 





82-4793 


D 7.25:1900 


Government Publications — April 1982 


82-4797 


D 7.25:2835 


Consolidated federal supply catalog identification list. FSC Consolidated federal supply catalog identification list. FSC 


1900. Ships, small craft, pontoons, and floating docks micro- 
form Battle Creek, Mich. : Dept. of Defense, Defense Logis- 
tics Agency, Defense Logistics Services Center, [1981] 2 
microfiches ; 11 x 15 cm. Title on cover card: Identification 
list (IL), federal supply class, 1900, ships, small craft, pon- 
toons, and floating docks. “Army distribution in accordance 
with DA form, 12-21”—Cover card. “Supersedes FSC 1900 
found in publication unit 11, basic dated November 1980.” 
“Basic, Sep 81”—Cover card. @Item 314-A 1. Defense 
Logistics Services Center (U.S.) — Catalogs. 2. Ships — Hy- 
draulic equipment — Catalogs. 3. Hydraulic engineering — 
Equipment and supplies — Catalogs. I. Defense Logistics 
Services Center (U.S.) II. Title: Ships, small craft, pontoons, 
and floating docks. III. Title: Identification list (IL), federal 
supply class, 1900, ships, small craft, pontoons, and floating 
docks. OCLC 08091648 


2835. Gas turbines and jet engines, except aircraft; and com- 
ponents microform Battle Creek, Mich. : Dept. of Defense, 
Defense Logistics Agency, Defense Logistics Services Center, 
[1981] 3 microfiches ; 11 x 15 cm. Title on cover card: 
Identification list (IL), federal supply class, 2835, gas turbines 
and jet engines, except aircraft; and components. “Army 
distribution in accordance with DA form 12-21”—Cover 
card. “Supersedes FSC 2835 found in publication unit 17, 
basic dated February 1979.” “Aug 81 basic”—Cover card. 
@ltem 314-A 1. Defense Logistics Services Center (U.S.) — 
Catalogs. 2. Turbines — Catalogs. 3. Gas-turbines — Cata- 
logs. I. Defense Logistics Services Center (U.S.) II. Title: 
Gas turbines and jet turbines, except aircraft; and compo- 
nents. III. Title: Identification list (IL), federal supply class, 
2835. gas trubines and jet engines, except aircraft; and compo- 


82-4794 nents. OCLC 08093080 

D 7.25:2400 

Consolidated federal supply catalog identification list. FSC 
2400. Tractors microform Basic ed., Jul 81. Battle Creek, 


Mich. : Dept. of Defense, Defense Logistics Agency, Defense 


82-4798 
D 7.25:2910 
Consolidated federal supply catalog identification list. FSC 


Logistics Services Center, [1981] 2 microfiches ; 11 x 15 cm. 
Title on cover card: Identification list (IL) federal supply 
group, 2400, tractors. “Army distribution in accordance 
with DA form 12-21”—Cover card. “Supersedes FSC 2400 
found in publication unit 13, basic dated February 1979.” 
@ltem 314-A_ 1. Defense Logistics Services Center (U.S.) — 
Catalogs. 2. Tractors— United States— Catalogs. I. De- 
fense Logistics Services Center (U.S.) II. Title: Tractors. 
III. Title: Identification list (IL), federal supply group, 2400, 
tractors. OCLC 08091779 


82-4795 


D 7.25:2500 

Consolidated federal supply catalog identification list. FSC 
2500. Vehicular equipment components microform Basic ed., 
Oct 80. Battle Creek, Mich. : Dept. of Defense, Defense 
Logistics Agency, Defense Logistics Services Center, [1980] 
20 microfiches ; 11 x 15 cm. Title on cover card: Identifica- 
tion list (IL), federal supply class, 2500, vehicular equipment 
components. “Army distribution in accordance with DA 
form 12-21”—Cover card. “Supersedes FSC 2500 found in 
publication unit 14, basic dated January 1979.” @Item 314-A 
1. Defense Logistics Services Center (U.S.) — Catalogs. 2. 
Vehicles, Military — Equipment and supplies — Catalogs. I. 
Defense Logistics Services Center (U.S.) II. Title: Vehicular 
equipment components. III. Title: Identification list (IL), 
federal supply class, 2500, vehicular equipment components. 
OCLC 08093099 


82-4796 


D 7.25:2600 

Consolidated federal supply catalog identification list. FSC 
2600. Tires and tubes microform Basic ed., Oct 81. Battle 
Creek, Mich. : Dept. of Defense, Defense Logistics Agency, 
Defense Logistics Services Center, [1981] 2 microfiches ; 11 
x 15cm. Title on cover card: Identification list (IL), federal 
supply class, 2600, tires and tubes. “Army distribution in 
accordance with DA form 12-21”—Cover card. “Supersedes 
FSC 2600, basic dated November 1980.” @lItem 314-A 1. 
Defense Logistics Services Center (U.S.)— Catalogs. 2. 
Tires, Rubber — Catalogs. I. Defense Logistics Services 
Center (U.S.) II. Title: Tires and tubes. III. Title: Identifi- 
cation list (IL), federal supply class, 2600, tires and tubes. 
OCLC 08093132 


2910. Engine fuel system components, non-aircraft microform 
Battle Creek, Mich. : Dept. of Defense, Defense Logistics 
Agency, Defense Logistics Services Center, [1981] 4 micro- 
fiches ; 11 x 15 cm. Title on cover card: Identification list 
(IL), federal supply class, 2910, engine fuel system compo- 
nents, non-aircraft. “Army distribution in accordance with 
DA form 12-21”—Cover card. “Supersedes FSC 2910 found 
in publication unit 18, basic dated September 1978.” “Basic, 
Jan 81”—Cover card. @lItem 314-A 1. Defense Logistics 
Services Center (U.S.) — Catalogs. 2. Motor vehicles — Fuel 
systems — Catalogs. I. Defense Logistics Services Center 
(U.S.) II. Title: Engine fuel system components, non-aircraft. 
III. Title: Identification list (IL), federal supply class, 2910, 
engine fuel system components, non-aircraft. OCLC 
08093053 


82-4799 


D 7.25:2915 


Consolidated federal supply catalog identification list. FSC 


2915. Engine fuel system components, aircraft microform 
Battle Creek, Mich. : Dept. of Defense, Defense Logistics 
Agency, Defense Logistics Services Center, [1981] 6 micro- 
fiches ; 11 x 15 cm. Title on cover card: Identification list 
(IL), federal supply class, 2915 engine fuel system componen- 
ets, aircraft. “Army distribution in accordance with DA 
form 12-21”—Cover card. “Supersedes FSC 2915 found in 
publication unit 18, basic dated September 1978.” “Basic, 
Jan 81”—Cover card. @Item 314-A 1. Defense Logistics 
Services Center (U.S.) — Catalogs. 2. Airplanes — Fuel sys- 
tems — Catalogs. I. Defense Logistics Services Center (U.S.) 
II. Title: Engine fuel system components, aircraft. III. Title: 
Identification list (IL), federal supply class, 2915, engine fuel 
system components, aircraft. OCLC 08093160 





Defense Logistics Agency — Cameron Station 


D 7.25:2920 


82-4803 


D 7.25:2935 


Consolidated federal supply catalog identification list. FSC Consolidated federal supply catalog identification list. FSC 


2920. Engine electrical system components, non-aircraft mi- 
croform Battle Creek, Mich. : Dept. of Defense, Defense 
Logistics Agency, Defense Logistics Services Center, [1981] 
6 microfiches ; 11 x 15 cm. Title on cover card: Identifica- 
tion list (IL), federal supply class, 2920, engine electrical 
system components, non-aircraft. “Army distribution in ac- 
cordance with DA form 12-21”—Cover card. “Supersedes 
FSC 2920 found in publication unit 18, basic dated September 
1978.” “Basic, Jan 81”—Cover card. @lItem 314-A 1. De- 
fense Logistics Services Center (U.S.)— Catalogs. 2. Vehi- 
cles, Military — United States — Electric equipment — Cata- 
logs. I. Defense Logistics Services Center (U.S.) II. Title: 
Engine electrical system components, non-aircraft. III. Title: 
Identification list (IL), federal supply class, 2920, engine elec- 
trical system components, non-aircraft. OCLC 08093192 


2935. Engine cooling system components, aircraft microform 
Basic ed., Oct 80. Battle Creek, Mich. : Dept. of Defense, 
Defense Logistics Agency, Defense Logistics Services Center, 
[1980] 2 microfiches ; 11 x 15 cm. Title on cover card: 
Identification list (IL), federal supply class, 2935, engine cool- 
ing system components, aircraft. “Army distribution in ac- 
cordance with DA form 12-21”—Cover card. “Replaces 
FSC 2935 found in publication unit 19, basic dated September 
1978.” @Item 314-A_ 1. Defense Logistics Services Center 
(U.S.) — Catalogs. 2. Airplanes — Motors — Cooling — 
Catalogs. I. Defense Logistics Services Center (U.S.) II. 
Title: Engine cooling system components, aircraft. III. Title: 
Identification list (IL), federal supply class, 2935, engine cool- 
ing systems components, aircraft. OCLC 08091235 


82-4804 
82-4801 D 7.25:2940 
Consolidated federal supply catalog identification list. FSC 


2940. Engine air and oil filters, strainers, and cleaners, non- 


D 7.25:2925 
Consolidated federal supply catalog identification list. FSC 


2925. Engine electrical system components, aircraft micro- 
form Battle Creek, Mich. : Dept. of Defense, Defense Logis- 
tics Agency, Defense Logistics Services Center, [1981] 3 
microfiches ; 11 x 15 cm. Title on cover card: Identification 
list (IL), federal supply class, 2925, engine electrical system 
components, aircraft. “Army distribution in accordance with 
DA form 12-21”—Cover card. “Supersedes FSC 2925 found 
in publication unit 18, basic dated September 1978.” “Basic, 
Jan 81”—Cover card. @Item 314-A 1. Defense Logistics 
Services Center (U.S.)— Catalogs. 2. Airplanes — Electric 
equipment — Catalogs. I. Defense Logistics Services Center 
(U.S.) II. Title: Engine electric system components, aircraft. 
III. Title: Identification list (IL), federal supply class, 2925, 
engine electrical system components, aircraft. OCLC 
08093207 


aircraft microform Battle Creek, Mich. : Dept. of Defense, 
Defense Logistics Agency, Defense Logistics Services Center, 
[1980] 3 microfiches ; 11 x 15 cm. Title on cover card: 
Identification list (IL), federal supply class, 2940, engine air 
and oil filters, strainers, and cleaners, nonaircraft. “Army 
distribution in accordance with DA form 12-21”—Cover 
card. “Replaces FSC 2940 found in publication unit 19, basic 
dated September 1978.” @lItem 314-A 1. Defense Logistics 
Services Center (U.S.) — Catalogs. 2. Filters and filtration — 
Catalogs. I. Defense Logistics Services Center (U.S.) II. 
Title: Engine air and oil filters, strainers, and cleaners, non- 
aircraft. III. Title: Identification list (IL), federal supply 
class, 2940, engine air and oil filers, strainers, and cleaners, 
nonaircraft. OCLC 08091193 


82-4805 
82-4802 D 7.25:2945 


Consolidated federal supply catalog identification list. FSC 
2945. Engine air and oil filters, strainers and cleaners, aircraft 


D 7.25:2930 
Consolidated federal supply catalog identification list. FSC 


2930. Engine cooling system components, non-aircraft micro- 
form Battle Creek, Mich. : Dept. of Defense, Defense Logis- 
tics Agency, Defense Logistics Services Center, [1980] 3 
microfiches ; 11 x 15 cm. Title on cover card: Identification 
list (IL), federal supply class, 2930, engine cooling system 
components, nonaircraft. “Army distribution in accordance 
with DA form 12-21”—Cover card. “Replaces FSC 2930 
found in publication unit 19 basic dated September 1978.” 
@ltem 314-A 1. Defense Logistics Services Center (U.S.) — 
Catalogs. 2. Vehicles, Military — United States — Motors — 
Cooling — Catalogs. I: Defense Logistics Services Center 
(U.S.) II. Title: Engine cooling system components, non- 
aircraft. III. Title: Identification list (IL), federal supply 
class, 2930, engine cooling system components, nonaircraft. 
OCLC 08093232 


microform Basic ed., Oct 80. Battle Creek, Mich. : Dept. of 
Defense, Defense Logistics Agency, Defense Logistics Serv- 
ices Center, [1980] 2 microfiches ; 11 x 15 cm. Title on 
cover card: Identification list (IL), federal supply class, 2945, 
engine air and oil filters, strainers, and cleaners, aircraft. 
“Army distribution in accordance with DA form 12-21”— 
Cover card. “Replaces FSC 2945 found in publication unit 
19, basic dated September 1978.” @lItem 314-A 1. Defense 
Logistics Services Center (U.S.)— Catalogs. 2. Filters and 
filtration — Catalogs. I. Defense Logistics Services Center 
(U.S.) II. Title: Engine air and oil filters, strainers and clean- 
ers, aircraft. III. Title: Identification list (IL), federal supply 
class, 2945, engine air and oil filters, strainers, and cleaners, 
aircraft. OCLC 08091537 





D 7.25:2950 


Government Publications — April 1982 


D 7.25:3020 


Consolidated federal supply catalog identification list. FSC Consolidated federal supply catalog identification list. FSC 


2950. Turbosuper chargers microform Basic ed., Oct 80. 
Battle Creek, Mich. : Dept. of Defense, Defense 

Agency, Defense Logistics Services Center, [1980] 2 micro- 
fiches ; 11 x 15 cm. Title on cover card: Identification list 
(IL), federal supply class, 2950, turbosuperchargers. “Army 
distribution in accordance with DA form 12-21”—Cover 
card. “Replaces FSC 2950 found in publication unit 19, basic 
dated September 1978.” @lItem 314-A 1. Defense Logistics 
Services Center (U.S.) — Catalogs. 2. Superchargers — Cata- 
logs. I. Defense Logistics Services Center (U.S.) II. Title: 
Turbosuper chargers. III. Title: Identification list (IL), fed- 
eral supply class, 2950, turbosuperchargers. OCLC 08091291 


82-4807 


D 7.25:2990 

Consolidated federal supply catalog identification list. FSC 
2990. Miscellaneous engine accessories, non-aircraft micro- 
form Basic ed., Oct 80. Battle Creek, Mich. : Dept. of De- 
fense, Defense Logistics Agency, Defense Logistics Services 
Center, [1980] 3 microfiches ; 11 x 15 cm. Title on cover 
card: Identification list (IL), federal supply class, 2990, miscel- 
laneous engine accessories, nonaircraft. “Army distribution 
in accordance with DA form 12-21”—Cover card. “Re- 
places FSC 2990 found in publication unit 19, basic dated 
September 1978.” @ltem 314-A 1. Defense Logistics Serv- 
ices Center (U.S.)— Catalogs. 2. Vehicles, Military — 
United States — Motors — Catalogs. I. Defense Logistics 
Services Center (U.S.) II. Title: Miscellaneous engine acces- 
sories, non-aircraft. III. Title: Identification list (IL), federal 
supply class, 2990, miscellaneous engine accessories, non-air- 
craft. OCLC 08091328 


82-4808 


D 7.25:3010 

Consolidated federal supply catalog identification list. FSC 
3010. Torque converters and speed changers microform Basic 
ed., Feb 81. Battle Creek, Mich. : Dept. of Defense, Defense 
Logistics Agency, Defense Logistics Services Center, [1981] 
6 microfiches ; 11 x 15 cm. Title on cover card: Identifica- 
tion list (IL), federal supply class, 3010, torque converters and 
speed changers. “Army distribution in accordance with DA 
form 12-21"—Cover card. “Supersedes FSC 3010 found in 
publication unit 20 basic dated November 1978 and CB-1 
dated February 1979.” @Item 314-A_ 1. Defense Logistics 
Services Center (U.S.) — Catalogs. 2. Hydraulic torque con- 
verters — Catalogs. I. Defense Logistics Services Center 
(U.S.) II. Title: Torque converters and speed changers. III. 
Title: Identification list (IL), federal supply class, 3010, torque 
converters and speed changers. OCLC 08093112 


3020. Gears, pulleys, sprockets, and transmission chain micro- 
form Basic ed., Feb 81. Battle Creek, Mich. : Dept. of De- 
fense, Defense Logistics Agency, Defense Logistics Services 
Center, [1981] 37 microfiches ; 11 x 15 cm. Title on cover 
card: Identification list (IL), federal supply class, 3020, gears, 
pulleys, sprockets, and transmission chain. “Army distribu- 
tion in accordance with DA form 12-21”—Cover card. “Su- 
persedes FSC 3020, found in publication unit 20, basic dated 
November 1978 and CB-1 dated February 1979.” @lItem 
314-A 1. Defense Logistics Services Center (U.S.) — Cata- 
logs. 2. Gearing— Catalogs. 3. Pulleys— Catalogs. 4. 
Sprockets — Catalogs. 5. Power transmission — Catalogs. 
I. Defense Logistics Services Center (U.S.) II. Title: Gears, 
pulleys, sprockets, and transmission chain. III. Title: Identifi- 
cation list (IL), federal supply class, 3020, gears, pulleys, 
sprockets, and transmission chain. OCLC 08173323 


82-4810 


D 7.25:3030 


Consolidated federal supply catalog identification list. FSC 


3030. Belting, drive belts, fan belts and accessories microform 
Battle Creek, Mich. : Dept. of Defense, Defense Logistics 
Agency, Defense Logistics Services Center, [1981] 4 micro- 
fiches ; 11 x 15 cm. Title on cover card: Identification list 
(IL), federal supply class, FSC 3030, belting, drive belts, fan 
belts, and accessories. “Army distribution in accordance 
with DA form 12-21”—Cover card. “Supersedes FSC 3030 
found in publication unit 20, basic dated November 1978 and 
CB-1 dated February 1979.” @item 314-A_ 1. Defense Lo- 
gistics Services Center (U.S.) — Catalogs. 2. Belts and belt- 
ing — Catalogs. I. Defense Logistics Services Center (U.S.) 
II. Title: Belting, drive belts, fan belts and accessories. III. 
Title: Identification list (IL), federal supply class, FSC 3030, 
belting, drive belts, fan belts, and, accessories. OCLC 
08173294 


82-4811 


D 7.25:3040 


Consolidated federal supply catalog identification list. FSC 


3040. Miscellaneous power transmission equipment microform 
Basic ed., Feb 81. Battle Creek, Mich. : Dept. of Defense, 
Defense Logistics Agency, Defense Logistics Services Center, 
[1981] 10 microfiches ; 11 x 15 cm. Title on cover card: 
Identification list (IL), federal supply class, 3040, miscella- 
neous power transmission equipment. “Army distribution in 
accordance with DA form 12-21”—Cover card. “Supersedes 
FSC 3040 found in publication 20, basic dated November 
1978 and CB-1 dated February 1979.” @ltem 314-A 1. De- 
fense Logistics Services Center (U.S.) — Catalogs. 2. Power 
transmission — Catalogs. I. Defense Logistics Services 
Center (U.S.) II. Title: Miscellaneous power transmission 
equipment. III. Title: Identification list (IL), federal supply 
class, 3040, miscellaneous power transmission equipment. 
OCLC 08139359 
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82-4812 
D 7.25:3110 


82-4816 


D 7.25:3400 


Consolidated federal supply catalog identification list. FSC Consolidated federal supply catalog identification list. FSC 


3110. Bearings, antifriction, unmounted microform Basic ed., 
May 81. Battle Creek, Mich. : Dept. of Defense, Defense 
Logistics Agency, Defense Logistics Services Center, [1981] 


3400. Metalworking machinery microform Battle Creek, 
Mich. : Dept. of Defense, Defense Logistics Agency, Defense 
Logistics Services Center, [1980] 8 microfiches ; 11 x 15 cm. 


21 microfiches ; 11 x 15 cm. Title on cover card: Identifica- 
tion list (IL), federal supply class, 3110, bearings, antifriction, 
unmounted. “Army distribution in accordance with DA 
form 12-21”—Cover card. “Supersedes FSC 3110, basic 
dated May 1980.” @lItem 314-A_ 1. Defense Logistics Serv- 
ices Center (U.S.)— Catalogs. 2. Vehicles, Military — 


Title on cover card: Identification list (IL), federal supply 
class, 3400, metalworking machinery. “Army distribution in 
accordance with DA form 12-21”—Cover card. “Replaces 
FSC 3400 found in publication unit 22, basic dated February 
1979.” @Item 314-A_ 1. Defense Logistics Services Center 
(U.S.) — Catalogs. 2. Metal-working machinery — Catalogs. 
United States — Bearings — Catalogs. I. Defense Logistics I. Defense Logistics Services Center (U.S.) II. Title: Metal- 
Services Center (U.S.) II. Title: Bearings, antifriction, un- working machinery. III. Title: Identification list (IL), federal 
mounted. III. Title: Identification list (IL), federal supply supply class, 3400, metalworking machinery. OCLC 
class, 3110, bearings, antifriction, unmounted. OCLC 08173213 
08139340 
82-4817 
82-4813 D 7.25:3500 
Consolidated federal supply catalog identification list. FSC 
3500. Service and trade equipment microform Battle Creek, 
Mich. : Dept. of Defense, Defense Logistics Agency, Defense 


D 7.25:3120/2 
Consolidated federal supply catalog identification list. FSC 
3120. Bearings, plain, unmounted microform Basic ed., May 


81. Battle Creek, Mich. : Dept. of Defense, Defense Logistics 
Agency, Defense Logistics Services Center, [1981] 42 mi- 
crofiches ; 11 x 15 cm. Title on cover card: Identification 
list (IL), federal supply class, 3120, bearings, plain, unmount- 
ed. “Army distribution in accordance with DA form 12- 
21”—Cover card. “Supersedes FSC 3120, basic dated May 
1980 and CB dated November 1980.” @lItem 314-A_ 1. De- 
fense Logistics Services Center (U.S.) — Catalogs. 2. Vehi- 
cles, Military — United States — Bearings — Catalogs. I. De- 
fense Logistics Services Center (U.S.) II. Title: Bearings, 
plain, unmounted. III. Title: Identification list (IL), federal 
supply class, 3120, bearings, plain, unmounted. OCLC 
08139441 


Logistics Services Center, [1981] 2 microfiches ; 11 x 15 cm. 
Title on cover card: Identification list (IL), federal supply 
class, 3500, service and trade equipment. “Army distribution 
in accordance with DA form 12-21”—Cover card. “Super- 
sedes FSC 3500, basic dated January 1980.” “Basic, Jan 
81”—Cover card. @lItem 314-A 1. Defense Logistics Serv- 
ices Center (U.S.)—Catalogs. 2. Service industries — 
United States— Equipment and supplies Catalogs. I. De- 
fense Logistics Services Center (U.S.) II. Title: Services and 
trade equipment. III. Title: Identification list (IL), federal 
supply class, 3500, service and trade equipment. OCLC 
08172846 


82-4818 

82-4814 D 7.25:3600 
Consolidated federal supply catalog identification list. FSC 
3600. Special industry machinery microform Basic ed., Oct 


D 7.25:3130 
Consolidated federal supply catalog identification list. FSC 


3130. Bearings, mounted microform Basic ed., May 81. Battle 
Creek, Mich. : Dept. of Defense, Defense Logistics Agency, 
Defense Logistics Services Center, [1981] 3 microfiches ; 11 
x 15cm. Title on cover card: Identification list (IL), federal 
supply class, 3130, bearings, mounted. “Army distribution in 
accordance with DA form 12-21”"—Cover card. “Supersedes 
FSC 3130, basic dated May 1980.” @lItem 314-A 1. De- 
fense Logistics Services Center (U.S.) — Catalogs. 2. Vehi- 
cles, Military — United States — Bearings — Catalogs. I. De- 
fense Logistics Services Center (U.S.) II. Title: Bearings, 
mounted. III. Title: Identification list (IL), federal supply 
class, 3130, bearings, mounted. OCLC 08139401 


82-4815 
D 7.25:3200 

Consolidated federal supply catalog identification list. FSC 
3200. Woodworking machinery and equipment microform 
Basic ed., Sep 80. Battle Creek, Mich. : Dept. of Defense, 
Defense Logistics Agency, Defense Logistics Services Center, 
[1980] 2 microfiches ; 11 x 15 cm. Title on cover card: 
Identification list (IL), federal supply class, 3200, woodwork- 
ing machinery and equipment. “Army distribution in accord- 
ance with DA form 12-21”"—Cover card. “Replaces FSC 
3200 found in publication unit 22, basic dated February 1979.” 
@ltem 314-A 1. Defense Logistics Services Center (U.S.) — 
Catalogs. 2. Woodworking machinery — Catalogs. I. De- 
fense Logistics Services Center (U.S.) II. Title: Woodwork- 
ing machinery and equipment. III. Title: Identification list 
(IL), federal supply class, 3200, woodworking machinery and 
equipment. OCLC 08172804 
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81. Battle Creek, Mich. : Dept. of Defense, Defense Logistics 
Agency, Defense Logistics Services Center, [1981] 3 micro- 
fiches ; 11 x 15 cm. Title on cover card: Identification list 
(IL), federal supply class, 3600, special industry machinery. 
“Army distribution in accordance with DA form 12-21”— 
Cover card. “Supersedes FSC 3600, found in publication 
unit 24, basic dated September 1978.” @lItem 314-A_ 1. De- 
fense Logistics Services Center (U.S.) — Catalogs. 2. Indus- 
trial supply houses — Catalogs. I. Defense Logistics Services 
Center (U.S.) II. Title: Special industry machinery. III. 
Title: Identification list (IL), federal supply class, 3600, special 
industrial machinery. OCLC 08173157 


82-4819 


D 7.25:4000 


Consolidated federal supply catalog identification list. FSC 


4000. Rope, cable, chain and fittings microform Basic ed., 
Nov 80. Battle Creek, Mich. : Dept. of Defense, Defense 
Logistics Agency, Defense Logistics Services Center, [1980] 
11 microfiches ; 11 x 15 cm. Title on cover card: Identifica- 
tion list (IL), federal supply group, 4000, rope, cable, chain, 
and fittings. “Army distribution in accordance with DA 
form 12-21”—Cover card. “Replaces FSC 4000 found in 
publication unit 27, basic dated June 1979.” @Item 314-A 
1. Defense Logistics Services Center (U.S.) — Catalogs. 2. 
Chains — Catalogs. 3. Cables — Catalogs. 4. Rope — Cata- 
logs. I. Defense Logistics Services Center (U.S.) II. Title: 
Rope, cable, chain and fittings. III. Title: Identification list 
(IL), federal supply group, 4000, rope, cable, chain, and fit- 
tings. OCLC 08173349 





82-4820 


D 7.25:4100 


Government Publications — April 1982 


82-4823 


D 7.25:4300/2 


Consolidated federal supply catalog identification list. FSC Consolidated federal supply catalog identification list. FSC 


4100. Refrigeration, air conditioning, and air circulating 
equipment microform Basic ed., Sep 80. Battle Creek, Mich. : 
Dept. of Defense, Defense Logistics Agency, Defense Logis- 
tics Services Center, [1980] 10 microfiches ; 11 x 15 cm. 
Title on cover card: Identification list (IL), federal supply 
class, 4100, refrigeration, air conditioning, and air circulating 
equipment. “Army distribution in accordance with DA form 
12-21”—Cover card. “Replaces FSC 4100 found in publica- 
tion unit 28, basic dated October 1978.” @lItem 314-A 1. 
Defense Logistics Services Center (U.S.) — Catalogs. 2. Re- 
frigeration and refrigerating machinery — Catalogs. 3. Air 
conditioning — Equipment and supplies — Catalogs. I. De- 
fense Logistics Services Center (U.S.) II. Title: Refrigera- 
tion, air conditioning, and air circulating equipment. III. 
Title: Identification list (IL), federal supply class, 4100, refrig- 
eration, air conditioning, and air circulating equipment. 
OCLC 08142452 


82-4821 


D 7.25:4200 

Consolidated federal supply catalog identification list. FSC 
4200. Fire fighting, rescue, and safety equipment microform 
Battle Creek, Mich. : Dept. of Defense, Defense Logistics 
Agency, Defense Logistics Services Center, [1980] 4 micro- 
fiches ; 11 x 15 cm. Title on cover card: Identification list 
(IL), federal supply class, 4200, fire fighting, rescue, and 
safety equipment. “Army distribution in accordance with 
DA form 12-21”—Cover card. “Supersedes FSC 4200 found 
in publication unit 29, basic dated December 1978.” @Item 
314-A_ 1. Defense Logistics Services Center (U.S.) — Cata- 
logs. 2. Fire-departments — Equipment and supplies — Cata- 
logs. I. Defense Logistics Services Center (U.S.) II. Title: 
Fire fighting, rescue, and safety equipment. III. Title: Identi- 
fication list (IL), federal supply class, 4200, fire fighting, 
rescue, and safety equipment. OCLC 08139819 


82-4822 


D 7.25:4300 

Consolidated federal supply catalog identification list. FSC 
4300. Pumps and compressors microform Basic ed., Nov 80. 
Battle Creek, Mich. : Dept. of Defense, Defense Logistics 
Agency, Defense Logistics Services Center, [1980] 17 mi- 
crofiches ; 11 x 15 cm. Title on cover card: Identification 
list (IL), federal supply group, 4300, pumps and compressors. 
“Army distribution in accordance with DA form 12-21”— 
Cover card. “Replaces FSC 4300 found in publication unit 
30, basic dated October 1978.” @lItem 314-A 1. Defense 
Logistics Services Center (U.S.)— Catalogs. 2. Pumping 
machinery — Catalogs. 3. Compressors — Catalogs« I. De- 
fense Logistics Services Center (U.S.) II. Title: Pumps and 
compressors. III. Title: Identification list (IL), federal supply 
group, 4300, pumps and compressors. OCLC 08139945 


4300. Pumps and compressors microform Basic ed., Oct 81. 
Battle Creek, Mich. : Dept. of Defense, Defense Logistics 
Agency, Defense Logistics Services Center, [1981] 17 mi- 
crofiches ; 11 x 15 cm. Title on cover card: Identification 
list (IL), federal supply group, 4300, pumps and compressors. 
“Army distribution in accordance with DA form 12-21”— 
Cover card. “Supersedes FSC 4300, basic dated November 
1980.” @Item 314-A 1. Defense Logistics Services Center 
(U.S.)— Catalogs. 2. Pumping machinery — Catalogs. 3. 
Compressors — Catalogs. I. Defense Logistics Services 
Center (U.S.) II. Title: Pumps and compressors. III. Title: 
Identification list (IL), federal supply group, 4300, pumps and 
compressors. OCLC 08142498 


82-4824 


D 7.25:4400 


Consolidated federal supply catalog identification list. FSC 


4400. Furnance, steam plant, and drying equipment; and nu- 
clear reactors microform Battle Creek, Mich. : Dept. of De- 
fense, Defense Logistics Agency, Defense Logistics Services 
Center, [1981] 4 microfiches ; 11 x 15 cm. Title on cover 
card: Identification list (IL), federal supply class, 4400, fur- 
nance, steam plant, and drying equipment; and nuclear reac- 
tors. “Army distribution in accordance with DA form 12- 
21”—Cover card. “Supersedes FSC 4400 found in publica- 
tion unit 31, basic dated September 1978.” “Aug 81 basic” — 
Cover card. @Item 314-A 1. Defense Logistics Services 
Center (U.S.)—Catalogs. 2. Furnaces— Catalogs. 3. 
Drying apparatus — Catalogs. 4. Nuclear reactors — Cata- 
logs. 5. Steam power-plants— Electric equipment — Cata- 
logs. I. Defense Logistics Services Center (U.S.) II. Title: 
Furnace, steam plant, and drying equipment; and nuclear re- 
actors. III. Title: Identification list (IL), federal supply class, 
4400, furnance, steam plant, and drying equipment; and nucle- 
ar reactors. OCLC 08173045 


82-4825 


D 7.25:4500 


Consolidated federal supply catalog identification list. FSC 


4500. Plumbing, heating, and sanitation equipment microform 
Basic ed., Aug 80. Battle Creek, Mich. : Dept. of Defense, 
Defense Logistics Agency, Defense Logistics Services Center, 
[1980] 7 microfiches ; 11 x 15 cm. Title on cover card: 
Identification list (IL), federal supply class, 4500, plumbing, 
heating, and sanitation equipment. “Army distribution in ac- 
cordance with DA form 12-21”—Cover card. “Replaces 
FSC 4500 found in publication unit 32, basic dated October 
1978.” @Item 314-A_ 1. Defense Logistics Services Center 
(U.S.) — Catalogs. 2. Plumbing — Equipment and supplies — 
Catalogs. 3. Sanitation— Equipment and supplies — Cata- 
logs. 4. Heating — Equipment and supplies — Catalogs. I. 
Defense Logistics Services Center (U.S.) II. Title: Plumbing, 
heating, and sanitation equipment. III. Title: Identification 
list (IL), federal supply class, 4500, plumbing, heating, and 
sanitation equipment. OCLC 08173005 
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82-4826 


D 7.25:4500/2 


82-4829 


D 7.25:4720/2 


Consolidated federal supply catalog identification list. FSC Consolidated federal supply catalog identification list. FSC 


4500. Plumbing, heating, and sanitation equipment microform 
Battle Creek, Mich. : Dept. of Defense, Defense Logistics 
Agency, Defense Logistics Services Center, [1981] 7 micro- 
fiches ; 11 x 15 cm. Title on cover card: Identification list 
(IL), federal supply class, 4500, plumbing, heating, and sanita- 
tion equipment. “Army distribution in accordance with DA 
form 12-21"—Cover card. “Supersedes FSC 4500, basic 
dated August 1980.” “Aug 81 basic’—Cover card. @lItem 
314-A_ 1. Defense Logistics Services Center (U.S.) — Cata- 
logs. 2. Plumbing — Equipment and supplies — Catalogs. 3. 
Sanitation — Equipment and supplies— Catalogs. 4. Heat- 
ing — Equipment and supplies — Catalogs. I. Defense Logis- 
tics Services Center (U.S.) II. Title: Plumbing, heating, and 
sanitation equipment. III. Title: Identification list (IL), feder- 
al supply class, 4500, plumbing, heating, and sanitation equip- 
ment. OCLC 08143821 


82-4827 


D 7.25:4600 

Consolidated federal supply catalog identification list. FSC 
4600. Water purification and sewage treatment microform 
Basic ed., Oct 80. Battle Creek, Mich. : Dept. of Defense, 
Defense Logistics Agency, Defense Logistics Services Center, 
[1980] 2 microfiches ; 11 x 15 cm. Title on cover card: 
Identification list (IL), federal supply group, 4600, water puri- 
fication and sewage treatment equipment. “Army distribu- 
tion in accordance with DA form 12-21”—Cover card. “Re- 
places FSC 4600 found in publication unit 33, basic dated 
October 1978.” @Item 314-A 1. Defense Logistics Serv- 
ices Center (U.S.)— Catalogs. 2. Water — Purification — 


Equipment and supplies— Catalogs. 3. Sewage disposal 
plants — Equipment and supplies — Catalogs. I. Defense Lo- 
gistics Services Center (U.S.) II. Title: Water purification 
and sewage treatment. III. Title: Identification list (IL), fed- 
eral supply group, 4600, water purification and sewage treat- 
ment equipment. OCLC 08139383 


82-4828 


D 7.25:4720 

Consolidated federal supply catalog identification list. SC 
4720. Hose and tubing, flexible microform Basic ed., July 
1980. Battle Creek, Mich. : Dept. of Defense, Defense Logis- 
tics Agency, Defense Logistics Services Center, [1980] 33 
microfiches ; 11 x 15 cm. Title on cover card: Identification 
list (IL), federal supply class, 4720, hose and tubing, flexible. 
“Army distribution in accordance with DA form 12-21”— 
Cover card. “Replaces FSC 4720 found in publication unit 
34, basic dated April 1979.” @lItem 314-A_ 1. Defense Lo- 
gistics Services Center (U.S.)— Catalogs. 2. Hose — Cata- 
logs. 3. Tubes— Catalogs. I. Defense Logistics Services 
Center (U.S.) II. Title: Hose and tubing, flexible. III. Title: 
Identification list (IL), federal supply class, 4720, hose and 
tubing, flexible. OCLC 08091513 


4720. Hose and tubing, flexible microform Battle Creek, Mich. 
: Dept. of Defense, Defense Logistics Agency, Defense Lo- 
gistics Services Center, [1981] 32 microfiches ; 11 x 15 cm. 
Title on cover card: Identification list (IL), federal supply 
class, 4720, hose and tubing, flexible. “Army distribution in 
accordance with DA form 12-21”—Cover card. “Supersedes 
FSC 4720, basic dated July 1980 and CB dated January 
1981.” @Item 314-A_ 1. Defense Logistics Services Center 
(U.S.) — Catalogs. 2. Hose— Catalogs. 3. Tubes — Cata- 
logs. I. Defense Logistics Services Center (U.S.) II. Title: 
Hose and tubing, flexible. III. Title: Identification list (IL), 
federal supply class, 4720, hose and tubing, flexible. OCLC 
08093562 


82-4830 


D 7.25:4730 


Consolidated federal supply catalog identification list. FSC 


4730. Fittings and specialities; hose, pipe, and tube. Basic ed., 
July 1980. Battle Creek, Mich. : Dept. of Defense, Defense 
Logistics Agency, Defense Logistics Services Center, [1980] 
50 microfiches ; 11 x 15 cm. Title on cover card: Identifica- 
tion list (IL), federal supply class, 4730, fittings and special- 
ities; hose, pipe, and tube. “Army distribution in accordance 
with DA form 12-21”—Cover card. “Replaces FSC 4730 
found in publication unit 35, basic dated April 1979.” @Item 
314-A 1. Defense Logistics Services Center (U.S.) — Cata- 
logs. 2. Pipe-fitting — Catalogs. 3. Hose— Catalogs. 4. 
Tubes — Catalogs. I. Defense Logistics Services Center 
(U.S.) II. Title: Fittings and specialities; hose, pipe, and tube. 
III. Title: Identification list (IL), federal supply class, 4730, 
fittings and specialities; hose, pipe, and tube. OCLC 
08093261 


82-4831 


D 7.25:4810 


Consolidated federal supply catalog identification list. FSC 


4810. Valves, powered microform Basic ed., Feb 81. Battle 
Creek, Mich. : Dept. of Defense, Defense Logistics Agency, 
Defense Logistics Services Center, [1981] 5 microfiches ; 11 
x 15cm. Title on cover card: Identification list (IL), federal 
supply class, 4810, valves, powered. “Army distribution in 
accordance with DA form 12-21”—Cover card. “Supersedes 
FSC 4810 found in publication 36, basic dated April 1978 and 
CB-3 dated January 1979.” @Item 314-A_ 1. Defense Lo- 
gistics Services Center (U.S.) — Catalogs. 2. Valves — Cata- 
logs. I. Defense Logistics Services Center (U.S.) II. Title: 
Valves, powered. III. Title: Identification list (IL), federal 
supply class, 4810, valves, powered. OCLC 08142478 


82-4832 


D 7.25:4820 


Consolidated federal supply catalog identification list. FSC 


4820. Valves, nonpowered microform Basic ed., Feb 81. 
Battle Creek, Mich. : Dept. of Defense, Defense Logistics 
Agency, Defense Logistics Services Center, [1981] 23 mi- 
crofiches ; 11 x 15 cm. Title on cover card: Identification 
list (IL), federal supply class, 4820, valves, nonpowered. 
“Army distribution in accordance with DA form 12-21”— 
Cover card. “Supersedes FSC 4820 found in publication unit 
36, basic dated April 1979 and CB-3 dated January 1979.” 
@ltem 314-A_ 1. Defense Logistics Services Center (U.S.) — 
Catalogs. 2. Valves — Catalogs. I. Defense Logistics Serv- 
ices Center (U.S.) II. Title: Valves, nonpowered. III. Title: 
Identification list (IL), federal supply class, 4820, valves, 
nonpowered. OCLC 08136275 





82-4833 


D 7.25:4910 


Government Publications — April 1982 


D 7.25:4921-27 


Consolidated federal supply catalog identification list. FSC Consolidated federal supply catalog identification list. FSC 


4910. Motor vehicle maintenance and repair shops specialized 
equipment microform Basic ed., Jul 81. Battle Creek, Mich. : 
Dept. of Defense, Defense Logistics Agency, Defense Logis- 
tics Services Center, [1981] 2 microfiches ; 11 x 15 cm. 
Title on cover card: Identification list (IL), federal supply 
class, 4910, motor vehicle maintenance and repair shop spe- 
cialized equipment. “Army distribution in accordance with 
DA form 12-21”—Cover card. “Supersedes FSC 4910, basic 
dated July 1980.” @lItem 314-A_ 1. Defense Logistics Serv- 
ices Center (U.S.)— Catalogs. 2. Motor vehicles — Mainte- 
nance and repair — Catalogs. I. Defense Logistics Services 
Center (U.S.) II. Title: Motor vehicle maintenance and 
repair shops specialized equipment. III. Title: Identification 
list (IL), federal supply class, 4910, motor vehicle mainte- 


nance and repair shop specialized equipment. OCLC 
08139841 


82-4834 


D 7.25:4920 

Consolidated federal supply catalog identification list. FSC 
4920. Aircraft maintenance and repair shop specialized equip- 
ment microform Basic ed., July 1980. Battle Creek, Mich. : 
Dept. of Defense, Defense Logistics Agency, Defense Logis- 
tics Services Center, [1980] 21 microfiches ; 11 x 15 cm. 
Title on cover card: Identification list (IL), federal supply 
class, 4920, aircraft maintenance and repair shop specialized 
equipment. “Army distribution in accordance with DA form 
12-21”—Cover card. “Replaces FSC 4920 found in publica- 
tion unit 37, basic dated September 1978 and CB-1 dated 
December 1978.” @lItem 314-A 1. Defense Logistics Serv- 
ices Center (U.S.)— Catalogs. 2. Airplanes — Equipment 
and supplies — Maintenance and repair — Catalogs. I. De- 
fense Logistics Services Center (U.S.) II. Title: Aircraft 
maintenance and repair shop specialized equipment. III. 
Title: Identification list (IL), federal supply class, 4920, air- 
craft maintenance and repair shop specialized equipment. 
OCLC 08142421 


82-4835 


D 7.25:4920/2 

Consolidated federal supply catalog identification list. FSC 
4920. Aircraft maintenance and repair shop specialized equip- 
ment microform — Basic ed., Jul 81. — Battle Creek, Mich. : 
Dept. of Defense, Defense Logistics Agency, Defense Logis- 
tics Services Center, [1981] 21 microfiches ; 11 x 15 cm. 
Title on cover cara: Identification list (IL), federal supply 
class, 4920, aircraft maintenance and repair shop specialized 
equipment. “Army distribution in accordance with DA form 
12-21"—Cover card. “Supersedes FSC 4920, basic dated 
July 1980 and CB dated January 1981.” @Item 314-A 1. 
Defense Logistics Services Center (U.S.) — Catalogs. 2. Air- 
planes— Equipment and _ supplies— Maintenance and 
repair — Catalogs. I. Defense Logistics Services Center 
(U.S.) II. Title: Aircraft maintenance and repair shop spe- 
cialized equipment. III. Title: Identification list (IL), federal 
supply class, 4920, aircraft maintenance and repair shop spe- 
cialized equipment. OCLC 08136301 


4921, 4923, 4925, 4927. Torpedo maintenance, depth charges 
maintenance checkout specialized equipment microform Basic 
ed., July 1980. Battle Creek, Mich. : Dept. of Defense, De- 
fense Logistics Agency, Defense Logistics Services Center, 
[1980] 3 microfiches ; 11 x 15 cm. Title on cover card: 
Identification list (IL), federal supply class, 4921,torpedo 
maintenance, repair, and checkout specialized equipment, 
4923, depth charges and underwater mines maintenance, 
repair, and checkout specialized equipment, 4925, ammunition 
maintenance, repair , and checkout specialized equipment, 
4927, rocket maintenance, repair, and checkout specialized 
equipment. “Army distribution in accordance with DA form 
12-21”"—Cover card. “Replaces FSC 4921, 4923, 4925, 4927 
found in publication unit 37, basic dated September 1978, and 
CB-1 dated December 1978.” 1. Defense Logistics Services 
Center (U.S.) — Catalogs. 2. Torpedoes — Maintenance and 
repair — Catalogs. 3. Rockets (Aeronautics) — Maintenance 
and repair — Catalogs. 4. Depth charges — Maintenance and 
repair — Catalogs. 5. |Ammunition— Maintenance nd 
repair — Catalogs. I. Defense Logistics Services Center 
(U.S.) II. Title: Torpedo maintenance, depth charges and 
underwater mines, ammunition maintenace and rocket mainte- 
nance checkout specialized equipment. III. Title: Identifica- 
tion list (IL), federal supply class, 4921, torpedo maintenance, 
repair, and checkout specialized equipment... IV. Title: 
Depth charges and underwater mines maintenance, repair, 
and checkout specialized equipment. V. Title: Ammunition 
maintenance, repair, and checkout specialized equipment. 
VI. Title: Rocket maintenance, repair, and checkout special- 
ized equipment. OCLC 08091476 


82-4837 


D 7.25:4921-27/2 


Consolidated federal supply catalog identification list. FSC 


4921, 4923, 4925, 4927. Torpedo maintenance, depth charges 
and underwater mines, ammunication maintenance and rocket 
maintenance checkout specialized equipment microform Basic 
ed., July 1981. Battle Creek, Mich. : Dept. of Defense, De- 
fense Logistics Agency, Defense Logistics Services Center, 
[1981] 3 microfiches ; 11 x 15 cm. Title on cover card: 
Identification list (IL), federal supply class, FSC 4921, torpe- 
do maintenance, repair, and checkout specialized equipment, 
4923, depth charges and underwater mines maintenance, 
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repair, and checkout specialized equipment, 4925, ammunition 
maintenance, repair, and checkout specialized equipment, 
4927, rocket maintenance, repair, and checkout specialized 
equipment. “Army distribution in accordance with DA form 
12-21”—Cover card. “Replaces FSC 4921, 4923, 4925, and 
4927, basic dated July 1980.” @lItem 314-A 1. Defense Lo- 
gistics Services Center (U.S.)— Catalogs. 2. Torpedoes — 
Maintenance and repair — Catalogs. 3. Rockets (Aeronau- 
tics)— Maintenance and _ repair—Catalogs. 4. Depth 
charges — Maintenance and repair — Catalogs. 5. Ammuni- 
tion — Maintenance and repair — Catalogs. I. Defense Lo- 
gistics Services Center (U.S.) II. Title: Torpedo mainte- 
nance, depth charges and underwater mines, ammunition 
maintenance and rocket maintenance checkout specialized 
equipment. III. Title: Identification list (IL), federal supply 
class, 4921, torpedo maintenance, repair, and checkout spe- 
cialized equipment... IV. Title: Depth charges and under- 
water mines maintenance, repair, and checkout specialized 
equipment. V. Title: Ammunition maintenance, repair, and 
checkout specialized equipment. VI. Title: Rocket mainte- 
nance, repair, and checkout specialized equipment. OCLC 
0809 1367 


82-4838 


D 7.25:4931-60/2 

Consolidated federal supply catalog identification list. FSC 
4931, 4933, 4935, 4940, 4960. Fire control, weapons, guided 
missile, miscellaneous and space vehicle maintenance repair 
specialized equipment microform — Basic ed., Jul 81. — Battle 
Creek, Mich. : Dept. of Defense, Defense Logistics Agency, 
Defense Logistics Services Center, [1981] 15 microfiches ; 
11 x 15 cm. Title on cover card: Identification list (IL), 
federal supply class, 4931, fire control maintenance and repair 
shop specialized equipment, 4933, weapons maintenance and 
repair shop specialized equipment, 4935, guided missile main- 
tenance, repair and checkout speciaized equipment, 4940, mis- 
cellaneous maintenance and repair shop specialized equip- 
ment, 4960, space vehicle maintenance, repair, and checkout 
specialized equipment. “Army distribution in accordance 
with DA form 12-21”—Cover card. “Supersedes FSC 4931, 
4933, 4935, 4940, 4960, basic dated July 1980.” @lItem 314-A 
1. Defense Logistics Services Center (U.S.) — Catalogs. 2. 
Fire control (Gunnery) — Equipment — Maintenance and 
repair — Catalogs. 3. Guided missiles Maintenance and 
repair — Catalogs. 4. Space vehicles — Equipment and sup- 
plies — Maintenance and repair — Catalogs. 5. Firearms — 
Maintenance and repair — Catalogs. I. Defense Logistics 
Services Center (U.S.) II. Title: Fire control, weapons, 
guided missile, miscellaneous and space vehicle maintenace 
repair specialized equipment. III. Title: Identification list 
(IL), federal supply class, 4931, fire control maintenance and 
repair shop specialized equipment... IV. Title: Weapons 
maintenance and repair shop specialized equipment. V. Title: 
Guided missile maintenance, repair shop specialized equip- 
ment. VI. Title: Miscellaneous maintenance and repair shop 
specialized equipment. VII. Title: Space vehicle mainte- 
nance, repair, and checkout specialized equipment. OCLC 
08172894 


82-4839 


D 7.25:5110 


Consolidated federal supply catalog identification list. FSC 


5110. Hand tools, edged, nonpowered microform Battle 
Creek, Mich. : Dept. of Defense, Defense Logistics Agency, 
Defense Logistics Services Center, [1980] 2 microfiches ; 11 
x 15cm. Title on cover card: Identification list (IL), federal 
supply class, 5110, hand tools, edged, nonpowered. “Army 
distribution in accordance with DA form 12-21”—Cover 
card. “Supersedes FSC 5110, found in publication unit 38, 
basic dated January 1979.” “Basic, Dec 1980”—Cover card. 
@ltem 314-A 1. Defense Logistics Services Center (U.S.) — 
Catalogs. 2. Tools — Catalogs. I. Defense Logistics Serv- 
ices Center (U.S.) II. Title: Hand tools, edged, nonpowered. 
III. Title: Identification list (IL), federal supply class, 5110, 
hand tools, edged, nonpowered. OCLC 08172779 


82-4840 


D 7.25:5120 


Consolidated federal supply catalog identification list. FSC 


5120. Hand tools, nonedged, nonpowered microform Battle 
Creek, Mich. : Dept. of Defense, Defense Logistics Agency, 
Defense Logistics Services Center, [1980] 13 microfiches ; 
11 x 15 cm. Title on cover card: Identification list (IL), 
federal supply class, 5120, hand tools, nonedged, nonpowered. 
“Army distribution in accordance with DA form 12-21”— 
Cover card. “Supersedes FSC 5120 found in publication unit 
38, basic dated January 1979.” “Basic, Dec 1980”—Cover 
card. @lItem 314-A 1. Defense Logistics Services Center 
(U.S.) — Catalogs. 2. Power tools — Catalogs. I. Defense 
Logistics Services Center (U.S.) II. Title: Hand tools, non- 
edged, nonpowered. III. Title: Identification list (IL), feder- 
al supply class, 5120, hand tools, nonedged, nonpowered. 
OCLC 08173150 


82-4841 


D 7.25:5130 


Consolidated federal supply catalog identification list. FSC 


5130. Hand tools, power driven microform Battle Creek, 
Mich. : Dept. of Defense, Defense Logistics Agency, Defense 
Logistics Services Center, [1980] 3 microfiches ; 11 x 15 cm. 
Title on cover card: Identification list (IL), federal supply 
class, 5130, hands tools, power driven. “Army distribution in 
accordance with DA form 12-21”—Cover card. “Supersedes 
FSC 5130 found in publication unit 38, basic dated January 
1979.” “Basic, Dec 1980”—Cover card. @Item 314-A 1. 
Defense Logistics Services Center (U.S.)— Catalogs. 2. 
Power tools — Catalogs. I. Defense Logistics Services 
Center (U.S.) II. Title: Hand tools, power driven. III. 
Title: Identification list (IL), federal supply class, 5130, hand 
tools, power driven. OCLC 08173187 
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82-4846 


D 7.25:5305/2 


Consolidated federal supply catalog identification list. FSC Consolidated federal supply catalog identification list. FSC 


5133. Drill bits, counterbores, and countersinks microform : 
hand and machine. Battle Creek, Mich. : Dept. of Defense, 
Defense Logistics Agency, Defense Logistics Services Center, 
[1980] 3 microfiches ; 11 x 15 cm. Title on cover card: 
Identification list (IL), federal supply class, 5133, drill bits, 
counterbores, and countersinks: hand and machine. “Army 
distribution in accordance with DA form 12-21”—Cover 
card. “Supersedes FSC 5133, found in publication unit 38, 
basic dated January 1979.” “Basic, Dec 1980”—Cover card. 
@ltem 314-A 1. Defense Logistics Services Center (U.S.) — 
Catalogs. 2. Bits (Drilling and boring)— Catalogs. I. De- 
fense Logistics Services Center (U.S.) II. Title: Drill bits, 
counterbores, and countersinks. III. Title: Identification list 
(IL), federal supply class, 5133, drill bits, counterbores, and 
countersinks: hand and machine. OCLC 08173383 


82-4843 


D 7.25:5136 

Consolidated federal supply catalog identification list. FSC 
5136. Taps, dies, and collets microform : hand and machine. 
Battle Creek, Mich. : Dept. of Defense, Defense Logistics 
Agency, Defense Logistics Services Center, [1980] 3 micro- 
fiches ; 11 x 15 cm. Title on cover card: Identification list 
(IL), federal supply class, 5136, taps, dies, and collets: hand 
and machine. “Army distribution in accordance with DA 
form 12-21”—Cover card. “Supersedes FSC 5136 found in 
publication unit 38, basic dated January 1979.” “Basic, Dec 
1980”—Cover card. @Item 314-A 1. Defense Logistics 
Services Center (U:S.) — Catalogs. 2. Taps and dies — Cata- 
logs. 3. Collets— Catalogs. I. Defense Logistics Services 
Center (U.S.) II. Title: Taps, dies, and collets. III. Title: 
Identification list (IL), federal supply class, 5136, taps, dies, 
and collets: hand and machine. OCLC 08172836 


82-4844 


D 7.25:5200 

Consolidated federal supply catalog identification list. FSC 
5200. Measuring tools microform Basic ed., Oct 80. Battle 
Creek, Mich. : Dept. of Defense, Defense Logistics Agency, 
Defense Logistics Services Center, [1980] 3 microfiches ; 11 
x 15cm. Title on cover card: Identification list (IL), federal 
supply class, 5200, measuring tools. “Army distribution in 
accordance with DA form 12-21”—Cover card. “Replaces 
FSC 5200 found in publication unit 39, basic dated October 
1978.” @lItem 314-A 1. Defense Logistics Services Center 
(U.S.) — Catalogs. 2. Measuring instruments — Catalogs. I. 
Defense Logistics Services Center (U.S.) II. Title: Measur- 
ing tools. III. Title: Identification list (IL), federal supply 
class, 5200, measuring tools. OCLC 08173400 


82-4845 


D 7.25:5305 

Consolidated federal supply catalog identification list. FSC 
5305. Screws microform Battle Creek, Mich. : Dept. of De- 
fense, Defense Logistics Agency, Defense Logistics Services 
Center, [1981] 67 microfiches ; 11 x 15 cm. Title on cover 
card: Identification list (IL), federal supply class, 5305, 
screws. “Army distribution in accordance with DA form 12- 
21”"—Cover card. “Supersedes FSC 5305, basic dated Janu- 
ary 1980.” “Basic, Jan 81"—Cover card. @Item 314-A 1. 
Defense Logistics Services Center (U.S.)— Catalogs. 2. 
Screws — Catalogs. I. Defense Logistics Services Center 
(U.S.) IL. Title: Screws. III. Title: Identification list (IL), 
federal supply class, 5305, screws. OCLC 08173090 


5305. Screws microform Battle Creek, Mich. : Dept. of De- 
fense, Defense Logistics Agency, Defense Logistics Services 
Center, [1981] 5 microfiches ; 11 x 15 cm. Title on cover 
card: Identification list (IL), federal supply class, 5305, 
screws. “Army distribution in accordance with DA form 12- 
21”—Cover card. “Supplements FSC 5305, basic dated Jan- 
uary 1981.” “Change bulletin.” “CB-1, Jul 81”— Cover 
card. @lItem 314-A 1. Defense Logistics Services Center 
(U.S.) — Catalogs. 2. Screws— Catalogs. I. Defense Logis- 
tics Services Center (U.S.) II. Title: Screws. III. Title: 
Identification list (IL), federal supply class, 5305, screws. 
OCLC 08173072 


82-4847 


D 7.25:5306 


Consolidated federal supply catalog identification list. FSC 


5306. Bolts microform Battle Creek, Mich. : Dept. of Defense, 
Defense Logistics Agency, Defense Logistics Services Center, 
[1980] 3 microfiches ; 11 x 15 cm. Title on cover card: 
Identification list (IL), federal supply class, 5306, bolts. 
“Army distribution in accordance with DA form 12-21”— 
Cover card. “Supplements FSC 5306, basic edition dated 
March 1980.” “Change bulletin, Sep 80”—Cover card. 
@ltem 314-A 1. Defense Logistics Services Center (U.S.) — 
Catalogs. 2. Bolts and nuts— Catalogs. I. Defense Logis- 
tics Services Center (U.S.) II. Title: Bolts. III. Title: Iden- 
tification list (IL), federal supply class, 5306, bolts. OCLC 
08172939 


82-4848 


D 7.25:5306/2 


Consolidated federal supply catalog identification list. FSC 


5306. Bolts microform Basic ed., Mar 81. Battle Creek, Mich. 
: Dept. of Defense, Defense Logistics Agency, Defense Lo- 
gistics Services Center, [1981] 45 microfiches ; 11 x 15 cm. 
Title on cover card: Identification list (IL), federal supply 
class, 5306, bolts. “Army distribution in accordance with 
DA form 12-21”—Cover card. “Supersedes FSC 5306, basic 
dated March 1980 and CB-1 dated September 1980.” @Item 
314-A_ 1. Defense Logistics Services Center (U.S.) — Cata- 
logs. 2. Bolts and nuts— Catalogs. I. Defense Logistics 
Services Center (U.S.) II. Title: Bolts. III. Title: Identifica- 
tion list (IL), federal supply class, 5306, bolts. OCLC 
08172913 


82-4849 


D 7.25:5307 


Consolidated federal supply catalog identification list. FSC 


5307. Studs microfichm — Basic ed., Mar 81. — Battle Creek, 
Mich. : Dept. of Defense, Defense Logistics Agency, Defense 
Logistics Services Center, [1981] 8 microfiches ; 11 x 15 cm. 
Title on cover card: Identification list (IL), federal supply 
class, 5307, studs. “Army distribution in accordance with 
DA form 12-21”—Cover card. “Supersedes FSC 5307, basic 
dated March 1980.” @lItem 314-A 1. Defense Logistics 
Services Center (U.S.)— Catalogs. 2. Fasteners — Catalogs. 
I. Defense Logistics Services Center (U.S.) II. Title: Studs. 
III. Title: Identification list (IL), federal supply class, 5307, 
studs. OCLC 08172881 





Defense Logistics Agency — Cameron Station 

82-4850 82-4854 

D 7.25:5310 D 7.25:5325 

Consolidated federal supply catalog identification list. FSC Consolidated federal supply catalog identification list. FSC 
5310. Nuts and washers microform Basic ed., Mar 81. Battle 5325. Fastening devices microform Basic ed., Feb 81. Battle 
Creek, Mich. : Dept. of Defense, Defense Logistics Agency, Creek, Mich. : Dept. of Defense, Defense Logistics Agency, 
Defense Logistics Services Center, [1981] 44 microfiches ; Defense Logistics Services Center, [1981] 9 microfiches ; 11 
11 x 15 cm. Title on cover card: Identification list (IL), x 15cm. Title on cover card: Identification list (IL), federal 
federal supply class, 5310, nuts & washers. “Army distribu- supply class, 5325, fastening devices. “Army distribution in 


tion in accordance with DA form 12-21”—Cover card. “Su- : ” “ 
; S accordance with DA form 12-21”—Cover card. “Super- 
persedes FSC 5310, basic dated March 1980.” @lItem 314-A cedes FSC 5325, basic dated February 1980.” “Basic Sep 


1. Defense Logistics Services Center (U.S.)— Catalogs. 2. - oe 
Bolts and nuts—Catalogs. 3. Washers (for bolts and es =; ot hte ‘ce pe ree Serv- 
screws) — Catalogs. I. Defense Logistics Services Center ices Center (U.S.)— Catalogs. 2. Fasteners — Catalogs. I. 
(U.S.) Il. Title: Nuts and washers. III. Title: Identification Defense Logistics Services Center (U.S.) Il. Title. Ill. 
list (IL), federal supply class, 5310, nuts & washers. OCLC Title: Fastening devices. IV. Title: Identification list (IL), 
08172999 federal supply class, 5325, fastening devices. OCLC 
08091176 
82-4851 
D 7.25:5315 82-4855 
Consolidated federal supply catalog identification list. FSC 
5315. Nails, keys, and pins microform Battle Creek, Mich. : 


D 7.25:5330/2 
Consolidated federal supply catalog identification list. FSC 


Dept. of Defense, Defense Logistics Agency, Defense Logis- 
tics Services Center, [1980] 4 microfiches ; 11 x 15 cm. 
Title on cover card: Identification list (IL), federal supply 
class, 5315, nails, keys, and pins. “Army distribution in ac- 
cordance with DA form 12-21”—Cover card. “Supplements 
FSC 5315, basic edition dated February 1980.” “Change bul- 
letin 1.” “Aug 80”—Cover card. @lItem 314-A 1. De- 
fense Logistics Services Center (U.S.)— Catalogs. 2. Pins 
(Engineering) — Catalogs. 3. Bolts and nuts— Catalogs. 4. 
Keys and keyways (Machinery) — Catalogs. I. Defense Lo- 
gistics Services Center (U.S.) II. Title: Nails, keys, and pins. 
III. Title: Identification list (IL), federal supply class, 5315, 
nails, keys, and pins. OCLC 08172985 


82-4852 
D 7.25:5315/2 

Consolidated federal supply catalog identification list. FSC 
5315. Nails, keys, and pins microform Basic ed., Feb 81. 
Battle Creek, Mich. : Dept. of Defense, Defense Logistics 
Agency, Defense Logistics Services Center, [1981] 31 mi- 
crofiches ; 11 x 15 cm. Title on cover card: Identification 
list (IL), federal supply class, 5315, nails, keys, and pins. 
“Army distribution in accordance with DA form 12-21”— 
Cover card. “Supersedes FSC 5315, basic dated February 
1980 and CB-1 dated August 1980.” @lItem 314-A 1. De- 
fense Logistics Services Center (U.S.)— Catalogs. 2. Pins 
(Engineering) — Catalogs. 3. Bolts and nuts— Catalogs. 4. 
Keys and keyways (Machinery) — Catalogs. I. Defense Lo- 
gistics Services Center (U.S.) II. Title: Nails, keys, and pins. 
III. Title: Identification list (IL), federal supply class, 5315, 
nails, keys, and pins. OCLC 08161326 


82-4853 
D 7.25:5320 

Consolidated federal supply catalog identification list. FSC 
5320. Rivets microform Basic ed., Feb 81. Battle Creek, Mich. 
: Dept. of Defense, Defense Logistics Agency, Defense Lo- 
gistics Services Center, [1981] 20 microfiches ; 11 x 15 cm. 
Title on cover card: Identification list (IL), federal supply 
class, 5320, rivets. “Army distribution in accordance with 
DA form 12-21”—Cover card. “Supersedes FSC 5320, basic 
dated February 1980.” @lItem 314-A 1. Defense Logistics 
Services Center (U.S.) 2. Rivets and riveting — Catalogs. I. 
Defense Logistics Services Center (U.S.) II. Title: Rivets. 
III. Title: Identification list (IL), federal supply class, 5320, 
rivets. OCLC 08172869 


Page 66 


5330. Packing and gasket materials microform Basic ed., Apr 
81. Battle Creek, Mich. : Dept. of Defense, Defense Logistics 
Agency, Defense Logistics Services Center, [1981] 68 mi- 
crofiches ; 11 x 15 cm. Title on cover card: Identificatior 
list (IL), federal supply class, 5330, packing and gasket materi- 
als. “Army distribution in accordance with DA form 12- 
21”—Cover card. “Supersedes FSC 5330, basic dated April 
1980 & CB-1 dated October 1980.” @lItem 314-A 1. De- 
fense Logistics Services Center (U.S.)— Catalogs. 2. Gas- 
kets — Catalogs. 3. Packing (Mechanical engineering) — 
Catalogs. I. Defense Logistics Services Center (U.S.) II. 
Title: Packing and gasket materials. III. Title: Identification 
list (IL), federal supply class, 5330, packing and gasket materi- 
als. OCLC 08093629 


82-4856 


D 7.25:5335/40 


Consolidated federal supply catalog identification list. FSC 


5335, 5340. Metal screening : miscellaneous hardware micro- 
form Basic ed., Jun 80. Battle Creek, Mich. : Dept. of De- 
fense, Defense Logistics Agency, Defense Logistics Services 
Center, [1980] 63 microfiches ; 11 x 15 cm. Title on cover 
card: Identification list (IL), federal supply class, 5335, metal 
screening, 5340, miscellaneous hardware. “Army distribution 
in accordance with DA form 12-21”—-Cover card. “Re- 
places FSC 5335 found in publication unit 44 and FSC 5340 
found in publication unit 45, basic dated September 1978, and 
CB-1 dated December 1978.” @lItem 314-A 1. Defense Lo- 
gistics Services Center (U.S.)—Catalogs. 2. Screens — 
Catalogs. 3. Hardware —Catalogs. I. Defense Logistics 
Services Center (U.S.) Ii. Title: Metal screening; miscella- 
neous hardware. III. Title: Identification list (IL), federal 
supply class, 5335, metal screening, 5340, miscellaneous hard- 
ware. IV. Title: Miscellaneous hardware. OCLC 08093541 





82-4857 


D 7.25:5360 


Government Publications — April 1982 


D 7.25:5805 


Consolidated federal supply catalog identification list. FSC Consolidated federal supply catalog identification list. FSC 


5360. Coil, flat, and wire springs microform Basic ed., Jun 80. 
Battle Creek, Mich. : Dept. of Defense, Defense isti 
Agency, Defense Logistics Services Center, [1980] 50 mi- 
crofiches ; 11 x 15 cm. Title on cover card: Identification 
list (IL), federal supply class, 5360, coil, flat, and wire springs. 
“Army distribution in accordance with DA form 12-21”— 
Cover card. “Replaces FSC 5360 found in publication unit 
46 dated September 1978, and CB-1 dated December 1978.” 
@ltem 314-A_ 1. Defense Logistics Services Center (U.S.) — 
Catalogs. 2. Electric coils — Catalogs. 3. Wire screens — 
Catalogs. I. Defense Logistics Services Center (U.S.) II. 
Title: Coil, flat, and wipe springs. III. Title: Identification 
list (IL), federal supply class, 5360, coil, flat, and wire springs. 
OCLC 08093524 


82-4858 


D 7.25:5360/2 

Consolidated federal supply catalog identification list. FSC 
5360. Coil, flat, and wire springs microform Basic ed., Jun 81. 
Battle Creek, Mich. : Dept. of Defense, Defense Logistics 
Agency, Defense Logistics Services Center, [1981] 35 mi- 
crofiches ; 11 x 15 cm. Title on cover card: Identification 
list (IL), federal supply class, FSC 5360. coil, flat, and wire 
springs. “Army distribution in accordance with DA form 
12-21"—Cover card. “Supersedes FSC 5360, basic June 
1980.” @Item 314-A 1. Defense Logistics Services Center 
(U.S.) — Catalogs. 2. Electric coils — Catalogs. 3. Wire 
screens — Catalogs. I. Defense Logistics Services Center 
(U.S.) IL. Title: Coil, flat, and wire springs. III. Title: Iden- 
tification list (IL), federal supply class, FSC 5360, coil, flat, 
and wire springs. OCLC 08093660 


82-4859 


D 7.25:5400 

Consolidated federal supply catalog identification list. FSC 
5400. Prefabricated structures and scaffolding microform 
Battle Creek, Mich. : Dept. of Defense, Defense Logistics 
Agency, Defense Logistics Services Center, [1981] 3 micro- 
fiches ; 11 x 15 cm. Title on cover card: Identification list 
(IL), federal supply class, 5400, prefabricated structures and 
scaffolding. “Army distribution in accordance with DA 
form 12-21”—Cover card. “Supercedes FSC 5400, basic 
dated November 1980.” “Basic Sep 81”—Cover card. 
@ltem 314-A 1. Defense Logistics Services Center (U.S.) — 
Catalogs. 2. Buildings, Prefabricated — Catalogs. 3. Scaf- 
folding — Catalogs. I. Defense Logistics Services Center 
(U.S.) II. Title. III. Title: Prefabricated structures and scaf- 
folding. IV. Title: Identification list (IL), federal supply 
class, 5400, prefabricated structures and scaffolding. OCLC 
08093288 


82-4860 


D 7.25:5600 

Consolidated federal supply catalog identification list. FSC 
5600. Construction and building materials microform Basic 
ed., Nov 80. Battle Creek, Mich. : Dept. of Defense, Defense 
Logistics Agency, Defense Logistics Services Center, [1980] 
3 microfiches ; 11 x 15 cm. Title on cover card: Identifica- 
tion list (IL), federal supply group, 5600, construction and 
building materials. “Army distribution in accordance with 
DA form 12-21”—Cover card. “Replaces FSC 5600 found 
in publication unit 49, basic dated November 1978.” @Item 
314-A_ 1. Defense Logistics Services Center (U.S.) — Cata- 
logs. 2. Building materials — Catalogs. I. Defense Logistics 
Services Center (U.S.) II. Title. III. Title: Construction 
and building materials. IV. Title: Identification list (IL), fed- 
eral supply group, 5600, construct ion and building materials. 
OCLC 08093280 


5805. Telephone and telegraph equipment microform Basic 
ed., Feb 81. Battle Creek, Mich. : Dept. of Defense, Defense 
Logistics Agency, Defense Logistics Services Center, [1981] 
5 microfiches ; 11 x 15 cm. Title on cover card: Identifica- 
tion list (IL), federal supply class, 5805, telephone and tele- 
graph equipment. “Army distribution in accordance with 
DA form 12-21”—Cover card. “Supercedes FSC 5805, basic 
dated February 1980.” @lItem 314-A 1. Defense Logistics 
Services Center (U.S.) — Catalogs. 2. Telephone — Appara- 
tus and supplies — Catalogs. 3. Telegraph — Apparatus and 
supplies — Catalogs. I. Defense Logistics Services Center 
(U.S.) II. Title. III. Title: Telephone and telegraph equip- 
ment. IV. Title: Identification list (IL), federal supply class, 
5805, telephone and telegraph equipment. OCLC 08093365 


82-4862 


D 7.25:5820 


Consolidated federal supply catalog identification list. FSC 


5820. Radio and television communication equipment, except 
airborne microform Basic ed., Feb 81. Battle Creek, Mich. : 
Dept. of Defense, Defense Logistics Agency, Defense Logis- 
tics Services Center, [1981] 10 microfiches ; 11 x 15 cm. 
Title on cover card: Identification list (IL), federal supply 
class, 5820, radio and television communication equipment, 
except airborne. “Army distribution in accordance with DA 
form 12-21”"—Cover card. “Supercedes FSC 5820, basic 
dated February 1980.” @lItem 314-A 1. Defense Logistics 
Services Center (U.S.)— Catalogs. 2. Radio— Apparatus 
and supplies — Catalogs. 3. Television — Apparatus and sup- 
plies — Catalogs. 4. Telecommunication— Apparatus and 
supplies — Catalogs. I. Defense Logistics Services Center 
(U.S.) II. Title. III. Title: Radio and television communica- 
tion equipment, except airborne. IV. Title: Identification list 
(IL), federal supply class, 5820, radio and television communi- 
cation equipment, except airborne. OCLC 08093350 


82-4863 


D 7.25:5821 


Consolidated federal supply catalog identification list. FSC 


5821. Radio and television communication equipment, air- 
borne microform Basic ed., Feb 81. Battle Creek, Mich. : 
Dept. of Defense, Defense Logistics Agency, Defense Logis- 
tics Services Center, [1981] 4 microfiches ; 11 x 15 cm. 
Title on cover card: Identification list (IL), federal supply 
class, 5821, radio and television communication equipment, 
airborne. “Army distribution in accordance with DA form 
12-21”"—Cover card. “Supersedes FSC 5821, basic dated 
February 1980.” @lItem 314-A_ 1. Defense Logistics Serv- 
ices Center (U.S.)— Catalogs. 2. Radio— Apparatus and 
supplies — Catalogs. 3. Television— Apparatus and sup- 
plies — Catalogs. 4. Telecommunication— Apparatus and 
supplies — Catalogs. I. Defense Logistics Services Center 
(U.S.) II. Title: Radio .and television communication equip- 
ment, airborne. III. Title: Identification list (IL), federal 
supply class, 5821, radio and television communication equip- 
ment, airborne. OCLC 08139421 





Defense Logistics Agency — Cameron Station 


82-4864 82-4867 

D 7.25:5826 

Consolidated federal supply catalog identification list. FSC 
5826. Radio navigation equipment, airborne microform Battle 
Creek, Mich. : Dept. of Defense, Defense Logistics Agency, 
Defense Logistics Services Center, [1981] 3 microfiches ; 11 
x 15cm. Title on cover card: Identification list (IL), federal 
supply class, 5826, radio navigation equipment, airborne. 
“Army distribution in accordance with DA form 12-21”— 
Cover card. “Supercedes FSC 5826 found in publication 
unit 52, basic dated October 1978 and CB-1 dated January 
1979.” “Basic, Jan 81”—Cover card. @lItem 314-A 1. De- 
fense Logistics Services Center (U.S.) — Catalogs. 2. Radio 
in navigation — Equipmett and supplies — Catalogs. I. De- 
fense Logistics Services Center (U.S.) II. Title. III. Title: 
Radio navigation equipment, airborne. IV. Title: Identifica- 
tion list (IL), federal supply class, 5826, radio navigation 
equipment, airborne. OCLC 08093376 


D 7.25:5840 

Consolidated federal supply catalog identification, list. FSC 
5840. Radar equipment, except airborne microform Basic ed., 
May 81. Battle Creek, Mich. : Dept. of Defense, Defense 
Logistics Agency, Defense Logistics Services Center, [1981] 
11 microfiches ; 11 x 15 cm. Title on cover card: Identifica- 
tion list (IL), federal supply class, 5840, radar equipment, 
except airborne. “Army distribution in accordance with DA 
form 12-21”"—Cover card. “Supersedes FSC 5840 found in 
publication unit 53, basic dated October 1978 and CB-1 dated 
January 1979.” @Item 314-A 1. Defense Logistics Services 
Center (U.S.)— Catalogs. 2. Radar— Equipment and sup- 
plies — Catalogs. I. Defense Logistics Services Center (U.S.) 
Il. Title. III. Title: Radar equipment, except airborne. IV. 
Title: Identification list (IL), federal supply class, 5840, radar 
equipment, except airborne. OCLC 08093319 


82-4868 
82-4865 D 7.25:5841 
Consolidated federal supply catalog identification list. FSC 


5841. Radar equipment, airborne microform Basic ed., May 


D 7.25:5830/2 
Consolidated federal supply catalog identification list. FSC 


5830. Intercommunication and public address sytems, except 
airborne microform Battle Creek, Mich. : Dept. of Defense, 
Defense Logistics Agency, Defense Logistics Services Center, 
[1981] 2 microfiches ; 11 x 15 cm. Title on cover card: 
Identification list (IL), federal supply class, 5830, intercommu- 
nication and public address systems, except airborne. 
“Change bulletin.” “Army distribution in accordance with 
DA form 12-21”—Cover card. “Supplements FSC 5830, 
basic dated January 1981.” “CB-1, Jul 81”—Cover card. 
@ltem 314-A 1. Defense Logistics Services Center (U.S.) — 
Catalogs. 2. Intercommunication systems — Catalogs. 3. 
Public address systems— Catalogs. I. Defense Logistics 
Services Center (U.S.) II. Title. III. Title: Intercommunica- 
tion and public address systems, except airborne. IV. Title: 
Identification list (IL), federal supply class, 5830, intercommu- 


nication and public address systems, except airborne. OCLC 
08093392 


82-4866 


D 7.25:5835/2 

Consolidated federal supply catalog identification list. FSC 
5835. Sound recording and reproducing equipment microform 
Battle Creek, Mich. : Dept. of Defense, Defense Logistics 
Agency, Defense Logistics Services Center, [1981] 2 micro- 
fiches ; 11 x 15 cm. Title on cover card: Identification list 
(IL), federal supply class, 5835, sound recording and repro- 
ducing equipment. “Change bulletin.” “Army distribution 
in accordance with DA form 12-21”—Cover card. “Supple- 
ments FSC 5835, basic dated January 1981.” “CB-1, Jul 
81”—Cover card. @Item 314-A_ 1. Defense Logistics Serv- 
ices Center (U.S.)— Catalogs. 2. Sound — Recording and 
reproducing — Equipment and supplies — Catalogs. I. De- 
fense Logistics Services Center (U.S.) II. Title. III. Title: 
Sound recording and reproducing equipment. IV. Title: 
Identification list (IL), federal supply class, 5835, sound re- 
cording, and reproducing equipment. OCLC 08093413 


81. Battle Creek, Mich. : Dept. of Defense, Defense Logistics 
Agency, Defense Logistics Services Center, [1981] 5 micro- 
fiches ; 11 x 15 cm. Title on cover card: Identification list 
(IL), federal supply class, 5841, radar equipment, airborne. 
“Army distribution in accordance with DA form 12-21”— 
Cover card. “Supersedes FSC 5841 found in publication unit 
53, basic dated October 1978 and CB-1 dated January 1979.” 
@ltem 314-A 1. Defense Logistics Services Center (U.S.) — 
Catalogs. 2. Airplanes— Radar equipment — Catalogs. I. 
Defense Logistics Services Center (U.S.) II. Title. III. 
Title: Radar equipment, airborne. IV. Title: Identification 
list (IL), federal supply class, 5841, radar equipment, airborne. 
OCLC 08093333 


82-4869 


D 7.25:5950 


Consolidated federal supply catalog identification list. FSC 


5950. Coils and transformers microform Basic ed., Oct 80. 
Battle Creek, Mich. : Dept. of Defense, Defense Logistics 
Agency, Defense Logistics Services Center, [1980] 66 mi- 
crofiches ; 11 x 15 cm. Title on cover card: Identification 
list (IL), federal supply class, FSC 5950, coils and transform- 
ers. “Army distribution in accordance with DA form 12- 
21”—Cover card. “Replaces FSC 5950 found in publication 
unit 61, basic dated August 1978, and CB-2 dated February 
1979.” @Item 314-A_ 1. Defense Logistics Services Center 
(U.S.) — Catalogs. 2. Electric transformers — Catalogs. 3. 
Electric coils — Catalogs. I. Defense Logistics Services 
Center (U.S.) II. Title: Coils and transformers. III. Title: 
Identification list (IL), federal supply class, 5950, coils and 
transformers. OCLC 08173272 





Government Publications — April 1982 


82-4870 82-4874 

D 7.25:5955 D 7.25:1610, 15, 20, 30 

Consolidated federal supply catalog identification list. FSC Consolidated federal supply catalog identification list. FSC 
5955. Piezoelectric crystals microform Basic ed., Sep 80. 


Battle Creek, Mich. : Dept. of Defense, Defense Logistics 
Agency, Defense Logistics Services Center, [1980] 42 mi- 
crofiches ; 11 x 15 cm. Title on cover card: Identification 
list (IL), federal supply class, 5955, piezoelectric crystals. 
“Army distribution in accordance with DA form 12-21”— 
Cover card. “Replaces FSC 5955 found in publication unit 
62, basic dated August 1979.” @Item 314-A 1. Defense 
Logistics Services Center (U.S.) — Catalogs. 2. Piezoelectric 
materials — Catalogs. I. Defense Logistics Services Center 
(U.S.) II. Title: Piezoelectric crystals. III. Title: Identifica- 
tion list (IL), federal supply class, 5955, piezoelectric crystals. 
OCLC 08173259 


82-4871 


D 7.25:5960 

Consolidated federal supply catalog identification list. FSC 
5960. Electron tubes and associated hardware microform 
Basic ed., Sep 80. Battle Creek, Mich. : Dept. of Defense, 
Defense Logistics Agency, Defense Logistics Services Center, 
[1980] 4 microfiches ; 11 x 15 cm. Title on cover card: 
Identification list (IL), federal supply class, 5960, electron 
tubes and associated hardware. “Army distribution in ac- 
cordance with DA form 12-21”—Cover card. “Replaces 
FSC 5960 found in publication unit 62, basic dated August 
1979.” @Item 314-A_ 1. Defense Logistics Services Center 
(U.S.) — Catalogs. 2. Electron tubes— Catalogs. I. De- 
fense Logistics Services Center (U.S.) II. Title: Electron 
tubes and associated hardware. III. Title: Identification list 
(IL), federal supply class, 5960, electron tubes and associated 
hardware. OCLC 08093465 


82-4872 


D 7.25:5962 

Consolidated federal supply catalog identification list. FSC 
5962. Microcircuits, electronic microform Basic ed., Sep 80. 
Battle Creek, Mich. : Dept. of Defense, Defense Logistics 
Agency, Defense Logistics Services Center, [1980] 15 mi- 
crofiches ; 11 x 15 cm. Title on cover card: Identification 
list (IL), federal supply class, 5962, microcircuits, electronic. 
“Army distribution in accordance with DA form 12-21”— 
Cover card. “Replaces FSC 5962 found publication unit 62, 
basic dated August 1979.” @Item 314-A 1. Defense Logis- 
tics Services Center (U.S.)— Catalogs. 2. Electronic cir- 
cuits — Catalogs. I. Defense Logistics Services Center (U.S.) 
II. Title: Microcircuits, electronic. III. Title: Identification 
list (IL), federal supply class, 5962, microcircuits, electronic. 
OCLC 08093473 


82-4873 


D 7.25:5962/2 

Consolidated federal supply catalog identification list. FSC 
5962. Microcircuits, electronic microform Battle Creek, Mich. 
: Dept. of Defense, Defense Logistics Agency, Defense Lo- 
gistics Services Center, [1981] 19 microfiches ; 11 x 15 cm. 
Title on cover card: Identification list (IL), federal supply 
class, 5962, microcircuits, electronic. “Army distribution in 
accordance with DA form 12-21”—Cover card. “Supersedes 
FSC 5962, basic dated September 1980 and CB dated March 
1981.” “Basic Sep 81”—Cover card. @lItem 314-A_ 1. De- 
fense Logistics Services Center (U.S.) — Catalogs. 2. Elec- 
tronic circuits — Catalogs. I. Defense Logistics Services 
Center (U.S.) II. Title: Microcircuits, electronic. III. Title: 
Identification list (IL), federal supply class, 5962, microcir- 
cuits, electronic. OCLC 08136331 


1610, 1615, 1620, 1630. Aircraft components and accessories 
microform. Basic ed., Jun 81. Battle Creek, Mich. : Dept. of 
Defense, Defense Logistics Agency, Defense Logistics Serv- 
ices Center, [1981] 5 microfiches ; 11 x 15 cm. Title on 
cover card: Identification list (IL), federal supply class, FSC 
1610, aircraft propellers, FSC 1615, helicopter rotor blades, 
drive mechanisms and components, FSC 1620, aircraft land- 
ing gear components, FSC 1630, aircraft wheel and brake 
systems. “Army distribution in accordance with DA form 
12-21”"—Cover card. “Supersedes FSC 1610, 1615, 1620, 
1630 found in publication unit 6, basic dates January 1979.” 
@ltem 314-A 1. Defense Logistics Services Center (U.S.) — 
Catalogs. 2. Aeronautical instruments — Catalogs. I. De- 
fense Logistics Services Center (U.S.) II. Title: Aircraft 
components and accessories. III. Title: Identification list 
(IL), Federal supply class, FSC 1610, aircraft propellers, FSC 
1615, helicopter rotor blades, drive mechanisms and compo- 
nents, FSC 1620, aircraft landing gear components, FSC 1630, 
aircraft wheel and brake systems. OCLC 08091308 


82-4875 


D 7.25:5140, 5180 


Consolidated federal supply catalog identification list. FSC 


5140, 5180. Tool and hardware boxes microform : sets, kits, 
and outfits of hand tools. Battle Creek, Mich. : Dept. of 
Defense, Defense Logistics Agency, Defense Logistics Serv- 
ices Center, [1980] 2 microfiches ; 11 x 15 cm. Title on 
cover card: Identification list (IL), federal supply class, 5140, 
tool and hardware boxes, 5180, sets, kits, and outfits of hand 
tools. “Army distribution in accordance with DA form 12- 
21”—Cover card. “Supersedes FSC 5140, and FSC 5180 
found in publication unit 38, basic dated January 1979.” 
“Basic, Dec 1980”—Cover card. @Item 314-A 1. Defense 
Logistics Services Center (U.S.)— Catalogs. 2. Tools — 
Catalogs. 3. Hardware — Catalogs. I. Defense Logistics 
Services Center (U.S.) II. Title: Tool and hardware boxes. 
III. Title: Sets, kits, and oufits of hand tools. IV. Title: 
Identification list (IL), federal supply class, 5140, tool and 
hardware boxes, 5180, sets, kits, and outfits of hand tools. 
OCLC 08173121 


82-4876 


D 7.25:5335, 5340/2 


Consolidated federal supply catalog identification list. FSC 


5335, 5340. Metal screening : miscellaneous hardware micro- 
form Basic ed., Jun 81. Battle Creek, Mich. : Dept. of De- 
fense, Defense Logistics Agency, Defense Logistics Services 
Center, [1981] 46 microfiches ; 11 x 15 cm. Title on cover 
card: Identification list (IL), federal supply class, FSC 5335, 
metal screening, FSC 5340, miscellaneous hardware. “Army 
distribution in accordance with DA form 12-21”—Cover 
card. “Supersedes FSC 5335 and 5340, basic dated June 
1980 and CB dated December 1980.” @lItem 314-A 1. De- 
fense Logistics Services Center (U.S.)— Catalogs. 2. 
Screens — Catalogs. 3. Hardware — Catalogs. I. Defense 
Logistics Services Center (U.S.) II. Title: Metal screening; 
miscellaneous hardware. III. Title: Identification list (IL), 
federal supply class, FSC 5335, metal screening, FSC 5340, 
miscellaneous hardware. IV. Title: Miscellaneous hardware. 
OCLC 08093605 
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82-4877 
D 101.6/5:T 15 

Student guide : armor officer basic course : tank platoon 
leader. — Fort Knox, Ky. : Command and Staff Dept., US 
Army Armor School, 1981. 1 v. (loose-leaf) ; 27 cm. Cover 
title. Includes bibliographical references. @lItem 325-B (mi- 
crofiche) 1. United States. Army — Officers’ handbooks. 2. 
Tanks (Military science) — Handbooks, manuals, etc. I. US 
Army Armor School. Command and Staff Dept. II. Title: 
Armor officer basic course : tank platoon leader. III. Title: 
Tank platoon leader. OCLC 08161069 


82-4878 
D 101.11:5-805-13/3 

Raised floor systems / Departments of the Army and the Air 
Force. — [Washington, D.C.] : Dept. of the Army, 1981. 8 
p. : ill. ; 27 cm.— (Department of the Army technical 
manual ; TM 5-805-13) (Department of the Air Force manual 
; AFM 88-4, Chap. 9) Cover title. “This manual supersedes 
TM 5-805-13/AFM 88-4, chap. 9, 10 December 1968”—P. 1. 
“September 1981.” @lItem 329 1. United States. Army — 
Handbooks, manuals, etc. 2. United States. Air Force — 
Handbooks, manuals, etc. 3. United States. Army — Facili- 
ties — Handbooks, manuals, etc. 4. United States. Air 
Force — Facilities — Handbooks, manuals, etc. 5. Floors — 
Handbooks, manuals, etc. I. United States. Dept. of the 
Army. II. United States. Dept. of the Air Force. III. 
Series. IV. Series: Air Force AFM ; 88-4, ch. 9. OCLC 
08161314 


82-4879 
D 101.11:5-814-3 

Domestic wastewater treatment. — [Washington, DC] : Depart- 
ments of the Army, and the Air Force, [1978] 1 v. (various 
pagings) : ill. ; 27 cm.— (Air Force AFM ; 88-11, v. 3) 
(Army TM ; 5-814-3) Cover title. “This manual supersedes 
TM 5-814-3/AFM 88-11, Chap. 3, 15 June 1959”—P. [1] 
“November 1978.” Includes bibliographies. Includes index. 
1. United States. Air Force — Handbooks, manuals, etc. 2. 
United States. Army — Handbooks, manuals, etc. 3. 
Sewage — Purification — Handbooks, manuals, etc. I. United 
States. Dept. of the Army. II. United States. Dept. of the 
Air Force. III. Series. IV. Series: Department of the Army 
technical manual ; TM 5-814-3. OCLC 08147168 


82-4880 
D 101.11:5-820-2 

Drainage and erosion control : subsurface drainage facilities for 
airfield pavements. — [Washington, D.C.] : Headquarters, De- 
partments of the Army and the Air Force, 1979. 27 p. in 
various pagings : ill. ; 28 cm.— (Air Force AFM ; 88-5, ch. 
2) (Army TM ; 5-820-2) Cover title. “This manual super- 
sedes TM 5-820-2, August 1965, and AFM 88-5, chapter 2, 15 
January 1960”—P. i. “March 1979.” Bibliography: p. A-1. 
@ltem 329 1. United States. Army Handbooks, manuals, etc. 
2. United States. Air Force Handbooks, manuals, etc. 3. 
Airport drainage — Handbooks, manuals, etc. I. United 
States. Dept. of the Army. II. United States. Dept. of the 
Air Force. III. Series. IV. Series: Department of the Army 
technical manual ; TM 5-820-2. OCLC 08165472 
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82-4881 


D 101.11:5-820-3 


Drainage and erosion-control structures for airfields and heli- 


ports. —[Washington, DC] : Headquarters, Dept. of the 
Army, [1978] 80 p. in various pagings : ill. ; 28 cm.— 
(Technical manual ; TM 5-820-3) Cover title. “This manual 
supersedes TM 5-820-3, 14 August 1964”—P. i. “January 
1978.” Bibliography: p. A-1 to A-2. 1. United States. Army 
Handbooks, manuals, etc. 2. Airport drainage Handbooks, 
manuals, etc. I. United States. Dept. of the Army. II. 
Series: Department of the Army technical manual ; TM 5- 
820-3. OCLC 08147205 


82-4882 


D 101.11:5-822-9 


Repair of rigid pavements using epoxy resin grouts, mortars and 


concretes. — [Washington, D.C.] : Headquarters, Dept. of the 
Army, 1977. 13 p. : ill. ; 28 cm.— (Technical manual ; TM 
5-822-9) Cover title. “This manual supersedes TM 5-822-9, 
January 1968”—P. 1. “January 1978.” Bibliography: p. 9. 
@ltem 329 (microfiche) 1. United States. Army — Hand- 
books, manuals, etc. 2. Pavements— Maintenance and 
repair — Handbooks, manuals, etc. I. United States. Dept. of 
the Army. II. Series: Department of the Army technical 
manual ; TM 5-822-9. OCLC 08165423 


82-4883 


D 101.11;:5-850-2/3 

Railroad design and construction at Army and Air Force instal- 
lations. — [Washington, DC] : Headquarters, Dept. of the 
Army, 1980. ii, 37 p. : ill. ; 27 cm.— (Technical manual ; 
TM 5-850-2) (AFM ; 88-7, Chap. 2) Cover title. “This 
manual supersedes TM 5-850-2 and Air Force Manual 88-7, 
Chapter 2, 3 August 1971”—P. i. “July 1980.” Bibliogra- 


phy: p. 13. @lItem 329 1. United States. Army — Hand- 
books, manuals, etc. 2. Military railroads — Design and con- 
struction — Handbooks, manuals, etc. I. United States. Dept. 
of the Army. II. Series: Department of the Army technical 
manual ; TM 5-850-2. III. Series: Air Force AFM ; 88-7, ch. 
2. OCLC 08147002 


82-4884 


D 101,11:9-2230-255-14 


Operator, organizational direct and general support maintenance 


manual for trailer, low bed guided missle, 7-ton, 4-wheel 
M529 (2330-780-0801). — [Washington, D.C.] : Headquarters, 
Dept. of the Army, 1970. 1 v. (var‘ous pagings) : ill. ; 28 
cm.— (Department of the Army technical manual ; TM 9- 
2330-255-14) Cover title. “This manual supersedes the 
maintenance portion of TM 9-2330-255-14, 28 November 
1966”—P. i. “June 1970.” Includes bibliographical refer- 
ences and index. 1. United States. Army — Handbooks, man- 
uals, etc. 2. Guided missiles — Transportation — Handbooks, 
manuals, etc. 3. Trailers — Handbooks, manuals, etc. I. 
United States. Dept. of the Army. II. Series. OCLC 
08151735 





D 101.11:10-8400-201-23 


Government Publications — April 1982 


D 101.20:10-524 


Organizational and direct support maintenance manual : general Airdrop of supplies and equipment : rigging communications 


repair procedures for clothng and individual equipment. — 
[Washington, D.C.] : Headquarters, Dept. of the Army, 1979. 
1 v. (various pagings) : ill. ; 28 cm. — t of the 
Army technical manual ; TM 10-8400-201-23) Cover title. 
“This manual supersedes TM 10-8400-201-23, 12 December 
1968, including all changes”—P. i. “Reprint which includes 
current pages from changes 1 through 7.” “June 1970.” 
@ltem 329 1. United States. Army — Handbooks, manuals, 
etc. 2. United States. Army — Equipment — Maintenance 
and repair — Handbooks, manuals, etc. 3. Uniforms, Mili- 
tary — Repairing — Handbooks, manuals, etc. I. United 
States. Dept. of the Army. II. Title: General repair proce- 
dures for clothing and individual equipment. III. Series. 
OCLC 08174580 


shelters and power unit. — [Washington, D.C.] : Departments 
of the Army and the Air Force, 1981. 95 p. in various 
pagings : ill. (some col.) ; 28 cm. — (Air Force TO ; 13 C 7- 
14-471) (Army FM ; 10-524) Cover title. “This manual su- 
persedes TM 10-500-24/TO 13C7-14-471, 29 January 1971”— 
P. i. “11 February 1981”—P. i. @Item 324 1. United 
States. Army — Handbooks, manuals, etc. 2. United States. 
Air Force — Handbooks, manuals, etc. 3. Airdrop — Hand- 
books, manuals, etc. 4. Parachutes — Rigging — Handbooks, 
manuals, etc. I. United States. Dept. of the Army. II. 
United States. Dept. of the Air Force. III. Title: Rigging 
communications shelters and power unit. IV. Series. V. 
Series: United States. Dept. of the Army. Field manual ; FM 


10-524. OCLC 08160790 


82-4886 82-4890 
D 101.20:5-35 E 1/2 
United States. Dept. of the Army. 

Special electronic devices repairer. — [Washington, D.C] : 
Headquarters, Dept. of the Army, 1980. 266 p. in various 
pagings : ill. ; 26 cm.— (FM ; 5-35E 1/2) Cover title. 
“Soldier’s manual.” “March 1980.” Bibliography: p. A-1 - 
A-7. “Skill level 1/2, MOS 35E.” @lItem 324 1. United 
States. Army — Handbooks, manuals, etc. 2. Electronic in- 
struments — Maintenance and repair — Handbooks, manuals, 
etc. I. Title. II. Series: United States. Dept. of the Army. 
Field manual ; FM 5-35 E 1/2. OCLC 08089805 


D 101.20:10-545 

Airdrop of supplies and equipment : rigging 4.2-inch mortar. — 
[Washington, D.C.] : Departments of the Army and the Air 
Force, 1981. 58 p. in various pagings : ill. (some col.) ; 28 
cm.— (Air Force TO ; 13 C 7-10-201) (Army FM ; 10-545) 
Cover title. “30 September 1981”—P. i. Bibliography: p. 
A-1. @Item 324 1. United States. Army — Handbooks, 
manuals, etc. 2. United States. Air Force — Handbooks, 
manuals, etc. 3. Airdrop— Handbooks, manuals, etc. 4. 
Parachutes — Rigging — Handbooks, manuals, etc. I. United 
States. Dept. of the Army. II. United States. Dept. of the 
Air Force. III. Title: Rigging 4.2-inch mortar. IV. Series. 
V. Series: United States. Dept. of the Army. Field manual ; 
FM 10-545. OCLC 08161135 


82-4887 
D 101.20:6-13 C 3 
United States. Dept. of the Army. 
Tacfire operations specialist. — [Washington, D.C.] : Head- 
quarters, Dept. of the Army, 1980. 130 p. in various pagings 
: ill. ; 26 cm.— (FM ; 6-13C3) Cover title. “Soldier’s 
manual.” “Dec. 1980.” Bibliography: p. A-1. “MOS 13C, 
skill level 3.” @Item 324 1. United States. Army — Hand- 
books, manuals, etc. 2. Fire control (Gunnery) — Hand- 1 v. (loose-leaf) ; 26 cm. — (FM ; 11-72G/TG) Cover title. 
books, manuals, etc. I. Title. II. Series: United States. “Trainer’s guide.” Bibliography: p. A-1 - A-5. “MOS 
Dept. of the Army. Field manual ; FM 6-13 C 3. OCLC 72G.” @Item 324 1. United States. Army — Handbooks, 
08089824 manuals, etc. 2. Operating systems (Computers) — Hand- 
books, manuals, etc. I. Title. II. Series: United States. 
Dept. of the Army. Field manual ; FM 11-72 G/TG. OCLC 
08089876 


82-4891 
D 101.20:11-72 G/TG 
United States. Dept. of the Army. 
Automatic data telecc ications center operator. — 
[Washington, D.C.] : Headquarters, Dept. of the Army, 1981- 





82-4888 
D 101.20:8-21/Test 
United States. Dept. of the Army. 

Health service support in a communications zone. — [Wash- 
ington, DC] : Headquarters, Dept. of the Army, 1981. 71 p. 
in various pagings : ill. ; 26 cm. — (FM ; 8-21 (Test)) Cover 
title. “This manual supersedes FM 8-21, 12 October 1971”— Flute player. — [Washington, D.C.] : Headquarters, Dept. 
P. i. “August 1981.” Includes bibliographical references. of the Army, 1980] 221 p. in various pagings :. ill. ; 26 cm. — 
@ltem 324 1. United States. Army — Handbooks, manuals, (FM ; 12-02G) Cover title. Soldier’s manual. This 
etc. 2. United States. Army — Medical care — Handbooks, manual supersedes FM 12-02G dated 18 January 1979”—P. i. 
manuals, etc. 3. Medical care — Handbooks, manuals, etc. “December 1980.” Bibliography: p. A-1 - A-2. “MOS 02G, 
I. Title. II. Series: United States. Dept. of the Army. Field skill levels 1-2-3.” @Item 324 1. United States. Army — 
manual ; FM 8-21 (Test) OCLC 07899956 Handbooks, manuals, etc. 2. Flute-players— United States. 

I. Title. II. Series: United States. Dept. of the Army. Field 
manual ; FM 12-02 G. OCLC 08089936 


82-4892 
D 101.20:12-02 G/2/rev. 
United States. Dept. of the Army. 





Army Department — Defense Dept. 


82-4893 
D 101.20:34-85 

Conversion of Warsaw Pact grids to UTM grids. — [Washing- 
ton, DC : Headquarters, Dept. of the Army], 1981. 1 v. 
(various pagings) : ill. (some col.), maps (some col.) ; 28 
cm.— (FM ; 34-85) Cover title. “This manual supersedes 
TC 30-48, 26 February 1979”"—P. i. “September 1981.” 
One folded map in pocket. @Item 324 1. United States. 
Army — Handbooks, manuals, etc. 2. Grids (Carto- 
graphy) — Handbooks, manuals, etc. I. United States. Dept. 
of the Army. II. Series: United States. Dept. of the Army. 
Field manual ; FM 34-85. OCLC 08160744 


82-4894 
D 101.20:55-9 
United States. Dept. of the Army. 

Unit air movement planning. — Washington, D.C. : Head- 
quarters, Dept. of the Army, [1981] 1 v. (loose-leaf) : ill. ; 26 
cm.— (Field manual ; no. 55-9) “This manual supersedes 
TM 55-450-15, 4 June 1971.” “31 August 1981.” Bibliogra- 
phy: p. A-1 - A-2. Includes index and glossary. @Item 324 
1. United States. Army — Handbooks, manuals, etc. 2. Air- 
lift, Military — Planning — Handbooks, manuals, etc. I. 
Title. II. Series: United States. Dept. of the Army. Field 
manual ; FM 55-9. OCLC 08142852 


82-4895 
D 101.22:621-58/3 
United States. Dept. of the Army. 

The US Army Transportation School apprenticeship pro- 
gram for the trade of marine hull repairer, ironworker (boat- 
builder, steel). — Washington, DC : Headquarters, Dept. of 
the Army, [1981] 5 p. in various pagings ; 28 cm.— (De- 
partment of the Army pamphlet ; 621-58) “This pamphlet 
supersedes DA PAM 621-58, 22 December 1977.” “15 July 
1981.” @Item 327-E_ 1. US Army Transportation School — 
Curricula. 2. Hulls (Naval architecture) — Maintenance and 
repair. 3. Iron and steel workers — United States. I. Title. 


II. Series: DA pam ; 621-58. OCLC 08134922 
82-4896 


D 101.22:621-59 
United States. Dept. of the Army. 

The US Army Signal School apprenticeship program for 
the trade of radio communications technician. — Washington, 
DC : Headquarters, Dept. of the Army, [1981] 9 p. in var- 
ious pagings ; 28 cm. — (Department of the Army pamphlet ; 
621-59) “This pamphiet supersedes DA Pam 621-59, 1 May 
1978.” “15 July 1981.” @Item 327-E 1. U.S. Army Signal 
School — Curricula. 2. Radio— United States — Mainte- 
nance and repair. I. Title. II. Series: DA pam ; 621-59. 
OCLC 08151208 


82-4897 
D 101.22:621-60/3 
United States. Dept. of the Army. 

The US Army Transportation School apprenticeship pro- 
gram for the trade of sheet metal worker (aircraft). — Wash- 
ington, DC : Headquarters, Dept. of the Army, [1981] 8 p. 
in various pagings ; 28 cm.— (Department of the Army 
pamphlet ; 621-60) “This pamphlet supersedes DA Pam 621- 
60, 20 February 1978.” “15 July 1981.” @Item 327-E 1. 
US Army Transportation School —Curricula. 2. Sheet- 
metal work. 3. Airplanes— Maintenance and repair. I. 
Title. II. Series: DA pam ; 621-60. OCLC 08150688 

82-4898 
D 101.22:621-61/3 
United States. Dept. of the Army. 

The US Army Transportation School apprenticeship pro- 

gram for the trade of electrical mechanic (aircraft). — Wash- 
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ington, DC : Headquarters, Dept. of the Army, [1981] 8 p. 
in various pagings ; 28 cm.— (Department of the Army 
pamphlet ; 621-61) “This pamphlet 

61, 24 March 1978.” “15 July 1981.” @Item 327-E 1. US 
Army Transportation School — Curricula. 2. Aviation me- 
chanics (persons) — United States. I. Title. II. Series: DA 
pam ; 621-61. OCLC 08152255 


82-4899 


D 101.22:621-62/3 


United States. Dept. of the Army. 


The US Army Transportation School apprenticeship pro- 
gram for the trade of marine heavy duty mechanic (heavy- 
duty mechanic diesel).— Washington, DC : Headquarters, 
Dept. of the Army, [1981] 9 p. in various pagings ; 28 cm. — 

(Department of the Army pamphlet ; 621-62) “This pam- 
phlet supersedes DA pam 621-62, 3 March 1978.” “15 July 
1981.” @Item 327-E_ 1. US Army Transportation School — 
Curricula. 2. Marine diesel motors— Maintenance and 
repair. 3. Mechanics (Persons) I. Title. II. Series: DA 
pam ; 621-62. OCLC 08134893 


82-4900 


D 101.22:621-63/3 


United States. Dept. of the Army. 


The US Army Signal School apprenticeship program for 
the trade of central office telephone installer and repairer. — 
Washington, DC : Headquarters, Dept. of the Army, [1981] 
9 p. in various pagings ; 28 cm. — (Department of the Army 
pamphlet ; 621-63) “This pamphlet supersedes DA Pam 621- 
63, 15 April 1979.” “15 July 1981.” @Item 327-E 1. US. 
Army Signal School — Curricula. 2. Telephone systems — 
Maintenance and repair. I. Title. II. Series: DA pam ; 621- 
63. OCLC 08151492 


82-4901 


D 101.22:621-64/3 


United States. Dept. of the Army. 


The US Army Signal School apprenticeship program for 
the trade of aircraft electrical mechanic. — Washington, DC 
Headquarters, Dept. of the Army, [1981] 10 p. in various 
pagings ; 28 cm. — (Department of the Army pamphlet ; 621- 
64) “This pamphlet superseded DA Pam 621-64, 15 April 
1979.” “15 July 1981.” @Item 327-E_ 1. U.S. Army Signal 
School — Curricula. 2. Aviation mechanics (Persons) — 
United States. I. Title. II. Series: DA pam ; 621-64. 
OCLC 08151416 


82-4902 


D 101.22:621-67/3 


United States. Dept. of the Army. 


The US Army Ordnance Center and School apprenticeship 
program for the trade of truck mechanic. — Washington, DC 
: Headquarters, Dept. of the Army, [1981] 10 p. in various 
pagings ; 28 cm. — (Department of the Army pamphlet ; 621- 
67) “This pamphlet supersedes DA Pamphlet 621-67, 20 
September 1977.” “15 July 1981.” @Item 327-E 1. US 
Army Ordnance Center and School — Curricula. 2. Mechan- 
ics (Persons) — Certification — United States. 3. Trucks — 
Maintenance and repair. I. Title. II. Series: DA pam ; 621- 
67. OCLC 08160788 


82-4903 


D 101,22:621-68/2 


United States. Dept. of the Army. 


The U.S. Army Ordnance Center and School apprentice- 
ship program for the trade of machinist. — Washington, DC 
Headquarters, Dept. of the Army, [1981] 8 p. in various 
pagings ; 28 cm. — (Department of the Army pamphlet ; 621- 
68) “This pamphlet supersedes DA Pamphlet 621-68, 22 De- 





cember 1976.” “15 July 1981.” @lItem 327-E 1. US Army 
Ordnance Center and School— Curricula. 2. Machinists — 
United States. I. Title. II. Series: DA pam ; 621-68. 
OCLC 08150717 


82-4904 
D 101.22:621-69/2 
United States. Dept. of the Army. 

The US Army Ordnance Center and School apprenticeship 
program for the trade of sewing machine repairer. — Wash- 
ington, DC : Headquarters, Dept. of the Army, [1981] 4p. 
in various pagings ; 28 cm.— (Department of the Army 

pamphlet ; 621-69) “This pam; phlet supersedes DA Pamphlet 
621-69, 30 December 1976” 15 July 1981.” @Item 327-E 
1. US Army Ordnance Center and School— Curricula. 2. 
Sewing-machines — Maintenance and repair. I. Title. II. 
Series: DA pam ; 621-69. OCLC 08151436 


82-4905 
D 101.22:621-70/2 
United States. Dept. of the Army. 

The US Army Ordnance Center and School apprenticeship 
program for the trade of automobile body repairer and paint- 
er. — Washington, DC : Headquarters, Dept. of the Army, 
[1981] 6 p. in various pagings ; 28 cm.— (Department of 
the Army pamphlet ; 621-70) “This pamphlet supersedes DA 
Pamphlet 621-70, 30 December 1976.” “15 July 1981.” 
@ltem 327-E 1. US Army Ordnance Center and School — 
Curricula. 2. Automobile mechanics. I. Title. II. Series: 
DA pam ; 621-70. OCLC 08151106 


82-4906 
D 101.22:621-71/2 
United States. Dept. of the Army. 

The US Army Ordnance Center and School apprenticeship 
program for the trade of industrial welder. — Washington, 
DC : Headquarters, Dept. of the Army, [1981] 7 p. in var- 
ious pagings ; 28 cm. — (Department of the Army pamphlet ; 
621-71) “This pamphlet supersedes DA Pamphlet 621-71, 30 
December 1976.” “15 July 1981.” @Item 327-E 1. US 
Army Ordnance Center and School — Curricula. 2. Welders 
(Persons) — Training of— United States. I. Title. II. 
Series: DA pam ; 621-71. OCLC 08134876 


82-4907 
D 101.22:621-74/2 
United States. Dept. of the Army. 
The US Army Ordnance Center and School apprenticeship 
poogeam for the trade of artillery repairer. — Washington, DC 
: Headquarters, Dept. of the Army, [1981] 7 p. in various 
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raphy — United States — Apparatus and supplies. 3. Photog- 
raphy. I. Title. II. Series: DA pam ; 621-102. OCLC 
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Army Signal School — Curricula. 2. Cinematographers. I. 
Title. II. Series: DA pam ; 621-103. OCLC 08134972 


82-4924 
D 101,22:621-109/2 
United States. Dept. of the Army. 

The US Army Transportation School apprenticeship pro- 
gram for the trade of aircraft mechanic, armament. — Wash- 
ington, DC : Headquarters, Dept. of the Army, [1981] 6 p. 
in various pagings ; 28 cm.— (Department of the Army 
pamphlet ; 621-109) “This Pamphlet supersedes DA Pam- 
phlet 621-109, February 1978.” “15 July 1981.” @Item 
327-E 1. US Army Transportation School — Curricula. 2. 
Aviation mechanics (Persons) — United States. 3. Airplanes, 
Military — Armament. I. Title. II. Series: DA pam ; 621- 
109. OCLC 08134811 





82-4925 
D 101.22:621-110/2 
United States. Dept. of the Army. 
The US Army Signal School apprenticeship program for 
of aircraft engine mechanic (turbine). — Washing- 
: Headquarters, Dept. of the Army, [1981] 8 p. in 
pagings ; 28 cm.— (Department of the Army pam- 
wilet ; 621-110) “This pamphlet supersedes DA Pam 621- 
110, February 1978.” “15 July 1981.” @Item 327-E 1. 
U.S. Army Signal School—Curricula. 2. Airplanes — 
Motors. I. Title. II. Series: DA pam ; 621-110. OCLC 
08156908 


82-4926 
D 101.22:621-114/2 
United States. Dept. of the Army. 

The US Army Signal School apprenticeship program for 
the trade of field engineer (microwave). — Washi m, DC: 
Headquarters, Dept. of the Army, [1981] 8 p. in various 
pagings ; 28 cm. — (Department of the Army pamphlet ; 621- 
114) “This pamphlet supersedes DA Pamphlet 621-114, May 
1978.” “15 July 1981.” @lItem 327-E 1. U.S. Army Signal 
School — Curricula. 2. Microwave communication  sys- 
tems — Maintenance and ir. I. Title. II. Series: DA 
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rocki. — Alexandria, Va. : U.S. Army Research Institute for 
the Behavioral and Social Sciences, 1978. 52 p. : ill. ; 27 
cm.— (Technical paper ; 332) “Unit Training and Evalua- 
tion Systems Technical Area.” “September 1978.” Bibliog- 
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Includes bibliographical references. “Army project number 
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IV. Series: Technical paper (U.S. Army Research Institute for 
the Behavioral and Social Sciences) ; 353. OCLC 08115637 





82-4944 


D 101.60:370 
Tactical engagement simulation training : a method for learning 
the realities of combat / Robert T. Root ... [et al.]. — Alexan- 
dria, Va. (5001 Eisenhower Ave., Alexandria, Va. 22333) : 
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al and Social Sciences. Personnel and Manpower Technical 
Area. II. Title. III. Series: Technical paper (U.S. Army 
Research Institute for the Behavioral and Social Sciences) ; 
371. OCLC 05930587 
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D 101.60:376 
Kaplan, Ira T. 

Training battalion command groups in simulated combat : 
indentification and measurement of critical performances / Ira 
T. Kaplan and Herbert F. Barber. — Alexandria, Va. (5001 
Eisenhower Ave., Alexandria, Va. 22333) : U.S. Army Re- 
search Institute for the Behavioral and Social Sciences, [1979] 
xiv, 162 p. : ill. ; 27 cm.— (Technical paper ; 376) “ARI 
Field Unit at Fort Leavenworth, Kansas.” “June 1979.” 
Bibliography: p. 47. “Army project number 
2Q763743A773.” @lItem 330-E (microfiche) 1. Attack and 
defense (Military science) 2. Leadership. 3. Battles — Simu- 
lation methods. I. Barber, Herbert F. II. U.S. Army Re- 
search Institute for the Behavioral and Social Sciences. ARI 
Field Unit at Fort Leavenworth. III. Title. IV. Series: 
Technical paper (U.S. Army Research Institute for the Be- 
havioral and Social Sciences) ; 376. OCLC 08161205 
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D 101.60:377 
Martinek, Harold. 

The effect of signal/noise ratio and bandwidth on vehicle 
indentification, using the acoustic sensor / Harold Martinek, 
and Sterling S. Pilette and Bill E. Biggs. — Alexandria , Va. 
(5001 Eisenhower Ave., Alexandria, Va. 22333) : U.S. Army 
Research Institute for the Behavioral and Social Sciences, 
[1979] xii, 70 p. : ill. ; 27 cm.— (Technical paper ; 377) 
“HRB Singer, Incorporated.” “Human Factors Technical 
Area.” “June 1979.” Includes bibliographical references. 
“Army project number 2Q763743A774.” @lItem 330-E (mi- 
crofiche) 1. Military intelligence. 2. Remote sensing. I. 
Pilette, Sterling. II. Biggs, Billy. III. U.S. Army Research 
Institute for the Behavioral and Social Sciences. Human Fac- 
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tors Technical Area. IV. HRB-Singer, Inc. V. Title. VI. 
Series: Technical paper (U.S. Army Research Institute for the 
Behavioral and Social Sciences) ; 377. OCLC 08161005 


82-4948 
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Potash, Lawrence M. 


Effects of retrieval term specificity on information retrieval 
from computer-based intelligence systems / Lawrence M. 
Potash. — Alexandria, Va. (5001 Eisenhower Ave., Alexan- 
dria, Va. 22333) : U.S. Army Research Institute for the Be- 
havioral and Social Sciences, [1979] 42 p. ; 27 cm. — (Tech- 
nical paper ; 379) “Human Factors Technical Area.” “July 
1979.” “Army project number. 2Q762722A765.” @Item 
330-E (microfiche) 1. Information retrieval. 2. Computer- 
assisted instruction. I. U.S. Army Research Institute for the 
Behavioral and Social Sciences. Human Factors Technical 
Area. II. Title. III. Series: Technical paper (U.S. Army 
Research Institute for the Behavioral and Social Sciences) ; 
379. OCLC 08161025 
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Hart, Roland J. 


Crime and punishment in the Army / Roland J. Hart. — 
Alexandria, Va. (5001 Eisenhower Ave., Alexandria, Va. 
22333) : U.S. Army Research Institute for the Behavioral and 
Social Sciences, [1979] 28 p. ; 27 cm.— (Technical paper ; 
383) “Originally published in the Journal of Personality and 
Social Psychology, 1978, 36, 1456-1471”—Rept. doc. p. 
“ARI Field Unit at Presidio of Monterey, California.” “July 
1979.” Includes bibliographical references. @Item 330-E 
(microfiche) 1. Military discipline — United States. 2. Mili- 
tary offenses — United States. I. U.S. Army Research Insti- 
tute for the Behavioral and Social Sciences. ARI Field Unit, 
Presidio of Monterey. II. Title. III. Series: Technical paper 
(U.S. Army Research Institute for the Behavioral and Social 
Sciences) ; 383. OCLC 08157574 
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Geiselman, Ralph E. 


Information summarization in a corps-level scenario / 
Ralph E. Geiselman and Michael G. Samet. — Alexandria, 
Va. (5001 Eisenhower Ave., Alexandria, Va. 22333) : U.S. 
Army Research Institute for the Behavioral and Social Sci- 
ences, [1979] x, 124 p. : ill. ; 27 cm.— (Technical paper ; 
385) “Perceptronics, Inc.” “Human Factors Technical 
Area.” “October 1979.” Bibliography: p. 31. “Army pro- 
ject number 2Q163743A774.” @lItem 330-E (microfiche) 1. 
Communications, Military. 2. Content analysis (Communica- 
tion) I. Samet, Michael G. II. U.S. Army Research Insti- 
tute for the Behavioral and Social Sciences. Human Factors 
Technical Area. III. Perceptronics, Incorporated. IV. 
Title. V. Series: Technical paper (U.S. Army Research In- 
stutute for the Behavioral and Social Sciences) ; 385. OCLC 
06053047 
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Air defense artillery / U.S. Army. —[Washington, D.C.?] : 


Dept. of the Army, 1980. [18] p. : col. ill., 1 col. map ; 23 x 
11 cm.— (Officer specialty ; 14) @lItem 325-I 1. United 
States. Army — Officers. 2. Anti-aircraft artillery. I. United 
States. Army. II. United States. Dept. of the Army. _ III. 
Series. OCLC 08143844 
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82-4952 
D 101.88:15 

Aviation / U.S. Army. —[Washington, D.C.?] : Dept. of the 
Army, [19807] [14] p. : col. ill, 1 map ; 23 x 11 cm.— 
(Officer specialty ; 15) @lItem 325-I 1. United States. 
Army — Officers. 2. United States. Army — Aviation. I. 
United States. Army. II. United States. Dept. of the Army. 
III. Series. OCLC 08135957 


82-4953 
D 101.88:21 

Engineer / U.S. Army. —[Washington, D.C.?] : Dept. of the 
Army, 1980. [14] p. : ill. (some col.) ; 23 x 11 cm.— (Offi- 
cer specialty ; 21) @lItem 325-I 1. United States. Army — 
Officers. 2. United States. Army. Corps of Engineers. 3. 
Military engineering — United States. I. United States. 
Army. II. United States. Dept. of the Army. III. Series. 
OCLC 08135989 


82-4954 
D 101.88:28 

Training developments / U.S. Army. — [Washington, D.C.?] : 
Dept. of the Army, 1980. [10] p. : col. ill. ; 23 x 11 cm. — 
(Officer specialty ; 28) @lItem 325-I 1. United States. 
Army — Officers. 2. Military education — United States. I. 
United States. Army. II. United States. Dept. of the Army. 
III. Series. OCLC 08136007 


82-4955 
D 101.88:35 
Tactical (combat support)/strategic intelligence / U.S. Army. — 
(Washington, D.C.?] : Dept. of the Army, 1979. [10] p. : 


col. ill. ; 23 x 11 cm. — (Officer specialty ; 35) @lItem 325-I 
1. United States. Army — Officers. 2. Military intelligence — 
I. United States. Army. 


United States. 
Dept. of the Army. 


II. United States. 
III. Series. OCLC 08103553 


82-4956 
D 101.88:36 

Counter-intelligence (CI)/human intelligence (HUMINT) / U.S. 
Army. — [Washington, D.C.?] : Dept. of the Army, 1979. 
[10] p. : col. ill. ; 23 x 11 cm.— (Officer specialty ; 36) 
@ltem 325-1 1. United States. Army — Officers. 2. Military 
intelligence — United States. 3. Espionage — United States. 
I. United States. Dept. of the Army. II. United States. 
Army. III. Series. OCLC 08162946 


82-4957 
D 101.88:41 

Personnel programs management / U.S. Army. — [Washington, 
D.C.?] : Dept. of the Army, [19807] [10] p. : col. ill. ; 23 x 11 
cm.— (Officer specialty ; 41) @lItem 325-I 1. United 
States. Army — Officers. 2. United States. Army — Person- 
nel management. I. United States. Army. II. United States. 
Dept. of the Army. III. Series. OCLC 08103413 


82-4958 
D 101.88:42 

Administrative and personnel systems management / U.S. 
Army. — [Washington, D.C.?] : Dept. of the Army, [19817] 
[14] p. : col. ill., 1 col. map ; 23 x 11 cm. — (Officer specialty 
; 42) @ltem 325-1 1. United States. Army — Officers. 2. 
United States. Army — Personnel management. I. United 
States. Army. II. United States. Dept. of the Army. III. 
Series. OCLC 08103434 
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82-4959 
D 101.88:44 

Finance / U.S. Army. —[Washington, D.C.?] : Dept. of the 
Army, [198027] [10] p. : col. ill. ; 23 x 11 cm.— (Officer 
specialty ; 44) @lItem 325-I 1. United States Army — Offi- 
cers. 2. United States Army — Finance. I. United States. 
Army. II. United States. Dept. of the Army. III. Series. 
OCLC 08136081 


82-4960 
D 101.88:45 

Comptroller / U.S. Army. — [Washington, D.C.?] : Dept. of the 
Army, 1980. [10] p. : ill. ; 23 x 11 cm. — (Officer specialty ; 
45) @lItem 325-I 1. United States. Army — Officers. 2. 
United States. Army — Finance. I. United States. Army. 
II. United States. Dept. of the Army. III. Series. OCLC 
08 136067 


82-4961 
D 101.88:73 

Missile materiel management / U.S. Army. — [Washington, 
D.C.?] : Dept. of the Army, 1980. [12] p. : col. ill., 2 maps 
(some col.) ; 23 x 11 cm. — (Officer specialty ; 73) @Item 
325-I 1. United States. Army — Officers. 2. United States. 
Army — Guided missile personnel. 3. Guided missiles. I. 
United States. Army. II. United States. Dept. of the Army. 
III. Series. OCLC 08136095 


82-4962 
D 101.88:74 

Chemical / U.S. Army. — [Washington, D.C.?] : Dept. of the 
Army, 1980. [14] p. : col. ill. ; 23 x 11 cm.— (Officer 
specialty ; 74) @Item 325-I 1. United States. Army — Offi- 
cers. 2. Chemical warfare. I. United States. Army. II. 
United States. Dept. of the Army. III. Series. OCLC 
08136036 


82-4963 
D 101.88:75 

Munitions materiel management / U.S. Army. — [Washington, 
D.C.?] : Dept. of the Army, 1980. [14] p. : col. ill, 2 maps 
(some col.) ; 23 x 11 cm.— (Officer specialty ; 75) @Item 
325-I 1. United States. Army — Officers. 2. Armaments. 
I. United States. Army. II. United States. Dept. of the 
Army. III. Series. OCLC 08135972 


82-4964 
D 101.88:87 

Marine and terminal operations / U.S. Army. — [Washington, 
D.C.?] : Dept. of the Army, 1979. [10] p. : col. ill. ; 23 x 11 
cm.— (Officer specialty ; 87) @lItem 325-I 1. United 
States. Army — Officers. 2. Marine terminals — United 
States —- Management. i. United States. Army. II. United 
States. Dept. of the Army. III. Series. OCLC 08103453 


82-4965 
D 101.88:91 

Maintenance management / U.S. Army. — [Washington, D.C.?] 
: Dept. of the Army, 1980. [14] p. : col. ill., 2 maps (some 
col) ; 23 x 11 cm.— (Officer specialty ; 91) @lItem 325-I 
1. United States. Army — Officers. 2. United States. 
Army — Equipment. I. United States. ISSN Army. II. 
United States. Dept. of the Army. III. Series. OCLC 
08136053 





82-4966 
D 101.88:92 
Materiel/services management / U.S. Army. — [Washington, 
D.C.?] : Dept. of the Army, 1980. [14] p. : col. ill. ; 23 x 11 
cm.— (Officer specialty ; 92) @Item 325-I 1. United 
States. Army — Officers. 2. United States. Army — Supplies 
and stores. I. United States. Army. II. United States. Dept. 
of the Army. III. Series. OCLC 08103589 
82-4967 
D 101.88:95 
Transportation management / U.S. Army. — [Washington, 
D.C.?] : Dept. of the Army, [19807] [14] p. : col. ill. ; 23 x 11 
cm.— (Officer specialty ; 95) @lItem 325-I 1. United 
States. Army — Officers. 2. United States. Army — Trans- 
port service. I. United States. Army. II. United States. 
Dept. of the Army. III. Series. OCLC 08103513 
82-4968 
D 101.88:97 
Procurement / U.S. Army. —[Washington, D.C.?] : Dept. of 
the Army, [19807] [6] p. : col. ill., 2 maps (some col.) ; 23 x 
11 cm.— (Officer specialty ; 97) @lItem 325-I 1. United 
States. Army — Officers. 2. United States. Army — Procure- 
ment. I. United States. Army. II. United States. Dept. of 
the Army. III. Series. OCLC 08103622 
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D 103.2:B 53 
Good, Mary Elizabeth. 

Historical review : Bird Creek Basin from 1800 / by Mary 
Elizabeth Good. — Tulsa, [Okla.] : US Army, Tulsa District, 
Corps of Engineers, [1977] 105 p. : ill., maps, ports. ; 27 cm. 
“Prepared for the Corps of Engineers, Tulsa District in fulfill- 
ment of contract no. DACW56-C-0016.” “August 1977”— 
Cover. Bibliography: p. 95-105. @lItem 337 (microfiche) 
1. Water resources development — Oklahoma — Osage 
County. 2. Oklahoma—History. 3. Osage County 
(Okla.) — History. I. United States. Army. Corps of Engi- 
neers. Tulsa District. II. Title. OCLC 07762903 

82-4970 

D 103,2:En 3/3/v.1-3 

Applications of the finite element method in geotechnical engi- 
neering : proceedings of the symposium held at Vicksburg, 
Mississippi, 1-4 May 1972 / edited by C.S. Desai. — Reprint, 
Aug. 1973. — Vicksburg, Miss. : Soil Mechanics Information 
Analysis Center, U.S. Army Engineer Waterways Experiment 
Station, Corps of Engineers, 1973. 3 v. : ill.; 28cm. “Sep- 
tember 1972.” Includes bibliographic references. 1. Finite 
element method — Congresses. 2. Soil mechanics — Con- 
gresses. I. Desai, C. S. (Chandrakant S.) II. Soils Mechan- 
ics Information Analysis Center (U.S.) OCLC 08138086 

82-4971 

D 103.2:M 36 

Welcome to John Martin Reservoir, Colorado. — [Albuquerque, 
N.M.?] : U.S. Army Corps of Engineers, Albuquerque Dis- 
trict, 1980. 1 folded sheet : col. ill., col. maps ; 40 x 40 cm. 
folded to 20 x 10 cm. “April 1980”—Verso. @lItem 337 
1. John Martin Reservoir (Colo.) I. United States. Army. 
Corps of Engineers. Albuquerque District. OCLC 08157464 
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82-4972 
D 103.2:M 58/2 

Midsummer fun : beach restoration on the lower Great Lakes / 
Buffalo District, U.S. Army Corps of Engineers. — Buffalo, 
N.Y. : The District, [19817] [8] p. : col. ill. ; 22 cm. Cover 
title. @lItem 337 1. Shore protection—Great Lakes. I. 
United States. Army. Corps of Engineers. Buffalo District. 
II. Title: Beach restoration on the lower Great Lakes. 
OCLC 08161093 


82-4973 
D 103.2:Sn 1/4/980 
United States. Army. Corps of Engineers. Walla Walla District. 
Lower Monumental Lock & Dam, Lake Herbert G. West, 
Snake River, Washington / United States Army, Corps of 
Engineers, Walla Walla District. Scale [ca. 1:200,000]. [Walla 
Walla, Wash.?] : The District, 1980. 1 map : col. ; 22 x 31 
cm., folded to 22 x 11 cm. Includes vicinity map, text, Lake 
Herbert G. West index and ill. On verso: visitor facility 
map, text and ill. @lItem 337 1. Lower Monumental Dam 
(Wash.) — Maps. I. Title. OCLC 08101290 


82-4974 
D 103.2:W 29/14 
Water safety / U.S Army, Corps of Engineers. — [Sacramento, 
Calif.?] : Sacramento District, Corps of Engineers, [19817] 
[8] p. : ill. (some col.) ; 28 cm. Cover title. @lItem 337 1. 
Swimming — Safety measures. I. United States. Army. 
Corps of Engineers. Sacramento District. OCLC 08157613 


82-4975 
D 103.2:W 63 
Mid-Atlantic Archaeological Research, inc. 

A cultural resources reconnaissance for the Wicomico 
River (East) Federal Maintenance Dredging Project / con- 
ducted for Baltimore District, Corps of Engineers ; submitted 
by Mid-Atlantic Archaeological Research. — Baltimore, Md. : 
The District, [1978] 34 leaves : ill., maps ; 28 cm. “August 
24, 1978.” Includes bibliographical references. @lItem 337 
(microfiche) 1. Indians of North America — Maryland — 
Antiquities. 2. Wicomico County (Md.)— Antiquities. I. 
United States. Army. Corps of Engineers. Baltimore District. 
II. Title. OCLC 07404057 
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Guide to the McClellan-Kerr Arkansas River navigation 
system. — [Little Rock, Ark.] : Little Rock Engineer District, 
[19812] 45 p. : ill. (some col.), maps (some col.) ; 28 cm. 
Cover title: Guide to the McClellan-Kerr Arkansas River 
navigation system : the water way into the southwest. 
“Little Rock and Tulsa Engineer Districts, U.S. Army Corps 
of Engineers. @lItem 337-B 1. Arkansas River — Naviga- 
tion. I. United States. Army. Corps of Engineers. Little 
Rock District. II. United States. Army. Corps of Engineers. 
Tulsa District. III. Title: McClellan-Kerr Arkansas River 
navigation system. IV. Title: The Water way into the South- 
west. OCLC 07859484 
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Common wetland plants of southeast Texas. — [Galveston, Tex.] 
: U.S. Army Corps of Engineers, Galveston District, [19817] 
1 v. (various pagings) : col. ill., 1 col. map ; 23 cm. Cover 
title. Bibliography: p. IV-13 - IV-14. Includes index. 
@ltem 337-B_ 1. Wetland fiora — Texas — Handbooks, man- 
uals, etc. I. United States. Army. Corps of Engineers. Gal- 
veston District. 81-602530 OCLC 07816237 
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82-4978 
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The Ports of Hampton Roads, Va. : Norfolk, Portsmouth, 
Hampton, Chesapeake, Newport News, Yorktown / prepared 
by the Water Resources Support Center ; U.S. Army, Corps 
of Engineers. — Rev. 1981. — Fort Belvoir, Va. : The Corps : 
For sale by The Center, 1981. vi, 165 p. : ill, maps ; 26 
cm.— (Port series ; no.11.) “This report supersedes a simi- 
lar report revised in 1971.” Three folded col. maps in 
pocket. Includes indices. @lItem 340 1. Harbors — Vir- 
ginia. I. United States. Army. Corps of Engineers. II. 
Water Resources Support Center (U.S.) III. Series: Port 
series (United States. Army. Corps of Engineers) ; no. 11. 
OCLC 07765708 


82-4979 
D 103.8:42/3 

United States ports on Lake Erie : Erie, Pa., Conneaut, Ashta- 
bula, Fairport Harbor, Lorain, Huron, Sandusky, Ohio / pre- 
pared by Water Resources Support Center ; Corps of Engi- 
neers, U.S. Army. — Rev. 1980.— Fort Belvoir, Va. : The 
Corps : For sale by The Center, 1980. vi, 126 p. : ill., maps ; 
26 cm. — (Port series ; no. 42) “Supersedes a similar report 
revised in 1972”—P. v. Two folded col. maps in pocket. 
@ltem 340 1. Harbors—Erie, Lake. I. United States. 
Army. Corps of Engineers. II. Water Resources Support 
Center (U.S.) III. Series: Port series (United States. Army. 
Corps of Engineers) ; no. 42. HES554.A5U54 1980 80- 
603184 387.1/09771/2 ¢2 19 OCLC 06585057 


82-4980 
D 103.8:50/2 

Ports of Hawaii : Honolulu, Port Allen, Nawiliwili, Kahului, 
Kaunakakai, Kawaihae, Hilo / prepared by the Water Re- 
sources Support Center ; U.S. Army, Corps of Engineers. — 
Rev. 1980. — Fort Belvoir, Va. : The Center : For sale by 
Water Resources Support Center, 1980. vi, 78 p. : ill., maps 
(2 folded col. in pocket) ; 26 cm.— (Port series ; no. 50) 
“This report supersedes a similar report revised in 1969.” 


@ltem 340 pbk. 1. Harbors— Hawaii. I. United States. 
Army. Corps of Engineers. II. Water Resources Support 
Center (U.S.) III. Series: Port series (United States. Army. 
Corps of Engineers) ; no. 50. OCLC 06885168 
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Liu, Tony C. 

Maintenance and preservation of concrete structures / by 
Tony C. Liu, Edward F. O’Neil, James E. McDonald ; pre- 
pared for Office, Chief of Engineers, U.S. Army. — Vicks- 
burg, Miss. : U.S. Army Engineer Waterways Experiment 
Station, [1978- [1] v. ; 27 cm. — (Technical report ; C-78-4) 
Cover title. “Concrete Laboratory, U.S. Army Engineer 
Waterways Experiment Station.” “September 1978.” In- 
cludes indexes. Contents: rept. 1. Annotated bibliography, 
1927-1977. Description based on rept. 1. @Item 334-A-16 
(microfiche) 1. Concrete coatings — Bibliography. 2. Con- 
crete construction — Maintenance and repair — Bibliography. 
I. O’Neil, Edward F. II. McDonald, J. E. (James E.) III. 
United States. Army. Corps of Engineers. IV. U.S. Army 
Engineer Waterways Experiment Station. Concrete Labora- 
tory. V. Title. VI. Series: Technical report (U.S. Army 


Engineer Waterways Experiment Station) ; C-78-4. OCLC 
04479355 


82-4982 
D 103.24/2:D-78-56 
Montgomery, Raymond L. (Raymond Lowree) 
Methodology for design of fine-grained dredged material 
containment areas for solids retention / by Raymond L. 
Montgomery ; prepared for Office, Chief of Engineers, U.S. 
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Army under DMRP work unit no. 5C11. — Vicksburg, Miss. 
: U.S. Army Engineer Waterways Experiment Station, 1979. 
1 v. (various pagings) : ill., maps ; 27 cm.— (Technical 
report ; D-78-56) Cover title. “Final report.” “Dredged 
Material Research Program.” “Environmental Laboratory.” 
“December 1978.” Includes bibliographical references. 1. 
Sediments (Geology) 2. Dredging. I. United States. Army. 
Corps of Engineers. II. U.S. Army Engineer Waterways 
Experiment Station. Environmental Laboratory. III. Title. 
IV. Series: Technical report (U.S. Army Engineer Waterways 
Experiment Station) ; D-78-56. OCLC 05319976 
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D 103.24/2:DS-78-10 


Guidelines for designing, operating and managing dredged ma- 


terial containment areas / prepared for Office, Chief of Engi- 
neers, U.S. Army. — [Vicksburg, Miss.] : U.S. Army Engineer 
Waterways Experiment Station, 1979. 1 v. (various pagings) 
: ill. ; 27 cm.— (Technical report ; DS-78-10) Cover title. 
At head of title: Syrthesis of research results, Dredged Mate- 
rial Research Program. “Final report.” ‘December 1978.” 
Includes bibliographical references. 1. Dredging. I. United 
States. Army. Corps of Engineers. II. Series: Technical 
report (U.S. Army Engineer Waterways Experiment Station) 
; DS-78-10. OCLC 05320166 
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D 103.24/2:DS-78-14 


Treatment of contaminated dredged material / prepared for 


Office, Chief of Engineers, U. S. Army. — [Vicksburg, Miss.] 
: U.S. Army Engineer Waterways Experiment Station, [1978] 
46 p. : ill. ; 27 cm.— (Technical report ; DS-78-14) Cover 
title. “Final report.” “Synthesis of research results.” 
“Dredged Material Research Program.” “December 1978.” 
Includes bibliographical references. 1. Contamination (Tech- 
nology) 2. Waste disposal in the ground. 3. Dredging. I. 
United States. Army. Corps of Engineers. II. U.S. Army 
Engineer Waterways Experiment Station. III. Series: Tech- 
nical report (U.S. Army Engineer Waterways Experiment 
Station) ; DS-78-14. OCLC 05515822 
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Productive land use of dredged material containment areas : 


planning and implementation considerations / prepared for 
Office, Chief of Engineers, U.S. Army. — [Vicksburg, Miss.] : 
U.S. Army Engineer Waterways Experiment Station, [1978] 
106, 8 p. : ill., maps ; 27 cm. — (Technical report ; DS-78-20) 
Cover title. “Final report.” “Synthesis of research results.” 
“Dredged Material Research Program.” “December 1978.” 
Includes bibliographical references. 1. Land use. 2. Waste 
disposal in the ground. 3. Dredging. I. United States. 
Army. Corps of Engineers. II. U.S. Army Engineer Water- 
ways Experiment Station. III. Series: Technical report (U.S. 
Army Engineer Waterways Experiment Station) ; DS-78-20. 
OCLC 05244569 
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Reservoirs and waterways : identification and assessment of 
environmental quality problems and research program devel- 
opment / by John W. Keeley ... [et al.] ; prepared for Office, 
Chief of Engineers, U.S. Army. — Vicksburg, Miss. : U.S. 
Army Engineer Waterways Experiment Station, [1978] 152 
p. : ill., col. maps ; 27 cm.— (Technical report ; E-78-1) 
Cover title. “Final report.” “Environmental Laboratory.” 
“July 1978.” Includes bibliographical references. @Item 
334-A-16 (microfiche) 1. Civil engineering — Environmental 
aspects. 2. Water quality management. 3. Water resources 
development. 4. Waterways. 5. Reservoirs. I. Keeley, 
John W. II. United States. Army. Corps of Engineers. III. 
U.S. Army Engineer Waterways Experiment Station. Envi- 
ronmental Laboratory. IV. Title: Identification and assess- 
ment of environmental quality problems and research pro- 
gram development. V. Series: Technical report (U.S. Army 
Engineer Waterways Experiment Station) ; E-78-1. OCLC 
04397269 
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Army Engineer Waterways Experiment Station.” “Novem- 
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report ; HL-80-1) Cover title. “Final report.” “Hydrau- 
lics Laboratory.” “January 1980.” Bibliography: p. 22. 
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Experiment Station) ; C-78-8. OCLC 04261038 





82-5014 


D 103.24/4:C-78-17 
Ragan, Steven A. 

Evaluation of a drop table for consolidating 6-in.-diameter 
cylindrical concrete test specimens / by Steven A. Ragan ; 
prepared for Office, Chief of Engineers, U.S. Army under 
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paper ; H-78-7) Cover title. “Final report.” “Hydraulics 
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United States. Army. Corps of Engineers. II. U.S. Army 
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neous paper ; H-78-10) Cover title. “Final report.” “Hy- 
draulics Laboratory.” “September 1978.” Includes biblio- 
graphical references. @lItem 334-A-7 (microfiche) 1. Locks 
(Hydraulic engineering) I. United States. Army. Corps of 
Engineers. Saint Louis District. II. U.S. Army Engineer 
Waterways Experiment Station. Hydraulics Laboratory. _ III. 
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Cover title. “Final report.” “Hydraulics Laboratory.” 
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CWIS 31203. — Vicksburg, Miss. : U.S. Army Engineer Wa- 
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prepared for U.S. Energy Research and Development Admin- 
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Counties, Kentucky, floodway appendix / [prepared for Of- 
Oe ie eS er ee rae 
by the Department of the Army, Corps of Engineers, Louis- 
ville District]. — Louisville, Ky. : The District, [1977] 6 p., 
16 p. of plates (some folded) : ill., maps (some col.) ; 27 cm. 
“November 1977.” 1. Floodplains — Kentucky —- Meade 
County. 2. Floodplains — Kentucky — Breckinridge County. 
I. United States. Army. Corps of Engineers. Louisville Dis- 
trict. II. Breckinridge County (Ky.). Office of County Clerk. 
III. Meade County (Ky.). Office of County Clerk. IV. Title: 
Ohio River, Meade & Breckinridge Counties, Kentucky, 
floodway appendix. OCLC 08101936 


82-5043 
D 103.47:M 69/4 

Flood plain information : Missisquoi River - Black Creek, Tyler 
Branch, Sheldon, Vermont / prepared for the Town of Shel- 
don ; by the Department of the Army, New York District, 
Corps of Engineers.—[New York, N.Y.] : The District, 
[1978] 36 p., 23 leaves of plates (some folded) : ill., col. maps 
; 28 cm. Cover title. “July 1978.” Includes glossary. 
[Item 334-A-10 (microfiche), ZAI] @Item 334-A-10 (micro- 
fiche) 1. Floodplains— Vermont— Sheldon. I. United 
States. Army. Corps of Engineers. New York District. II. 
Sheldon (Vt.) III. Title: Missisquoi River - Black Creek, 
Tyler Branch, Sheldon, Vermont. OCLC 04860695 


82-5044 
D 103.47:M 97/4 

Special flood hazard information report : Muskingum River and 
tributaries, Coshocton County, Ohio / prepared for the State 
of Ohio, Department of Natural Resources ; by Department 
of the Army, Huntington District, Corps of Engineers. — 
Huntington, W. Va. : The District, [1977] iii, 12 p., 14 
leaves of plates (some folded) : ill., col. maps ; 27 cm. Cover 
title. “September 1977.” @lItem 334-A-10 (microfiche) 1. 
Floods — Ohio — Coshocton County. 2. Muskingum River 
(Ohio) — Floods. I. United States. Army. Corps of Engi- 
neers. Huntington District. II. Ohio. Dept. of Natural Re- 
sources. III. Title: Muskingum River and tributaries, Co- 
shocton County, Ohio. OCLC 03688792 


82-5045 
D 103.47:0d 2/2 

Flood plain information : Muskingum Draw, Odessa, Texas / 
prepared for the City of Odessa, Texas ; by Corps of Engi- 
neers, U.S. Army, Fort Worth, Texas, District. — Fort 
Worth, Tex. : The District, [1977] iv, 33 p., 17 leaves of 
plates (some folded) : ill., col. maps ; 27 cm. Cover title. 
“October 1977.” @Item 334-A-10 (microfiche) 1. Flood- 
plains — Texas — Odessa. 2. Floods — Texas — Odessa. I. 
United States. Army. Corps of Engineers. Fort Worth Dis- 
trict. II. Odessa (Tex.) III. Title: Muskingum Draw, 
Odessa, Texas. OCLC 03495054 


82-5046 
D 103.47:P 83/8 

Postflood report, November - December 1977 floods in the 
Portland District, Oregon and Washington : Columbia River 
Basin, Willamette River Basin, Coastal Streams / prepared by 
Portland District, U.S. Army Corps of Engineers. — [Port- 
land, Ore.?] : The District, [1978] 1 v. (various pagings) : ill., 
maps ; 27 cm. “August 1978.” @lItem 334-A-10 (micro- 
fiche) 1. Floods—Oregon. 2. Floods — Washington 
(State) I. United States. Army. Engineer District, Portland. 
II. Title: Columbia River Basin, Willamette River Basin, 
Coastal Streams. OCLC 04658627 





82-5047 
D 103.47:R 58/2 

Flood plain information : White River and West Branch, Roch- 
ester, Vermont / prepared by the Department of the Army, 
New England Division, Corps of Engineers. — Waltham, 
Mass. : The Division, [1978] i, 36 p., 17 leaves of plates 
(some folded) : ill., maps (some col.) ; 27 cm. Cover title. 
“April 1978.” @lItem 334-A-10 (microfiche) 1. Flood- 
plains — Vermont — Rochester. I. United States. Army. 
Corps of Engineers. New England Division. II. Title: White 
River and West Branch, Rochester, Vermont. OCLC 
04096437 


82-5048 
D 103.47:Sa 5/7 

Flood plain information : Pojoaque River & tributaries, Santa 
Fe County, New Mexico / prepared for the County of Santa 
Fe, New Mexico ; by the Department of the Army, Albu- 
querque District, Corps of Engineers. — Albuquerque, N.M. : 
The District, [1977] v, 27 p., 50 leaves of plates (some 
folded) : ill, maps (some col.) ; 27 cm. Cover title. 
“August 1977.” @ltem 334-A-10 (microfiche) 1. Flood- 
plains — New Mexico — Santa Fe County. I. United States. 
Army. Corps of Engineers. Albuquerque District. II. Santa 
Fe County (N.M.) III. Title: Pojoaque River & tributaries, 
Santa Fe County, New Mexico. OCLC 03443700 


82-5049 


D 103.47:Si 8 
Flood plain information : Squaw Creek, Sisters, Oregon / pre- 
pared for Deschutes County by the Dept. of the Army, Port- 
land District, Corps of Engineers. — Portland, Or. : The Dis- 
trict, [1978] i, 28 p., 26 leaves of plates : ill., col. maps ; 27 
cm. Cover title. “August 1978.” @lItem 334-A-10 (micro- 
fiche) 1. Floodplains —Oregon— Deschutes County. I. 


United States. Army. Corps of Engineers. Portland District. 
II. Deschutes County (Or.) III. Title: Squaw Creek, Sisters, 
Oregon. OCLC 08173574 


82-5050 
D 103.47:T 21 

Special flood hazard information report : Tygart River, Taylor 
County, West Virginia / prepared for the Region VI Plan- 
ning & Development Council ... [et al.] ; by Corps of Engi- 
neers, Pittsburgh District. — Pittsburgh, Pa. : The District, 
[1978] i, 5 p., 8 leaves of plates (some folded) : ill., col. maps 
;27cm. Cover title. “November 1978.” 1. Floods — West 
Virginia — Taylor County. I. United States. Army. Corps of 
Engineers. Pittsburgh District. II. Region VI Planning & 
Development Council (W. Va.) III. Title: Tygart River, 
Taylor County, West Virginia. OCLC 05155162 


82-5051 
D 103.47:W 16/2 

Fiood plain information : Cucharas River & tributaries, Walsen- 
burg, Colorado / prepared for the Huerfano County Board of 
County Commissioners ; by Department of the Army, Albu- 
querque District, Corps of Engineers. — Albuquerque, N.M. : 
The District, [1977] iv, 24 p., 18 leaves of plates (some 
folded) : ill., maps (some col.) ; 27 cm. Cover title. “July 
1977.” @Item 334-A-10 (microfiche) 1. Floodplains — 
Colorado — Huerfano County. I. United States. Army. 
Corps of Engineers. Albuquerque District. II. Huerfano 
County Board of County Commissioners (Colo.) III. Title: 
Cucharas River & tributaries, Walsenburg, Colorado. OCLC 
03562669 
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82-5052 


D 103.47:Y 2 


Flood plain information : Verde River, vicinity of Bridgeport 


and Camp Verde and Wet Beaver Creek, vicinity of Lake 
Montezuma, Yavapai County, Arizona / prepared for Yava- 
selling sae Bhan as Ny by Corps of Engineers, U.S. Army, 

Los Angeles District. — Los Angeles, Calif. : The District, 
[1978] i, 27 p., 26 p. of plates : ill., col. maps ; 27 cm. 
Cover title. “March 1978.” @ltem 334-A-10 (microfiche) 
1. Floodplains — Arizona— Yavapai County. I. United 
States. Army. Corps of Engineers. Los Angeles District. II. 
Yavapai County (Ariz.) III. Title: Verde River, vicinity of 
Bridgeport and Camp Verde and Wet Beaver Creek, vicinity 
of Lake Montezuma, Yavapai County, Arizona. OCLC 
03784536 


82-5053 


D 103,53:E-142 


Lozar, Charles C. 


Developing habitability information for the design of office 
environments / by Charles C. Lozar, Robert L. Porter. — 
Champaign, Ill. : Construction Engineering Research Labora- 
tory, United States Army, Corps of Engineers ; [Springfield, 
Va. : National Technical Information Service, distributor, 
1979] 153 p. : ill., forms, folded plans ; 27 cm. — (Technical 
report ; E-142) Cover title. “July 1979.” @Item 335-A 
(microfiche) 1. Work environment. 2. Offices. I. Porter, 
Robert L. II. Construction Engineering Research Labora- 
tory. III. Title. IV. Series: Technical report (Construction 
Engineering Research Laboratory) ; E-142. OCLC 05542446 


82-5054 


D 103.53:M-279 


Muncy, Robert E. 


Roofing repair materials for Korean relocatable buildings— 
test and evaluation / by Robert E. Muncy. — Champaign, IIl. 
: Construction Engineering Research Laboratory, United 
States Army, Corps of Engineers ; [Springfield, Va. : National 
Technical Information Service, distributor, 1980] 15 p. : ill. ; 
27 cm.— (Technical report ; M-279) Cover title. “May 
1980.” @Item 335-A (microfiche) pbk. 1. Roofing — 
Testing. 2. Roofs— Maintenance and repair. I. Construc- 
tion Engineering Research Laboratory (U.S.) Il. Title. III. 
Series: Technical report (Construction Engineering Research 
Laboratory (U.S.)) ; M-279. OCLC 06409035 


82-5055 


D 103.53:M-280 


Lane, R. W. 


Selection of cooling water treatment at military installations 
to prevent scaling and corrosion / by R. Lane, A. Kumar. — 
Champaign, Ill. : Construction Engineering Research Labora- 
tory, U.S. Army, Corps of Engineers ; [Springfield, Va. : 
National Technical Information Service, distributor, 1980] 
26 p. : ill. ; 26 cm. — (Technical report ; M-280) Cover title. 
“June 1980.” Bibliography: p. 23. Contract no.: IAO no. 
GEFAE 230400100. @ltem 335-A (microfiche) 1. Cooling 
towers — Corrosion. 2. Corrosion and anti-corrosives. I. 
Kumar, A. (Ashok), 1938- II. Construction Engineering Re- 
search Laboratory (U.S.) III. Title. IV. Series: Technical 
report (Construction Engineering Research Laboratory) ; M- 
280. OCLC 06570881 


82-5056 


D 103,53:N-74 


Riggins, R. E. (Robert E.) 


Aquatic Rational Threshold Value (RTV) concepts for 
Army environmental impact assessment / by R.E. Riggins, 
E.D. Smith. — Champaign, Ill. : Construction Engineering 
Research Laboratory, U.S. Army, Corps of Engineers ; 
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Military History, Center for (Army) — 


(Springfield, Va. : National Technical Information Service, 
distributor, 1979] 37 p. : ill. ; 27 cm. — (Technical report ; 
N-74) Cover title. “July 1979. ” Includes bibliographical 
references. @lItem 335-A (microfiche) 1. Aquatic biol 
ogy — United States. I. Smith, Smith, Edgar Dean. Il. 
Construction Engineering Research Laboratory (U.S.) III. 
Title. IV. Series: Technical report (Construction Engineer- 
ing Research Laboratory) ; N-74. OCLC 05340440 


82-5057 


Raspet, Richard. 

Mitigation of noise impact via operational changes / by 
Richard Raspet. — Champaign, Ill. : Construction Engineer- 
ing Research Laboratory, U.S. Army, Corps of Engineers ; 
[Springfield, Va. : National Technical Information Service, 
distributor, 1979] 22 p. : ill. ; 27 cm.— (Technical report ; 
N-76) Cover title. “September 1979.” Includes biblio- 
graphical references. @ltem 335-A (microfiche) 1. Military 
bases — United States — Noise control. I. Construction En- 
gineering Research Laboratory (U.S.) II. Title. III. Series: 
Technical report (Construction Engineering Research Labora- 
tory) ; N-76. OCLC 05540400 


82-5058 


D 103.53:N-76 


D 103.53:N-85 
Tertiary treatment of wastewater using a rotating biological 
contactor system / by E.D. Smith ... [et al.]. — Champaign, 
Ill. : Construction Engineering Research Laboratory, U.S. 
Army, Corps of Engineers ; [Springfield, Va. : National Tech- 
nical Information Service, distributor, 1980] 39 p. : ill. ; 27 
cm.— (Technical report ; N-85) Cover title. “February 
1980.” Bibliography: p. 37-39. @lItem 335-A (microfiche) 
1. Sewage — Purification. 2. Sewage disposal plants — 
United States. I. Smith, E. D. (Edgar Dean), 1948- II. 
Construction Engineering Research Laboratory (U.S.) III. 
Series: Technical report (Construction Engineering Research 
Laboratory) ; N-85. OCLC 06225625 
82-5059 
D 103,53:P-95 
Brown, David W. (David Wayne), 1946- 

Management summary : Facilities Engineering Equipment 
Maintenance System (FEEMS) / by David W. Brown. — 
Champaign, Ill. : Construction Engineering Research Labora- 

ry ; (Springfield, Va. : National Technical Information 
Service, distributor, 1978] 49 p. : ill. ; 27 cm. — (Technical 
report ; P-95) Cover title. “September 1978.” @ltem 335- 
A (microfiche) 1. United States. Army — Equipment — 
Quality control. I. Construction Engineering Research Lab- 
oratory (U.S.) II. Title. III. Title: Facilities Engineering 
Equipment Maintenance System (FEEMS) IV. Series: Tech- 
nical report (Construction Engineering Research Laboratory) 
; P-95. OCLC 04385794 


82-5060 
D 103.53:P-106 
Nay, Joyce L. 

Total contract maintenance for Mannheim family housing / 
by Joyce L. Nay, David W. Brown. — Champaign, Ill. : Con- 
struction Engineering Research Laboratory, U.S. Army, 
Corps of Engineers ; (Springfield, Va. : Netional Technical 
Information Service, distributor, 1980] 122 p. ; 26 cm.— 
(Technical report ; P-106) Cover title. “January 1980.” 
Includes bibliographical references. Contract no.: IAP no. 
89-3510-7-78. @lItem 335-A (microfiche) 1. Public con- 
tracts — Costs. 2. Military bases, American — Germany, 
West — Maintenance and repair. 3. Contracts for work and 
labor — Germany (West) I. Brown, David W. (David 
Wayne), 1946- II. Construction Engineering Research Labo- 
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Defense Dept. 


ratory (U.S.)_ Ill. Title. IV. Series: Technical report (Con- 
struction Research Laboratory) ; P-106. OCLC 
06017485 


82-5061 
D 103.53/5:E-148 
Hathaway, S. A. (Steve A.) 

Project development guidelines for converting army instal- 
lations to coal use / by S.A. Hathaway, M. Tseng, J.S. 
Lin. — Champaign, Ill. : Construction Engineering Research 
Laboratory, U.S. ‘Amy, Corps of Engineers ; [Springfield, 
Va. : National Technical Information Service, distributor, 
1979] 38 p. : ill. ; 27 cm. — (Interim report ; E-148) Cover 
title. “March 1979.” Bibliography: p. 37. @lItem 335-A 
(microfiche) 1. United States. Army — Facilities. 2. Coal — 
United States. 3. Electric power-plants— Conversion to 
coal. I. Tseng, M. II. Lin, J. S. Geng Shyan) III. Con- 
struction Engineering Research Laboratory (U.S.) IV. Title. 
V. Series: Interim report (Construction Engineering Research 
Laboratory) ; E-148. OCLC 04972958 


82-5062 
D 103.59:1-110 
Barela, Dave A. 

Rock-lined transitions : hydraulic model investigation / 
U.S. Army Engineer District, Los Angeles, Corps of Engi- 
neers. — Los Angeles, Calif. : The District, [1978] 1 v. (var- 
ious pagings) : ill, maps ; 27 cm. Cover title. “January 
1978.” Includes index. “Report no. 1-110.” 1. Hydraulic 
models. 2. Channels (Hydraulic engineering) I. United 
States. Army. Corps of Engineers. Los Angeles District. II. 
Title. OCLC 03880545 


82-5063 
D 103.62:M 75/draft 
United States. Army. Corps of Engineers. Detroit District. 
Diked disposal area Monroe Harbor at Sterling State Park, 

Monroe County, Michigan : letter report and draft environ- 
mental impact statement / prepared by U.S. Army Engineer 
District. — Detroit, eo : The District, [19787] 1 v. (var- 
ious pagings) : ill. ; 28 cm. Cover title. Includes 
bibliographies, Peedi ted index. @lItem 334-A-13 (micro- 
fiche) 1. Dredging spoil — Environmental aspects — Michi- 
gan— Monroe County. 2. Water quality — Michigan — 
Monroe County. I. Title. OCLC 08093948 


MILITARY HISTORY, CENTER FOR (ARMY) 
Defense Dept. 
Washington, DC 20315 


82-5064 
D 114.18:Ad 9 

The U.S. adviser / by Cao Van Vien ... [et al.]. — Washington, 
D.C. : U.S. Army Center of Military History, 1980. xi, 205 
p. : ill. ; 28 cm.— (Indochina monographs) Includes biblio- 
graphical references. @lItem 345-A (microfiche) 1. United 
States. Military Assistance Command, Vietnam. 2. Vietnam- 
ese Conflict, 1961-1975. I. Vien, Cao Van. II. Center of 
Military History. III. Series. DS558.2.U17 80-607108 
959.704/33/73 OCLC 06251672 


82-5065 
D 114.18:C 14 
Tho, Tran Dinh. 

The Cambodian incursion / by Tran Dinh Tho. — Wash- 
ington, D.C. : U.S. Army Center of Military History, 1979. 
x, 234 p. : ill. ; 28 cm.— (Indochina monographs) Includes 
bibliographical references. @lItem 345-A (microfiche) 1. 
Vietnamese Conflict, 1961-1975 — Campaigns — Cambodia. 





I. Center of Military History (U.S.) II. Title. III. Series. 
DS557.8.C3T47 79-021722 959.704/342 [959.704/342] 
OCLC 05497195 


82-5066 
D 114.18:Ea 7/972 
Truong, Ngo Quang. 

The Easter offensive of 1972 / Ngo Quang Truong. — 
Washington, D.C. : U.S. Army Center of Military History, 
1980. ix, 183 p. : ill, maps ; 28 cm.— (Indochina mono- 
graphs) @lItem 345-A (microfiche) 1. Easter Offensive, 
1972. I. Center of Military History. II. Title. III. Series. 
DS557.8.E23T78 79-020551 959.704/34 OCLC 05353264 


82-5067 
D 114.18:K 52 r 
Sak Sutsakhan. 

The Khmer Republic at war and the final collapse / Sak 
Sutsakhan. — Washington, D.C. : U.S. Army Center of Mili- 
tary History, 1980. x, 187 p. : ill. ; 28 cm.— (Indochina 
monographs) Includes bibliographical references. @Item 
345-A (microfiche) 1. Cambodia — History — Civil War, 
1970-1975. I. Center of Military History. II. Title. III. 
Series. DS554.8.824 79-607776 959.704/34 ¢2 19 
[959.704/34 ¢2 19] OCLC 05474233 


82-5068 
D 114.18:L 16 
Nguyen Duy Hinh. 
Lam Son 719 / by Nguyen Duy Hinh. — Washington, D.C. 

: U.S. Army Center of Military History, [1979] ix, 179 p. : 
ill. ; 27 cm.— (Indochina monographs) @lItem 345-A (mi- 
crofiche) 1. Vietnamese Conflict, 1961-1975 — Campaigns — 
Laos. I. Center of Military History. II. Title. III. Series. 
DS557.8.L3H56 79-607101 959.704/342 OCLC 05286035 


82-5069 
D 114 18:L 82 
Khuyen, Dong Van. 

RVNAF logistics / by Dong Van Khuyen. — Washington, 
D.C. : U.S. Army Center of Military History, 1980. xv, 460 
p. : ill. ; 27 cm.— (Indochina monographs) @lItem 345-A 
(microfiche) 1. Vietnamese Conflict, 1961-1975. 2. Viet- 
nam — Armed Forces — Provisioning. 3. Vietnam — Armed 
Forces— Supplies and stores. 4. Vietnam — Armed 
Forces — Procurement. I. Center of Military History (U.S.) 
Il. Title. III. Series. UC265.V53K48 80-607117 355.6/ 
21/09597 OCLC 06306045 


82-5070 
D 114.18:R 25 
Vien, Cao Van. 

Reflections on the Vietnam War / Cao Van Vien and 
Dong Van Khuyen. — Washington, D.C. : U.S. Army Center 
of Military History, 1980. vii, 165 p. ; 28 cm.— (Indochina 
monographs) @lItem 345-A (microfiche) 1. Vietnamese 
Conflict, 1961-1975. I. Khuyen, Dong Van. II. Center of 
Military History. III. Title. IV. Series. DS556.5.V52 79- 
607979 959.704/3 OCLC 05833800 


82-5071 
D 114.18:So 1 
Nguyen Duy Hinh. 

The South Vietnamese society / Nguyen Duy Hinh and 
Tran Dinh Tho. — Washington, D.C. : U.S. Army Center of 
Military History, 1980. vii, 175 p. ; 28 cm.— (Indochina 
monographs) Includes bibliographical references. @Item 
345-A (microfiche) 1. Vietnam — Social conditions. I. Tho, 
Tran Dinh. II. Center of Military History. III. Title. IV. 
Series. HN700.5.A8H5S5 79-017694 309.1/597 ¢2 19 
OCLC 05219270 
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Lung, Hoang Ngoc. 

Strategy and tactics / by Hoang Ngoc Lung. — Washing- 
ton, D.C. : U.S. Army Center of Military History, 1980. viii, 
138 p. : ill. ; 28 cm. — ina monographs) @lItem 345- 
A (microfiche) 1. Vietnamese Conflict, 1961-1975. 2. Strat- 
egy. 3. Tactics. I. Center of Military WS.) I. 
Title. III. Series. U742.L86 79-607102 959.704/34 
[959.704/34] OCLC 05333843 


82-5073 


D 114.18:St 8 


D 114.18:V 69 
Nguyen Duy Hinh. 

Vietnamization and the cente-fire / Nenyen Duy Bish. — 
Washington, D.C. : U.S. Army Center of Military History, 
[1980] viii, 194 p. : maps ; 28 cm.— (Indochina mono- 
graphs) 1. Vietnamese Conflict, 1961-1975. 2. Agreement 
on Ending the War and Restoring Peace in Vietnam (1973) 
3. Vietnam — Armed Forces. I. Center of Military 
Il. Title. III. Series. DS557.7.H56 79-607982 959. 704/ 
3325 ¢2 19 [959.704/3325 ¢2 19] OCLC 06611264 


U.S. ARMY AIR MOBILITY RESEARCH AND 
DEVELOPMENT LABORATORY 
Fort Eustis, VA 23604 


82-5074 
D 117.8/2:TR-80-D-25 

Experimental installation of mast mounted sight on an OH-58C 
helicopter / James A. Rule ... [et al.] ; prepared for Applied 
Technology Laboratory, U.S. Army Research and Technol- 
ogy Laboratories (AVRADCOM). — Fort Eustis, Va. : The 
Laboratory, [1980] 80 p. : ill. ; 27 cm.— (USAAVRAD- 
COM-TR ; 80-D-25) Cover title. “Final report for period 
March 1978-January 1980.” Includes bibliographical refer- 
ences. @lItem 322-B-1 (microfiche) 1. Helicopters — Test- 
ing. I. Rule, James A. (James Authur), 1926- II. Army 
Research and Technology Laboratories (U.S.). Applied Tech- 
nology Laboratory. III. Series. OCLC 07985308 


82-5075 
D 117.8/2:TR-80-D-31 
Tanner, A. E. (Anthony E.) 

Crashworthiness design parameter sensitivity analysis / 
A.E. Tanner ; prepared for Applied Technology Laboratory, 
U.S. Army Research and Technology Laboratories (AV- 
RADCOM).— Fort Eustis, Va. : The Laboratory, [1981] 
280 p. : ill. ; 27 cm.— (USAAVRADCOM-TR ; 80-D-31) 
Cover title. “Final report for period September 1979-August 
1980.” “February 1981.” Includes bibliographical refer- 
ences. @Item 322-B-1 (microfiche) 1. Helicopters — Test- 
ing. 2. Aeronautics— Accidents. I. Army Research and 
Technology Laboratories (U.S.). Applied Technology Labo- 
ratory. II. Title. III. Series. OCLC 07985363 


82-5076 
D 117.8/2:76-16 

Bearingless tail rotor loads and stability / Boeing Vertol Com- 
pany ; prepared for Applied Technology Laboratory, Re- 
search and Technology Laboratories (AVRADCOM). — Fort 
Eustis, Va. : The Laboratory, [1977] 287 p. : ill. ; 26 cm. — 
(USAAMRDL-TR ; 76-16) Cover title. “Final report for 
period March 1975-January 1976.” “November 1977” In- 
cludes bibliographical references. Contract no.: DAAJO2-75- 
C-0017. @lItem 322-B-1 (microfiche) 1. Rotors (Helicop- 
ters) — Aerodynamics. I. Army Research and Technology 
Laboratories (U.S.). Applied Technology Laboratory. II. 
Boeing Vertol Company. III. Series. OCLC 08157754 
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82-5077 graphical references. @lItem 322-B-1 (microfiche) 1. Heli- 


D 117.8/2:78-19 copters — Motors — Design and construction. I. Trustee, B. 
Superhard transparent coatings / Robert L. Fogarty ... [et al.] ; Il. Army Research and Technology Laboratories (U.S.). Ap- 
prepared for Applied Technology Laboratory, U.S. Army plied Technology Laboratory. Ill. Title. IV. Series. 
Research and Technology Laboratories (AVRADCOM) — OCLC 07986026 
Fort Eustis, Va. : The Laboratory, [1978] 114 p. : ill. ; 26 
cm.— (USARTL-TR ; 78-19) Cover title. “Final report 82-5082 
for period November 1975-February 1977.” “Goodyear D 117.8/2:79-11 
Aerospace: Corporation, Arizona Division. Jane “1978. Investigation of the crash-impact characteristics of advanced 
Includes bibliographical references. Contract no.: J02-76-C- irframe structures / J.D. Cronkhite ... fet al.) ; nor 
0004. @ltem 322-B-1 (microfiche) 1. Helicopters. 2. Plas- Applied Technolo pertireian US ire R non 4 
tic coatings. I. Fogarty, Robert L. II. Army Research and Wenid bee a wd ‘ ae oe y “rn -_ 
Technology Laboratories (U.S.). Applied Technology Labo- echnology ratories ( VRADCOM). — ort Eustis, 
ratory. III. Goodyear Aerospace Corporation. Arizona Di- Va. : The Laboratory, [1979] 221 p. : ill, ; 27 cm.— 
vision. IV. Series. OCLC 08134215 (USARTL-TR ; 79-11) Cover title. “Final report.” “Sep- 
82-5078 tember 1979.” Includes bibliographical references. @lItem 
Stone, Robert A. ing. I. Cronkhite, J. D. James D.) Il. Army Research and 
Advanced coupling development program / Robert A. Technology Laboratories (U.S.). Applied Technology Labo- 
Stone ; prepared for Applied Technology Laboratory, U.S. ratory. III. Series. OCLC 07981498 
Army Research and Technology Laboratories (AVRAD- 
COM). — Fort Eustis, Va. : The Laboratory, [1978] 138 p. : 
ill. ; 27 cm.— (USARTL-TR ; 78-40) Cover title. “Final NAVY DEPARTMENT 
report for period 15 June 1974-30 October 1977.” “October Defense Dept. 
1978.” @Item 322-B-1 (microfiche) 1. Helicopters — Washington, DC 20350 
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; 27 cm. — (Report ; no. 888) “Naval Medical Research and 
Development Command.” “2 February 1979”—Cover. In- 
cludes bibliographical references. @lItem 385-C (microfiche) 


intense ultrasound / by James A. Rooney. — Groton, Conn. : 
Naval Submarine Medical Research Laboratory, [1979] _ iii, 
38 p. : ill. ; 27 cm.— (Naval Submarine Medical Research 
Laboratory report ; no. 893) “Naval Medical Research and 
Development Command.” “9 May 1979”—Cover. Includes 
bibliographical references. “Contract no. N00129-78-M- 


4771”—P. ii. @Item 385-C (microfiche) 1. Diving, Subma- 
rine — Physiological aspects. 2. Hearing disorders. 3. 
Noise — Physiological effect. I. United States. Naval Medi- 
cal Research and Development Command. II. Naval Subma- 
rine Medical Research Laboratory (U.S.) III. Title. IV. 
Series: Report (Naval Submarine Medical Research Labora- 
tory (U.S.) ; no. 893. OCLC 08152826 


82-5119 


1. Acoustic impedance. 2. Interference (Sound) I. United 
States. Naval Medical Research and Development Command. 
Il. Naval Submarine Medical Research Laboratory (U.S.) 
III. Title. IV. Series: Report (Naval Submarine Medical Re- 
search Laboratory (U.S.)) ; no. 888. OCLC 08134521 


82-5115 
D 206.10:889 


Harris, J. Donald (John Donald), 1914- 
Optimum threshold-crossings and time-window validation 
in threshold pure-tone computerized audiometry / by J. 
Donald Harris. — Groton, Conn. : Naval Submarine Medical 


D 206.10:894 
Effects of pseudoephedrine and triprolidine on visual perform- 
ance / by S.M. Luria ... [et al.].— Groton, Conn. : Naval 
Submarine Medical Research Laboratory, cl1979. p. 1158- 
1160 ; 27 cm.— (Report ; no. 894) Cover title. “Naval 
Medical Research and Development Command.” From Avi- 
ation, Space, and Environmental Medicine, Nov., 1979. “30 
March 1979.” Bibliography: p. 1160. @lItem 385-C (micro- 
fiche) 1. Drugs— Side effects. 2. Visual perception. I. 
Luria, S. M. (Saul Martin), 1929- II. United States. Naval 
Medical Research and Development Command. III. Naval 
Submarine Medical Research Laboratory (U.S.) IV. Series: 
Report (Naval Submarine Medical Research Laboratory 

(U.S.)) ; no. 894. OCLC 08152584 


82-5120 


Research Laboratory, [1979] iii, 19 p. : ill. ; 27 cm. — 
(Report ; no. 889) Cover title. “Naval Medical Research 
and Development Command.” “8 May 1979.” Bibliogra- 
phy: p. 15. @ltem 385-C (microfiche) 1. Audiometry. I. 
United States. Naval Medical Research and Development 
Command. II. Naval Submarine Medical Research Labora- 
tory (U.S.) III. Title. IV. Series: Report (Naval Submarine 
Medical Research Laboratory (U.S.)) ; no. 889. OCLC 
08144157 


82-5116 
D 206.10:891 
Harris, J. Donald (John Donald), 1914- 

NSMRL calibration of microphones at depth in dry hyper- 
baric chambers / by J. Donald Harris.— Groton, Conn. : 
Naval Submarine Medical Research Laboratory, [1980] p. 
327-332 : ill. ; 27 cm.— (Report ; no. 891) Cover title. 
“Naval Medical Research and Development Command.” 
“Appeared in the Journal of the Acoustical Society of Amer- 
ica 67(1), January 1980”—T.p. verso. “15 February 1980.” 
Includes bibliographical references. @Item 385-C (micro- 
fiche) 1. Microphone — Calibration. 2. Hyperbaric oxygen- 
ation. I. United States. Naval Medical Research and Devel- 
opment Command. II. Naval Submarine Medical Research 
Laboratory (U.S.) III. Title. IV. Series: Report (Naval 
Submarine Medical Research Laboratory (U.S.)) ; no. 891. 
OCLC 08152751 
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D 206.10:898 
Paulson, Helen M. 

The X-Chrom lens for correction of color deficiency / by 
Helen M. Paulson. — Groton, Conn. : Naval Submarine Medi- 
cal Research Laboratory, [1980] p. 557-560 ; 28 cm.— 
(Report ; no. 898) Cover title. ‘Naval Medical Research 
and Development Command.” “Reprinted from Military 
Medicine, vol. 145, no. 8 August 1980”—P. 557. “August 
1980.” Includes bibliographical references. @Item 385-C 
(microfiche) 1. Contact lenses. 2. Color blindness. I. 
United States. Naval Medical Research and Development 
Command. II. Naval Submarine Medical Research Labora- 
tory (U.S.) III. Title. IV. Series: Report (Naval Submarine 
Medical Research Laboratory (U.S.)) ; no. 898. OCLC 
08151958 
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82-5121 82-5125 
D 206.10:918 


D 206.10:941 
The Vision of submariners and National Guardsmen : a longitu- 


Various measures of the effectiveness of yellow goggles / by Jo 
dinal study J.A.S. Kinney ... [et al.]. — Groton, Conn. : Naval Ann S. Kinney ... [et al.]. — Groton, Conn. : Naval pe 
Submarine Medical Research Laboratory, cl1980. p. 469-478. Medical Research Laboratory, [1980] ii, 39 p. : ill. 

: ill. ; 27 cm.— (Report ; no. 918) Cover title. “Naval cm.— (Naval Submarine Medical Research oh Maw 
Medical Research and Development Command.” From report ; no. 941) “Naval Medical Research and Develop- 
American Journal of Optometry & Physiological Optics, v. ment Command.” “8 October 1980”—Cover. Includes bib- 
57, no. 8, Aug. 1980. “6 October 1980.” Includes biblio- liographical references. @Item 385-C (microfiche) 1. Glass, 
graphical references. @lItem 385-C (microfiche) 1. Subma- Optical. 2. Depth perception. I. Kinney, Jo Ann S. Il. 
rine medicine. 2. Myopia. 3. Eye — Refractive errors. I. United States. Naval Medical Research and Development 
Kinney, Jo Ann S. II. United States. Naval Medical Re- Command. _III. Naval Submarine Medical Research Labora- 
search and Development Command. III. Naval Submarine tory (U.S.) IV. Series: Report (Naval Submarine Medical 
Medical Research Laboratory (U.S.) IV. Series: Report Research Laboratory (U.S.)) ; no. 941. OCLC 08134452 
(Naval Submarine Medical Research Laboratory (U.S.)) ; no. 


918. OCLC 08153113 NAVAL RESEARCH OFFICE 
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Arlington, VA 22217 


82-5122 
D 206.10:924 
Luria, S. M. (Saul Martin), 1929- 

Target size and corrections for empty-field myopia / S.M. 
Luria. — Groton, Conn. : Naval Submarine Medical Research 
Laboratory, [1980] p. 1153-1154: ill. ; 27 cm.— (Report ; 
no. 924) Cover title. “Naval Medical Research and Devel- 
opment Command.” “Appeared in the Journal of the Opti- 
cal Society of America, vol. 70, no. 9, September 1980”—T.p. 
verso. “October 1980.” Includes bibliographical references. 
@ltem 385-C (microfiche) 1. Myopia. 2. Visual acuity — 
Measurement. I. United States. Naval Medical Research and 
Development Command. II. Naval Submarine Medical Re- 
search Laboratory (U.S.) III. Title. IV. Series: Report 
(Naval Submarine Medical Research Laboratory (U.S.)) ; no. 
924. OCLC 08152897 


82-5126 
D 210.8:8279 
Gathman, Stuart G. 

Model for estimating meteorological profiles from ship- 
board observations / Stuart G. Gathman. — Washington, 
D.C. : Naval Research Laboratory, [1978] iii, 28 p. : ill, 1 
map ; 27 cm.— (NRL report ; 8279) Cover title. “Atmos- 
pheric Physics Branch, Ocean Sciences Division.” “Decem- 
ber 26, 1978.” Includes bibliographical references. @Item 
407-H (microfiche) 1. Meteorology, Maritime. 2. Meteorol- 
ogy — Observations. I. Naval Research Laboratory (U.S.). 
Atmospheric Physics Branch. II. Title. III. Series. OCLC 
08174210 


82-5127 
82-5123 D 210.8:8317 
D 206.10:933 Rudgers, Anthony J. 


Gilman, Sara C. Acoustical behavior of thick, composite, fluid-loaded plates, 


Vitamin C status of submariners / by Sara C. Gilman, 
Robert J. Biersner, and R.D. Thornton. — Groton, Conn. : 
Naval Submarine Medical Research Laboratory, [1980] _ iii, 
12 p. ; 28 cm.— (Report ; no. 933) “Naval Medical Re- 
search and Development Command.” “19 June 1980”— 
Cover. Includes bibliographical references. @lItem 385-C 
(microfiche) 1. Vitamin C. 2. Submarine medicine. I. 
Biersner, Robert J. II. Thornton, R. D. III. United States. 
Naval Medical Research and Development Command. IV. 
Naval Submarine Medical Research Laboratory (U.S.) V. 


calculated using Timoshenko-Mindlin plate theory / Anthony 
J. Rudgers. — Washington, D.C. : Naval Research Labora- 
tory, [1979] iii, 23 p. : ill. ; 27 cm.— (NRL report ; 8317) 
Cover title. ‘Transducer Branch, Underwater Sound Refer- 
ence Detachment.” “November 16, 1979.” Includes biblio- 
graphical references. @Item 407-H (microfiche) 1. Acous- 
tical engineering. 2. Plates (Engineering) — Vibration. I. 
Naval Research Laboratory (U.S.). Underwater Sound Refer- 
ence Detachment. Transducer Branch. II. Title. III. Series. 
OCLC 08093966 


Title. VI. Series: Report (Naval Submarine Medical Re- 
search Laboratory (U.S.)) ; no. 933. OCLC 08134546 


82-5124 


82-5128 
D 210.8:8320 
D 210.8:8367 


D 206.10:937 Steinberg, Richard A. 


Aids for improving vision in white-out / C.L Schlichting ... [et 
al.]. — Groton, Conn. : Naval Submarine Medical Research 
Laboratory, [1980] iii, 23 p. : ill. ; 27 cm. — (Naval Subma- 
rine Medical Research Laboratory report ; no. 937) “Naval 
Medical Research and Development Command.” “13 
August 1980”—Cover. Includes bibliographical references. 
@ltem 385-C (microfiche) 1. Visual discrimination. 2. 
Myopia. 3. Glass, Optical. I. Schlichting, C. L. II. United 
States. Naval Medical Research and Development Command. 
III. Naval Submarine Medical Research Laboratory (U.S.) 
IV. Series: Report (Naval Submarine Medical Research Labo- 
ratory (U.S.)) ; no. 937. OCLC 08139209 


Passive infrared surveillance / Richard A. Steinberg. — 
Washington, D.C. : Electro-Optical Technology Program 
Office, Naval Research Laboratory, [1979-1980] 2 v. : ill. ; 
27 cm. — (NRL report ; 8320, 8367) (EOTPO report ; no. 52, 
57) Cover title. “Management Information and Special 
Programs Organization.” “September 28, 1979.” Includes 
bibliographical references. Contents: pt. 1. Model formula- 
tion — pt. 2. Threshold-crossing receivers. @lItem 407-H 
(microfiche) 1. Infra-red rays— Military applications. 2. 
Surveillance radar. I. Naval Research Laboratory (U.S.). 
Electro-Optical Technology Program Office. II. Title. ill. 
Title: Model formulation. IV. Title: Threshold-crossing re- 
ceivers. V. Series. VI. Series. OCLC 08102228 
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82-5129 
D 210.8:8356 
Lamontagne, Robert A. 

Distribution of carbon monoxide and C,-C,hydrocarbons in 
the northeastern portion of the Bering Sea during the summer 
of 1977 / Robert A. Lamontagne. — Washington, D.C. : 
Naval Research Laboratory, [1979] iii, 16 p. : ill., map ; 27 
cm.— (NRL report ; 8356) Cover title. “Environmental 
Chemistry Branch, Environmental Sciences Division.” “No- 
vember 30, 1979.” Includes bibliographical references. 
@ltem 407-H (microfiche) 1. Carbon monoxide. 2. Hydro- 
carbon research. I. Naval Research Laboratory (U.S.). Envi- 
ronmental Chemistry Branch. II. Title. III. Series. OCLC 
08101969 


82-5130 
D 210.8:8424 
D 210.8:8425 
Hanish, S. (Sam) 

Ocean environmental influences of temperature and me- 
chanical stress on bare fiber-optic sensors of acoustic pres- 
sures / S. Hanish.— Washington, D.C. : Naval Research Lab- 
oratory, [1981] 2 v. : ill. ; 28 cm.— (NRL report ; 8424, 
8425) Cover title. “Acoustics Division.” Includes biblio- 
graphical references. @lItem 407-H (microfiche) 1. Under- 
water acoustics — Instruments. 2. Hydrophone. I. Naval 
Research Laboratory (U.S.). Acoustics Division. II. Title. 
III. Series. OCLC 08148239 


82-5131 
D 210.8:8455 
Bultman, John D. (John Dale), 1924- 

United States Frigate Constellation : monitoring of water at 
Constellation Pier, Baltimore Harbor, for the presence of 
marine wood-destroyers : first year of observations from 
April 1978 to May 1979 / J.D. Bultman, K.K. Parrish, and 
C.A. Bailey. — Washington, D.C. : Naval Research Labora- 
tory, [1980] ii, 8 p. : ill. ; 27 cm.— (NRL report ; 8455) 
Cover title. “Environmental Biology Branch, Environmental 
Sciences Division.” “September 30, 1980.” Includes biblio- 
graphical references. @lItem 407-H (microfiche) 1. Constel- 
lation (Frigate) 2. Marine borers. 3. Wood — Preservation. 
I. Parrish, Kathleen K. II. Bailey, C. A. (Carmela Anne), 
1950- III. Naval Research Laboratory (U.S.). Environmental 
Biology Branch. IV. Title. V. Series. OCLC 08102001 


82-5132 
D 210.8:8467 
Grindlay, Alex. 

Radar bias error removal algorithm for a multiple-site 
system / A. Grindlay. — Washington, D.C. : Naval Research 
Laboratory, [1981] iii, 12 p. : ill. ; 28 cm.— (NRL report ; 
8467) Cover title. “Radar Analysis Branch, Radar Divi- 
sion.” “April 13, 1981.” Includes bibliographical refer- 
ences. @lItem 407-H (microfiche) 1. Tracking radar. I. 
Naval Research Laboratory (U.S.). Radar Analysis Branch. 
II. Title. III. Series. OCLC 08174233 


82-5133 
D 210.8/2:3700 

Structural integrity of water reactor pressure boundary compo- 
nents : progress report ending 31 August 1977 / F.J. Loss, 
editor. — Washington, D.C. : Naval Research Laboratory, 
[1978] iii, 38 p. : ill. ; 27 cm. — (NRL memorandum report ; 
3700) Cover title. “Thermostructural Materials Branch, 
Engineering Materials Division.” “January 1978.” Includes 
bibliographical references. @lItem 407-H-1 (microfiche) 1. 
Light water reactors. 2. Nuclear pressure vessels. I. Loss, 
F. J. Il. Naval Research Laboratory (U.S.). Thermostruc- 
tural Materials Branch. III. Series. OCLC 08101741 
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82-5134 


D 210.8/2:3806 


Steele, L. E. (Lendell E.), 1928- 


Cooperative Radiation Effects Simulation Program : semi- 
annual progress report for the period 1 March 1977-31 
August 1977 / L.E. Steele, L.A. Beach. — Washington, D.C. : 
Naval Research Laboratory, [1978] vi, 52 p. : ill. ; 27 cm. — 
(NRL memorandum report ; 3806) Cover title. “Material 
Science and Technology Division.” “Radiation Technology 
Division.” “July 1978.” Includes bibliographies. @Item 
407-H-1 (microfiche) 1. Cyclotron. 2. Van de Graaff gener- 
ator. 3. Metals — Effect of radiation on. 4. Nuclear reac- 
tors. I. Beach, L. A. II. Naval Research Laboratory (U.S.). 
Material Science and Technology Division. III. Naval Re- 
search Laboratory (U.S.). Radiation Technology Division. 
IV. Title. V. Series. OCLC 08146657 


82-5135 


D 210.8/2:4080 


Smidt, F. A. 


Cooperative Radiation Effects Simulation Program : annual 
progress report for the period 1 September 1977-31 August 
1978 / F.A. Smidt, Jr. and L.A. Beach. — Washington, D.C. : 
Naval Research Laboratory, 1979. vi, 65 p. : ill. ; 27 cm. — 
(NRL memorandum report ; 4080) Cover title. “Material 
Science and Technology Division.” “Radiation Technology 
Division.” “October 4, 1979.” Includes bibliographical ref- 
erences. @Item 407-H-1 (microfiche) 1. Cyclotron reso- 
nance. 2. Metals — Effect of radiation on. I. Beach, L. A. 
II. Naval Research Laboratory (U.S.). Material Science and 
Technology Division. III. Naval Research Laboratory 
(U.S.). Radiation Technology Division. IV. Title. V. 
Series. OCLC 08090424 


82-5136 


D 210.8/2:4379 


Smidt, F. A. 


Cooperative Radiation Effects Simulation Program : annual 
progress report for the period 1 September 1978-31 August 
1979 / F.A. Smidt, Jr. and L.A. Beach. — Washington, D.C. : 
Naval Research Laboratory, [1980] vi, 56 p. : ill. ; 28 cm. — 
(NRL memorandum report ; 4379) Cover title. ‘“Thermos- 
tructural Materials Branch, Material Science and Technology 
Division.” “Cyclotron Applications Branch, Radiation 
Technology Division.” Includes bibliographies. @Item 
407-H-1 (microfiche) 1. Metals, Effect of radiation on — 
Simulation methods. 2. Cyclotron resonance. I. Beach, L. 
A. II. Naval Research Laboratory (U.S.). Thermostructural 
Materials Branch. III. Naval Research Laboratory (U.S.). 
Cyclotron Applications Branch. IV. Title. V. Series. 
OCLC 08090417 





82-5137 


D 210.8/2:4431 

The NRL-EPRI research program (RP886-2) : evaluation and 
prediction of neutron embrittlement in reactor pressure vessel 
materials : annual progress report for CY 1979 / J.R. Haw- 
thorne, editor. — Washington, D.C. : Naval Research Labora- 
tory :[1980-  v. : ill. ; 28 cm.— (NRL memorandum report ; 
4431) Cover title. “Prepared for the Electric Power Re- 
search Institute (EPRI), under agreement RP886-2”—Rpt. 
doc. p. “Thermostructural Materials Branch, Material Sci- 
ence and Technology Division.” “December 31, 1980.” In- 
cludes bibliographical references. Contents: pt. 1. Dynamic 
Cv, PCCv investigations. @Item 407-H (microfiche) 1. 
Nuclear pressure vessels. 2. Metals — Effect of radiation on. 
3. Metals — Fracture. I. Hawthorne, J. R. II. Naval Re- 
search Laboratory (U.S.). Thermostructural Materials Branch. 
III. Electric Power Research Institute. IV. Title: Dynamic 
Cv, PCCv investigations. V. Series. OCLC 08105496 


MARINE CORPS (NAVY) 
Defense Dept. 
Washington, DC 20380 


82-5138 


D 214.9/4:2-1/4 
United States. Marine Corps. 

Intelligence. — [Washington, D.C.] : U.S. Marine Corps : 
[For sale by the Supt. of Docs., U.S. G.P.O., 1980- 1 v. 
(loose-leaf) : ill. (some col.), forms ; 28 cm.— (FMF ; 2-1) 
Cover title. “Supersession, FMFM 2-1, Intelligence, dated 
18 October 1977”—I1st prelim. p. Bibliography: p. AF-1 - 
AF-2. Includes index. “PCN 139 000115 00.” @lItem 384 
S/N 008-055-00119-6 @ GPO $5.75 1. United States. 
Marine Corps — Handbooks, manuals, etc. , 2. Military intelli- 
gence — Handbooks, manuals, etc. I. Title. II. Series: Fleet 
Marine Force manual ; 2-1. OCLC 07434161 


82-5139 


D 214.9/4:7-4/4 
United States. Marine Corps. 

Field artillery support. — [Washington, D.C.] : U.S. Marine 
Corps ; [For sale by the Supt. of Docs., U.S. G.P.O.], 1981- 
1 v. (loose-leaf) : ill. ; 28 cm.— (FMFM ; 7-4) Cover title. 
“Supersession, FMFM 7-4 dated 27 December 1976”—Ist 
prelim. p. Includes index. “PCN 139 00600 00.” @lItem 
384 S/N 008-055-00158-7 @ GPO $9.00 1. United States. 
Marine Corps — Handbooks, manuals, etc. 2. Artillery, Field 
and mountain— United States — Handbooks, manuals, etc. 
I. Title. II. Series: Fleet Marine Force manual ; 7-4. OCLC 
07902765 


AIR FORCE DEPARTMENT 
Defense Dept. 
Washington, DC 20330 


82-5140 


D 301.6/5:Ai 7/2 

The Air Force, the future, and you : a guide to Air Force 
opportunity. — [Washington, D.C.?] : Air Force, [19807] 24 
p. : col. ill. ; 26 cm. Cover title. “NPS 80-6”"—P. 3 of 
cover. @lItem 424-F 1. United States. Air Force — Re- 
cruiting, enlistment, etc. I. United States. Air Force. II. 
Title: A Guide to Air Force opportunity. OCLC 08160817 
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82-5141 
D 301.7:64-5 

Search and rescue : survival. — [Washington, D.C. ?] : Dept. of 
the Air Force : For sale by the Supt. of Docs., U.S. G.P.O., 
1981. 1 v. (various pagings) : ill. (some col.) ; 24 cm. — (Air 
Force manual ; AFM 64-5) “Copyrighted 
material...reprinted”—P. v. “15 August 1969.” S/N 008- 
070-00020-2 @ GPO $5.50 1. United States. Air Force — 
Handbooks, manuals, etc. 2. Survival (after airplane acci- 
dents, shipwrecks, etc.) — Handbooks, manuals, etc. 3. Wil- 
derness survival — Handbooks, manuals, etc. I. United 
States. Dept. of the Air Force. II. Title: Survival. III. 
Series: Air Force AFM ; 64-5. OCLC 08160888 


82-5142 
D 301.26/12:L 46 

Concepts of Air Force leadership / [edited by] Dewey E. John- 
son. — [Maxwell Air Force Base, Ala.?] : Air Force ROTC, 
Air University, 1970 ie. 1980. viii, 582 p. : ill. ; 26 cm. 
“This publication includes copyrighted material.” Includes 
bibliographical references. “T-1403”—Cover. @Item 421- 
E-4 1. United States. Air Force — Officers. 2. Leadership. 
I. Johnson, Dewey E. II. Air University (U.S.) UB210.C66 
80-603829 358.4/133041 ¢2 19 OCLC 07997788 


82-5143 
D 301.45/27:77-60 
Summers, Robert H. 

Front-end analysis of the instructor’s job in self-paced in- 
structuction / Robert H. Summers, David A. Pelletier, 
Ronald W. Spangenberg.— Brooks Air Force Base, Tex. : 
Air Force Human Resources Laboratory, Air Force Systems 
Command, 1978. 50 p. : ill., forms ; 27 cm.— (AFHRL-TR 
; 77-60) Cover title. “Interim report for period November 
1975-April 1977.” “Technical Training Division.” “Decem- 
ber 1977.” “Project 1193”—P. 2 of cover. @lItem 421-E-3 
(microfiche) 1. Individualized instruction. I. Pelletier, 
David A. II. Spangenberg, Ronald W. III. Air Force 
Human Resources Laboratory. Technical Training Division. 
IV. Title. V. Series. OCLC 08174254 


82-5144 
D 301.45/27:77-75 
Wiley, Llewellyn N. (Llewellyn Noel), 1910- 

Task level job performance criteria development / by 
Liewellyn N. Wiley, Clifford P. Hahn. — Brooks Air Force 
Base, Tex. : Air Force Human Resources Laboratory, Air 
Force Systems Command, 1978. 51 p. : ill. ; 27 cm.— 
(AFHRL-TR ; 77-75) Cover title. “Occupation and Man- 
power Research Division.” “American Institutes for Re- 
search.” “December 1977.” Bibliography: p. 50. “Con- 
tract F41609-71-C-0010, project 7734”"—P. 2 of cover. 
@ltem 421-E-3 (microfiche) 1. Job analysis. 2. Employees, 
Rating of. I. Hahn, Clifford P. II. American Institutes for 
Research. III. Air Force Human Resources Laboratory. Oc- 
cupation and Manpower Research Division. IV. Title. V. 
Series. OCLC 08125504 


82-5145 
D 301.45/27:78-29 
Magarinos, Jose R. 

Holographic volume-phase, 17-inch aperture, on-axis, 
spherical beamsplitter mirror : development of / by Jose 
Rodriguez Magarinos. — Brooks Air Force Base, Tex. : Air 
Force Human Resources Laboratory, Air Force Systems 
Command, 1978. 47 p. : ill. ; 27 cm.— (AFHRL-TR ; 78- 
29) Cover title. ‘Final report for period 1 December 1975- 
1 March 1977.” “Farrand Optical Co., Inc.” “Advanced 
Systems Division.” “August 1978.” “Contract F33615-76- 
C-0041, project 1958”—P. 2 of cover. @lItem 421-E-3 (mi- 
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crofiche) 1. Optical instruments. 2. Holography. I. Air 82-5150 
Force Human Resources Laboratory. Advanced Systems Di- 
vision. II. Farrand Optical Co. III. Title. IV. Series. 
OCLC 08115650 


82-5146 


D 301.45/27:78-64 
Learning strategy training materials : a selected subset / by 
Donald F. Dansereau ... [et al.].— Brooks Air Force Base, 
Tex. : Air Force Human Resources Laboratory, Air Force 


Systems Command, 1978. 170 p. : ill., +27 a — 
D 301.45/27:78-54 P orang 


Definition of requirements for a performance measurement 
system for C-5 aircrew members / Jay R. Swink ... [et al.]. — 
Brooks Air Force Base, Tex. : Air Force Human Resources 
Laboratory, Air Force Systems Command, 1978. 74 p. : ill. ; 
27 cm. — (AFHRL-TR ; 78-54) Cover title. “Final report 
for period June 1976-March 1978.” “Logicon, Inc.” 
“Flying Training Division.” “October 1978.” “Contract 
F33615-76-C-0056, project 1123”—P. 2 of cover. @Item 
421-E-3 (microfiche) 1. Performance standards. 2. Flight 
crews — Rating of. 3. Flight simulators. I. Swink, Jay R. 
II. Air Force Human Resources Laboratory. Flying Training 
Division. III. Logicon, inc. IV. Series. OCLC 08115868 


82-5147 
D 301.45/27:78-59 
Miller, Ralph M. 

Instructional systems development (ISD) in Air Force 
flying training / by Ralph M. Miller, Jay R. Swink, James F. 
McKenzie, Jr.— Brooks Air Force Base, Tex. : Air Force 
Human Resources Laboratory, Air Force Systems Command, 
1979. 64 p. ; 27 cm.— (AFHRL-TR ; 78-59) Cover title. 
“Final report for period March 1977-February 1978.” 
“Flying Training Division.” “Logicon, Inc.” “December 
1978.” “Contract F33615-77-C-0034, project 1123”—P. 2 of 
cover. @Item 421-E-3 (microfiche) 1. Flight training. I. 
Swink, Jay R. II. McKenzie, James F. III. Air Force 
Human Resources Laboratory. Flying Training Division. 
IV. Logicon, inc. V. Title. VI. Series. OCLC 08101804 


(AFHRL-TR ; 78-64) Cover title. “Interim report for 
period March 1976-March 1977.” “Institute for the Study of 
Cognitive Systems, Department of Psychology, Texas Chris- 
tian University.” “Technical Training Division.” “Septem- 
ber 1978.” Bibliography: p. 170. “Contract MDA-903-76- 
C0218, ARPA order 3204 ... under project 1121”—P. 2 of 
cover. @lItem 421-E-3 (microfiche) 1. Learning, Psycholo- 
gy of. 2. Human information processing. 3. Cognition. 4. 
Memory. I. Dansereau, Donald F. II. Air Force Human 
Resources Laboratory. Technical Training Division. III. In- 
stitute for the Study of Cognitive Systems (Texas Christian 
University) IV. Series. OCLC 08115664 


82-5151 


D 301.45/27:78-66 


Black, Doris E. 


Mathematical and statistical software index / compiled by 
Doris E. Black. — Brooks Air Force Base, Tex. : Air Force 
Human Resources Laboratory, Air Force Systems Command, 
1978. iii, 88 p. : 27 cm.— (AFHRL-TR ; 78-66) Cover 
title. “Computational Sciences Division.” ‘November 
1978.” Bibliographies: p. 83-87. @Item 421-E-3 (micro- 
fiche) 1. Air Force Human Resources Laboratory — Data 
processing. 2. Computer programs— Catalogs. I. Air 
Force Human Resources Laboratory. Computational Sciences 
Division. II. Title. III. Series. OCLC 07988307 


82-5152 


82-5148 D 301.45/27:78-72 


D 301.45/27:78-62 F-15 flight simulator : development and analysis of computer 


Alley, William E. (William Edward), 1944- 


Vocational interest-career examination : use and application 
in counseling and job placement / William E. Alley. — 
Brooks Air Force Base, Tex. : Air Force Human Resources 
Laboratory, Air Force Systems Command, 1979. 53 p. : ill., 
forms ; 27 cm.— (AFHRL-TR ; 78-62) Cover title. “Final 
report for period June 1976-February 1978.” “Personnel Re- 
search Division.” “October 1978.” Bibliography: p. 27-29. 
“Project 7719”—P. 2 of cover. @ltem 421-E-3 (microfiche) 
1. United States. Air Force — Vocational guidance. 2. Voca- 
tional interests — Testing. I. Air Force Human Resources 
Laboratory. Personnel Research Division. II. Title. III. 
Series. OCLC 06307452 


82-5149 
D 301.45/27:78-63 

Systematic training program for enhancing learning strategies 
and skills : further development / by Donald F. Dansereau ... 
{et al.].— Brooks Air Force Base, Tex. : Air Force Human 
Resources Laboratory, Air Force Systems Command, 1978. 
59 p. : ill. ; 27 cm.— (AFHRL-TR ; 78-63) Cover title. 
“Interim report for period March 1976-March 1977.” “Insti- 
tute for the Study of Cognitive Systems, Department of Psy- 
chology, Texas Christian University.” “Technical Training 
Division.” “September 1978.” Bibliography: p. 51-53. 
“Contract MDA-903-76-C0218, ARPA order 3204 ... project 
1121"—P. 2 of cover. @Item 421-E-3 (microfiche) 1. 
Learning, Psychology of. I. Dansereau, Donald F. II. Air 
Force Human Resources Laboratory. Technical Training Di- 
vision. III. Institute for the Study of Cognitive Systems 
(Fort Worth, Tex.) IV. Series. OCLC 06316012 
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scoring algorithm / by Michael J. McDonald ... [et al.]. — 
Brooks Air Force Base, Tex. : Air Force Human Resources 
Laboratory, Air Force Systems Command, 1979. 27 p. : ill., 
forms ; 27 cm. — (AFHRL-TR ; 78-72) Cover title. “Final 
report for period June 1977-September 1977.” “USAF 
Academy.” “Tactical Air Warfare Center.” “Flying Train- 
ing Division.” “March 1979.” Bibliography: p. 13-14. 
“Project 1123”—P. 2 of cover. @lItem 421-E-3 (microfiche) 
1. Flight simulators. 2. Aeronautics, Military — Study and 
teaching — United States. 3. Air pilots, Military — Training 
of — United States. I. McDonald, Michael J. II. Air Force 
Human Resources Laboratory. Flying Training Division. 
III. Tactical Air Warfare Center (U.S.) IV. United States 
Air Force Academy. V. Series. OCLC 08123085 
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D 301.45/27:78-81 


Bunker, W. Marvin. 


Computer image generation : improved edge utilization 
study / W. Marvin Bunker, Roland F. Pester. — Brooks Air 
Force Base, Tex. : Air Force Human Resources Laboratory, 
Air Force Systems Command, 1979. 74 p. : ill. ; 27 cm. — 
(AFHRL-TR ; 78-81) Cover title. “Final report for period 
January 1977-May 1978.” “Advanced Systems Division.” 
“February 1979.” Includes bibliographical references. 
“Contract F33615-77-C-0033, project 6114”—P. 2 of cover. 
@ltem 421-E-3 (microfiche) 1. Flight simulators — Design. 
2. Computer graphics. I. Pester, Roland F. II. Air Force 
Human Resources Laboratory. Advanced Systems Division. 
Ill. Title. IV. Series. OCLC 07988264 
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82-5154 Laboratory, Air Force Systems Command, 1979. 44 p. : ill. ; 


D 301.45/27:78-85 27 cm.— (AFHRL-TR ; 79-8) Cover title. “Final report 
Symposium on Criterion Development for Job Performance for period July 1976-December 1978.” ion and 
Evaluation (1977 : San Antonio, Tex.) Manpower Research Division.” “May 1979.” Bibliography: 
Criterion development for job performance evaluation : p. 22. “Project 7734”—P. 2 of cover. @lItem 421-E-3 (mi- 
proceedings from symposium, 23 and 24 June 1977 / edited crofiche) 1. Ability— Testing. I. Goody, Kenneth. II. 
by Cecil J. Mullins, William R. Winn. — Brooks Air Force Air Force Human Resources Laboratory. Occupation and 
Base, Tex. : Air Force Human Resources Laboratory, Air Manpower Research Division. III. Title. IV. Series. 
Force Systems Command, 1979. viii, 181 p. : ill. ; 27 cm. — OCLC 06263778 
(AFHRL-TR ; 78-85) Cover title. “Personnel Research Di- 
vision.” “February 1979.” Includes bibliographies. “Pro- 82-5159 
ject 2313”—P. 2 of cover. @lItem 421-E-3 (microfiche) 1. js ee D 301.45/27:79-13 
i mace 2 cement Coe ns mine scien 
esses. I. Mu . IL Winn, iam R. ‘ c r : ° 
sa Human Resources Laboratory. Personnel Research Di- 6883 simulator and actual equipment : test and evaluation plan 
vision. IV. Title. V. Series. OCLC 06347378 A me eee Z ee. eee ~~ pacry Nal 
ir Force Human Resources ratory, Air Force 
82-5155 Command, 1979. 63 p. : ill. ; 27 cm.— (AFHRL-TR ; 79- 
. _ DD 301.45/27:78-87 13) Cover title. “Interim report for period July 1978- 
Maintenance training system : 6883 converter/flight control test March 1979.” “Denver Research Institute.’ “Technical 
station / by David R. Baum ... [et al.].— Brooks Air Force Training Division.” “October 1979.” Bibliography: p. 49. 
Base, Tex. : Air Force Human Resources Laboratory, Air “Contract F33615-78-C-0018, project 2361”—P. 2 of cover. 
Force Systems Commend, 1979. ° vill, 84: p. : ..; 27 om. — @ltem 421-E-3 (microfiche) 1. United States. Air Force — 
(AFHRL-TR ; 78-87) Cover title. “Final report for period Aviation electronics technicians. 2. Synthetic training de- 
August 1976-July 1978.” “Honeywell Systems and Research vices. I. Air Force Human Resources Laboratory. Technical 
Comer.” “Technical Tagining Divaicn.” " Senueny: 1979. Training Division. II. Denver Research Institute. III. Title. 
Bibliography: p. 83-84. “Contract F33615-76-C-0054, project IV. Series. OCLC 08097259 
2361"—P. 2 of cover. @Item 421-E-3 (microfiche) 1. 
United States. Air Force — Equipment — Maintenance and 82-5160 
2. Computer-assisted instruction. I. Baum, David R. II. D 301.45/27:79-22/2 
Honeywell Systems and Research Center (Minneapolis, Operational consequences of literacy gap / by J. Douglas Knif- 
Minn.) III. Air Force Human Resources Laboratory. Tech- fen ... [et al.].— Brooks Air Force Base, Tex. : Air Force 
nical Training Division. IV. Series. OCLC 08123795 Human Resources Laboratory, Air Force Systems Command, 
82-5156 [1979] 61 p. ; 27 cm.— (AFHRL-TR ; 79-22) Cover title. 
D 301.45/27:78-98 et Sa. re ae See” 
Pilot performance in simulated aerial refueling as a function of — Training Division. taney 1979. Bibliog- 
tater model comptesty sad vised dipley Geld-ctview /ty = TT Fs or cover, ium 223 (aheclihe) 1 
obert R. ruff ... [et al.]. — Broo! ir Force ‘ ie eae veh ‘ . 
Tex. : Air Force ~fhol, Gre dtc Laboratory, Air Force Reading comprehension. 2. Readability (Literary style) 3. 
‘Systems Command, 1979. 22 p. : ill. ; 27 cm.— (AFHRL- Reading research — United States. 4. Literacy — United 
TR ; 78-98) Cover title. “Final report for period October States. I. Koniffin, J. Douglas. Il. Air Force Human Re- 
1977-February 1978.” “Flying Training Division.” “Simu- sources Laboratory. Technical Training Division. III. Wes- 
lator System Program Office.” ‘May 1979.” Bibliography: tinghouse Electric Corporation. IV. Series. OCLC 
p. 22. @ltem 421-E-3 (microfiche) 1. Air pilots, Military — 08101840 
Training of. 2. Airplanes — Air refueling. 3. Flight simula- 82-5161 
tors — Design. I. Woodruff, Robert R. II. United States. 
Air Force. Systems Command. Simulator System Program 
Office. II. Air Force Human Resources Laboratory. Flying Maintenance training simulators design and acquisition : 
Training Division. IV. Series. OCLC 07988190 summary of current procedures / by George R. Purifoy, Jr., 
82-5157 Eugene W. Benson. — Brooks Air Force Base, Tex. : Air 
D 301.45/27:79-1 Force Human Resources Laboratory, Air Force Systems 
Barlow, Esther M. Command, 1980. v, 78 p. : ill. ; 27 cm. — (AFHRL-TR ; 79- 
Annotated bibliography of the Air Force Human Resources 23) Cover title. Pay a es — 
Laboratory technical reports—1977 / compiled by Esther M. ruary 1979.” “Appli ience Associates, Inc.” “Techni- 
Barlow. — Brooks Air Force Base, Tex. : Air Force Human cal Training Division.” “November 1979.” Bibliography: p. 
Resources Laboratory, Air Force Systems Command, 1979. 64-78. “Contract F33615-78-C-0019, project 2361”"—P. 2 of 
54 p. ; 27 cm.— (AFHRL-TR ; 79-1) Cover title. “HQ cover. @lItem 421-E-3 (microfiche) 1. United States. Air 
Air Force Human Resources Laboratory.” “February 1979.” Force — Personnel management. 2. Computer-assisted in- 
Includes indexes. @lItem 421-E-3 (microfiche) 1. Air Force struction. I. Benson, Eugene W. Il. Air Force Human Re- 
Human Resources Laboratory — Abstracts. I. Air Force sources Laboratory. Technical Training Division. Ill. Ap- 
Human Resources Laboratory. II. Title. III. Series. plied Science Associates. IV. Title. V. Series. OCLC 
OCLC 07981546 08115917 
82-5158 82-5162 
D 301.45/27:79-8 D 301.45/27:79-30 
Thomson, David C. Kraft, Conrad L. 
Three sets of task factor benchmark scales for training Psychophysical criteria for visual simulation systems / by 
priority analysis / by David C. Thomson, Kenneth Goody. — Conrad L. Kraft, Charles D. Anderson, Charles L. El- 
Brooks Air Force Base, Tex. : Air Force Human Resources worth. — Brooks Air Force Base, Tex. : Air Force Human 
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Resources Laboratory, Air Force Systems Command, [1980] 
xiii, 142 p. : ill. ; 27 cm.— (AFHRL-TR ; 79-30) Cover 
title. “Final report.” “Boeing Aerospace Company, Logis- 
tics Support and Services Division.” “Operations Training 
Division.” “May 1980.” Bibliography: p. 100-106. “Con- 
tract F33615-78-C-0012, project 6114”—P. 2 of cover. 
@ltem 421-E-3 (microfiche) 1. Flight simulators. 2. Visual 
perception. I. Anderson, Charles D. II. Elworth, Charles. 
III. Boeing Aerospace Company. Logistics Support and Serv- 
ices Division. IV. Air Force Human Resources Laboratory. 
Operations Training Division. V. Title. VI. Series. 
OCLC 08115846 


82-5163 


(AFHRL-TR ; 79-49) Cover title. “Final report.” “Man- 
agement and Technical Services Company.” “Advanced 
Systems Division.” “January 1980.” “Contract F33615-78- 
C-0015, project 1710”—P. 2 of cover. @Item 421-E-3 (mi- 
crofiche) 1. Maintenance. 2. Logic diagrams. I. Air Force 
Human Resources Laboratory. Advanced Systems Division. 
II. Management and Technical Services Company. III. Title. 
IV. Series. OCLC 08097248 


82-5167 
D 301.45/27:79-50 
Lobel, Arnold E. 
Maintenance task identification and analysis : organizational 
and intermediate maintenance / by Arnold E. Lobel, Joseph 
F. Mulligan.— Brooks Air Force Base, Tex. : Air Force 


Lintz, Larry M. ; ' Human Resources Laboratory, Air Force Systems Command, 
Integrated system test of the advanced instructional system 1980. 121 p. : ill, forms ; 27 cm.— (AFHRL-TR ; 79-50) 


(AIS) / by Larry M. Lintz, Roger Pennell, Joseph Y. Yasu- Cover title “Final report.” “Management and Technical 
take. — Brooks Air Force Base, Tex. : Air Force Human Services Company.” “Advanced Systems Division.” “Jan- 
Resources Laboratory, Air Force Systems Command, 1979. uary 1980.” “Contract F33615-78-C-0015, project 1710”—P. 
103 p. : ill. ; 27 cm.— (AFHRL-TR ; 79-40) Cover title. 2 of cover. @Item 421-E-3 (microfiche) 1. Maintenance — 
“Final report.” “McDonnell Douglas Astronautics Co.-St. Employees — Training of. I. Mulligan, Joseph F. Il. Air 
Louis.” “Technical Training Division.” “December 1979.” Force Human Resources Laboratory. Advenctd Syst Di- 


“Contract F33615-73-C-4004, project 1193”—P. 2 of cover. vision. III]. Management and Technical Servi Co: : 
@ltem 421-E-3 (microfiche) | oe Computer managed instruc- IV. Tile. Vv. Secee OCLC 08115793 — — 


tion. I. Pennell, Roger J. II. Yasutake, Joseph Y. III. Air 
Force Human Resources Laboratory. Technical Training Di- 82-5168 
vision. IV. McDonnell Douglas Astronautics Co.-Saint 
Louis. V. Title. VI. Series. OCLC 08101870 


82-5164 


D 301.45/27:79-40 


D 301.45/27:79-59 
Ausburn, Floyd B. 
Task analysis schema based on cognitive style and supplan- 
tational instructional design with application to an Air Force 
training course / by Floyd B. Ausburn, Lynna J. Ausburn, 


D 301.45/27:79-42 


Low-cost computer-aided instruction/computer-managed in- 
struction (CAI/CMI) system : feasibility study / Larry M. 
Lintz ... [et al.].— Brooks Air Force Base, Tex. : Air Force 
Human Resources Laboratory, Air Force Systems Command, 
1980. 152 p. ; 27 cm.— (AFHRL-TR ; 79-42) Cover title. 
“Final report.” “McDonnell Douglas Astronautics Co. - St. 


Louis.” “Technical Training Division.” ‘December 1979.” 
“Contract F33615-78-C-0031, project 1121”"—P. 2 of cover. 
@ltem 421-E-3 (microfiche) 1. Computer-assisted instruc- 
tion. 2. Computer managed instruction. I. Lintz, Larry M. 
(Larry Mark), 1926- II. McDonnell Douglas Astronautics 
Co. - Saint Louis. III. Air Force Human Resources Labora- 
tory. Technical Training Division. IV. Series. OCLC 
06213693 


Tillman J. Ragan. — Brooks Air Force Base, Tex. : Air Force 
Human Resources Laboratory, Air Force Systems Command, 
1980. ii, 66 p. : ill. ; 27 cm.— (AFHRL-TR ; 79-59) Cover 
title. “Final report.” “Technical Training Division.” 
“University of Oklahoma, College of Education”—P. 2 of 
cover. “February 1980.” Bibliography: p. 27-28. “Con- 
tract F33615-77-C-0047, project 2313”—P. 2 of cover. 
@ltem 421-E-3 (microfiche) 1. Cognitive styles. 2. Individ- 
ualized instruction. 3. Learning, Psychology of. I. Aus- 
burn, Lynna J. II. Ragan, Tillman J. III. Air Force Human 
Resources Laboratory. Technical Training Division. IV. 
University of Oklahoma. College of Education. V. Title. 
VI. Series. OCLC 06291047 


82-5165 82-5169 
D 301.45/27:79-47 
Lindholm, E. (Ernest) 
Attention and task complexity as indicated by physiological 
indices / by Ernest Lindholm, Michael Ruppel, George H. 
Buckland. — Brooks Air Force Base, Tex. : Air Force Human 


D 301.45/27:79-62 
Kleinwaks, Jeffery M. 

Advanced low cost G-cuing system (ALCOGS) / by Jef- 
fery M. Kleinwaks.— Brooks Air Force Base, Tex. : Air 
Force Human Resources Laboratory, Air Force Systems 

Resources Laboratory, Air Force Systems Command, 1980. Command, 1980. 74 p. : ill. ; 27 cm.— (AFHRL-TR ; 79- 
iv, 28 p. : ill. ; 27 cm.— (AFHRL-TR ; 79-47) Cover title. 62) Cover title “Final report.” “Advanced Systems Divi- 
“Final report.” “Arizona State University.” “Flying Train- sion.” “January 1980.” Includes bibliographical references. 
ing Division.” “December 1979.” Bibliography: p. 26-28. “Contract F33615-76-C-0060, project 1958”—P. 2 of cover. 
“Contract F33615-77-C-0069, project 2313”—P. 2 of cover. “Singer Company, Link Division.” @lItem 421-E-3 (micro- 
@ltem 421-E-3 (microfiche) 1. Psychology, Physiological — fiche} 1. Flight simulators. 2. Flight training. 3. Aeronau- 
Methodology. I. Ruppel, M. II. Buckland, George H. tics, Military — Study and teaching — United States. I. Air 
III. Air Force Human Resources Laboratory. Flying Training Force Human Resources Laboratory. Advanced Systems Di- 
Division. IV. Arizona State University. V. Title. VI. vision. II. Singer Company. Link Division, Williams Air 
Series. OCLC 06286112 Force Base. III. Title. IV. Series. OCLC 08115892 
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D 301.45/27:79-49 D 301.45/27:79-72 
Mulligan, Joseph F. 


Waag, Wayne L. 
Logic tree troubleshooting aids : organizational and inter- 


Training effectiveness of visual and motion simulation / by 
mediate maintenance / by Joseph F. Mulligan. — Brooks Air Wayne L. Waag. — Brooks Air Force Base, Tex. : Air Force 
Force Base, Tex. : Air Force Human Resources Laboratory, Human Resources Laboratory, Air Force Systems Command, 
Air Force Systems Command, 1980. 113 p. : ill. ; 27 cm. — 1981. 27 p. ; 27 cm.— (AFHRL-TR ; 79-72) Cover title. 
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“Interim report for period July 1978 to September 1979.” 
“Operations Training Division.” “January 1981.” Bibliog- 
raphy: p. 24-27. “Project 1123”—P. 2 of cover. @Item 
421-E-3 (microfiche) 1. Flight simulators. 2. Flight train- 
ing. I. Air Force Human Resources Laboratory. i 

Training Division. II. Title. III. Series. OCLC 08161907 


82-5171 
Albert, Walter G. 


D 301.45/27:80-6/2 


Computerized algorithms : evaluation of capability to pre- 
dict graduation from Air Force training / by Walter G. 
Albert. — Brooks Air Force Base, Tex. : Air Force Human 
Resources Laboratory, Air Force Systems Command, 1980. 
123 p. ; 27 cm.— (AFHRL-TR ; 80-6) Cover title. “Final 
report.” “Manpower and Personnel Division.” “September 
1980.” Bibliography: p. 48. “Project 6323”—P. 2 of cover. 
@ltem 421-E-3 (microfiche) 1. Prediction of scholastic suc- 
cess — Mathematical models. I. Air Force Human Resources 
Laboratory. Manpower and Personnel Division. II. Title. 
III. Series. OCLC 08135148 


82-5172 


D 301.45/45-2:70-20 
Sweeney, Jerry J. 

A wave amplitude approach to noise analysis with applica- 
tion to a new method of noise measurement / Jerry J. 
Sweeney, Georges A. Deschamps. — Wright-Patterson Air 
Force Base, Ohio : Air Force Avionics Laboratory, Air 
Force Systems Command, [1970] vii, 56 p. : ill. ; 28 cm. — 
(AFAL-TR ; 70-20) “Electrical Engineering Department, 
University of Illinois’*—Cover. “March 1970”—Cover. In- 
cludes bibliographical references. “Air Force contract 
F33615-69-C-1122 under task 627801 of project number 
6278”—Verso of t.p. 1. Noise— Measurement. I. Des- 
champs, Georges Armand. II. Air Force Avionics Labora- 
tory. III. University of Illinois at Urbana-Champaign. Dept. 
of Electrical Engineering. IV. Title. V. Series. OCLC 
08116604 


82-5173 


D 301.45/45-2:70-128 
Dyson, John Douglas 

The measurement of balanced impedances with a coaxial 
transmission line system / John D. Dyson, Rolondo Gin- 
yovszky. — Wright-Patterson Air Force Base, Ohio : Air 
Force Avionics Laboratory, Air Force Systems Command, 
[1970] vii, 21 p. : ill. ; 28 cm.— (AFAL-TR ; 70-128) 
“Electrical Engineering Department, University of Illinois”— 
Cover. “May 1970”—Cover. Includes bibliographical ref- 
erences. “Air Force contract F33615-69-C-1122 under task 
627801 of project number 6278”—Verso of t.p. 1. Imped- 
ance (Electricity) 2. Coaxial cables. I. Ginyovszky, Ro- 
londo. II. Air Force Avionics Laboratory. III. University 
of Illinois at Urbana-Champaign. Dept. of Electrical Engi- 
neering. IV. Title. V. Series. OCLC 08116626 


82-5174 


D 301.76/6:C 83 

Coupling motion picture / U.S. Dept. of the Air Force. Wash- 
ington : The Dept., 1975 : Distributed by National Audiovisu- 
al Center, 1981. 1 film reel (15 min.) : sd., b&w ; 16 mm. 
Title from data sheet. Issued also as videorecording. Dem- 
onstrates and describes the operation and characteristics of 
direct, RC, LC, and transformer coupling. Designed as a 
supplementary tracking aid to the Basic Electronics course. 
1. Electronics. 2. Couplings. 3. Electric transformers. I. 
United States. Dept. of the Air Force. II. National Audiovi- 
sual Center. 81-701498 OCLC 08124342 
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82-5175 
D 301.76/6:C 83/2 

Coupling videorecording / U.S. Dept. of the Air Force. Wash- 
ington : The Dept., 1975 : Distributed by National Audiovisu- 
al Center, 1981. 1 videorecording (15 min.) : sd., b&w. 
Title from data sheet. Issued as cassette (U-matic 3/4 in. or 
Beta 1/2 in. or VHS 1/2 in.) or reel (1 in. or 2 in.) Issued 
also as motion picture. Demonstrates and describes the oper- 
ation and characteristics of direct, RC, LC, and transformer 
coupling. Designed as a supplementary tracking aid to the 
Basic Electronics course. 1. Electric transformers. 2. Cou- 
plings. 3. Electronics. I. United States. Dept. of the Air 
Force. II. National Audiovisual Center. 81-707405 OCLC 
04848045 


82-5176 
D 301.76/6:R 31 

Resistance motion picture / U.S. Dept. of the Air Force. Wash- 
ington : The Dept., 1974 : Distributed by National Audiovisu- 
al Center, 1981. 1 film reel (16 min.) : sd., b&w ; 16 mm. 
Title from data sheet. Issued also as videorecording. Dem- 
onstrations are used to show effect on resistance as length, 
diameter, and temperature of a material are changed. Dis- 
cusses construction of several different resistors and their use 
in circuit demonstration. 1. Electric resistance. 2. Electric 
resistors. I. United States. Dept. of the Air Force. II. Na- 
tional Audiovisual Center. 81-701501 OCLC 08117422 


82-5177 
D 301.76/6:R 31/2 

Resistance videorecording / U.S. Dept. of the Air Force. Wash- 
ington : The Dept., 1974 : Distributed by National Audiovisu- 
al Center, 1981. 1 videorecording (16 min.) : sd., b&w. 
Title from data sheet. Issued as cassette (U-matic 3/4 in. or 
Beta 1/2 in. or VHS 1/2 in.) or reel (1 in. or 2 in.) Issued 
also as motion picture. Demonstrations are used to show 
effect on resistance as length, diameter, and temperature of a 
material are changed. Discusses construction of several differ- 
ent resistors and their use in circuit demonstration. 1. Elec- 
tric resistance. 2. Electric resistors. I. United States. Dept. 
of the Air Force. II. National Audiovisual Center. 81- 
707408 OCLC 05069192 


82-5178 
D 301.76/6:V 88 

Loaded voltage dividers motion picture / U.S. Dept. of the Air 
Force. Washington : The Dept., 1974 : Distributed by Nation- 
al Audiovisual Center, 1981. 1 film reel (16 min.) : sd., b&w 
; 16mm. Title from data sheet. Issued also as videorecord- 
ing. Demonstrates the effect on resistance, current, and volt- 
age at various points when a load is placed on a voltage 
divider circuit. 1. Electric resistors. 2. Voltage dividers. I. 
United States. Dept. of the Air Force. II. National Audiovi- 
sual Center. 81-701500 OCLC 08119848 


82-5179 
D 301.76/6:V 88/2 

Loaded voltage dividers videorecording / U.S. Dept. of the Air 
Force. Washington : The Dept., 1974 : Distributed by Nation- 
al Audiovisual Center, 1981. 1 videorecording (16 min.) : 
sd., b&w. Title from data sheet. Issued as cassette (U-matic 
3/4 in. or Beta 1/2 in. or VHS 1/2 in.) or reel (1 in. or 2 in.) 
Issued also as motion picture. Demonstrates the effect of 
resistance, current, and voltage at various points when a load 
is placed on a voltage divider circuit. 1. Electric resistors. 
2. Voltage dividers. I. United States. Dept. of the Air Force. 
Il. National Audiovisual Center. 81-707407 OCLC 
04849050 
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D 301.45/27:77-66 
Bunker, W. Marvin. 

Computer image generation imagery improvement : circles, 
contours, and texture / by W. Marvin Bunker, Norman E. 
Ferris. — Brooks Air Force Base, Tex. : Air Force Human 
Resources Laboratory, Air Force Systems Command, 1978. 
134 p. : ill. ; 27 cm.— (AFHRL-TR ; 77-66) Cover title. 
“Final report for period June 1976-August 1977.” “General 
Electric Company.” “Advanced Systems Division.” “Sep- 
tember 1977.” “Contract F33615-76-C-0038, project 6114”— 
P. 2 of cover. @lItem 421-E-3 (microfiche) 1. Computer 
graphics. I. Ferris, Norman E. II. General Electric Compa- 
ny. III. Air Force Human Resources Laboratory. Advanced 
Systems Division. IV. Title. V. Series. OCLC 08115818 


ENERGY DEPARTMENT 
Washington, DC 20585 


82-5182 
E 1.10:760165 
Workshop on Urban Freight Consolidation (1976 : Knoxville, 
Tenn.) 

Proceedings of the Workshop on Urban Freight Consolida- 
tion, January 13-14, 1976, Knoxville, Tennessee / sponsored 
by U.S. Department of Transportation, Federal Energy Ad- 
ministration, and the University of Tennessee ; reprinted by 
U.S. Department of Energy, Assistant Secretary for Conser- 
vation and Solar Applications, Transportation Programs 


82-5184 


E 1.10:770402-4 


Experimental studies of an MHD generator in the presence of 


ash in plasma : U.S.-U.S.S.R. Cooperative Program in MHD 
Power Generation, April 13-21, 1977, Washington, D.C. / 
D.K. Burenkov ... [et al.].— Washington, D.C. : U.S. Dept. 
of Energy, Assistant Secretary for Energy Technology, Divi- 
sion of Magnetohydrodynamics, [1977] 44 p. : ill. ; 27 cm. 
At head of title: MHD. Includes bibliographical references. 
“Conf. 770402-4.” @Item 429-T-4 (microfiche) 1. 
Magnetohydrodynamics. 2. Plasma dynamics. 3. Electric 
power production — Magnetohydrodynamic generation. 4. 
Coal ash. I. Burenkov, D. K. II. United States. Dept. of 


Energy. Division of Magnetohydrodynamics. OCLC 
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Dakota (1977 : Bismarck) 

Proceedings of the Workshop on Managing Growth in 
Mercer County, North Dakota, Bismarck, North Dakota, De- 
cember 1 and 2, 1977 / [sponsored by U.S. Department of 
Energy, Assistant Secretary for Conservation and Solar Ap- 
plications, Division of Buildings and Community Systems ; 
with the participation of States of North Dakota and Energy 
Development Board of Mercer County]. — [Washington, 
D.C.?] : The Division ; Springfield, Va. : Available from 
National Technical Information Service, [1978] 39 p. ; 28 
cm. “Published February 1978”—Cover. “CONF-77128” 
[ic. CONF-771218] @lItem 429-E (microfiche) 1. Rural de- 
velopment — North Dakota — Mercer County. 2. Power re- 
sources — North Dakota — Mercer County — Congresses. I. 
United States. Dept. of Energy. Division of Buildings and 


Community Systems. II. Energy Development Board of 
Mercer County (N.D.) III. Title. IV. Title: Managing 
growth in Mercer County, North Dakota. OCLC 07982595 
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Office. — Washington, D.C. : The Office, [1978] iv, 187 p. : 
ill. ; 28 cm. “Reprinted June 1978.” Includes bibliograph- 
ical references. “CONF-760165.” @lItem 429-E (micro- 
fiche) 1. Freight and freightage — Congresses. I. United 
States. Federal Energy Administration. II. United States. 
Dept. of Energy. Assistant Secretary for Conservation and 
Solar Applications. Office of Transportation Programs. _ III. 
University of Tennessee, Knoxville. IV. Title. OCLC 
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Proceedings of the Symposium on Potential Health and 
Environmental Effects of Synthetic Fossil Fuel Technologies, 
September 25-28, 1978 : first annual Oak Ridge National Lab- 
oratory Life Sciences Symposium / sponsored by the Depart- 
ment of Energy, Assistant Secretary for Environment. — Oak 

a symposium held at Augusta, Georgia, April 28-May 1, 1976 Ridge, Tenn. : Oak Ridge National Laboratory ; Springfield, 
/ : : Va. : National Technical Information Service [distributor], 
sponsored by Savannah River Ecology Laboratory, Insti- ad . a . ; : 
¢ me ES < Phair ‘ . 1979. xiii, 288 p. : ill. ; 28cm. “Date published: July 1979. 
ute of Ecology, University of Georgia, Division of Biomedi- sa.9¢ : ps ” 
od anf fad Includes bibliographies. “Contract no. W-7405-eng-26. 
nvironmental Research, Energy Research and De- “ ” : ; 
an ¢ Administration : edited by D.C. Adriano. L Leh CONF-780903.” @lItem 429-E (microfiche) 1. Synthetic 
B _— ‘ : ——. Fedher-asd fuels — Environmental aspects — United States — Congresses. 
risbin. —[Oak Ridge, Tenn.] Technical Information : : : es 
Center, US f E ; Sache Ve, . Metenel 2. Fossil fuels — Environmental aspects— United States 
Tech ical 1 . Bees . pasar 5 Segue, Va. : Nemes Congresses. I. United States. Dept. of Energy. Office of the 
echnical Information Service [distributor], 1978. — 911 Assistant Secretary for Environment. II. Oak Ridge Nation- 
p. : ill. ; 23 cm.— (DOE symposium series ; 45) “CONF- al Laboratory. III. Title. OCLC 07984560 
760429.” Includes bibliographies and indexes. @lItem 429 
(microfiche) ISBN 0-8707-9302- 1. Biogeochemical 82-5187 
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gresses. 3. Soil science — Congresses. 4. Sediments (Geolo- District Heating/Cogeneration Symposium (1979 : Bloomington, 
gy)— Congresses. 5. Marine sediments — Congresses. I. Minn.) 
Adriano, D. C. II. Brisbin, I. Lehr. III. Savannah River District Heating/Cogeneration Symposium / prepared by 
Ecology Laboratory. IV. United States. Energy Research the Oak Ridge National Laboratory. — Washington, D.C. : 
and Development Administration. Division of Biomedical and Dept. of Energy ; Springfield, Va. : Available from National 
Environmental Research. V. United States. Dept. of Energy. Technical Information Service, 1979 i.e. 1980. iii, 296 p. : 
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II. United States. Dept. of Energy. III. Title. OCLC 
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Proceedings of the Workshop on New Diagnostics Related 
to Impurity Release Germantown, Maryland, May 31-June 1, 
1979 / planned by the Plasma/Materials Interaction Task 
Group, Office of Fusion Energy, ER ; sponsored by U.S. 
Department of Energy, Office of Fusion Energy, ER, Divi- 
sion of Development & Technology, Materials & Radiation 
Effects Branch [and] Plasma Physics Laboratory, Princeton 
University. — Washington, D.C. : The Branch ; Springfield, 
Va. : Available from National Technical Information Service, 
1979. 1 v. (various pagings) : ill. ; 28 cm. “Published Octo- 
ber 1979.” Includes bibliographical references. “CONF- 
790585.” @ltem 429-E (microfiche) 1. Plasma (Ionized 
gases) — Congresses. 2. Tokamaks— Congresses. I. United 
States. Dept. of Energy. Office of Fusion Energy. Plasma/ 
Materials Interaction Task Group. II. Princeton University. 
Plasma Physics Laboratory. III. Title. OCLC 08124247 
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Conference on Microbiological Processes Useful in En- 
hanced Oil Recovery : final report, August 29,—September 1, 
1979, San Diego, California / submitted by Science Applica- 
tions, Inc. ; sponsored by U. S. Department of Energy, Assist- 
ant Secretary Fossil Energy under contract no. DE-AT1- 
78MC08333. — Washington, D.C. : The Secretary ; Spring- 
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Fossil Fuel Utilization. II. United States. Dept. of Energy. 
Assistant Secretary for Conservation and Solar Energy. Divi- 
sion of Consumer Products. III. Pyros, Inc. IV. Brookha- 
ven National Laboratory. V. Title. OCLC 06341360 
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1980 : Atlanta, Ga.) 

Proceedings of the sixth International Conference on Fluid- 
ized Bed Combustion, April 9-11, 1980, Atlanta Hilton, Atlan- 
ta, Georgia / sponsored by U.S. Department of Energy ... [et 
al.].— Washington, D.C. : U.S. Dept. of Energy, Assistant 
Secretary for Fossil Energy, Office of Coal Utilization ; 
Springfield, Va. : Available from National Technical Informa- 
tion Service, 1980. 3 v. (1284 p.): ill. ; 28 cm. “Published: 
August 1980.” Includes bibliographical references. Con- 
tents: v. 1. Plenary sessions — v. 2. Technical sessions — v. 3. 
Technical sessions. “CONF-800428.” @lItem 429-E 1. 
Fluidization — Congresses. 2. Fluidized-bed furnaces — Con- 
gresses. 3. Air — Pollution— Congresses. I. United States. 
Office of Coal Utilization. II. Title. III. Title: Fluidized 
bed combustion. OCLC 06896711 
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Solar Grain Drying Conference proceedings, May 2-3, 
1978, Holiday Inn-North, West Lafayette, Ind. / jointly spon- 
sored by Purdue University, Dept. of Agricultural Engineer- 
ing, U.S. Department of Energy, Office of Conservation and 
Solar Applications, U.S. Dept. of Agriculture, Science and 
Education Administration ; edited by James G. Hartsock. — 
[Washington, D.C.?] : U.S. Dept. of Energy, Office of Con- 
servation and Solar Applications, 1978. ii, 151 p. : ill. ; 28 
cm. Includes bibliographies. “CONF-7805129.” @Item 
429-E (microfiche) 1. Grain— Drying — Congresses. 2. 


field, Va. : Available from National Technical Information 
Service, 1979. ii, 54 p.; 28 cm. “Published October 1979.” 
Includes bibliographical references. “CONF-790871.” 
@ltem 429-E 1. Petroleum — Microbiology. 2. Secondary 
recovery of oil. I. United States. Office of the Assistant 
Secretary for Fossil Energy. II. Science Applications, inc. 
III. Title. OCLC 06871436 
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Hartsock, J. G. (James G.) II. United States. Dept. of 
Energy. Office of Conservation and Solar Applications. III. 
United States. Science and Education Administration. Federal 
Research. IV. Title. OCLC 04752356 


82-5193 
E 1,10:7805161 


Seattle Workshop on Incentives Used to Stimulate Energy Pro- 
duction (ist : 1978) 
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DOE Residue and Waste Fuels Utilization Program Contractor 


Review Meeting (1979 : Washington, D.C.) 

Proceedings of the DOE Residue and Waste Fuels Utiliza- 
tion Program Contractor Review Meeting, September 25&26, 
1979, Washington, D.C. / sponsored by U.S. Department of 
Energy, Assistant Secretary for Conservation & Solar 
Energy, Division of Consumer Products ; coordinated by 
Pyros, Inc. ; proceedings prepared by Brookhaven National 
Laboratory. —[Washington, D.C.] : The Division ; Spring- 
field, Va. : Available from National Technical Information 
Service, 1979. 1 v. (various pagings) : ill. ; 28 cm. “U.S. 
Department of Energy, Division of Fossil Fuel Utilization”— 
2nd prelim. p. “Published December 1979.” Includes bib- 
liographical references. “CONF-790987.” @Item 429-E 
(microfiche) 1. Biomass energy — United States — Congress- 
es. 2. Waste products as fuel — Congresses. 3. tRefuse as 
fuel — United States— Congresses. 4. tBiomass energy — 
United States — Congresses. 5. +Waste products as fuel — 
Congresses. I. United States. Dept. of Energy. Division of 


Proceedings of the First Seattle Workshop on Incentives 
Used to Stimulate Energy Production, May 31-June 2, 1978, 
Seattle, Washington / edited by Bruce W. Cone and the 
Battelle incentives team ; prepared for the Division of Conser- 
vation and Solar Application, U.S. Department of Energy 
under contract EY-76-C-06-1830. — Richland, Wash. : Pacific 
Northwest Laboratory ; Springfield, Va. : Available from 
National Technical Information Service, [1979] 1 v. (various 
pagings) : ill. ; 28 cm. “February 1979.” Bibliography: Ch. 
5, p. 68-76. “CONF-7805161.” @lItem 429-E (microfiche) 
1. Energy policy — United States. 2. Solar energy policy — 
United States. I. Cone, Bruce W. II. United States. Dept. 
of Energy. Division of Conservation and Solar Application. 
Ill. Pacific Northwest Laboratory. IV. Title. OCLC 
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Liquefied gaseous fuels safety and environmental control assess- 
ment program : second status report. — Washington, D.C. : 
Dept. of Energy, Assistant Secretary for Environment, Envi- 
ronmental and Safety Engineering Division ; Springfield, Va. 
: Available from the National Technical Information Service, 
1980. 3 v.: ill. ; 28 cm. “Compiled by Pacific Northwest 
>_p. iii. “October 1980.” Includes bibliogra- 
phies. Contents: v. 1. Executive summary and annotated bib- 
liographies — v. 2. LNG reports — v. 3. LPG, ammonia, 
hydrogen reports. “DOE/EV-0085.” @Item 429-H 1. 
natural gas — Safety measures. 2. Liquefied natu- 
ral gas industry — Environmental aspects — United States. 3. 
Liquefied petroleum gas — Safety measures. 4. Liquefied pe- 
troleum gas industry— Environmental aspects — United 
States. 5. Liquefied gases— Transportation. I. United 
States. Dept. of Energy. Environmental and Safety Engineer- 
ing Division. II. Pacific Northwest Laboratory. OCLC 
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Davis, Michael J. 

Water quality issues and energy assessments / prepared by 
Michael J. Davis and Shen-yann Chiu ; prepared for U.S. 
Department of Energy, Assistant Secretary for Environment, 
Office of Environmental Assessments under contract number 
AC02-80EV 10154. — Washington, D.C. : The Office ; Spring- 
field, Va. : Available from National Technical Information 
Service, [1980] 59 p. ; 28 cm. “Argonne National Labora- 
tory.” “November 1980.” Bibliography: p. 53-59. “DOE/ 
EV/10154-01.”, @Item 429-H pbk. 1. Water quality — 
United States. 2. Energy development — United States. I. 
Chiu, Shen-Yann. II. United States. Dept. of Energy. Office 
of Environmental Assessments. III. Argonne National Labo- 
ratory. IV. Title. OCLC 07089076 
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Development of a HVDC prototype breaker : final report / 
prepared by Electrical Systems and Technology Laboratory, 
General Electric Company under contract no. ACOlI- 
76ET29054 ; prepared for U.S. Department of Energy, Assist- 
ant Secretary Resource Applications, Industrial and Utility 
Applications and Operations, Division of Hydroelectric Re- 
source Development. — Washington, D.C. : The Division ; 
Springfield, Va. : Available from National Technical Informa- 
tion Service, 1980. 1 v. (various pagings) : ill. ; 28 cm. 
“June 1980.” Includes bibliographical references. “DOE/ 
ET/29054-1.” @lItem 429-P 1. Electric circuit-breakers. I. 
United States. Dept. of Energy. Division of Hdyroelectric 
Resource Development. II. General Electric Company. 


Electrical Systems and Technology Laboratory. OCLC 
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United States. 1980 Mirror Senior Review Panel. 

An assessment of the U.S. mirror fusion program : report of 
the 1980 Mirror Senior Review Panel, February 1980 / pre- 
pared by the 1980 Mirror Senior Review Panel. — Washing- 
ton, D.C. : U.S. Dept. of Energy, Office of Energy Research, 
Office of Fusion Energy, Division of Mirror Confinement 
Systems ; Springfield, Va. : Available from National Techni- 
cal Information Service, 1980. 31 p. ; 28 cm. “Published 
April 1980.” “DOE/ER-0057.” @Item 429-N 1. Plasma 
confinement. 2. Fusion reactors. 3. Mirrors. I. United 
States. Dept. of Energy. Division of Mirror Confinement Sys- 
tems. II. Title. OCLC 07984674 
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United States. TMX-Upgrade Review Panel. 


Report of the TMX-Upgrade Review Panel, May 1980 / 
prepared by the TMX-Upgrade Review Panel ; edited by 
Robert Price.— Washington, D.C. : U.S. Department of 
Energy, Office of Fusion Energy, Division of Mirror Con- 
finement Systems ; Springfield, Va. : Available from National 
Technical Information Service, 1980. ii, 12 p. ; 28 cm. 
“Published November 1980.” “DOE/ER-0078.” @Item 
429-N 1. Mirrors. 2. Fusion reactors. 3. Plasma confine- 
ment. I. Price, Robert E. (Robert Eugene), 1934 II. 
United States. Dept. of Energy. Division of Mirror Confine- 
ment Systems. III. Title. OCLC 07984649 
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December 11, 1980 investigation report of the accident at the 


Princeton Plasma Physics Laboratory Tokamak Fusion Test 
Reactor Motor Generator Building. — Washington, D.C. : 
U.S. Dept. of Energy, Office of Energy Research, Office of 
Fusion Energy ; Springfield, Va. : Available from National 
Technical Information Service, [1981] 1 v. (various pagings) 
: ill. ; 28 cm. “April 1981.” “Date of investigation report, 
February 9, 1981.” “DOE/ER-0101.” @Item 429-N 1. 
Princeton University. Plasma Physics Laboratory — Acci- 
dents. I. United States. Dept. of Energy. Office of Fusion 
Energy. II. Title: Investigation report of the accident at the 
Princeton Plasma Physics Laboratory Tokamak Fusion Test 
Reactor Motor Generator Building. OCLC 07982784 
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Environmental assessment : notice of proposed rulemaking for 


the allocation and pricing of gasohol / prepared by U.S. 
Department of Energy, Office of Regulations and Emergency 
Planning. — Washington, D.C. : The Office ; Springfield, Va. 
: Available from National Technical Information Service, 
1980. 75 p. in various pagings ; 28 cm. “June 1980.” In- 
cludes bibliographical references. “DOE/EA-0107.” 
@ltem 429-R 1. Gasohol—Prices— United States. I. 
United States. Dept. of Energy. Office of Regulations and 
Emergency Planning. II. Title: Notice of proposed rulemak- 
ing for the allocation and pricing of gasohol. OCLC 
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Batteries for energy storage. —[Washington, D.C.? ] : U.S. 


Dept. of Energy, Assistant Secretary for Conservation and 
Solar Energy, Office of Advanced Conservation Technol- 
ogies, 1981. [13] p.: ill. ; 28 cm. “January 1981”—Cover. 
“DOE/CS-0152.” @Item 429-T-2 1. Storage batteries. I. 
United States. Dept. of Energy. Office of Advanced Conser- 
vation Technologies. OCLC 08147937 
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R, D&D proposal guidelines : alternative fuels, fuel additives 
and related devices for highway vehicles / U.S. Department 
of Energy, Assistant Secretary for Conservation and Solar 
Energy, Office of Transportation Programs. — Washi 

D.C. : The Office ; Springfield, Va. : Available from National 
Technical Information Service, 1980. i, 20 p.; 28cm. “Al- 
ternative Fuels Utilization Program”—Cover. “Published 
April 1980.” “DOE/CS-0154.”, @Item 429-T-2 (micro- 
fiche) 1. Fuel research— United States. 2. Synthetic 
fuels — United States. I. United States. Dept. of Energy. Al- 
ternative Fuels Utilization Program. II. Title: Alternative 
fuels, fuel additives and related devices for highway vehicles. 
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Certification/enforcement analysis : energy efficiency standards 
for consumer products / U.S. Department of Energy, Conser- 
vation & Solar Energy, Office of Building & Community 
Systems. — Washington, D.C. : U.S. Dept. of Energy, Assist- 
ant Secretary for Conservation and Solar Energy, Office of 
Buildings and Community Systems, Consumer Product Effi- 
ciency Branch, 1980. 1 v. (various pagings) : ill., plans ; 28 
cm.— (Technical support document ; no. 3) “June 1980”— 
Cover. Includes bibliographies. “DOE/CS-0170”—Cover. 
“Covering: Refrigerators and refrigerator/freezers, freezers, 
clothes dryers, water heaters, room air conditioners, home 
heating equipment, kitchen ranges and ovens, central air con- 
ditioners and furnaces.” @lItem 429-T-2 (microfiche) 1. 
Household appliances, Electric — Standards — United States. 
2. Household appliances, Electric — United States — Energy 
consumption. 3. Electric power consumption — United 
States. I. United States. Dept. of Energy. Office of Buildings 
and Community Systems. Consumer Product Efficiency 
Branch. II. Series. OCLC 07982849 
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Demonstration of EIC’s copper sulfate process for removal of 
hydrogen sulfide and other trace contaminants from geother- 
mal steam at turbine inlet temperatures and pressures / pre- 
pared for U.S. Department of Energy, Assistant Secretary for 
Resource Applications ; prepared through EIC Corporation 
under cooperative agreement no. FC03-78ET27181 ; prepared 
by the Pacific Gas and Electric Company under contract no. 
5-36-78. — Washington, D.C. : The Secretary ; Springfield, 
Va. : Available from National Technical Information Service, 
1980. 1 v. (various pagings) : ill. ; 28 cm. “Final report.” 
“May 1980.” Includes bibliographical references. “DOE/ 
RA/27181-01.” @Item 429-T-7 1. Geothermal power 
plants — Testing. 2. Hydrogen sulphide. 3. Copper alloys. 
I. United States. Dept. of Energy. Office of the Assistant 
Secretary for Resource Applications. II. EIC Corporation. 
III. Pacific Gas and Electric Company. OCLC 08107016 
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Barrager, Stephen M. 

Analysis of the need for intermediate and peaking technol- 
ogies in the year 2000 / prepared for U.S. Department of 
Energy, Assistant Secretary for Resource Applications, Divi- 
sion of Electrical Systems ; prepared by Stephen M. Barrager 
& Gregory L. Campbell .. under contract no. AC02- 
79ET29999. — Washington, D.C. : The Division ; Springfield, 
Va. : Available from National Technical Information Service, 
1980. 254 p. in various pagings : ill. ; 28 cm. “Decision 
Focus Incorporated.” “April 1980.” Includes bibliograph- 
ical references. “DOE/RA/29999-01.” @Item 429-T-7 1. 
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Electric power-plants — United States— Load. I. Campbell, 
Gregory L. Ii. United States. Dept. of Energy. Office of the 
Assistant Secretary for Resource Applications. Division of 
Electrical Systems. III. Decision Focus Incorporated. IV. 
Title. OCLC 07077513 
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Glesk, Martin M. 


Residential/commercial market for energy technologies / 
prepared for U.S. Department of Energy, Assistant Secretary 
for Policy and Evaluation, Office of Advanced Technology 
R&D ; prepared by Martin M. Glesk ... under contract no. 
EX-76-C-01-3871. — Washington, D.C. : The Office ; Spring- 
field, Va. : Available from National Technical Information 
Service, 1980. ix, 79 p. : ill. ; 28 cm. “Arthur D. Little, 
Inc.” “August 1979.” Includes bibliographical references. 
“DOE/AD/03871-TI.”  @Item 429-T-8 1. Energy con- 
sumption — United States. 2. Energy industries — United 
States. I. United States. Dept. of Energy. Office of Ad- 
vanced Technology R&D. II. Arthur D. Little, Inc. III. 
Title. IV. Title: Residential commercial market for energy 
technologies. OCLC 08173578 
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United States. Dept. of Energy. 


Congressional budget request. Washington, D.C.: U.S. 
Dept. of Energy, Office of the Controller : [Supt. of Docs., 
U.S. G.P.O., distributor, Supt. of Docs., U.S. Govt. Print. 
Off., Washington, D.C. 20402 v.; 28 cm. Annual $13.00 
(v.1) $8.00 (v.2) $10.00 (v.3) $9.00 (v.4) “DOE/MA-0057.” 
Title from cover. Vols. for FY 1983 were classed (Supt. of 
Docs.): DOE/MA-0057, v. 1-7: E 1.34: — DOE/MA-0058, v. 
1-2: E 1.34/2: — DOE/MA-0059, v. 1-2: E 1.34/3: — DOE/ 
MA-0060, v. 1: E 1.34/4: Vols. 1-4 covering fiscal year 
1983. Description based on: Vol. 1 (FY 1982) Contents: v. 
1. Atomic energy defense activies — v. 2-3. Energy supply 
research and development — v. 4. General science and re- 
search, uranium enrichment, geothermal resources develop- 
ment fund, program administration. Vols. for FY 1982 issued 
in 2 sets, the second being a revised edition. Vols. for FY 
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Dept. of Energy’s functions: DOE/MA-0057, v. 1-5: U.S. 
Dept. of Commerce, Energy Research and Technology Ad- 
ministration; DOE/MA-0057, v. 6-7: U.S. Dept. of Com- 
merce; DOE/MA-0058, v. 1-2: U.S. Dept. of the Interior; 
DOE/MA-0059, v. 1-2: U.S. Dept. of Justice; DOE/MA- 
0060, v. 1: Federal Energy Regulatory Commission. Vols. 
for 1979-1981 were published by the U.S. Dept. of Energy; 
1982-1982 rev. by the U.S. Dept. of Energy, Office of the 
Controller; 1983- by the U.S. Dept. of Energy. @lItem 429- 
T-46 S/N 061-000-00575-7 (v.1) ; 061-000-00576-5 (v.2) ; 
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0351 1. United States. Dept. of Energy — Appropriations 
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United States — Finance — Periodicals. 3. Energy conserva- 
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States. Dept. of Energy. Office of the Controller. II. Title. 
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DOE/MA-0057, v. 1-5: U.S. Dept. of Commerce, Energy 
Research and Technology Administration; DOE/MA-0057, v. 
6-7: U.S. Dept. of Commerce; DOE/MA-0058, v. 1-2: U.S. 
Dept. of the Interior; DOE/MA-0059, v. 1-2: U.S. Dept. of 
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States. Dept. of Energy — Appropriations and expenditures — 
Periodicals. 2. Energy development — United States — Fi- 
nance — Periodicals. 3. Energy conservation — United 
States — Finance — Periodicals. I. United States. Dept. of 
Energy. Office of the Controller. II. Title. 
HD9502.U5SU523a 80-643192 //r81 353.0072/224 OCLC 
04837750 


82-5209 


E 1,34/2;983/v.1-2 
United States. Dept. of Energy. 

Congressional budget request. Washington, D.C. : U.S. 
Dept. of Energy, Office of the Controller : [Supt. of Docs., 
U.S. G.P.O., distributor, Supt. of Docs., U.S. Govt. Print. 
Off., Washington, D.C. 20402 v. ; 28 cm. Annual $5.50 
(v.1) $9.00 (v.2) Title from cover. “DOE/MA-0058.” 
Vols. 1-2 covering fiscal year 1983. Vols. for FY 1983 were 
classed (Supt. of Docs.): DOE/MA-0057, v. 1-7: E 1.34: — 
DOE/MA-0058, v. 1-2: E 1.34/2: — DOE/MA-0059, v. 1-2: 
E 1.34/3: — DOE/MA-0060, v. 1: E 1.34/4: Description 
based on: Vol. 1 (FY 1982) Contents: v. 1. Navel petroleum 
and oil shale reserves, strategic petroleum reserve — v. 2. 
Power marketing administrations, administrative support for 
energy programs. Vols. for FY 1982 issued in 2 sets, the 
second being a revised edition. Vols. for FY 1983 are divid- 
ed into different agencies that will take over the Dept. of 
Energy’s functions: DOE/MA-0057, v. 1-5: U.S. Dept. of 
Commerce, Energy Research and Technology Administra- 
tion; DOE/MA-0057, v. 6-7: U.S. Dept. of Commerce; DOE/ 
MA-0058, v. 1-2: U.S. Dept. of the Interior; DOE/MA-0059, 
v. 1-2: U.S. Dept. of Justice; DOE/MA-0060, v. 1: Federal 
Energy Regulatory Commission. Vols. for 1979-1981 were 
published by the U.S. Dept. of Energy; 1982-1982 rev. by the 
U.S. Dept. of Energy, Office of the Controller; 1983- by the 
U.S. Dept. of Energy. @Item 429-T-46 S/N 061-000- 
00585-4 (v.1) ; 061-000-00586-2 (v.2) ISSN 0198-0351 1. 
United States. Dept. of Energy — Appropriations and expend- 
itures— Periodicals. 2. Energy development — United 
States — Finance — Periodicals. 3. Energy conservation — 
United States — Finance — Periodicals. I. United States. 
Dept. of Energy. Office of the Controller. II. Title. 


HD9502.USU523a 80-643192 //r81 353.0072/224 OCLC 
04837750 
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82-5210 


E 1,34/3:983/v.1-2 


United States. Dept. of Energy. 


Congressional budget request. Washington, D.C. : U.S. 
Dept. of Energy, Office of the Controller : [Supt. of Docs., 
U.S. G.P.O., distributor, Supt. of Docs., U.S. Govt. Print. 
Off., Washington, D.C. 20402 v. ; 28 cm. Annual $3.00 
(v.1) $2.75 (v.2) Title from cover. Vols. for FY 1983 were 
classed (Supt. of Docs.): DOE/MA-0057, v. 1-7: E 1.34: — 
DOE/MA-0058, v. 1-2: E 1.34/2: — DOE/MA-0059, v. 1-2: 
E 1.34/3: — DOE/MA-0060, v. 1: E 1.34/4: “DOE/MA- 
0059.” Vols. 1-2 covering fiscal year 1983. Description 
based on: Vol. 1 (FY 1982) Contents: v. 1. Petroleum regu- 
latory activities — v. 2. Administrative support for petroleum 
regulatory activities. Vols. for FY 1982 issued in 2 sets, the 
second being a revised edition. Vols. for FY 1983 are divid- 
ed into different agencies that will take over the Dept. of 
Energy’s functions: DOE/MA-0057, v. 1-5: U.S. Dept. of 
Commerce, Energy Research and Technology Administra- 
tion; DOE/MA-0057, v. 6-7: U.S. Dept. of Commerce; DOE/ 
MA-0058, v. 1-2: U.S. Dept. of the Interior; DOE/MA-0059, 
v. 1-2: U.S. Dept. of Justice; DOE/MA-0060, v. 1: Federal 
Energy Regulatory Commission. Vols. for 1979-1981 were 
published by the U.S. Dept. of Energy; 1982-1982 rev. by the 
U.S. Dept. of Energy, Office of the Controller; 1983- by the 
U.S. Dept. of Energy. @Item 429-T-46 S/N 061-000- 
00582-0 (v.1) ; 061-000-00583-8 (v.2) ISSN 0198-0351 1. 
United States. Dept. of Energy — Appropriations and expend- 
itures — Periodicals. 2. Energy development — United 
States — Finance — Periodicals. 3. Energy conservation — 
United States — Finance — Periodicals. I. United States. 
Dept. of Energy. Office of the Controller. II. Title. 


HD9502.U5U523a 80-643192 //r81 353.0072/224 OCLC 
04837750 


82-5211 


E 1.34/4:983/v.1 


United States. Dept. of Energy. 


Congressional budget request. Washington, D.C. : U.S. 
Dept. of Energy, Office of the Controller : [Supt. of Docs., 
U.S. G.P.O., distributor, Supt. of Docs., U.S. Govt. Print. 
Off., Washington, D.C. 20402 v. ; 28 cm. Annual $2.50 
Title from cover. Vols. for FY 1983 were classed (Supt. of 
Docs.): DOE/MA-0057, v. i-7: E 1.34: — DOE/MA-0058, v. 
1-2: E 1.34/2: — DOE/MA-0059, v. 1-2: E 1.34/3: — DOE/ 
MA-0060, v. 1: E 1.34/4: “DOE/MA-0060.” Description 
based on: Vol. 1 (FY 1982) Contents: Other natural gas 
activities. Report covers fiscal year 1983. Vols. for FY 
1982 issued in 2 sets, the second being a revised edition. 
Vols. for FY 1983 are divided into different agencies that will 
take over the Dept. of Energy’s functions: DOE/MA-0057, v. 
1-5: U.S. Dept. of Commerce, Energy Research and Technol- 
ogy Administration, DOE/MA-0057, v. 6-7: U.S. Dept. of 
Commerce; DOE/MA-0058, v. 1-2: U.S. Dept. of the Interi- 
or; DOE/MA-0059, v. 1-2: U.S. Dept. of Justice; DOE/MA- 
0060, v. 1: Federal Energy Regulatory Commission. Vols. 
for 1979-1981 were published by the U.S. Dept. of Energy; 
1982-1982 rev. by the U.S. Dept. of Energy, Office of the 
Controller; 1983- by the U.S. Dept. of Energy. @lItem 429- 
T-46 S/N 061-000-00584-6 ISSN 0198-0351 1. United 
States. Dept. of Energy — Appropriations and expenditures — 
Periodicals. 2. Energy development — United States — Fi- 
nance — Periodicals. 3. Energy conservation — United 
States — Finance — Periodicals. I. United States. Dept. of 
Energy. Office of the Controller. Il. Title. 
HD9502.U5U523a 80-643192 //r81 353.0072/224 OCLC 
04837750 





82-5212 


E 1.43:55 
Kazachkovskiy, O. D. 

Work in the field of fast reactors in the USSR / by O.D. 
Kazachkorskiy ; Technical Information Center, U.S. Depart- 
ment of Energy. — Oak Ridge, Tenn. : The Center ; Sping- 
field, Va. : Available from the National Technical Informa- 
tion Service, [1978] 7 p. ; 28 cm.— (Translation series) 
“Translation of Raboty v oblasti bystrykh reaktorov v 
SSSR”—P. 2 of cover. Cover title. “Translation was 
funded by the DOE Division of Reactor Research and Tech- 
nology”—P. 2 of cover. “Issuance date: March 1978”—P. 2 
of cover. “DOE-tr-55.” @lItem 429-P-1 (microfiche) 1. 
Fast reactors. 2. Nuclear reactors—Soviet Union. I. 
United States. Dept. of Energy. Technical Information 
Center. II. United States. Dept. of Energy. Division of Re- 
actor Research Technology. III. Title. IV. Series: Transla- 
tion series (United States. Dept. of Energy. Technical Infor- 
mation Center) OCLC 08139655 


82-5213 


E 1.43:104 

The Availability cf German nuclear power plants in internation- 
al comparison / Technical Information Center, U.S. Depart- 
ment of Energy. — Oak Ridge, Tenn. : The Center ; Spring- 
field, Va. : Available from the National Technical Informa- 
tion Service, [1978] 24 p. : ill. ; 28 cm.— (Translation 
series) “Translation of Verfugbarkeit deutscher Kernk- 
raftwerke im internationalen Vergleich”—P. 2 of cover. 
Cover title. “Translation was funded by the DOE Division 
of Nuclear Research and Applications”—P. 2 of cover. “Is- 
suance date: August 1978”—P. 2 of cover. Includes biblio- 
graphic references. “DOE-tr-104.” @Item 429-P-1 (micro- 
fiche) 1. Atomic power-plants— United States. 2. Atomic 
power-plants — Europe. I. United States. Dept. of Energy. 
Technical Information Center. II. United States. Dept. of 
Energy. Division of Nuclear Research and Applications. III. 


Series: Translation series (United States. Dept. of Energy. 
Technical Information Center) OCLC 08139687 


82-5214 


E 1.43:105 

The Automation of nuclear power plants / Technical Informa- 
tion Center, U.S. Department of Energy. — Oak Ridge, Tenn. 
: The Center ; Springfield, Va. : Available from the National 
Technical Information Service, [1978] 12 p. : ill. ; 28 cm. — 
(Translation series) “Translation of Die Automatisierung 
von Kernkraftwerken”—P. 2 of cover. Cover title. “Trans- 
lation was funded by the DOE Division of Nuclear Research 
and Applications”—P. 2 of cover. “Issuance date: August 
1978”—P. 2 of cover. “DOE-tr-105.” @lItem 429-P-1 (mi- 
crofiche) 1. Atomic power-plants— Automation. I. United 
States. Dept. of Energy. Technical Information Center. II. 
United States. Dept. of Energy. Division of Nuclear Research 
and Applications. III. Series: Translation series (United 


States. Dept. of Energy. Technical Information Center) 
OCLC 08139608 


82-5215 


E 1,43:106 
Trenkler, H. 

Costs of construction time extension in nuclear power 
plants / Technical Information Center, U.S. Department of 
Energy. — Oak Ridge, Tenn. : The Center ; Springfield, Va. : 
Available from the National Technical Information Service, 
[1978] 11 p.: ill. ; 28 cm.— (Translation series.) “Transle- 
tion of Kosten der Bauzeitverlangerunger bei Kerkraftwer- 
ken”— P. 2 of cover. “Translation was funded by the DOE 
Division of Nuclear Research and Applicaions”—P. 2 of 
cover. “Issuance date: August 1978"—P. 2 of cover. 
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“DOE-tr-106.” @Item 429-P-1 (microfiche) 1. Atomic 
power-plants — Germany (West). I. United States. Dept. of 
Energy. Technical Information Center. II. United States. 
Dept. of Energy. Division of Nuclear Research and Applica- 
tions. III. Title. IV. Series: Translation series (United 
States. Dept. of Energy. Technical Information Center) 
OCLC 08124130 


82-5216 


E 1.43:107 


Availability of nuclear power plants of the world in 1976 / 


Technical Information Center, U. S. Department of 
Energy. — Oak Ridge, Tenn. : The Center ; Springfield, Va. : 
Available from the National Technical Information Service, 
[1978] 9 p. : ill. : 28 cm.— (Translation series) Translation 
of: Verfugbarkeit der Kernkraftwerke der Welt im Jahr 1976. 
Cover title. “Funded by the DOE Division of Nuclear Re- 
search and Applications”—P. 2 of cover. “Issuance date: 
August 1978”—P. 2 of cover. Includes bibliographical refer- 
ences. “DOE-tr-107.”. @Item 429-P-1 (microfiche) 1. 
Atomic power-plants. I. United States. Dept. of Energy. 
Technical Information Center. II. United States. Dept. of 
Energy. Division of Nuclear Research and Applications. III. 
Series: Translation series (United States. Dept. of Energy. 
Technical Information) OCLC 08139722 


82-5217 


E 1.43:108 


Public electricity supply / Technical Information Center, U.S. 


Department of Energy. — Oak Ridge, Tenn. : The Center ; 
Springfield, Va. : Available from the National Technical In- 
formation Service, [1978] 43 p. : ill. ; 28 cm.— (Translation 
series) “Translation of Offentliche 
Elektrizitatsversorgung”—P. 2 of cover. Cover title. 
“Translation was funded by the DOE Division of Nuclear 
Research and Applications”—P. 2 of cover. “Issuance date: 
August 1978”—P. 2 of cover. “DOE-tr-108.” @Item 429- 
P-1 (microfiche) 1. Electric power— Germany (West) — 
Supply and demand. I. United States. Dept. of Energy. 
Technical Information Center. II. United States. Dept. of 
Energy. Division of Nuclear Research and Applications. _ III. 
Series: Translation series (United States. Dept. of Energy. 
Technical Information Center) OCLC 08139633 


82-5218 


E 1.43:110 


Operating experiences with nuclear power plants in the Federal 


Republic of Germany / Technical Information Center, U.S. 
Department of Energy. — Oak Ridge, Tenn. : The Center ; 
Springfield, Va. : Available from the National Technical In- 
formation Service, [1978] 7 p. : ill. ; 28 cm.— (Translation 
series) “Translation of Betriebserfahrungen mit Kernk- 
raftwerken in der Bundesrepublik Deutschland”—P. 2 of 
cover. @Item 429-P-1 (microfiche) 1. Atomic power- 
plants — Germany (West) I. United States. Dept. of Energy. 
Technical Information Center. II. United States. Dept. of 
Energy. Division of Nuclear Research and Applications. _ III. 
Series: Translation series (United States. Dept. of Energy. 
Technical Information Center) OCLC 08139700 





Federal Energy Regulatory Commission — Energy Dept. 
82-5219 FEDERAL ENERGY REGULATORY 
COMMISSION 
Energy Dept. 

Washington, DC 20426 


E 1.43:111 

Statistical study of the cases of shutdown periods in nuclear 
power plants with light water reactors / Technical Informa- 
tion Center, U.S. Department of Energy. — Oak Ridge, Tenn. 
: The Center ; Springfield, Va. : Available from the National 
Technical Information Service, [1978] 4 p. ; 28 cm.— 
(Translation series.) “Translation of Statistische Untersu- 
chung der Ursachen von Stillistandszeiten bei Kernkraftwer- 
ken mit Leichtwasserreaktoren”—P. 2 of cover. Cover title. 
“Translation was funded by the DOE Division of Nuclear 
Research and Applications”—P. 2 of cover. “Issuance date: 
August 1978”—P. 2 of cover. Includes bibliographical refer- 
ences. “DOE-tr-111.” @Item 429-P-1 (microfiche) 1. 
Atomic power-plants— Germany (West) — Statistics. I. 
United States. Dept. of Energy. Technical Information 
Center. II. United States. Dept. of Energy. Division of Nu- 
clear Research and Applications. III. Series: Translation 
series (United States. Dept. of Energy. Technical Information 
Center) OCLC 08124088 


82-5222 
E 2.11:0027 
United States. Office of Electric Power Regulation. 

North Fork Payette River project, FERC no. 2930-Idaho / 
Federal Energy Regulatory Commission, Office of Electric 
Power Regulation. — Washington, D.C. : The Office : Divi- 
sion of Public Information, Federal Energy Regulatory Com- 
mission [distributor, 1981] 1 v. (various pagings) : ill., maps ; 
28 cm. At head of title: Final environmental impact state- 
ment. Spine title: Final North Fork Payette River project no 
2930-Idaho. “October 1981.” Bibliography: p. 6-1 to 6-5. 
“FERC/EIS-0027.” @Item 429-V-3 1. Hydroelectric 
power plants— Environmental aspects — Idaho — Payette 
River. I. Title. OCLC 08140439 

82-5223 
82-5220 E 2.11:0029 D 


E 1.43:112 Florida Gas Transmission Company permanent gas curtailment 


Production availability and production utilization of power 


plants in 1975 / Technical Information Center, U.S. Depart- 
ment of Energy. — Oak Ridge, Tenn. : The Center ; Spring- 
field, Va. : Available from the National Technical Informa- 
tion Service, [1978] 14 p. : ill. ; 28 cm.— (Translation 
series) “Translation of Arbeitsverfugbarkeit und Arbeitsaus- 
nutzung von Blockanlagen 1975”—P. 2 of cover. Cover 
title. “Translation was funded by the DOE Division of Nu- 
clear Research and Applications”—P. 2 of cover. “Issuance 
date: August 1978”—P. 2 of cover. Includes bibliographical 


plan draft environmentalimpact statement, docket no. RP75- 
79 / Federal Energy Regulatory Commission, Office of Pipe- 
line and Producer Regulation. — Washington, D.C. : The 
Office, 1981. ix, 137 p. : ill, maps ; 28 cm. Spine title: 
Florida gas curtailment plan DEIS. “July 1981.” Includes 
bibliographies. “FERC/EIS-0029 D.” @lItem 429-V-3 1. 
Gas, Natural — Florida — Pipe lines. I. United States. Fed- 
eral Energy Regulatory Commission. Office of Pipeline and 
Producer Regulation. II. Title: Florida gas curtailment plan 
DEIS. OCLC 07982703 


references. “DOE-tr-112.” @lItem 429-P-1 (microfiche) 1. 
Power-plants— Germany (West) — Statistics. I. United 
States. Dept. of Energy. Technical Information Center. II. 
United States. Dept. of Energy. Division of Nuclear Research 
and Applications. III. Series: Translation series (United 
States. Dept. of Energy. Technical Information Center) 
OCLC 08136818 


82-5224 
E 2.11:0049/final 
United States. Office of Electric Power Regulation. 

Power pooling in the United States / Federal Energy Reg- 
ulatory Commission, Office of Electric Power Regulation. — 
Washington : The Office, 1981. ix, 203 p. : ill., maps ; 28 
cm. “December, 1981.” Bibliography: pp. 171-173. 
“FERC-0049.” @Item 429-V-1 1. Interconnected electric 
utility systems — United States. 2. Electric power distribu- 
tion — United States. I. Title. OCLC 08127311 


82-5221 
E 1.43:137 

Toxic effect of shale tar water / Technical Information Center, 
U.S. Department of Energy ; [prepated by the U.S. Joint 
Publications Research Service].— Oak Ridge, Tenn. : The 
Center ; Springfield, Va. : Available from the National Tech- 
nical Information Service, [1979] 8 p. : ill. ; 28 cm.— 
(Translation series) “Translation of a Russian article from 
Izv. Akad. Nauk Est. SSR, Khim. Geol., 17: no. 2, 175-181 
(1968)”—P. 2 of cover. Cover title. “Issuance date: April 
1979”"—P. 2 of cover. Includes bibliographical references. 
“DOE-tr-137.” @Item 429-P-1 (microfiche) 1. Shale oils — 
Toxicology. 2. Tar— Toxicology. 3. Water — Pollu- 
tion — Toxicology. 4. tShale — Environmental aspects. 5. 
+Tar — Environmental aspects. I. U.S. Joint Publication Re- 
search Service. II. United States. Dept. of Energy. Techni- 
cal Information Center. III. Series: Translation series 
(United States. Dept. of Energy. Technical Information 
Center) OCLC 06971886 


ENERGY INFORMATION ADMINISTRATION 
Energy Dept. 
Washington, DC 20461 


82-5225 
E 3.2:G 21/5 
Walton, Howard. 
Commercial and industrial storage of distillate and gasoline 

: a study required by section 241 of the Emergency Energy 
Conservation Act of 1979 / prepared by Howard Walton. — 
Washington, D.C. : U. S. Dept. of Energy, Energy Informa- 
tion Administration, Assistant Administrator for Program De- 
velopment, 1980. 53, [35] p. : ill, forms ; 28 cm. “May 
1980.” Includes bibliographical references. “DOE/EIA- 
0222.” @Item 429-T-11 1. Gasoline — Storage. 2. Petro- 
leum industry and trade — United States. I. United States. 
Energy Information Administration. Office of Program De- 
velopment. II. Title. OCLC 06806802 
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82-5226 


E 3.2:P 94/3 
Symposium to Review EIA’s 1978 Annual Report to Congress, 
Volume III (1979 : College Park, Md.) 

Proceedings of the Symposium to Review Volume III of 
the 1978 Annual Report to Congress, November 7-8, 1979, 
College Park, Maryland / prepared for U.S. Department of 
Energy, Energy Information Administration, Assistant Ad- 
ministrator for Applied Analysis, Office of Analysis Oversight 
and Access, under grant no. DE-FG01-79-EI10587. — Wash- 
ington, D.C. : The Office, [1979] xxvii, 517 p. : ill. ; 28 cm. 
“Released for printing: May 21, 1980”—P. 2 of cover. 
“DOE/EIA-10587-01.” @Item 429-T-11 (microfiche) 1. 
Energy policy — United States — Congresses. 2. Power re- 
sources — United States— Congresses. I. United States. 
Energy Information Administration. Office of Applied Analy- 
sis. Office of Analysis Oversight and Access. II. Title. 
OCLC 06503542 


82-5227 


E 3.2:St 6 


Kretz, James. 


Secondary stocks : a paper prepared for the American 
Statistical Association Committee on Energy Statistics. — 
Washington, D.C. : U.S. Dept. of Energy, Energy Informa- 
tion Administration, Assistant Administrator for Program De- 
velopment, Office of the Consumption Data System, 1980. 9 
p. ; 28 cm. Cover title. “July 1980.” “DOE/EIA-0215.” 
@ltem 429-T-11 1. United States. Energy Information Ad- 
ministration. 2. Petroleum as fuel — Supply and demand. I. 
United States. Energy Information Administration. Office of 
the Consumption Data System. II. American Statistical As- 
sociation. Committee on Energy Statistics. III. Title. 
OCLC 08107075 


ECONOMIC REGULATORY 
ADMINISTRATION 
Energy Dept. 
Washington, DC 20461 


82-5228 


E 4.8:El 2/2 

Electric power emergency handbook / prepared for U.S. De- 
partment of Energy, Economic Regulatory Administration, 
Office of Utilities Systems, Emergency Electric Power Ad- 
ministration. — Washington, D.C.? Emergency Electric 
Power Administration ; Springfield, Va. : Available from Na- 
tional Technical Information Service [distributor, 1980] 68 p. 
in various pagings : ill, maps ; 28 cm. Cover title. “ Sep- 
tember 1980.” Includes bibliographical references. “DOE/ 
RG-0041.” “Dept. reg. no. H29117RG.” @ltem 429-L 1. 
Electric power systems. 2. United States — Civil defense. I. 
United States. Emergency Electric Power Administration. 
OCLC 07081036 


EDUCATION DEPARTMENT 
Washington, DC 20202 


82-5229 
ED 1,2:D 34/980-81 
United States. Office of Special Education and Rehabilitative 
Services. Captioned Films and Telecc ications Branch. 
Catalog of educational captioned films for the deaf / pre- 
pared by the special materials project of the Associations for 
Education of the Deaf. [Washington, D.C.] : Captioned Films 
and Telecc ications Branch, Office of Special Education 
and Rehabilitative Services, U.S. Dept. of Education, Dept. 
of Education, Special Education, and Rehabilitative Services, 
330 C St., SW, Washington, D.C. 20202 v.; 28cm. G.P.O. 
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sales statement incorrect in i 1980-81. Descrip- 
tion based on: 1980-81. @lItem 455-B-2 1. Deaf, Films for 
the — Catalogs. 2. Deaf—Education— Film catalogs. 3. 
Education — Film catalogs. I. Associations for Education of 
the Deaf. II. Title. CGCLC 08124007 


82-5230 


ED 1.2:D 63/3 


Anderson, William R. (William Richard), 1944- 


Federally funded programs for disabled students : models 
for postsecondary campuses : a summary of regional educa- 
tion programs, 1975-80 / William R. Anderson, Rhona C. 
Hartman, Martha Ross Redden ; HEATH/Closer Look Re- 
source Center, American Council on Education. — [Washing- 
ton, D.C.? : U.S. Dept. of Education], 1981. 80 p. ; 28 cm. 
“Prepared under contract no. 300-80-0857 with the U.S. De- 
partment of Education”—Verso of t.p. @lItem 455-B-2 1. 
Handicapped — Education (Higher) — United States. 2. Fed- 
eral aid to higher education— United States. I. Redden, 
Martha Ross. II. Hartman, Rhona C. III. United States. 
Dept. of Education. IV. HEATH/Closer Look Resource 
Center. V. Title. VI. Title: A summary of regional educa- 
tion programs, 1975-1980. OCLC 07931822 


82-5231 


ED 1.23:R 31/980-81 


Resources for change / Office of Educational Research and 


Improvement, The Fund for the Improvement of Postsecon- 
dary Education. Washington, D.C. : The Fund : For sale by 
the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 v. ; 28 cm. Annual 
$6.50 Began with 1975-76. Title from cover. Issues for 
1975-76-1979-80 were classed: HE 19.9:R 31/ 1980-1981. 
Description based on: 1980-1981. Vols. for 1975-76-1979-80 
issued by the Dept. of Health, Education, and Welfare, Edu- 
cation Division, Fund for the Improvement of Postsecondary 
Education. @Item 461 S/N 065-000-00063-6 ISSN 0147- 
7501 1. Educational innovations — United States — Directo- 
ries. 2. Education, Higher — United States — Directories. 
I. Fund for the Improvement of Postsecondary Education. 
Key Title: Resources for change LA227.3.F86a 77-646759 
//t82 378.1/7/078 OCLC 03228728 


82-5232 


ED 1.26:980 
ED 1.26:980-2 


United States. Dept. of Education. Office of Inspector General. 


Semi-annual report / Office of Inspector General, U.S. De- 
partment of Education. [Washington] : The Office, [1980- 
U.S. Dept. of Education, Office of Inspector General, 330 C 
St., SW, Washington, D.C., 20201 v. ; 28 cm. Semiannual 
Apr. 1, 1980-Sept. 30, 1980- Cover title: Semi-annual report 
to Congress Apr. 1-Sept. 30, 1980; Oct. 1-Mar.31, 1981. 
@ltem 455-L ISSN 0275-9497 1. United States. Dept. of 
Education. Office of Inspector General — Periodicals. Key 
Title: Semi-annual report - United States. Dept. of Education. 
Office of Inspector General I. Title. PAR 81-640476 
OCLC 07231694 





National Center for Education Statistics — Education Dept. 


NATIONAL CENTER FOR EDUCATION 
STATISTICS 
Education Dept. 
Hyattsville, MD 


82-5233 


ED 1.111;:980-81 

ED 1.111:981-82 

Education directory, colleges & universities / [National Center 
for Education Statistics]. Washington : The Center ; For sale 
by the Supt. of Docs., U.S. G.P.O. Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 v. ; 26 cm. (1975- 
76-1978-79, DHEW publication ; no. (NCES)) Annual 
$11.00 (1980-81) $9.00 (1981-82) Began with: 1975/76. 
“NCES 81-347”—P. 4 of cover. “NCES 82-306"—P. 4 of 
cover. Issues prior to 1979-80 were classed: HE 
19.324:(date) 1980-81; 1981-82. Description based on: 1977- 
78. Issue for 1978-79 incorrectly called 1977-78 on tp. 
Lists institutions in the United States and its outlying areas 
that are legally authorized to offer and are offering at least a 
one-year program of college-level studies leading toward a 
degree. Available on computer tape. Vols. for 1975-76- 
1976-77 prepared by the Accreditation and Institutional Eligi- 
bility Staff, Bureau of Postsecondary Education, U.S. Office 
of Education, and the National Center for Education Statis- 
tics; 1977-78-1979-80 by the Division of Eligibility and 
Agency Evaluation, Bureau of Higher and Continuing Educa- 
tion, Office of Education, and by the University and Collége 
Surveys and Studies Branch, National Center for Education 
Statistics; 1980-81- by the Division of Eligibility and Agency 
Evaluation, Office of Postsecondary Education, and by the 
University and College Surveys and Studies Branch, Division 
of Postsecondary and Vocational Education Statistics, Nation- 
al Center for Education Statistics. Vols. for 1975-76-1978-79 
were issued by the Dept. of Health, Education, and Welfare, 
Education Division, National Center for Education Statistics; 
1979-80- by the Dept. of Education, Office of Educational 
Research and Improvement, National Center for Education 
Statistics. @lItem 460 S/N 065-000-00082-2 (1980-81) ; 065- 
000-00123-3 (1981-82) Main series: DHEW publication ; no. 
NCES Continues: Education directory, higher education 
ISSN 0083-2669 1. Education, Higher — United States — Di- 
rectories. 2. Universities and colleges — United States — Di- 
rectories. I. United States. Bureau of Postsecondary Educa- 
tion. Accreditation and Institutional Eligibility Staff. II. Na- 
tional Center for Education Statistics. III. National Center 
for Education Statistics. University and College Surveys and 
Studies Branch. IV. United States. Bureau of Higher and 
Continuing Education. Division of Eligibility and Agency 
Evaluation. V. United States. Office of Postsecondary Edu- 
cation. Division of Eligibility and Agency Evaluation. VI. 
Series: DHEW publication ; no. (NCES) [DNLM 1. Educa- 
tion — United States — directories. 2. Universities — United 
States — directories. L 901 E24] OCLC 02575450 
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ED 1,111/2:980 

Education directory. Local education agencies. Washington, 
D.C. : National Center for Education Statistics, [1980- U.S. 
Dept. of Education, Wasjington, D.C., 20202 v. ; 28 cm. 
Annual 1980- “NCES 81-101”"—P. 4 of cover. 1980. 
@ltem 460 ISSN 0273-4346 Continues: Education directo- 
ry. Public school systems ISSN 0083-2677 1. Education — 
United States — Directories. 2. Public schools — United 
States — Directories. I. National Center for Education Sta- 
tistics. L901.E35 80-649901 //t82 370/.25/73 OCLC 
06962953 
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ED 1,119:977-78 


Revenues and expenditures for public elementary and secondary 


education. [Washington, D.C.] : National Center for Educa- 
tion Statistics : For sale by the Supt. of Docs., U.S. G.P.O., 

Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C. 
20402 -v. : ill. ; 26 cm. (1975-76-1976-77, DHEW publication 
; no. (NCES)) Annual $2.25 Began with 1973/74. At 
head of title, 1975-76-1976-77: Elementary and secondary edu- 
cation. “NCES 80-100”—P. 4 of cover. Issues for 1973-74- 
1976-77 were classed: HE 19.313: 1977-78. Description 
based on: 1977-78. Vols. for 1973-74-1976-77 issued by the 
Dept. of Health, Education, and Welfare, Education Division, 
National Center for Education Statistics. @lItem 460-A-22 
S/N 065-000-00083-1 ISSN 0149-2497 Main series: DHEW 
publication ; no. (NCES) Continues: Expenditures and rev- 
enues for public elementary and secondary education ISSN 
0090-7618 1. Education — United States — Finance — Statis- 
tics — Periodicals. 2. Education, Elementary — United 
States — Finance — Statistics — Periodicals. 3. | Education, 
Secondary — United States — Finance — Statistics — Periodi- 
cals. I. National Center for Education Statistics. II. Series: 
DHEW publication ; no. (NCES) LB2825.A277 76-644012 
//t82 379/.022/0973 OCLC 03461856 
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82-5236 


ED 1.313.981 


National Institute of Education (U.S.) 


Grants for research on desegregation. Washington, D.C. : 
U.S. Dept. of Education, Office of Educational Research and 
Improvement, National Institute of Education, 1980- The 
Desegregation Studies Staff, National Institute of Education, 
1200 19th St., NW, Washington, D.C. 20208 v. ; 26 cm. 
(Program announcement ; PA 81-0001) Fiscal year 1981- 
Report covers fiscal year 1981. @lItem 465-B-2 ISSN 0278- 
1611 Main series: Program announcement (National Institute 
of Education (U.S.)) 1. School integration — Research — 
United States — Periodicals. 2. Segregation in education — 
Research — United  States— Periodicals. I. Title. II. 
Series: Program announcement (National Institute of Educa- 
tion (U.S.)) ; PA _ 81-0001. PAR 81-643395 OCLC 
07714741 


ENVIRONMENTAL PROTECTION AGENCY 
Washington, DC 20460 


82-5237 


EP 1.2:Ag 8/6/exec.sum. 


Kuhner, J. 


Executive summary : agricultural land use water interaction 
: problem abatement, project monitoring, and monitoring 
strategies / United States Environmental Protection Agency, 
Office of Water and Waste Management, Water Planning 
Division.” — Washington, D.C. : The Division, 1980. 15 p. ; 
28 cm. Cover title. “September 1980.” @lItem 431-I-1 
(microfiche) 1. Agricultural pollution— United States. 2. 
Water quality management — United States. I. United States. 
Environmental Protection Agency. Water Planning Division. 
II. Title. III. Title: Agricultural land use water quality inter- 
action. OCLC 08142787 
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EP 1.2:Ai 7/41 
EP 1.2:Ai 7/41/errata 

Federal initiative for clean air : inspection/maintenance / 
PEDCo Environmental, Inc. — Kansas City, Mo. (324 E. 11th 
St., Kansas City, Mo. 64106) : U.S. Environmental Protection 
Agency, Region VII, [1981] 1 v. (various pagings) : ill. ; 29 
cm. “United States Environmental Protection Agency, Air 
Support Branch, Region 7”—Cover. “February 1981.” In- 
cludes bibliographical references. Includes errata sheet. 
“Contract no. 68-02-2535, task order no. 22, PN 3280-V.” 1. 
Automobiles — United States — Inspection. 2. Auto- 
mobiles — United States — Motors — Exhaust gas. I. Pedco 
Environmental, inc. II. United States. Environmental Pro- 
tection Agency. Region VII. Air Support Branch. OCLC 
08142941 


82-5239 
EP 1.2:B 52/7 
Slayton, Joseph Lee. 
Biochemical studies of the Potomac estuary—summer 1978 

/ Joseph Lee Slayton, E. Ramona Trovato. — Philadelphia, 
Pa. : Middle Atlantic Region-III, Annapolis Field Office, 
1979. 35 p.: ill. ; 27 cm. “May 1979.” Includes biblio- 
graphical references. “EPA 903/9-79-005.” @lItem 431-I-1 
(microfiche) 1. Phytoplankton — Potomac River estuary. 2. 
Water quality bioassay— Potomac River estuary. I. Tro- 
vato, E. Ramona. II. United States. Environmental Protec- 
tion Agency. Annapolis Field Office. III. Title. OCLC 
08173256 


82-5240 
EP 1.2:Em 7/980 

Employment opportunities in the Environmental Protection 
Agency / U.S. Environmental Protection Agency, Office of 
Planning and Management, Personnel Management Divi- 
sion. — Washington, D.C. : The Division, [1980] i, 15, [1] p. 
: 1 map; 28cm. Cover title. “January 1980.” @lItem 431- 
I-11. United States. Environmental Protection Agency — 
Appointments, promotions, salaries, etc. I. United States. 
Environmental Protection Agency. Personnel Management 
Division. OCLC 08142569 


82-5241 
EP 1,2:F 67/5 
Patel, Vijay. 

Flue gas desulfurization system manufacturers survey / pre- 
pared by Industrial Gas Cleaning Institute ; prepared for U.S. 
Environmental Protection Agency, Strategies and Air Stand- 
ards Division, Economic Analysis Branch. — Research Trian- 
gle Park, N.C. : The Branch, [i977] 27 p. in various pagings 
; 28cm. “U.S. Environmental Protection Agency, Office of 
Air and Waste Management, Office of Air Quality Planning 
and Standards”—Cover. “November 1977.” “Contract no. 
68-02-2532, task no. 4.” “EPA-450/3-78-043.”—Cover. 
@ltem 431-I-1 (microfiche) 1. Flue gases — United States — 
Desulphurization. 2. Air pollution control industry — 
United States. I. United States. Environmental Protection 
Agency. Office of Air Quality Planning and Standards. Strat- 
egies and Air Standards Division. Economic Analysis Branch. 
II. United States. Environmental Protection Agency. Office 
of Air and Waste Management. III. Industrial Gas Cleaning 
Institute. IV. Title. OCLC 08139579 


82-5242 
EP 1.2:F95/7 
Murrell, Dillard. 

Passenger car fuel economy, EPA and road : a report to 
the Congress in response to the National Energy Conserva- 
tion Policy Act of 1978, public law 95-619, title IV, part 1, 
section 404 / prepared by U.S. Environmental Protection 
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Agency, Office of Air, Noise, and Radiation, Office of Mobile 
Source Air Pollution Control, Emission Control Technology 
Division, Technology Assessment and Characterization 
Branch ; principal author, Dillard Murrell.— Ann Arbor, 
Mich. : The Branch ; Springfield, Va. : National Technical 
Information Service [distributor], 1980. 305 p. : ill., maps ; 
28 cm. “United States Environmental Protection Agency, 
Motor Vehicle Emission Lab”—Cover. “September 1980”— 
Cover. Includes bibliographical references. 
80-010”—Cover. @Item 431-I-1 1. Automobiles — United 
States — Fuel consumption. I. United States. Environmental 
Protection Agency. Emission Control Technology Division. 
Technology Assessment and Characterization Branch. II. 
Motor vehicle Emission Laboratory (U.S.) Ill. Title. 
OCLC 07255697 


82-5243 


EP 1.2:G 13 


Progress report on recommendations of the Galveston Bay En- 


forcement Conference / by Galveston Bay Technical Com- 
mittee, Texas Water Quality Board, and Environmental Pro- 
tection Agency. — [Washington, D.C.?] : The Agency, [1972] 
1 v. (various pagings) : ill. ; 28 cm. “October 1972.” Bib- 
liography: p. 44-45. 1. Galveston Bay Enforcement Confer- 
ence (1971 : Houston, Tex.) 2. Water — Pollution — 
Texas — Galveston Bay. I. United States. Environmental 
Protection Agency. II. Galveston Bay Technical Commit- 
tee. III. Texas Water Quality Board. OCLC 08102370 


82-5244 


EP 1.2:H 99/5 


Burklin, C. E. 


Background -information on national and regional hydrocar- 
bon emission from marine terminal transfer operation / by 
C.E. Burklin, W.C. Micheletti, and J.S. Sherman ; prepared 
for Environmental Protection Agency, Office of Air Waste 
Management, Office of Air Quality Planning and Stand- 
ards. — Research Triangle Park, N.C. : Office of Air Quality 
Planning and Standards, 1977. 1 v. (various pagings) : ill. ; 
28 cm. “Radian Corporation.” “August 1977.” Includes 
bibliographical references. “Contract no. 68-01-4136, task 
no. 2.” “EPA-450/3-77-024.” @lItem 431-I-1 (microfiche) 
1. Hydrocarbons. 2. Air— Pollution-— United States. 3. 
Marine terminals — United States. I. Micheletti, W. C. II. 
Sherman, J. S. III. United States. Environmental Protection 
Agency. Office of Air Quality Planning and Standards. IV. 
Radian Corporation. V. Title. OCLC 08095457 
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EP 1.2:In 2/8 


Industrial Environmental Research Laboratory, Research Trian- 


gle Park, North Carolina / United States Environmental Pro- 
tection Agency, Offices [sic.] of Research and Develop- 
ment. — Washington, DC : The Office, [1980] 15 p. : ill. ; 22 
cm. Cover title. “July 1980.” Includes insert: Organiza- 
tional chart and map. “EPA-600/8-80-021.” @Item 431-I-1 
1. Industrial Environmental Research Laboratory (Research 
Triangle Park, N.C.) I. United States. Environmental Pro- 
tection Agency. Office of Research and Development. 
OCLC 08142739 
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EP 1.2:M 31/4 
NPDES best management practices guidance document / by 
J.G. Cleary ... [et al.].— Cincinnati, Ohio : Industrial Envi- 
ronmental Research Laboratory, Office of Research and De- 
velopment, U.S. Environmental Protection Agency ; Spring- 
field, Va. : National Technical Information Service [distribu- 


82-5250 


EP 1.2:So 8/11 


Priorities for new source performance standards under the 


Clean Air Act Amendments of 1977 / by M.R. Monarch ... 
[et al.] ; prepared for U.S. Environmental Protection Agency, 
Office of Air and Waste Managment, Office of Air Quality 
Planning and Standards. — Research Triangle Park, N.C. : 


Office of Air Quality Planning and Standards, [1978] 1 v. 
(various pagings) : ill. ; 28 cm. “Argonne National Labora- 
tory, Energy and Environmental Systems Division.” ‘“Emis- 
sion Standards and Engineering Division.” “April 1978.’ 
Includes bibliographical references. “Interagency agreement 


tor], 1980. viii, 169 p. ; 28 cm. “Industrial Pollution Con- 
trol Division.” “Permits Division, Office of Water Enforce- 
ment.” “December 1979.” Includes bibliographical refer- 
ences. “Contract no. 68-03-2568.” @lItem 431-I-1 1. Fac- 
tory and trade waste United States.. I. Cleary, J. G. John no. IAG-D7-0 1075.” “EPA-450/3-78-019.”  @lItem 431-I-1 
Gerard), 1949- II. United States. Industrial Environmental (microfiche) 1. Air — Pollution — Standards — United 
Research Laboratory (Cincinnati, Ohio). Industrial Pollution States. I. Monarch, M. R. II. United States. Environmental 
Control Division. III. United States. Environmental Protec- Protection Agency, Emission Standards and Engineering Di- 
tion Agency. Office of Water Enforcement. Permits Division. vision. III. United States. Environmental Protection 
OCLC 06365183 Agency. Office of Air and Waste Management. IV. Ar- 
gonne National Laboratory. Energy and Environmental Sys- 
82-5247 tems Division. OCLC 08173237 
EP 1.2:N 63/5 
Slayton, Joseph Lee. 82-5251 

Simplified N.O.D. determination / Joseph Lee Slayton, E. 
Ramona Trovato. — Philadelphia, Pa. Middle Atlantic 
Region-III, [1979] 30 p. : ill. ; 28 cm. Annapolis Field 
Office, Region III, U.S. Environmental Protection Agency. 
“May 1979.” Includes bibliographical references. “EPA 
903/9-79-006"—Ist prelim. p. @lItem 431-I-1 (microfiche) 
1. Biochemical oxygen demand. 2. Water quality bioassay. 
I. Trovato, E. Ramona. II. United States. Environmental 
Protection Agency. Annapolis Field Office. III. Title. 
OCLC 08150596 


EP 1.2:W 29/55 
Water Quality Instructional Resources Information System 
(IRIS) : a compilation of abstracts to water quality and water 
resources materials / compiled by the staff of the EPA Infor- 
mation Dissemination Project, SMEAC Information Refer- 
ence Center. — Cincinnati, Ohio : U.S. Environmental Protec- 
tion Agency, Office of Water Program Operations, National 
Training and Operational Technology Center, 1980. 1 v. 
(loose-leaf) ; 28 cm. “May 1979.” Loose-leaf for updating. 
Includes indexes. ‘“EPA-430/1-79-002.” @lItem 431-I-1 1. 
Water quality management — Abstracts. I. National Training 
and Operational Technology Center (U.S.) OCLC 06704198 


82-5252 


82-5248 
EP 1.2:N 69/92 

Regulatory analysis for the final noise emission regulation for 
buses / U.S. Environmental Protection Agency, Office of 
Noise Abatement and Control. — Washington, D.C. : The 
Office, [1980] 1 v. (various pagings) : ill. ; 28 cm. At head 
of title: Noise emission standards for surface transportation 
equipment. “July 1980.” Includes bibliographical refer- 


EP 1.2:W 29/57/v.1 
Toward clean water, alternatives for action : v. 1, Draft envi- 
ronmental impact assessment / prepared by Old Colony Plan- 
ning Council [and] U.S. Environmental Protection Agency, 
Region I. — Boston, Mass. : The Region, [1977] 347 p. in 
various pagings : ill., maps ; 28 cm. Vol. 2 was prepared and 
distributed as separate chapters but was not printed in its 
ences. “EPA 550/9-80-212.” @ltem 431-I-1 1. Buses — entirety as an individual document. “August, 1977.” In- 
United States — Noise. 2. Traffic control — United States. cludes bibliographical references. @lItem 431-I-1 (micro- 
I. United States. Office of Noise Abatement and Control. II. fiche) 1. Water quality management — Massachusetts. I. 
Title: Noise emission standards for surface transportation United States. Environmental Protection Agency. Region I. 
equipment. OCLC 07288792 II. Old Colony Planning Council. OCLC 06127047 


82-5249 82-5253 

EP 1.2:P 25/13 

Controlling particulate emissions from coal-fired boilers. — Re- 
search Triangle Park, N.C. : U.S. Environmental Protection 
Agency, Industrial Environmental Research Laboratory, 
[1979] 15 p.: ill. ; 22 x 21 cm. Cover title. “June 1979.” 
Includes bibliographical references. “EPA 600/8-79-016.” 
@ltem 431-I-1 (microfiche) 1. Air — Pollution — United 
States. 2. Pollution— United States. 3. Electrostatic pre- 


EP 1.8:C 73/2/978 
Haws, Richard C. 

Computer assisted area source emissions (CAASE) gridding 
procedure (revised) : UNIVAC 1110/EXEC 8 version user’s 
manual / by Richard C. Haws, J.W. Dunn, III, and Richard 
E. Paddock. — Research Triangle Park, N.C. : U.S. Environ- 
mental Protection Agency, Office of Air and Waste Mange- 
ment, Office of Air Quality Planning and Standards ; Spring- 


sn : . . field, Va. : National Technical Information Service [distribu- 
cipitation. I. United States. Industrial Environmental Re- tor, 1978] 1 v. (various pagings) : ill. ; 28 cm. “Research 


search Laboratory (Research Triangle Park, N.C.) OCLC Triangle Institute.” “March 1978.” “Contract no. 68-02- 


07982760 2501.” “EPA-450/3-78-010.” @Item 431-K (microfiche) 
1. Air quality management — United States processing. 2. 
Air — Pollution — United States—Data processing. I. 
Dunn, J. W. II. Paddock, Richard E. III. Research Trian- 
gle Institute. IV. United States. Environmental Protection 
Agency. Office of Air Quality Planning and Standards. V. 
Title. OCLC 08102320 
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EP 1.8/7:340/1-78-008 


EP 1.23/2:600/2-79-169 
National emission standards for hazardous air pollutants : a 


Boscak, Vladimir 


compilation as of April 1, 1978 / by PEDCo Environmental, 
Inc. ; prepared for U.S. Environmental Protection Agency, 
Office of Enforcement, Office of General Enforcement, Divi- 
sion of Stationary Source Enforcement. — Washington, D.C. : 
The Division ; Springfield, Va. : National Technical Informa- 
tion Service [distributor ; 1978] 1 v. (various pagings) : ill., 
forms ; 28 cm.— (Stationary source enforcement series) 
Loose-leaf for updating. “April 1978.” Includes biblio- 
graphical references. “EPA-340/1-78-008.” “Contract no. 
68-01-4147.” @Item 431-I-41 (microfiche) 1. Air — Pollu- 
tion — Standards — United States. I. United States. Environ- 
mental Protection Agency. Division of Stationary Source En- 
forcement. II. Pedco Environmental, inc. III. Series. 
OCLC 08142984 


82-5255 


EP 1.17:826 
Wilkes, Angela S. 

Everybody’s problem : hazardous waste / [prepared by 
Angela Wilkes, Irene Kiefer, and Barbara Levine]. — Wash- 
ington, D.C. : U.S. Environmental Protection Agency, Office 
of Water & Waste Management, [1980] 36 p. : col. ill. ; 24 
cm. Cover title. “Published by the Technical Information 
and Communications Branch of EPA’s Office of Solid 
Waste”—P. 2 of cover. “SW-826.” @lItem 431-I-7 1. En- 
vironmental policy — United States. 2. Hazardous wastes — 
United States. I. Kiefer, Irene. II. Levine, Barbara. III. 
United States. Office of Solid Waste. Technical Information 
and Communications Branch. IV. United States. Environ- 
mental Protection Agency. Office of Water & Waste Manage- 
ment. V. Title. VI. Title: Hazardous waste. OCLC 
06240060 


82-5256 


EP 1.21:G 95 
Jackson, Betty P. (Betty Parker), 1929- 

Publications, Gulf Breeze Laboratory / compiled by Betty 
P. Jackson and Andree F. Lowry. — Gulf Breeze, FL : U.S. 
Environmental Protection Agency, Environmental Research 
Laboratory ; Springfield, Va. : National Technical Informa- 
tion Service [distributor, 1979] v, 115 p. ; 27 cm.— (Re- 
search reporting series. 8, “Special” reports ; EPA-600/3-79- 
036) “March 1979”—Cover. Includes indexes. @Item 
431-I-9 (microfiche) 1. Environmental Research Laboratory 
(Gulf Breeze, Fla.)— Bibliography. 2. Marine ecology — 
Bibliography. 3. Marine  pollution— Bibliography. I. 
Lowry, Andree F. II. Environmental Research Laboratory 
(Gulf Breeze, Fla.) III. Title. IV. Series. OCLC 08146365 


82-5257 


EP 1.23:600/3-77/056 


Wezernak, C. T. 


Satellite remote sensing study of the trans-boundary move- 
ment of pollutants / by C.T. Wezernak and D.R. Lyzenga. — 
Duluth, Minn. : Environmental Research Laboratory, Office 
of Research and Development, U.S. Environmental Protec- 
tion Agency ; Springfield, Va. : National Technical Informa- 
tion Service [distributor, 1977] vii, 18 p. : ill., col. maps ; 28 
cm.— (Research reporting series. 3, Ecological research ; 
EPA-600/3-77-056) “May 1977.” Includes bibliographical 
references. “Grant no. R803671.” 1. Remote sensing — 
United States. 2. Landsat satellites. 3. Earth resources 
technology satellites. 4. Water masses—Erie, Lake. 5. 
Water masses — Huron, Lake. I. Lyzenga, D. R. II. Envi- 
ronmental Research Laboratory—Duluth. III. Title. IV. 
Series. OCLC 07445865 


Evaluation of control technology for the phosphate fertiliz- 
er industry / by Vladimir G. Boscak ; prepared for U.S. 
Environmental Protection , Office of Research and 
Development. — Research Triangle Park, NC : U.S. Environ- 
mental Protection Agency, Industrial Environmental Re- 
search Laboratory ; Springfield, Va : National Technical In- 
formation Service [distributor 1979] x, 176 p. : ill. ; 28 
cm.— (Research reporting series. 2, Environmental protec- 
tion technology ; EPA.600/2-79-169) “TRC—The Research 
Corporation of New England.” “August 1979.” Bibliogra- 
phy: p. 170-175. “Contract no. 68-02-2615, task no. 10, pro- 
gram element no. 1AB604B.” @lItem 431-I-12 (microfiche) 
1. Phosphate industry — Environmental aspects — United 
States. 2. Phosphatic fertilizers — Environmental aspects — 
United States. I. Industrial Environmental Research Labora- 
tory, (Research Triangle Park, N.C.) II. TRC - The Re- 


search Corporation of New England. III. Title. IV. Series. 
OCLC 06156295 


82-5259 


EP 1.23/2:600/2-79-195 


Ko, S. M. 


Hyperfiltration processes for treatment and renovation of 
textile wastewater / S.M. Ko and J.A. Tevepaugh ; prepared 
for U.S. Environmental Protection Agency, Office of Re- 
search and Development. — Research Triangle Park, NC : 
U.S. Environmental Protection Agency, Industrial Environ- 
mental Research Laboratory ; Springfield, Va. : National 
Technical Information Service [distributor, 1979] x, 128 p. : 
ill. ; 28 cm.— (Research reporting series. 2, Environmental 
protection technology ; EPA-600/2-79-195) “Lockheed 
Missles and Space Co., Huntsville Research and Engineering 
Center.” “Industrial Environmental Research Laboratory, 
Office of Environmental Engineering and Technology.” 
“October 1979.” Includes bibliographical references. “Con- 
tract no. 68-02-2614.” “Task no. 009.” “Program element 
no. 1BB-610.” @Item 431-I-12 (microfiche) 1. Water 
reuse — United States— Mathematical models. 2. Textile 
finishing. 3. Textile waste. I. Tevepaugh, J. A. II. United 
States. Environmental Protection Agency. Office of Research 
and Development. III. Industrial Environmental Research 
Laboratory (Research Triangle Park, N.C.). IV. Huntsville 
Research & Engineering Center. V. Title. VI. Series. 
OCLC 08147210 
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EP 1.23/5:600/4-80-035 


Eli, Robert. 


Calibration of a 90 V-notch weir using parameters other 
than upstream head / by Robert Eli, Harald Pedersen and 
Ronald Snyder. — Cincinnati, Ohio : Environmental Monitor- 
ing and Support Laboratory, Office of Research and Devel- 
opment, U.S. Environmental Protection Agency ; Springfield, 
Va. : National Technical Information Service [distributor], 
1980. ix, 110 p. : ill. ; 28 cm.— (Research reporting series. 
4, Environmental monitoring ; EPA-600/4-80-035) “Depart- 
ment of Civil Engineering, West Virginia University.” “Pro- 
ject Management Section, Environmental Monitoring and 
Support Laboratory.” “July 1980.” Includes bibliograph- 
ical references. “R805312-01-1." @Item  431-I-24 1. 
Weirs. 2. Water-meters— Calibration. 3. Water quality 
management — United States. I. Pedersen, Harald. II. 
Snyder, Ronald. III. United States. Environmental Protec- 
tion Agency. Office of Research and Development. IV. En- 
vironmental Monitoring and Support Laboratory (Cincinnati, 
Ohio). Project Management Section. V. West Virginia Uni- 
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versity. Dept. of Civil Engineering. VI. Title. VII. Series. 82-5264 

OCLC 07199111 EP 1.23/8:600/7-79-105 a 

Comparative assessment of residential energy supply systems 
that use fuel cells : (executive summary) / by R.V. Steele ... 
[et al.] ; prepared for U.S. Environmental Protection Agency, 
Office of Research and Development. — Washington, DC : 


82-5261 
EP 1.23/6:600/9-80-026 
Seminar on Biological Monitoring and Its Use in the NPDES 
Permit Program (1979 : Chicago, Ill.) 


Proceedings of the Seminar on Biological Monitoring and 
Its Use in the NPDES Permit Program, Chicago, Illinois, 
October 2, 1979. — Cincinnati, Ohio : Center for Environmen- 
tal Research Information, Office of Research and Develop- 


The Office ; Springfield, Va. : National Technical Information 
Service [distributor, 1979] xi p. ; 27 cm.— (Interagency 
energy/environment R&D program report ; EPA-600/7-790- 
105a) “SRI International.” “Industrial Environmental Re- 


search Laboratory, Office of Energy, Minerals, and Indus- 
try.” “April 1979.” “Contract no. 68-02-2180, program ele- 
ment no. EHB534.” @ltem 431-I-62 (microfiche) 1. Dwell- 
ings — Power supply. 2. Fuel cells. I. Steele, R. V. II. 
industrial Environmental Research Laboratory (Research Tri- 
angle Park, N.C.) III. SRI International. IV. Series: Re- 
search reporting series. 7, Interagency energy-environment 
research and development ; EPA-600/7-79-105 a. OCLC 
08173282 


ment, U.S. Environmental Protection Agency ; Springfield, 
Va. : National Technical Information Service [distributor], 
1980. iii, 107 p. : ill. ; 28 cm.— (Research reporting series. 
9, Miscellaneous reports ; EPA-600/9-80-026) “This seminar 
was conducted in cooperation with The Enforcement Divi- 
sion, Region V, U.S. Environmental Protection Agency. 
“May 1980.” Includes bibliographies. @Item 431-J 1. Bio- 
logical assay— Congresses. 2. Water quality — United 
States — Congresses. I. United States. Environmental Pro- 
tection Agency. Region V. Enforcement Division. II. 
Center for Environmental Research Information (U.S.) III. 
Title. IV. Series. OCLC 07412097 


82-5265 
EP 1,23/8:600/7-80-027 
Nearshore fish and macroinvertebrate assemblages along the 


82-5262 Strait of Juan de Fuca including food habits of the common 


EP 1.23/6:600/9-80-034 
USA-USSR Symposium on the Effects of Pollutants Upon 
Aquatic Ecosystems (3rd : 1979 : Borok, [Aroslavsia oblast’, 
R.S.F.S.R.) 

Proceedings of the third USA-USSR Symposium on the 
Effects of Pollutants Upon Aquatic Ecosystems : theoretical 
aspects of aquatic toxicology, July 2-6, 1979, Borok, Jaroslav 
Oblast, USSR / edited by Wayland R. Swain and Virginia R. 
Shannon. — Duluth, Minn. : Environmental Research Labora- 
tory-Duluth, Office of Research and Development, U.S. En- 
vironmental Protection Agency ; Springfield, Va. : Nationa! 
Technical Information Service [distributor], 1980. xvii, 241 
p. : ill. ; 28 cm.— (Research reporting series. 9, Miscella- 
neous reports ; EPA-600/9-80-034) “July 1980.” Includes 
bibliographies. @lItem 431-J 1. Aquatic ecology — United 
States — Congresses. 2. Aquatic ecology — Soviet Union — 
Congresses. 3. Pollution — Environmental aspects — United 
States — Congresses. 4. Pollution— Environmental as- 
pects — Soviet Union — Congresses. I. Swain, Wayland R. 
II. Shannon, Virginia R. III. Environmental Research Labo- 
ratory (Duluth, Minn.) IV. Title. V. Title: Theoretical as- 
pects of aquatic toxicology. VI. Series. OCLC 07440843 


82-5263 
EP 1.23/6:600/9-81-001 
Research Planning Workshop on Health Effects of Oxidants 
(1980 : Raleigh, N.C.) 

Proceedings of the Research Planning Workshop on Health 
Effects of Oxidants, Raleigh, North Carolina, January 28-30, 
1980 / edited by Northrup Services, Inc., Environmental Sci- 
ences. — Research Triangle Park, N.C. : Health Effects Re- 
search Laboratory, Office of Research and Development, 
U.S. Environmental Protection Agency, 1981. xvi, 434 p. : 
ill. ; 28cm. “Research Advisory and Special Studies Office, 
Health Effects Research Lab.” “January 1981.” Includes 
bibliographies. @Item 431-J_ 1. Air — Pollution — Physio- 
logical effect — Congresses. I. Health Effects Research Lab- 
oratory (Research Triangle Park, N.C.). Research Advisory 
and Special Studies Office. II. Northrup Services, inc. Envi- 
ronmental Sciences Center. III. Title. OCLC 08143038 


Page 116 


nearshore fish : final report of three years’ sampling, 1976- 
1979 / by Bruce S. Miller ... [et al.] ; prepared for MESA 
(Marine Ecosystems Analysis) Puget Sound Project, Seattle, 
Washington in partial fufillment of EPA interagency agree- 
ment no. D6-E693-EN, program element no. EHE 625-A ; 
prepared for Office of Environmental Engineering and Tech- 
nology, Office of Research and Development, U.S. Environ- 
mental Protection Agency. — Washington, D.C. : U.S. Envi- 
ronmental Protection Agency, Office of Research and Devel- 
opment, Office of Environmental Engineering and Technol- 
ogy ; Springfield, Va. : National Technical Information Serv- 
ice [distributor], 1981. xiii, 211 p. : ill, 1 map ; 28 cm. — 
(Interagency energy/environment R&D program report ; 
EPA-600/7-80-027) “United States, Department of Com- 
merce, National Oceanic and Atmospheric Administration, 
Environmental Research Laboratories”’—Cover. “Fisheries 
Research Institute, College of Fisheries, University of Wash- 
ington.” “January 1980.” Bibliography: op. 111-115. 
@ltem 431-I-62 1. Marine fishes — Juan de Fuca Strait (B.C. 
and Wash.) 2. Marine invertebrates — Juan de Fuca Strait 
(B.C. and Wash.) I. Miller, Bruce S. II. United States. En- 
vironmental Protection Agency. Office of Engineering and 
Technology. III. MESA Puget Sound Project. IV. Univer- 
sity of Washington. Fisheries Research Institute. V. Series: 
Research reporting series. 7, Interagency energy-environment 
research and development program report ; EPA-600/7-80- 
027. OCLC 07294837 





82-5266 


EP 1.23/8:600/9-80-004 
Proceedings, Advances in Particle Sampling and Measurement 
(Daytona Beach, FL, October 1979) / W.B. Smith, editor ; 
prepared for U.S. Environmental Protection Agency, Office 
of Research and Development.— Research Triangle Park, 
NC : U.S. Environmental Protection Agency, Industrial Envi- 
ronmental Research Laboratory ; Springfield, Va. : National 
Technical Information Service [distributor, 1980] viii, 410 p. 
: ill. ; 28 cm. — (Interagency energy/environment R&D pro- 
gram report ; EPA 600/9-80-004) “Industrial Environmental 
Research Laboratory, Office of Environmental Engineering 
and Technology.” “Southern Research Institute.” “January 
1980.” Includes bibliographical references. “Contract no. 
68-02-3118, program element no. EHE624.” @lItem 431-I-62 
(microfiche) 1. Aerosols — Measurement — Congresses. 2. 
Air — Pollution — Measurement — Congresses. 3. Air qual- 
ity — Measurement — Congresses. I. Smith, Wallace B. II. 
United States. Environmental Protection Agency. Office of 
Research and Development. III. United States. Industrial 
Environmental Research Laboratory (Research Triangle 
Park, N.C.) IV. Southern Research Institute. V. Series: Re- 
search reporting series. 7, Interagency energy-environment 
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EP 1.57/3:C 84 


Crabtree Creek, Wake County, North Carolina, interceptor 


sewer / prepared by Environmental Protection Agency, 
Region IV in with the State of North Carolina, 
Department of Natural and Economic Resources. — Atlanta, 
Ga. : The Region, 1976. vi, 518 p. : ill., maps (some col.) ; 
28 cm. At head of title: Final environmental impact state- 
ment. Includes bibliographical references. “EPA project 
C370344.” “EPA 904/9-76-018"—Cover. @Item 431-I-55 
(microfiche) 1. Sewage— Environmental aspects — North 
Carolina — Wake County. I. United States. Environmental 
Protection Agency. Region IV. II. North Carolina. Dept. of 
Natural and Economic Resources. OCLC 04577003 


82-5270 


EP 1.57/3:L 33/2 


Final EIS/EIR Las Virgenes-Triunfo, Malibu-Topanga area 


wide facilities plan / prepared by United States Environmen- 
tal Protection Agency, Region IX, with technical assistance 
by EDAW, Inc. — San Francisco, Calif. (100 California St., 
San Francisco, Calif. 94111) : The Region, [1977] 1 v. (var- 
ious pagings) : ill, maps (some col.) ; 28 cm. “September, 
1977.” @ltem 431-I-55 (microfiche) 1. Sewage irrigation — 
Environmental aspects — California— Los Angeles region. 


2. Sewage — Environmental aspects — California—-Los An- 
geles region. I. United States. Environmental Protection 
Agency. Region IX. II. EDAW, Inc. III. Title: Las Vir- 
genes-Triunfo Malibu-Topanga. OCLC 06156261 


82-5271 


research and development ; EPA-600/9-80-004. OCLC 
08065555 


82-5267 
EP 1,57/3:B 65 

Final areawide waste treatment management plan and final envi- 
ronmental impact statement for the metropolitan Boston area 
/ prepared by Metropolitan Area Planning Council [and] U.S. 
Environmental Protection Agency, Region I. — Boston, Mass. 
(44 School St., Boston, Mass. 02108) : The Council, 1979. 1 
v. (various pagings) ; 28 cm. “The four-volume Draft 
areawide waste treatment management plan/EIS and this 
volume constitute the Final areawide waste water treatment 
management plan/EIS”—2nd prelim. p. “Report has been 
financed with funds from the U.S. Environmental Protection 
Agency under grant number PO 01 055 01 as part of section 
208 of public law 92-500”—2nd prelim. p. @lItem 431-I-55 
(microfiche) 1. Water quality management — Massachu- 
setts — Boston metropolitan area. 2. Water — Pollution — 
Massachusetts — Boston metropolitan area. I. United States. 
Environmental Protection Agency. Region I. II. Massachu- 
setts. Metropolitan Area Planning Council. OCLC 05791456 


82-5268 


EP 1.57/3:M 36 

Final environmental impact statement on the proposed 208 
water quality management plan for Martha’s Vineyard / pre- 
pared by Martha’s Vineyard Commission and U.S. Environ- 
mental Protection Agency, Region I. — Oak Bluffs, MA : The 
Commission ; Boston, Mass. : The Region, [1978] iii, 212 p. : 
ill., maps (some col.) ; 28 cm. Cover title: Water quality 
management plan for Martha’s Vineyard. “Final plan / 
E.LS.”"—Cover. “April 1978.” Includes glossary. 1. 
Water quality management — Massachusetts — Martha’s Vine- 
yard. 2. Water — Pollution — Massachusetts — Martha’s 
Vineyard. I. United States. Environmental Protection 
Agency. Region I. II. Martha’s Vineyard Commission. _ III. 
Title: Water quality management plan for Martha’s Vineyard. 
OCLC 05808166 


82-5272 
EP 1.57/3:N 42 y 

Final environmental impact statement (EIS) for New York 
Bight Acid Waste Disposal Site designation / prepared under 
contract 68-01-4610, for U.S. Environmental Protection 
Agency, Oil and Special Materials Control Division, Marine 
Protection Branch. — Washington, D.C. : The Branch, 1980. 
1 v. (various pagings) : ill., maps ; 28 cm. Cover title: Envi- 
ronmental impact statement (EIS) for New York Bight Acid 
Waste Disposal Site designation “August 1980.” Bibliogra- 
phy: Ch. 6, p. 17-40. Includes glossary. @Item 431-I-55 1. 
Chemical industries— New York (N.Y.)— Waste disposal. 
2. Waste disposal in the ocean — Environmental aspects — 
New York metropolitan area. I. United States. Environmen- 
tal Protection Agency. Oil and Special Materials Control Di- 
vision. Marine Protection Branch. II. Title: New York Bight 
Acid Waste Disposal Site designation OCLC 07524800 


82-5273 


EP 1.57/3:C 12 

Final environmental impact statement for Vistron Petrochemical 
Complex, Calhoun County, Texas / Environmental Protec- 
tion Agency, Region 6.— Dallas, Tex. : The Region, [1979] 
106 p. : map ; 28 cm. Cover title: Vistron Petrochemical 
Complex, Calhoun County, Texas. “June 1979.” Bibliogra- 
phy: p. 97-101. @lItem 431-I-55 (microfiche) 1. Petroleum 
chemicals industry — Environmental aspects — Texas — Cal- 
houn County. I. United States. Environmental Protection 
Agency. Region VI. II. Title: Vistron Petrochemical Com- 
plex, Calhoun County, Texas. OCLC 06124336 


EP 1,57/3:0c 2/2 
United States. Environmental Protection Agency. Region II. 
Final environmental impact statement on the ocean dump- 
ing of sewage sludge in the New York Bight / prepared by 
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Environmental Protection Agency 


U.S. Environmental Protection Agency, Region II.— New 
York : The Region, [1978] 1 v. (various pagings) : ill., maps 
; 28cm. Cover title: Environmental impact statement on the 
ocean dumping of sewage sludge in the New York Bight, 
final. “September 1978.” Bibliography: p. 208-221. @Item 
431-I-55 (microfiche) 1. Waste disposal in the ocean — Envi- 
ronmental aspects— New York Bight (N.J. and N.Y.) 2. 
Sewage disposal — New York Bight (N.J. and N.Y.) I. Title. 
Il. Title: Ocean dumping of sewage sludge in the New York 
Bight. OCLC 06110590 


82-5274 


EP 1.57/3:0t 8 

Final environmental impact statement of proposed issuance of a 
new source national pollutant discharge elimination system 
permit and section 10 and section 404 permits to Iowa South- 
ern Utilities Company, Ottumwa Generating Station / pre- 
pared by U.S. Environmental Protection Agency, Region 
VII, in cooperation with U.S. Army Corps of Engineers, 
Rock Island, Illinois, District, with technical assistance by 
Black & Veatch Consulting Engineers. — Kansas City, Mo. : 
The Region, [1978] 1 v. (in various pagings) : ill., maps ; 27 
cm. Cover title: Ottumwa Generating Station, Iowa South- 


Radiation, Office of Air Quality Planning and Standards ; 
Springfield, Va. : National Technical Information Service 
[distributor, 1979] 1 v. (various pagings) : ill. ; 28 cm. 


“Draft EIS”—Cover. “December 1979.” Includes biblio- 


graphical references. “EPA-450/3-79-037a.” @lItem 431-I- 
55 (microfiche) 1. Fertilizer industry — Environmental as- 
pects — United States. I. United States. Environmental Pro- 
tection Agency. Emission Standards and Engineering Divi- 
sion. OCLC 06779930 


82-5278 


EP 1,57/4:El 2/2 


Goodwin, Don R. 


Electric utility steam generating units : background infor- 
mation for proposed SOzemission standards / Emission Stand- 
ards and Engineering Division.— Research Triangle Park, 
N.C. : U.S. Environmental Protection Agency, Office of Air, 
Noise, and Radiation, Office of Air Quality Planning and 


Standards ; Springfield, Va. : National Technical Information 
Service [distibutor, 1978] 1 v. (various pagings) : ill. ; 28 cm. 
“MITRE Corporation, METREK Division”—Technical rept. 
data p. “July 1978.” Bibliography: Appendix K, p. 1-6. 
“Contract no. 68-02-2526, task 7”—Technical rept. data p. 
“EPA-450/2-78-007a.” @Item 431-I-55 (microfiche) 1. 
Steam power-plants— Environmental aspects — United 
States. 2. Air quality — Standards — United States. 3. Sul- 
phur dioxide — Environmental aspects— United States. I. 
United States. Environmental Protection Agency. Emission 
Standards and Engineering Division. II. Mitre Corporation. 
Metrek Division. III. Title. OCLC 05962969 


82-5279 


ern Utilities Company. “August 1978.” Includes bibliogra- 
phies. “NPDES Permit number IA-0060909.” “EPA-907/ 
9-78-001”—Cover. “EPA-7-IA-Ottumwa-Wapello-NSDP- 
78.” @ltem 431-I-55 (microfiche) 1. Coal-fired power 
plants — Environmental aspects— Iowa. 2. Electric power- 
plants — Environmental aspects — Des Moines River (Minn. 
and Iowa) I. United States. Environmental Protection 
Agency. Region VII. II. United States. Army. Corps of 
Engineers. Rock Island District. Ili. Black & Veatch. IV. 
Title: Ottumwa Generating Station, Iowa Southern Utilities 
Company. OCLC 06134612 


82-5275 
EP 1,57/3:So 6 

Final environmental impact statement for Sooner Generating 
Station units 1 and 2, Noble and Pawnee Counties, Oklaho- 
ma. — Dallas, Tex. : Environmental Protection Agency, 
Region VI, [1977] xix, 381 p. : ill, maps ; 28cm. “Novem- 
ber, 1977.” Includes bibliographical references. @lItem 431- 
I-55 (microfiche) 1. Electric power-plants — Environmental 
aspects — Oklahoma — Noble County. 2. Electric power- 
plants — Environmental aspects — Oklahoma — Pawnee 
County. I. United States. Environmental Protection Agency. 
Region VI. _ II. Title: Sooner Generating Station units 1 and 
2, Noble and Pawnee Counties, Oklahoma. OCLC 06129916 


82-5276 


EP 1.57/4:El 2/2/supp. 
Goodwin, Don R. 

Electric utility steam generating units : background infor- 
mation for proposed SO,emission standards : supplement / 
Emission Standards and Engineering Division. — Research 
Triangle Park, N.C. : U.S. Environmental Protection Agency, 
Office of Air, Noise, and Radiation, Office of Air Quality 
Planning and Standards ; Springfield, Va. : National Techni- 
cal Information Service [distributor, 1978] 1 v. (various pag- 
ings) : ill. ; 28cm. “August 1978.” Includes bibliographical 
references. “EPA-450/2-78-007a-1.” @lItem 431-I-55 (mi- 
crofiche) 1. Steam power-plants — Environmental aspects — 
United States. 2. Air quality — Standards — United States. 
3. Sulphur dioxide — Environmental aspects — United States. 
I. United States. Environmental Protection Agency. Emission 
Standards and Engineering Division. II. Title. OCLC 
08152139 


EP 1,57/3:So 8/2 

Sludge disposal alternatives, South Paris, Maine. — Boston, 
Mass. : U.S. Environmental Protection Agency, Region I, 
[19792] iv, 157 p. : ill. ; 28 cm. At head of title: Final 
environmental impact statement. @lItem 431-I-55 (micro- 
fiche) 1. Sewage sludge. 2. Sewage — Environmental as- 
pects — Maine — South Paris. I. United States. Environmen- 
tal Protection Agency. Region I. OCLC 06645594 


82-5280 
EP 1,57/4:L 33 v 

Draft EIS/EIR Las Virgenes-Triunfo Malibu-Topanga Area 
Wide Facilities Plan / prepared by United States Environ- 
mental Protection Agency, Region IX, with technical assist- 
ance by EDAW, Inc. — San Francisco, Calif. : The Region, 
[19757] 1 v. (various pagings) : ill, maps (some col.) ; 28 cm. 
Includes bibliographies. @lItem 431-1-55 1. Sewage dispos- 
al plants — Environmental aspects — California. I. United 
States. Environmental Protection Agency. Region IX. II. 
EDAW. III. Title: Las Virgenes-Triunfo Malibu-Topanga 
area wide facilities plan. OCLC 08161016 
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82-5281 82-5285 


EP 1.57/4:M 36 


EP 1.57/4:So 8/4/app. 
Draft environmental impact statement on the proposed 208 


Technical 


water quality management plan for Martha’s Vineyard / pre- 
pared by Martha’s Vineyard Commission [and] U. S. Environ- 
mental Protection Agency, Region I. — Oak Bluffs, MA : The 
Commission ; Boston, Mass. : The Region, [1977] vii, 393 p. 
: ill., maps (some col.) ; 28 cm. Cover title: Water quality 
management plan for Martha’s Vineyard. “August 1977.” 
Bibliography: p. 287-294. Includes glossary. @lItem 431-I- 
55 (microfiche) 1. Water quality — Massachusetts — Mar- 
tha’s Vineyard. I. United States. Environmental Protection 
Agency. Region I. II. Martha’s Vineyard Commission. III. 
Title: Water quality management plan for Martha’s Vineyard. 
OCLC 06124640 


82-5282 


EP 1.57/4:N 81 a 

Draft environmental impact statement (EIS) for proposed North 
Atlantic incineration site designation / prepared under con- 
tract 68-01-4610 for U.S. Environmental Protection Agency, 
Oil and Special Materials Control Division, Marine Protection 
Branch. — Washington, D.C. : The Branch, 1980. 1 v. (var- 
ious pagings) : ill, maps ; 28 cm. Spine title: Environmental 
Impact Statement (EIS) for the San Francisco Channel bar 
dredged material disposal site designation, is printed in error. 
“October 1980.” Includes bibliographies and glossary. 
@ltem 431-I-55 1. Waste disposal in the ocean — Environ- 
mental aspects — Atlantic Coast (U.S.) I. United States. En- 
vironmental Protection Agency. Oil and Special Materials 
Control Division. Marine Protection Branch. II. Title: 
North Atlantic incineration site designation. III. Title: San 
Francisco Channel bar dredged material disposal site designa- 
tion. OCLC 07354999 


82-5283 


EP 1.57/4:Or 3 
Goodwin, Don R. 

Organic solvent cleaners : background information for pro- 
posed standards / Emission Standards and Engineering Divi- 
sion. — Research Triangle Park, N.C. : U.S. Environmental 
Protection Agency, Office of Air, Noise, and Radiation, 
Office of Air Quality Planning and Standards ; Springfield, 
Va. : National Technical Information Services [distributor, 
1979] 1 v. (various pagings) : ill. ; 28 cm. “Draft EIS”— 
Cover. “GCA/Corporation, GCA/Technology Division”— 
Technical rept. data p. “October 1979.” Includes biblio- 
graphical references. Contract no.: 68-02-3057. “EP-450/2- 
78-045a.” @lItem 431-I-55 (microfiche) 1. Solvents indus- 
try— United States—Fume control. 2. Cleaning com- 
pounds — Standards — United States. I. United States. Envi- 
ronmental Protection Agency. Emission Standards and Engi- 
neering Division. II. GCA Corporation. Technology Divi- 
sion. III. Title. OCLC 08106986 


82-5284 


EP 1.57/4:Sa 5 

San Diego metropolitan facilities plan : wastewater treatment, 
reclamation and disposal, 1975-2000 / prepared by U.S. Envi- 
ronmental Protection Agency, Region IX. — San Francisco, 
CA : The Region, 1977. 1 v. (various pagings) : ill., maps ; 
28 cm. At head of title: Draft. “Draft environmental 
impact statement”—Cover. “October 1977.” Bibliography: 
p. 457-477. Includes glossary. “Grant no. CA-06-1092.” 
@ltem 431-I-55 (microfiche) 1. Sewage disposal plants — 
Environmental aspects — California — San Diego metropoli- 
tan area. I. United States. Environmental Protection 
Agency. Region IX OCLC 06155232 


: draft environmental impact statement : 
South Tahoe Public Utilities District and Douglas County 
Sewer Improvement District No. 1, proposed wastewater 
treatment facilities / U.S. Environmental Protection Agency, 
Region IX.— San Francisco, Calif. (215 Fremont St., San 
Francisco, Calif. 94105) : The Agency, 1981. 366 p. : ill, 
maps ; 28 cm. Cover title: Proposed wastewater treatment 
facilities, south shore, Lake Tahoe basin. “October 1979”— 
Cover. Bibliography: p. 345-362. @lItem 431-I-55 1. 
Sewage disposal plants— Tahoe, Lake, region (Calif. and 
Nev.) 2. Sewage — Environmental aspects — Tahoe, Lake, 
region (Calif. and Nev.) I. United States. Environmental 
Protection Agency. Region IX. II. Title: South Tahoe 
Public Utilities District No. 1 and Douglas County Sewer 
Improvement District No. 1, proposed wastewater treatment 
facilities. III. Title: Proposed wastewater treatment facilities, 
south shore, Lake Tahoe basin. OCLC 08142875 


82-5286 


EP 1.57/4:Sp 6 


City of Spokane combined sewer overflow abatement project : 


draft environmental impact statement / prepared by U.S. En- 
vironmental Protection Agency, Region 10 with technical 
assistance from Jones & Stokes Associates, Inc., in association 
with Culp, Wesner and Culp. — Seattle, WA (1200 6th Ave., 
Seattle, WA 98101) : The Region, [1979] xii, 267 p. : ill, 
maps ; 28 cm. “January 1979”—Cover. Bibliography: p. 
219-226. “EPA-10-WA-City&Co Spokane-CSO-79”—Cover. 
“EPA 910/9-78-053”—Cover. @lItem 431-I-55 (microfiche) © 
1. Combined sewers— Washington (State) — Spokane — 
Overflows. 2. Sewage — Environmental aspects — Washing- 
ton (State) — Spokane. I. United States. Environmental Pro- 
tection Agency. Region X. II. Jones & Stokes Associates. 
III. Culp/Wesner/Culp. OCLC 06158393 


82-5287 


EP 1.57/4:V 82 


Draft environmental impact statement for the Vistron Petro- 


chemical Complex, Calhoun County, Texas / U.S. Environ- 
mental Protection Agency, Region 6.— Dallas, Tex. : The 
Region, [1979] 1 v. (various pagings) : ill., maps ; 28 cm. 
Cover title: Vistron Petrochemical Complex, Calhoun 
County, Texas. “February, 1979.” Bibliography: p. 116- 
119. @ltem 431-I-55 (microfiche) 1. Petroleum chemicals 
industry — Environmental aspects — Texas — Calhoun 
County. I. United States. Environmental Protection Agency. 
Region VI. II. Title: Vistron Petrochemical Complex, Cal- 
houn County, Texas. OCLC 06124399 


82-5288 


EP 1.57/4:W 68 


Draft environmental impact statement for Willow Bend chemi- 


cal complex near Edgard, Louisiana / U.S. Environmental 
Protection Agency, Region > wane Tex. : The Region, 
[1978] 1 v. (various pagings) : ill., maps, plans ; 28 cm. 
“December 1978.” Bibliography: . 7, p. 1-3. @item 431- 
I-55 (microfiche) 1. Shell Oil Company. 2. Chemical 
plants — Environmental aspects— Louisiana. I. United 
States. Environmental Protection Agency. Region VI. II. 
Title: Willow Bend chemical complex near Edgard, Louisi- 
ana. OCLC 05684414 


82-5289 


EP 1.79/2:80-037 


Ketcham, Helen. 


Perspectives on state-EPA grant activities / Helen Ket- 
cham, Len Koch, with the assistance of Vickie Reed. — 
Washington, DC : U.S. Environmental Protection Agency, 
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Office of Pesticides and Toxic Substances, 1980. 147 p. : 1 
map ; 28 cm.— (Toxics integration information series) 
“September 1980.” “EPA 560/13-80-037.” @lItem 431-L-8 
1. Poisons — Law and Legislation — United States — States. 
I. Koch, Len. Il. Reed, Vickie. III. United States. Envi- 
ronmental Protection Agency. Office of Pesticides and Toxic 
Substances. IV. Title. V. Series. OCLC 07982811 


82-5290 


EP 1.89:0i 5 

Oil spills. — [Washington, DC] : U.S. Environmental Protection 
Agency, Office of Research and Development, [1979] 13 p. : 
col. ill., 1 col. map ; 23 cm.— (Research summary) Cover 
title. “Research summary editor: Mark Schaefer”’—P. 3 of 
cover. “February 1979.” “EPA-600/8-79-007.” @Item 
431-L-11 (microfiche) 1. Oil spills — United States. 2. Oil 
pollution of rivers, harbors, etc.— United States. I. 
Schaefer, Mark. II. United States. Environmental Protection 
Agency. Office of Research and Development. III. Series: 
Research summary (United States. Environmental Protection 
Agency. Office of Research and Development) OCLC 
07229817 


82-5291 


EP 1.89/2: In 3 


Gaskill, Alvia. 


Collection and interpretation of Level 1 IR and LRMS data 
/ Alvia Gaskill, Jr. and William F. Gutknecht. — Research 
Triangle Park, NC : U.S. Environmental Protection Agency, 
Research and Development, Industrial Environmental Re- 
search Laboratory : Cincinnati, OH : Center for Environmen- 
tal Research Information (distributor], 1981. 15 p. ; 28 cm. 
Caption title. At head of title: Project summary. “Jan. 
1981.” “EPA-600/S 2-80-177.” @Item 431-L-12 1. Infra- 
red spectrometry. 2. Mass spectrometry. I. Gutknuecht, 
William F. II. United States. Industrial Environmental Re- 
search Laboratory (Research Triangle Park, (N.C.) III. 
Title. OCLC 07988241 


82-5292 


EP 1.89/2:C 63/3 

Planning study to model and monitor coal pile run-off / G.T. 
Brookman... [et al.].— Research Triangle Park, NC : U.S. 
Environmental Protection Agency, Research and Develop- 
ment, Industrial Environmental Research Laboratory: Cincin- 
nati, OH Center for Environmental Research Information 
[distributor], 1981. 6 p. : ill. ; 28 cm. Caption title. At 
head of title: Project summary. “July 1981.” “EPA-600/S 
7-81-016.” @Item 431-L-12 1. Runoff. 2. Coal — Storage. 
3. Drainage. I. Brookman, G. T. II. United States. Industri- 
al Environmental Research Laboratory (Research Triangle 
Park, N.C.) OCLC 07988232 


82-5293 


EP 1.89/2:C 63/9 
Gleason, V. E. (Virginia E.) 

Bibliography on disposal of mine and cleaning plant refuse 
/ V. E. Gleason. — Cincinnati, Ohio : U.S. Environmental 
Protection Agency, Research and Development, Industrial 
Environmental Research Laboratory : Center for Environ- 
mental Research Information [distributor], 1981. [2] p. ; 28 
cm.— (Coal and the environment abstract series) Caption 
title. At head of title: Project summary. “Aug. 1981.” 
“EPA-600/S7-81-107.” @Item 431-L-12 1. Coal mines and 
mining — United States— Bibliography. 2. Coal mine 
waste — Bibliography. 3. Strip mining — Environmental as- 
pects— United States— Bibliography. 4. Reclamation of 
land — United States — Bibliography. I. Industrial Environ- 
mental Research Laboratory (Cincinnati, Ohio) II. Title. 
III. Series. OCLC 07988095 
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82-5294 
EP 1.89/2:D 78 

Effect of agricultural land development on drainage waters in 
the North Carolina Tidewater Region / R. W. Skaggs ... [et 
al.]. — Athens, Ga. : U.S. Environmental Protection Agency, 
Research and Development, Environmental Research Labora- 
tory : Cincinnati, Ohio : Center for Environmental Research 
Information [distributor], 1981. 3 p. ; 28 cm. Caption title. 
At head of title: Project summary. “July 1981.” “EPA- 
600/S3-80-087.” @Item 431-L-12 1. Drainage — North 
Carolina. 2. Agricultural engineering — North Carolina. 3. 
Soil permeability — North Carolina. I. Skaggs, R. W. IL. 
Environmental Research Laboratory (Athens, Ga.) OCLC 
07988104 


82-5295 
EP 1.89/2:Ef 4 

Treatment of primary effluent by rapid inflation / R.B. Hartman 
.. fet al.].— Ada, OK : U.S. Environmental Protection 
Agency, Research Laboratory : Cincinnati, OH : Center for 
Environmental Research Information [distributor], 1981. 13 
p. : ill. ; 28 cm. Caption title. At head of title: Project 
summary. “Jan. 1981.” “EPA-600/S2-80-207.” @Item 
431-L-12 1. Water — Purification — Filtration. 2. Effluent 
quality. 3. Water treatment plants. I. Hartman, R. B. II. 
Robert S. Kerr Water Research Center. OCLC 07988277 


82-5296 
EP 1.89/2:0x 9 
Abernathy, A. Ray. 

Oxygen-consuming organics in nonpoint source runoff / A. 
Ray Abernathy. — Corvallis, OR : U.S. Eenvironmental Pro- 
tection Agency, Research and Development, Environmental 
Research Laboratory : Cincinnati, OH : Center for Environ- 
mental Research Information [distributor], 1981. [2] p. ; 28 
cm. Caption title. At head of title: Project summary. 
“July 1981.” “EPA-600/S3-81-033.” @lItem 431-L-12 1. 
Liquid oxygen. 2. Organic water pollutants. 3. Runoff. I. 
Corvallis Environmental Research Laboratory. II. Title. 
OCLC 07988255 


82-5297 
EP 1,89/2:P 25/2 
Klingshirn, John V. 

Particle size variation effects on landfilled solid waste : cold 
climate studies / John V. Klingshirn. — Cincinnati, OH : U.S. 
Environmental Protection Agency, Research Laboratory : 
Center for Environmental Research Information [distributor], 
1981. 3 p.; 28cm. Caption title. At head of title: Project 
summary. “Mar. 1981.” “EPA-600/S2-81-018. @Item 
431-L-12 1. Sanitary landfills. 2. Sanitary engineering, Low 
temperature. 3. Particles. I. Municipal Environmental Re- 
search Laboratory (Cincinnati, Ohio) II. Title. OCLC 
07988220 


82-5298 
EP 1,89/2:P 66 
Logsdon, Gary S. 

Field test of corrosion control to protect asbestos-cement 
pipe / Gary S. Logsdon. — Cincinnati, Ohio : U.S. Environ- 
mental Protection Agency, Research and Development, Mu- 
nicipal Environmental Research Laboratory : Center for En- 
vironmental Research Information [distributor], 1981. 3 p. ; 
28 cm. Caption title. At head of title: Project summary. 
“Mar. 1981.” “EPA-600/S2-81-023.” @Item 431-L-12 1. 
Corrosion and anti-corrosives. 2. Pipe, Asbestos-cement — 
Corrosion. 3. Water — Purification. I. Municipal Environ- 
mental Research Laboratory. II. Title. OCLC 07988116 
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82-5299 Puerto Rico. 4. Sanitary landfills — Puerto Rico. I. Munic- 
ipal Environmental Research Laboratory. II. Title. OCLC 
07988262 


EP 1.89/2:P 66/2 
Peavy, Howard S. 

Water pollution potential of coal-slurry pieplines / Howard 
S. Peavy. — Cincinnati, Ohio : U.S. Environmental Protection 
Agency, Research and Development, Industrial Environmen- 
tal Research Laboratory : Center for Environmental Research 
Information [distributor], 1981. 7 p. : 1 ill, 1 map ; 28 cm. 
Caption title. At head of title: Project summary. “June 
1981.” “EPA-600/S7-81-082.” @lItem 431-L-12 1. Coal — 
Pipe lines — Environmental aspects. 2. Water — Pollution. 
I. Industrial Environmental Reactor Laboratory (Cincinnati, 
Ohio) II. Title. OCLC 07988145 


82-5304 
EP 1.94:C 29 
Lloyd, John E. 

Biology and control of insect and related pests of beef 
cattle / John E. Lloyd, Everett W. Rabinder 
Kumar. — Denver [Colo.] : EPA Region VIII, 1981. 26 p. : 
ill. ; 28 cm. Cover title. “Prepared under Inter-agency 
agreement EPA-78-D-f-0473 between the University of Wyo- 
ming and EPA Region VIII.” @lItem 431-K-9 I. Spack- 
man, Everett W. II. Kumar, Rabinder. III. United States. 
versity of Wyoming. V. Title. OCLC 08150518 
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EP 1.89/2:S1 7/2 
Evaluation of the health risks associated with the treatment and 
disposal of municipal wastewater and sludge / C.S. Clark .. 
[et al.]. — Cincinnati, Ohio : U.S. Environmental Protection 
Agency, Research and Development, Health Effects Research 


EP 1.94:H 78 
Laboratory : Center for Environmental Research Information 


Lloyd, John E. 


[distributor], 1981. 7 p.; 28cm. Caption title. At head of 
title: Project summary. “May 1981.” “EPA-600/S1-81- 
030.” @Item 431-L-12 1. Sewage— Microbiology. 2. 
Sewage disposal plants — Employees — Diseases and hygiene. 
3. Sewage disposal in the ground — Environmental aspects. 
I. Clark, C. Scott. II. Health Effects Research Laboratory 
(Cincinnati, Ohio) OCLC 07987947 


82-5301 


EP 1.89/2:T 34 
Lin, Philip C. L. 

Thermal analysis of the S-4000 portable 
wastewater sampler / Philip C. L. Lin. — Cincinnati, Ohio : 
U.S. Environmental Protection Agency, Research and Devel- 
opment, Environmental Monitoring and Support Laboratory : 
Center for Environmental Research Information [distributor], 
1980. [2] p. ; 28 cm. Caption title. At head of title: Pro- 
ject summary. “Nov. 1980.” “EPA-600/S4-80-045.” 
@ltem 431-L-12 1. Sewage — Analysis — Mathematical 
methods. 2. Sewage— Environmental aspects. I. United 
States. Environmental Monitoring and Support Laboratory 
(Cincinnati, Ohio) II. Title. OCLC 07988170 


82-5302 


EP 1.89/2:W 28 
Bailey, David G. 

Innovative destruction of complex industry wastes : auto 
oxidation of tannery beamhouse wastewater / David G. 
Bailey. — Cincinnati, OH : U.S. Environmental Protection 
Agency, Research Laboratory : Center for Environmental 
Research Information [distributor], 1981. 3 p. : ill. ; 28 cm. 
Caption title. At head of title: Project summary. “Jan. 
1981.” “EPA-600/S2-80-210.” @Item 431-L-12 1. Tan- 
ning — Waste disposal. 2. Hides and skin industry — Waste 
disposal. 3. Oxidation. I. United States. Industrial Environ- 
mental Research Laboratory (Cincinnati, Ohio) II. Title. 
OCLC 07988205 


82-5303 


EP 1.89/2:WP 28/2 
Sodd, Anthony N. 

Municipal solid waste disposal in estuaries and coastal 
marchlands / Anthony N. Sodd.— Cincinnati, OH : U.S. 
Environmental Protection Agency, Research Laboratory : 
Center for Environmental Research Information [distributor], 
1981. 3 p.; 28cm. Caption title. At head of title: Project 
summary. “Feb. 1981.” “EPA-600/S2-80-212.” @Item 
431-L-12 1. Waste disposal sites— United States. 2. Sani- 
tary landfills— United States. 3. Waste disposal sites — 


Biology and control of insect and related pests of horses / 
John E. Lloyd, Everett W. Spackman, Rabinder Kumar. — 
Denver [Colo.] : EPA Region VIII, 1980. ii, 24 p. : ill. ; 28 
cm. Cover title. “Prepared under Inter-agency agreement 
EPA-78-D-f-0473 between the University of Wyoming and 
EPA Region VIII.” @lItem 431-K-9 1. Horses — Diseases. 
2. Insect control. I. Spackman, Everett W. II. Kumar, Ra- 
binder. III. United States. Environmental Protection 
Agency. Region VIII. IV. University of Wyoming. V. 
Title. OCLC 08161279 
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EP 1.94:Sh 3 


Lloyd, John E. 


Biology and control of insect and related pests of sheep / 
John E. Lloyd, Rabinder Kumar, Everett W. Spackman. — 
Denver [Colo.] : EPA Region VIII, 1981. ii, 23 p. : ill. ; 28 
cm. Cover title. “Prepared under Inter-agency agreement 
EPA-78-D-f-0473 between the University of Wyoming and 
EPA Region VIII.” @lItem 431-K-9 1. Insect control. 2. 
Sheep — Diseases. I. Kumar, Rabinder. II. Spackman, Ev- 
erett W. III. United States. Environmental Protection 
Agency. Region VIII. IV. University of Wyoming. V. 
Title. OCLC 08150518 
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Washington, DC 20460 


82-5307 


EP 2.28:75 


United States. Environmental Protection Agency. Office of 


Water Enforcement. Compliance Branch. Technical Evalua- 
tion and Support Section. 

NPDES compliance evaluation inspection manual / United 
States Environmental Protection Agency, Office of Water 
Enforcement, Compliance Branch, Technical Evaluation and 
Support Section. — Washington, D.C. : The Section ; Denver, 
Colo. : General Services Administration (BRC), Centralized 
Mailing Lists Services [distributor] ; Springfield, Va. : Nation- 
al Technical Information Service [distributor], 1981. 1 v. 
(various pagings) : forms ; 28 cm. “January 1981.” Bibliog- 
raphy: 3 p. following 12-14. @lItem 473-A-10 1. Water — 
Pollution — United States. I. Rogers, David (David Fran- 
cis), 1953- II. Title. OCLC 07941429 
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Methodology to conduct air quality assessments of national 
mobile source emission control strategies : final report / 
Energy and Environmental Analysis, Inc.— Research Trian- 
gle Park, N.C. : U.S. Environmental Protection Agency, 
Office of Air, Noise, and Radiation, Office of Air Quality 
Planning and Standards, [1980] 96 p. in various pagings : ill., 
maps ; 28 cm. “October 1980.” Includes bibliographies. 
“Contract no. 68-450/4-80-026.” “EPA-450/4-80-026.” 
@ltem 483-E-1 (microfiche) 1. Air quality — United 
States — Mathematical models. 2. Air — Pollution — United 


82-5311 


EP 4.2:C 63/6 


A Statistical study of coal sulfur variability and related factors / 


by George R. Warholic ... [et al.] ; prepared for U.S. Envi- 
ronmental Protection Agency, Office of Air, Noise, and Radi- 
ation, Office of Air Quality Planning and Standards. — Re- 
search Triangle Park, N.C. : Office of Air Quality Planning 
and Standards ; Springfield, Va. : National Technical Infor- 
mation Service [distributor, 1980] 1 v. (various pagings) : ill., 
maps ; 28 cm. “Foster Associates, Inc.” “May 1980.” In- 
cludes bibliographical references. “Contract no. 68-02-2592.” 
“EPA-450/5-80-008a.” @Item 483-E-1 (microfiche) 1. 
Coal — Sulphur content — Environmental aspects — United 
States. 2. Coal-fired power plants— Environmental as- 
pects — United States. I. Warholic, George R. II. United 
States. Environmental Protection Agency. Office of Air Qual- 
ity Planning and Standards. III. Foster Associates. OCLC 


07858509 
82-5312 


States — Measurement. I. United States. Environmental Pro- 
tection Agency. Office of Air Quality Planning and Stand- 
ards. II. Energy and Environmental Analysis, inc. OCLC 
08146458 


EP 4.2:St 1/v.1-4 
Stack sampling technical information : a collection of mono- 
graphs and papers / Emission Standards and Engineering 
Division. — Research Triangle Park, N.C. : U.S. Environmen- 
tal Protection Agency, Office of Air, Noise, and Radiation, 
Office of Air Quality Planning and Standards ; Springfield, 
VA : National Technical Information Service [distributor, 


; 1978] 4 -v.: ill. ; 28cm. “October 1978.” Includes biblio- 
ods / by James A. Throgmorton and Kenneth Axetell ; pre- graphical references. “EPA-450/2-78-042a”— Vol. 1. 


pared for U.S. Environmental Protection Agency, Office of “EPA-450/2-78-042b"— Vol. 2. “EPA-450/2-78-042c”— 
Air, Noise, and Radiation, Office of Air Quality Planning and Vol. 3. “EPA-450/2-78-042d"— Vol. 4. @Item 483-E-1 
Standards. — Research Triangle Park, N.C. : Office of Air (microfiche) 1. Flue gases— Measurement. 2. Flue gases — 
Quality Planning and Standards ; Springfield, Va. : National Analysis. I. United States. Environmental Protection 
Technical Information Service [distributor, 1978] ix, 197 p. Agency. Emission Standards and Engineering Division. 
ill. ; 28 cm. “PEDCo Environmental, Inc.” “September OCLC 08030428 

1978.” Includes bibliographical references and _ index. 82-5333 

“Contract no. 68-02-2603.” “EPA-450/3-78-113.” @Item 
483-E-1 (microfiche) 1. Air — Pollution — Measurement. I. 
Axetell, Kenneth. II. United States. Environmental Protec- 
tion Agency. Office of Air Quality Planning and Standards. 
Ill. Pedco Environmental, inc. IV. Title. OCLC 08146398 


82-5310 


82-5309 
EP 4.2:Am 1 
Throgmorton, James A. 
Digest of ambient particulate analysis and assessment meth- 


EP 4.2:St 1/v.1-4 1/v.1-4 
Stack sampling technical information : a collection of mono- 
graphs and papers / Emission Standards and Engineering 
Division. — Research Triangle Park, N.C. : U.S. Environmen- 
tal Protection Agency, Office of Air, Noise, and Radiation, 
Office of Air Quality Planning and Standards ; Springfield, 
VA : National Technical Information Service [distributor, 
1978] 4-v.: ill. ; 28cm. “October 1978.” Includes biblio- 
graphical references. “EPA-450/2-78-042a"— Vol. 1. 
“EPA-450/2-78-042b”— Vol. 2. “EPA-450/2-78-042c”— 
Vol. 3. “EPA-450/2-78-042d”"— Vol. 4. @Item 483-E-1 
(microfiche) 1. Flue gases— Measurement. 2. Flue gases — 
Analysis. I. United States. Environmental Protection 


EP 4.2:C 12/975-77 
Martinez, J. R. 

Analysis of high NO,concentrations in California, 1975- 
1977 / by J.R. Martinez and K.C. Nitz ; prepared for U.S. 
Environmental Protection Agency, Office of Air, Noise, and 
Radiation, Office of Air Quality Planning and Standards. — 


Research Triangle Park, N.C. : Office of Air Quality Plan- 
ning and Standards ; Springfield, Va. : National Technical 
Information Service [distributor, 1979] xvi, 92 p. : ill. ; 28 
cm. “SRI International.” “August 1979.” Bibliography: p. 
91-92. “Contract no. 68-02-2835.” “EPA-450/4-79-034a.” 
@ltem 483-E-1 (microfiche) 1. Air — Pollution — California. 
I. Nitz, K. C. II. United States. Environmental Protection 
Agency. Office of Air Quality Planning and Standards. III. 
SRI International. IV. Title. OCLC 08150540 


Agency. Emission Standards and Engineering Division. 
OCLC 08030428 


82-5313 


EP 4.2:V 88 


Peterson, P. R. 


Summary of group I control technique guideline documents 
for control of volatile organic emissions from existing station- 
ary sources / P.R. Peterson, R.R. Sakaida ; prepared for U.S. 
Environmental Protection Agency, Office of Air, Noise, and 
Radiation, Office of Air Quality Planning and Standards. — 
Research Triangle Park, N.C. : Office of Air Quality Plan- 
ning and Standards ; Springfield, Va. : National Technical 
Information Service [distributor, 1978] 39 p. in various pag- 
ings ; 28 cm. “Pacific Environmental Services.” ‘“Decem- 
ber 1978.” Includes bibliographical references. ‘Contract 
no. 68-02-2606, work assignment 22.” “EPA-4503-78-120.” 
@ltem 483-E-1 (microfiche) 1. Coatings — Thermal proper- 
ties. 2. Petroleum — Storage. I. Sakaida, R. R. II. United 





States. Environmental Protection Agency. Office of Air Qual- 
ity. III. Pacific Environmental Services. IV. Title. OCLC 
08146430 


82-5314 


EP 4.8:P 92 
Hayes, Leigh. 

Prevention of significant deterioration workshop manual / 
by Leigh Hayes ; prepared for U.S. Environmental Protection 
Agency, Office of Air, Noise, and Radiation, Office of Air 
Quality Planning and Standards. — Research Triangle Park, 
N.C. : Office of Air Quality Planning and Standards, [1980] 
1 v. (various pagings) : ill., 1 form ; 28cm. “TRW Incorpo- 
rated, Environmental Bagineering Division.” “October 
1980.” “Contract no 68-02-3174, task no. 20.” “EPA-450/2- 
80-081.” [Item 483-E-2 (microfiche); ZAI/VM] @lItem 
483-E-2 (microfiche) 1. Air — Pollution — Standards — 
United States. 2. Air quality management — United States. 
I. United States. Environmental Protection Agency. Office of 
Air Quality Planning and Standards. II. TRW Inc. Environ- 
mental Engineering Division. III. Title. OCLC 07811005 


82-5315 


EP 4.8:So 8 
Aldina, G. J. (Giuseppe J.) 

APTI course 450, source sampling for particulate pollutants 
: instructor’s guide / by G.J. Aldina and J.A. Jahnke ; IRM 
development by J. Henry ; United States Environmental Pro- 
tection Agency, Air Pollution Training Institute. — Research 
Triangle Park, NC : U.S. Environmental Protection Agency, 
Office of Air, Noise, and Radiation, Office of Air Quality 
Planning and Standards ; [Springfield, Va. : National Techni- 
cal Information Service, distributor, 1980] iv, 232 p. : ill. ; 28 
cm. “Northrop Services, Inc. ... under contract no. 68-02- 
2374.” “February 1980.” Includes bibliographical refer- 
ences. “EPA 450/2-80-003.” @lItem 483-E-2 (microfiche) 
1. Air — Pollution — Measurement. I. Jahnke, J. A. (James 
A.) II. Henry, J. III. United States. Environmental Protec- 
tion Agency. Office of Air Quality Planning and Standards. 
IV. Air Pollution Training Institute. V. Northrop Services, 
inc. VI. Title. VII. Title: Source sampling for particulate 
pollutants. OCLC 08124010 


82-5316 


EP 4.8:V 88/2/980 

Volatile organic compound (VOC) species data manual / pre- 
pared for U.S. Environmental Protection Agency, Office of 
Air, Noise, and Radiation, Office of Air Quality Planning and 
Standards. — 2nd ed. — Research Triangle Park, N.C. : Office 
of Air Quality Planning and Standards, ; Springfield, Va. : 
National Technical Information Service [distributor, 1980] 1 
v. (various pagings) : ill. ; 28 cm. “July 1980.” Includes 
bibliographical references. “EPA-450/4-80-015.” @Item 
483-E-2 (microfiche) 1. Organic compounds — Handbooks, 
manuals, etc. 2. Air — Pollution — Standards — United 
States — Handbooks, manuals, etc. I. United States. Envi- 
ronmental Protection Agency. Office of Air Quality Planning 
and Standards. OCLC 08161062 
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EP 4.17:Am 6 


cal Information Service [distributor, 1980] vi, 53 p. : ill. ; 28 
cm. eee ea ae ak 
“August 1980.” i y: p. 38-40. “Contract no. 68- 
02-3063.” “EPA-450/3-80-014.” 1. Ammonia industry — 
Environmental aspects— United States. I. United States. 
Environmental Protection Agency. Emission Standards and 
Engineering Division. II. TRW Energy Systems Group. 
III. Title: Ammonia manufacturing industry. OCLC 
08142341 


82-5318 


EP 4.17:B 69 


ppp Pavers we Meek borax and boric acid industry / Emis- 


sion Standards and Engineering Division. — Research Trian- 
gle Park, N.C. : U.S. Environmental Protection Agency, 
Office of Air, Noise, and Radiation, Office of Air Quality 
Planning and Standards ; Springfield, VA : National Techni- 
cal Information Service [distributor, 1980] 1 v. (various pag- 
ings) : ill, 1 map ; 28 cm. “Acurex Corporation”—Tech. 
rep. data p. “May '1980.” Bibliography: p. R-1. “Contract 
no. 68-02-3064. “EPA-450/3-80-004.” 1. Borax — Environ- 
mental aspects— United States. 2. Boric acid — Environ- 
mental aspects — United States. 3. Air — Pollution — United 
States. I. United States. Environmental Protection Agency. 
Emission Standards and Engineering Division. II. Acurex 
Corporation. III. Title: Borx and boric industry. OCLC 
08087394 


82-5319 


EP 4.17:C 57 

: ceramic clay industry / Emission 
Standards and Engineering Division.— Research Triangle 
Park, N.C. : U.S. Environmental Protection Agency, Office 
of Air, Noise, and Radiation, Office of Air Quality. Planning 
and Standards ; Springfield, VA : National Technical Infor- 
mation Service ‘[distributor, 1980] 69 p. in various pagings : 
ill. ; 28 cm. “March 1980.” Includes bibliographical refer- 
ences. “Contract no. 68-02-3058.” “EPA-450/3-80-017.” 
1. Ceramic industries— Environmental aspects — United 
States. 2. Clay industries — Environmental aspects — United 
States. I. United States. Environmental Protection Agency. 
Emission Standards and Engineering Division. II. Title: Ce- 
ramic clay industry. OCLC 08139742 


82-5320 


EP 4.17:C 79 


Source category survey : secondary copper smelting and refin- 


ing industry / Emission Standards and Engineering Divi- 
sion. — Research Triangle Park, N.C. : U.S. Environmental 
Protection Agency, Office of Air, Noise, and Radiation, 
Office of Air Quality Planning and Standards ; Springfield, 
Va. : National Technical Information Service [distributor, 
1980] vi, 60 p. : ill. ; 28 cm. “Midwest Research Insti- 
tute”—Tech. rep. data p. “May 1980.” Includes biblio- 
graphical references. “Contract no. 68-02-3059.” “EPA- 
450/3-80-011.” 1. Copper industry and trade — Environmen- 
tal aspects — United States. I. United States. Environmental 
Protection Agency. Emission Standards and Engineering Di- 
vision. II. Midwest Research Institute (Kansas City, Mo.) 
III. Title: Secondary copper smelting and refining industry. 
OCLC 08142307 
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EP 4.17:In 2 


82-5325 


EP 4.17:T 34 


ee a ee eee Source category survey : thermal process phosphoric acid man- 


Standards and Engineering Division. — Research — 
Park, N.C. : U.S. Environmental Protection Agency, Office 

of Air, Noise, and Radiation, Office of Air Quality Planning 
and Standards ; Springfield, Va. : National Technical Infor- 
mation Service [distributor, 1980] 1 v. (various pagings) : ill. 
; 23cm. “Acurex Corporation”—Tech. rept. data p. “May 
1980.” Includes bibliographical references. “Contract no. 
68-02-3064. “EPA-450/3-80-013.” 1. Incinerators — Envi- 
ronmental aspects — United States. I. United States. Envi- 
ronmental Protection Agency. Emission Standards and Engi- 
neering Division. II. Acurex Corporation. III. Title: Indus- 
trial incinerators. OCLC 08142369 


ufacturing industry / Emission Standards and Engineering 
Division. — Research Triangle Park, N.C. : U.S. Environmen- 
tal Protection Agency, Office of Air, Noise, and Radiation, 
Office of Air Quality Planning and Standards ; Springfield, 
a. : National Technical Information Service [distributor, 
1980] iv, 38 p.: ill. ; 28cm. “May 1980.” Includes bibiio- 
graphical references. “Contract no. 68-02-3059.” “EPA- 
450/3-80-018.” 1. Phosphoric acid—Environmental as- 
pects — United States. 2. Phosphorus industry — Environ- 
mental aspects — United States. I. United States. Environ- 
mental Protection Agency. Emission Standards and Engineer- 
ing Division. II. Title: Thermal process phosphoric acid 


manufacturing industry. OCLC 08142227 
82-5326 


82-5322 
EP 4.17:P 42 
Source category survey : perlite industry / Emission Standards 
and Engineering Division. — Research Triangle Park, N.C. : 
U.S. Environmental Protection Agency, Office of Air, Noise, 


EP 4,17:Ur 1 
Stelling, John H. E. 


and Radiation, Office of Air Quality Planning and Standards ; 
Springfield, Va. : National Technical Information Service 
[distributor, 1980] 72 p. in various pagings : ill. ; 28 cm. 
“Acurex Corporation”—Tech. rept. data p. “May 1980.” 
Includes bibliographical references. “Contract no. 68-02- 
3064. “EPA-450/3-80-005.” 1. Perlite industry — Environ- 
mental aspects — United States. I. United States. Environ- 
mental Protection Agency. Emission Standards and Engineer- 
ing Division. II. Acurex Corporation. III. Title: Perlite in- 
dustry. OCLC 08142351 


82-5323 
EP 4.17:R 25 

Source category survey : refractory industry / Emission Stand- 
ards and Engineering Division.— Research Triangle Park, 
N.C. : U.S. Environmental Protection Agency, Office of Air, 
Noise, and Radiation, Office of Air Quality Planning and 
Standards ; Springfield, Va. : National Technical Information 
Service [distributor, 1980] 1 v. (various pagings) : ill. ; 28 
cm. “Radian Corporation’—Tech. rept. data p. “March 
1980.” Includes bibliographical references. “Contract no. 
68-02-3058.” “EPA-450/3-80-006.” 1. Refractories indus- 
try — Environmental aspects— United States. I. United 
States. Environmental Protection Agency. Emission Stand- 
ards and Engineering Division. II. Radian Corporation. 
III. Title: Refractory industry. OCLC 08142379 


82-5324 
EP 4.17:St 2 

Source category survey : starch manufacturing industry / Emis- 
sion Standards and Engineering Division. — Research Trian- 
gle Park, N.C. : U.S. Environmental Protection Agency, 
Office of Air, Noise, and Radiation, Office of Air Quality 
Planning and Standards ; Springfield, Va. : National Techni- 
cal Information Services [i.e. Service, distributor, 1980] 71 p. 
in various pagings : ill.; 28cm. “Energy and Environmental 
Analysis, Inc.”—Tech. rep. data p. “November 1980.” In- 
cludes bibliographical references. “Contract no. 68-02-3061.” 
“EPA-450/3-80-040.” 1. Starch industy — Environmental as- 
pects — United States. 2. Starch industry — United States. 
I. United States. Environmental Protection Agency. Emission 
Standards and Engineering Division. II. Energy and Envi- 
ronmental Analysis, Inc. III. Title: Starch manufacturing in- 
dustry. OCLC 08142250 
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Source category survey : uranium refining industry / Emis- 
sion Standards and Engineering Division. — Research Trian- 
gle Park, N.C. : U.S. Environmental Protection Agency, 
Office of Air Quality Planning and Standards ; Springfield, 

a. : National Technical Information Service [distributor, 
1980] iv, 20 p. : ill, 1 map ; 28 cm. “Radian Corpora- 
tion”—Tech. rep. data p. “May 1980.” Bibliography: p. 8- 
10. “Contract no. 68-02-3058.” “EPA-450/3-80-010.” 1. 
Uranium industry — Environmental aspects — United States. 
I. United States. Environmental Protection Agency. Emission 
Standards and Engineering Division. II. Radian Corpora- 
tion. III. Title: Uranium refining industry. OCLC 08142605 


82-5327 


EP 4.17:Z 6 


Source category survey : secondary zinc smelting and refining 


industry / Emission Standards and Engineering Division. — 
Research Triangle Park, N.C. : U.S. Environmental Protec- 
tion Agency, Office of Air, Noise, and Radiation, Office of 
Air Quality Planning and Standards ; Springfield, Va. : Na- 
tional Technical Information Service [distributor, 1980] vi, 
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Township) I. United States. Federal Insurance Administra- 
tion. II. Title: Township of Caledonia, Michigan, Kent 
County. OCLC 07982223 


82-5370 
FEM 1.209:290783 
Flood insurance study : county of Cass, Missouri, unincorporat- 
ed areas. —[Washington, D.C.?] : Federal Emergency Man- 
agement Agency, [1981] ii, 16 p., 5 folded leaves of plates : 
ill., 1 map ; 28 cm. Cover title. “October 15, 1981.” In- 
cludes bibliographical references. “Community number - 
290783.” @Item 594-C-28 1. Insurance, Flood — Missou- 
ri— Cass County. I. United States. Federal Emergency 
Management Agency. II. Title: County of Cass, Missouri, 
unincorporated areas. OCLC 08123384 


82-5371 
FEM 1.209:310134 

Flood insurance study : county of Lancaster, Nebraska, unincor- 
porated areas. —[Washington, D.C.?] : Federal Emergency 
Management Agency, Federal Insurance Administration, 
[1981] iii, 29 p., 15 folded leaves of plates : ill., 1 map ; 28 
cm. - Cover title. “August 3, 1981.” Includes bibliograph- 
ical references. “Community number — 310134.” @Item 
594-C-30 1. Insurance, Flood — Nebraska — Lancaster 
County. I. United States. Federal Insurance Administration. 
II. Title: County of Lancaster, Nebraska, unincorporated 
areas. OCLC 07988312 


82-5372 
FEM 1.209:310194 

Flood insurance study : City of Springfield, Nebraska, Sarpy 
County. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, Federal Insurance Administration, 1981. _ ii, 
17 p., 3 folded leaf of plates : ill, 1 map ; 28cm. Cover title. 
“October 1981.” Includes bibliographical references. 
“Community number—310194.”. @Item 594-C-30 1. Insur- 
ance, Flood — Nebraska — Springfield. I. United States. 
Federal Insurance Administration. II. Title: City of Spring- 
field, Nebraska, Sarpy County. OCLC 08123082 


82-5373 


FEM 1.209:360230 
Flood insurance study : city of Buffalo, New York, Erie 
County. —[Washington, D.C.?] : Federal Emergency Man- 
agement Agency, Federal Insurance Administration, [1981] 
ii, 25 p., 15 folded leaves of plates : ill, 1 map ; 28 cm. 
Cover title. “May 18, 1981.” Includes bibliographical refer- 
ences. “Community number — 360230.” @ltem 594-C-35 
1. Insurance, Flood—New York (State)— Buffalo. I. 
United States. Federal Insurance Administration. II. Title: 
City of Buffalo, New York, Erie County. OCLC 07988034 
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82-5374 
FEM 1.209:360593 

Flood insurance study : village of Skaneateles, New York, On- 
ondaga County. — [Washington, D.C.?] : Federal Emergency 
Management Agency, [1981] ii, 15 p., 2 folded leaves of 
plates : ill., 1 map ; 28 cm. Cover title. “August 17, 1981.” 
Includes bibliographical references. “Community number — 
360593.” @Item 594-C-35 1. Insurance, Flood — New 
York (State) — Skaneateles. I. United States. Federal Emer- 
gency Management Agency. II. Title: Village of Skanea- 

teles, New York, Onondaga County. OCLC 07984777 


82-5375 
FEM 1.209:361289 

Flood insurance study : town of York, New York, Livingston 
County. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, [1980] iii, 26 p., 24 folded leaves of plates : 
ill., 1 map ; 28 cm. Cover title. “July 20, 1981.” Includes 
bibliographical references. “Community number—361289.” 
@ltem 594-C-35 1. Insurance, Flood — New York (State) 
York (Town) I. United States. Federal Manage- 
ment Agency. II. Title: Town of York, New York, Living- 
ston County. OCLC 07984942 


82-5376 
FEM 1.209:410077 

Flood insurance study : city of John Day, Oregon, Grant 
County. — Rev. 2-23-82.—[Washington, D.C.?] : Federal 
Emergency Management Agency, Federal Insurance Admin- 
istration, [1982] ii, 15 p., 6 folded leaves of plates : ill., 1 
map ; 28 cm. Cover title. “September 1977.” Includes 
bibliographical references. “Community number — 410077.” 
@ltem 594-C-40 1. Insurance, Flood — Oregon — John 
Day. I. United States. Federal Insurance Administration. 


II. Title: City of John Day, Oregon, Grant County. OCLC 
07988016 


82-5377 
FEM 1.209:420010 

Flood insurance study : Borough of Ben Avon, Pennsylvania, 
Allegheny County. — [Washington, D.C.?] : Federal Emer- 
gency Management Agency, Federal Insurance Administra- 
tion, [1981] ii, 16 p., 2 folded leaves of plates : ill., 1 map ; 
28 cm. Cover title. Jan. 16, 1981. Includes bibliographical 
references. “Community number — 420010.” @lItem 594- 
C-4i 1. Insurance, Flood — Pennsylvania — Allegheny 
County. I. United States. Federal Insurance Administration. 
II. Title: Borough Of Ben Avon, Pennsylvania, Allegheny 
County. OCLC 08116167 


82-5378 
FEM 1.209:420040 

Flood insurance study : borough of Green Tree, Pennsylvania, 
Allegheny County. —[Washington, D.C.?] : Federal Emer- 
gency Management Agency, Federal Insurance Administra- 
tion, 1981. ii, 17 p., 4 folded leaves of plates : ill., 1 map ; 28 
cm. Cover title. “January 16, 1981.” Includes biblio- 
graphical references. “Community number - 420040.” 
@ltem 594-C-41 1. Insurance, Flood — Pennsylvania — Al- 
legheny County. I. United States. Federal Insurance Admin- 
istration. II. Title: Borough of Green Tree, Pennsylvania, 
Allegheny County. OCLC 08117231 
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82-5379 
FEM 1.209:420065 

Flood insurance study : borough of Plum, Pennsylvania, Alle- 
gheny County. —[Washington, D.C.?] : Federal Emergency 
Management Agency, Federal Insurance Administration, 
1981. iii, 41 p., 21 folded leaves of plates : ill., 1 map ; 28 
cm. Cover title. “March 16, 1981.” Includes bibliograph- 
ical _—- “Community number - 420065.” @Item 
594-C-41 Insurance, Flood — Pennsylvania — Allegheny 
County. : ‘United States. Federal Insurance Administration. 
IL. Title: Borough of Plum, Pennsylvania, Allegheny County. 
OCLC 08117201 


82-5380 
FEM 1.209:420110 

Flood insurance study : Borough of Fallston, Pennsylvania, 
Beaver County. —[Washington, D.C.?] : Federal Emergency 
Management Agency, Federal Insurance Administration, 
[1981] ii, 20 p., 5 folded. leaves of plates : ill., 1 map ; 28 cm. 
Cover title. “March 2, 1981.” Includes bibliographical ref- 
erences. “Community number—420110.” @Item 594-C-41 
1. Insurance, Flood — Pennsylvania— Beaver County. I. 
United States. Federal Insurance Administration. II. Title: 
Borough of Fallston, Pennsylvania, Beaver County. OCLC 
08147925 


82-5381 
FEM 1.209:420367 
Flood insurance study : township of North Middleton, Pennsyl- 
vania, Cumberland County. —[Washington, D.C.?] : Federal 
Emergency Management Agency, [1981] ii, 18 p., 7 folded 
leaves of plates : ill., 1 map ; 28 cm. Cover title. “October 
1, 1981.” Includes bibliographical references. “Community 


number - 420367.” @lItem 594-C-41 1. Insurance, Flood — 
Pennsylvania — Cumberland County. I. United States. Fed- 
eral Emergency Management Agency. II. Title: Township 
of North Middleton, Pennsylvania, Cumberland County. 
OCLC 08117376 


82-5382 
FEM 1.209:420416 

Flood insurance study : borough of Glenolden, Pennsylvania, 
Delaware County. — [Washington, D.C.?] : Federal Emergen- 
cy Management Agency, Federal Insurance Administration, 
[1981] ii, 7 p. : 1 map ; 28 cm. Cover title. “May 18, 
1981.” Includes bibliographical references. “Community 
number - 420416.” @lItem 594-C-41 1. Insurance, Flood — 
Pennsylvania — Delaware County. I. United States. Federal 
Insurance Administration. II. Title: Borough of Glenolden, 
Pennsylvania, Delaware County. OCLC 08117621 


82-5383 
FEM 1.209:420418 

Flood insurance study : borough of Lansdowne, Pennsylvania, 
Delaware County. — [Washington, D.C.?] : Federal Emergen- 
cy Management Agency, [1981] ii, 15 p., 1 folded leaf of 
plates : ill, 1 map ; 28 cm. Cover title. “August 3, 1981.” 
Includes bibliographical references. “Community number - 
420418.” @Item 594-C-41 1. Insurance, Flood — Pennsyl- 
vania — Delaware County. I. United States. Federal Emer- 
gency Management Agency. II. Title: Borough of Lans- 
downe, Pennsylvania, Delaware County. OCLC 08123175 
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Flood insurance study : Borough of Brownsville, Pennsylvania, 


Fayette County. — [Washington, D.C.?] : Federal Emergency 
Management Agency, Federal Insurance Administration, 
1981. iii, 22 p., 5 folded leaves of plates : ill., 1 map ; 28 cm. 
Cover title. Mar. 16, 1981. Includes bibliographical refer- 
ences. “Community number — 420458.” @lItem 594-C-41 
040 1. Insurance, Flood — Pennsylvania — Fayette County. 
I. United States. Federal Insurance Administration. II. Title: 
Borough Of Brownsville, Pennsylvania, Fayette County. 
OCLC 08116034 


82-5385 


FEM 1.209:420476 


Flood insurance study : borough of Clarksville, Pennsylvania, 


Greene County. — [Washington, D.C.?] : Federal Emergency 
Management Agency, Federal Insurance Administration, 
[1981] ii, 16 p., 3 folded leaves of plates : ill., 1 map ; 28 cm. 
Cover title. “March 16, 1981.” Includes bibliographical ref- 
erences. “Community number—420476.” @Item 594-C-41 
1. Insurance, Flood — Pennsylvania— Greene County. I. 
United States. Federal Insurance Administration. II. Title: 
Borough of Clarksville, Pennsylvania, Greene County. 
OCLC 08134649 


82-5386 


FEM 1.209:420532 


Flood insurance study : borough of Mayfield, Pennsylvania, 


Lackawanna County. — [Washington, D.C.?] : Federal Emer- 
gency Management Agency, Federal Insurance Administra- 
tion, [1981] ii, 14 p., 2 folded leaves of plates : ill., 1 map ; 
28 cm. Cover title. “March 30, 1981.” Includes biblio- 
graphical references. “Community number - 420532.” 
@ltem 594-C-41 1. Insurance, Flood — Pennsylvania — 
Lackawanna County. I. United States. Federal Insurance 
Administration. II. Title: Borough of Mayfield, Pennsylva- 
nia, Lackawanna County. OCLC 08117307 


82-5387 


FEM 1.209:420534 


Flood insurance study : borough of Moscow, Pennsylvania, 


Lackawanna County. — [Washington, D.C.?] : Federal Emer- 
gency Management Agency, Federal Insurance Administra- 
tion, [1981] ii, 15 p., 4 folded leaves of plates : ill., 1 map ; 
28 cm. Cover title. “June 1, 1981.” Includes bibliograph- 
ical references. “Community number - 420534.” @Item 
594-C-41 1. Insurance, Flood — Pennsylvania — Lacka- 
wanna County. I. United States. Federal Insurance Adminis- 
tration. II. Title: Borough of Moscow, Pennsylvania, Lacka- 
wanna County. OCLC 08117418 


82-5388 


FEM 1.209:420560 


Flood insurance study : borough of Mountville, Pennsylvania, 


Lancaster County. — [Washington, D.C.?] : Federal Emergen- 
cy Management Agency, Federal Insurance Administration, 
[1980] ii, 14 p., 2 folded leaves of plates : ill., 1 map ; 28 cm. 
Cover title. “January 16, 1981.” Includes bibliographical 
references. “Community number - 420560.” @lItem 594-C- 
41 1. Insurance, Flood — Pennsylvania — Lancaster County. 
I. United States. Federal Insurance Administration. II. Title: 
Borough of Montville, Pennsylvania, Lancaster County. 
OCLC 08116838 
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82-5389 82-5394 


FEM 1.209:420561 


FEM 1.209:420665 
Flood insurance study : borough of Mount Joy, Pennsylvania, 


Flood insurance study : city of Bradford, Pennsylvania, 


Lancaster County. — [Washington, D.C.?] : Federal Emergen- 
cy Management Agency, Federal Insurance Administration, 
1981. ii, 7 p. : 1 map ; 28 cm. Cover title. “April 15, 
1981.” Includes bibliographical references. “Community 
number - 420561.” @lItem 594-C-41 1. Insurance, Flood — 
Pennsylvania — Lancaster County. I. United States. Federal 
Insurance Administration. II. Title: Borough of Mount Joy, 
Pennsylvania, Lancaster County. OCLC 08116883 


ag ue County. — [Washington, D.C.?] : Federal Emergen- 

it Agency, Federal Insurance Administration, 
1981. iii, 28 p., 4 folded leaves of plates : ill., 1 map ; 28 cm. 
Cover title. “March 16, 1981.” Includes bibliographical ref- 
erences. “Community number - 420665.” @lItem 592-C-41 
1. Insurance, Flood — Pennsylvania — McKean County. I. 
United States. Federal Insurance Administration. II. Title: 
City of Bradford, Pennsylvania, McKean County. OCLC 


08115681 
82-5390 


FEM 1.209:420597 
Flood insurance study : borough of Avoca, Pennsylvania, Lu- 
zerne County. —[Washington, D.C.?] : Federal Emergency 
Management Agency, Federal Insurance Administration, 
[1981] ii, 16 p., 4 folded leaf of plates ; ill, 1 map ; 28 cm. 
Cover title. “January 16, 1981.” Includes bibliographical 
references. “Community number—420597.” @lItem 594-C- 
41 1. Insurance, Flood — Pennsylvania — Avoca. I. United 
States. Federal Insurance Administration. II. Title: Borough 
of Avoca, Pennsylvania, Luzerne County. OCLC 07984849 


82-5391 


82-5395 
FEM 1.209:420674 

Flood insurance study : borough of Greenville, Pennsylvania, 
Mercer County. — [Washington, D.C.?] : Federal Emergency 
tt Agency, Federal Insurance Administration, 
[1981] ii, 18 p., [3] folded leaves of plates : ill., 1 map ; 28 
cm. Cover title. “January 16, 1981.” Includes biblio- 
graphical references. “Community number—420674.” 
@ltem 594-C-41 1. Insurance, Flood — Pennsylvania — 
Mercer County. I. United States. Federal Insurance Admin- 
istration. II. Title: Borough of Greenville, Pennsylvania, 


Mercer County. OCLC 08134547 
FEM 1.209:420640 


Flood insurance study : township of Hepburn, Pennsylvania, 
Lycoming County. —[Washington, D.C.?] : Federal Emer- 
gency Management Agency, [1981] ii, 18 p., 6 folded leaf of 
plates : ill., 1 map ; 28cm. Cover title. “August 17, 1981.” 
Includes bibliographical references. “Community number - 
420640.” @Item 594-C-41 1. Insurance, Flood — Pennsyl- 
vania — Lycoming County. I. United States. Federal Emer- 
gency Management Agency. II. Title: Township of Hep- 
burn, Pennsylvania, Lycoming County. OCLC 08116646 


82-5392 


82-5396 
FEM 1.209:420729 

Flood insurance study : borough of Portland, Pennsylvania, 
Northampton County.—[Washington, D.C.?] Federal 
Emergency Management Agency, Federal Insurance Admin- 
istration, 1981. ii, 20 p., 4 folded leaves of plates : ill., 1 map 
; 28 cm. Cover title. “March 16, 1981.” Includes biblio- 
graphical references. “Community number - 420729.” 
@ltem 594-C-41 1. Insurance, Flood — Pennsylvania — 
Northampton County. I. United States. Federal Insurance 
Administration. II. Title: Borough of Portland, Pennsylva- 


FEM 1.209:420641 nia, Northampton County. OCLC 08116211 


Flood insurance study : borough of Hughesville, Pennsylvania, 
Lycoming County. —[Washington, D.C.?] : Federal Emer- 
gency Management Agency, Federal Insurance Administra- 
tion, [1981] ii, 12 p., 1 folded leaf of plates : ill., 1 map ; 28 
cm. Cover title. “April 15, 1981.” Includes bibliograph- 
ical references. “Community number - 420641.” @lItem 
594-C-41 1. Insurance, Flood — Pennsylvania — Lycoming 
County. I. United States. Federal Insurance Administration. Cover title. “November 19, 1980.” Includes bibliographical 
II. Title: Borough of Hughesville, Pennsylvania, Lycoming references. “Community number—420752.” @lItem 594-C- 
County. OCLC 08116619 41 1. Insurance, Flood — Pennsylvania — Perry County. I. 

United States. Federal Insurance Administration. II. Title: 

82-5393 Borough of Millerstown, Pennsylvania, Perry County. 

OCLC 08135078 


82-5397 
FEM 1.209:420752 
Flood insurance study : borough of Millerstown, Pennsylvania, 
Perry County. —[Washington, D.C.?] : Federal Emergency 
Management Agency, Federal Insurance Administration, 
[1980] ii, 15 p., 1 folded leaf of plates : ill., 1 map ; 28 cm. 


FEM 1.209:420645 

Flood insurance study : township of McIntyre, Pennsylvania, 
Lycoming County. —[Washington, D.C.?] : Federal Emer- 
gency Management Agency, Federal Insurance Administra- 
tion, [1981] ii, 21 p., 7 folded leaves of plates : ill., 1 map ; 
28 cm. Cover title. “May 4, 1981.” Includes bibliograph- 
ical references. “Community number - 420645.” @Item 
594-C-41 1. Insurance, Flood — Pennsylvania — Lycoming 
County. I. United States. Federal Insurance Administration. 
II. Title: Township of McIntyre, Pennsylvania, Lycoming 
County. OCLC 08116726 


82-5398 
FEM 1.209:420848 

Flood insurance study : borough of California, Pennsylvania, 
Washington County. — [Washington, D.C.?] : Federal Emer- 
gency Management Agency, Federal Insurance Administra- 
tion, [1980] ii, 15 p., 1 folded leaf of plates : ill., 1 map ; 28 
cm. Cover title. “December 15, 1980.” Includes biblio- 
graphical references. “Community number - 420948.” 
@ltem 594-C-41 1. Insurance, Flood — Pennsylvania — 
Washington County. I. United States. Federal Insurance 
Administration. II. Title: Borough of California, Pennsylva- 
nia, Washington County. OCLC 08116582 
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82-5399 
FEM 1.209:420850 
Flood insurance study : borough of Charleroi, Pennsylvania, 
Washington County. — [Washington, D.C.?] : Federal Emer- 
gency Management Agency, Federal Insurance Administra- 
tion, [1981] ii, 14 p., 1 folded leaf of plates : ill., 1 map ; 28 
cm. Cover title. “January 16, 1981.” Includes biblio- 
i references. “Community number - 420850.” 
@ltem 594-C-41 1. Insurance, Flood — Pennsylvania — 
Washington County. I. United States. Federal Insurance 
Administration. II. Title: Borough of Charleroi, Pennsylva- 
nia, Washington County. OCLC 08116441 


82-5400 
FEM 1.209:420858 
Flood insurance study : borough of Roscoe, Pennsylvania, 
Washington County. — [Washington, D.C.?] : Federal Emer- 
gency Management Agency, Federal Insurance Administra- 
tion, [1981] ii, 16 p., 1 folded leaf of plates : ill., 1 map ; 28 
cm. Cover title. “January 16, 1981.” Includes _biblio- 
graphical references. “Community number - 420858.” 
@ltem 594-C-41 1. Insurance, Flood — Pennsylvania — 
Washington County. I. United States. Federal Insurance 
Administration. II. Title: Borough of Roscoe, Pennsylvania, 
Washington County. OCLC 08116164 


82-5404 


FEM 1.209:420952 


Flood insurance study : borough of Elco, Pennsylvania, Wash- 


ington County. —[Washington, D.C.?] : Federal Emergency 
Management Agency, Federal Insurance Administration, 

ii, 16 p., 1 folded leaf of plates : ill, 1 map ; 28 cm. 
Cover title. “January 16, 1981.” Includes bibliographical 
references. “Community number - 420952.” @lItem 594-C- 
41 1. Insurance, Flood — Pennsylvania — Washington 
County. I. United States. Federal Insurance Administration. 
II. Title: Borough of Elco, Pennsylvania, Washington 
County. OCLC 08116240 


82-5405 


FEM 1.209:421004 


Flood insurance study : township of Scott, Pennsylvania, Co- 


lumbia County. — [Washington, D.C.?] : Federal Emergency 
Management Agency, Federal Insurance Administration, 
[1981] ii, 28 p., 13 folded leaves of plates : ill, 1 map ; 28 
cm. Cover title. “March 2, 1981.” Includes bibliograph- 
ical references. “Community number—421004.” @lItem 
594-C-41 1. Insurance, Flood — Pennsylvania — Columbia 
County. I. United States. Federal Insurance Administration. 
II. Title: Township of Scott, Pennsylvania, Columbia County. 
OCLC 08134435 


82-5401 82-5406 
FEM 1.209:420859 
Flood insurance study : borough of Stockdale, Pennsylvania, 


Washington County. — [Washington, D.C.?] : Federal Emer- 


FEM 1.209:421058 

Flood insurance study : township of Collier, Pennsylvania, Alle- 

gheny County. —[Washington, D.C.?] : Federal Emergency 
gency Management Agency, Federal Insurance Administra- Management Agency, [1981] iv, 36 p., 20 folded leaves of 
tion, [1981] ii, 15 p., 1 folded leaf plates : ill., 1 map ; 28 cm. plates : ill, 1 map ; 28 cm. Cover title. “September 15, 
Cover title. “January 15, 1981.” Includes bibliographical 1981.” Includes bibliographical references. “Community 
references. “Community number - 420859.” @Item 594-C- number - 421058.” @Item 594-C-41 1. Insurance, Flood — 
Pennsylvania — Allegheny County. I. United States. Feder- 
al Emergency Management Agency. II. Title: Township of 
Collier, Pennsylvania, Allegheny County. OCLC 08123137 


82-5407 


41 1. Insurance, Flood — Pennsylvania — Washington 
County. I. United States. Federal Insurance Administration. 
Il. Title: Borough of Stockdale, Pennsylvania, Washington 
County. OCLC 08117531 


82-5402 FEM 1.209:421063 


Flood insurance study : township of Exeter, Pennsylvania, 

Flood insurance study : city of Lower Burrell, Pennsylvania, Berks County. —[Washington, D.C.?] : Federal Emergency 
Westmoreland County.—[Washington, D.C.?] Federal Management Agency, [1981] ii, 23 p., 16 folded leaves of 
Emergency Management Agency, [1981] ii, 24 p., 17 folded plates : ill, 1 map ; 28 cm. Cover title. “September 15, 
leaves of plates : ill, 1 map ; 28 cm. Cover title. “August 1981.” Includes bibliographical references. “Community 
17, 1981.” Includes bibliographical references. “Communi- number - 421063.” @ltem 594-C-41 1. Insurance, Flood — 
ty number — 420885.” @Item 594-C-41 1. Insurance, Pennsylvania — Berks County. I. United States. Federal 
Flood — Pennsylvania — Lower Burrell. I. United States. Emergency Management Agency. II. Title: Township of 
Federal Emergency Management Agency. II. Title: City of Exeter, Pennsylvania, Berks County. OCLC 08122966 
Lower Burrell, Pennsylvania, Westmoreland County. OCLC oniie 


FEM 1.209:420885 


07988077 


FEM 1.209:421157 
Flood insurance study : Borough of Abbottstown, Pennsylvania, 
Adams County. — [Washington, D.C.?] : Federal Emergency 
Management Agency, Federal Insurance Administration, 
[1981] ii, 15 p., 2 folded leaves of plates : ill., 1 map ; 28 cm. 
Management Agency, Federal Insurance Administration, Cover title. Mar. 2, 1981. Includes bibliographical refer- 
[1981] ii, 14 p., 2 folded leaves of plates : ill., 1 map ; 28 cm. ences. “Community number — 421157.” @lItem 594-C-41 
Cover title. “January 16, 1981.” Includes bibliographical 1. Insurance, Flood — Pennsylvania— Adams County. I. 
references. “Community number - 420924.” @lItem 594-C- United States. Federal Insurance Administration. II. Title: 


41 1. Insurance, Flood — Pennsylvania — York County. I. Borough Of Abbottstown, Pennsylvania, Adams County. 
United States. Federal Insurance Administration. II. Title: OCLC 08116113 

Borough of Glen Rock, Pennsylvania, York County. OCLC 

08115708 
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82-5403 
FEM 1.209:420924 
Flood insurance study : borough of Glen Rock, Pennsylvania, 
York County. — (Washington, D.C.?] : Federal Emergency 





82-5409 
FEM 1.209:421162 

Flood insurance study : township of Latimore, Pennsylvania, 
Adams County. — [Washington, D.C.?] : Federal Emergency 
Management Agency, [1981] ii, 19 p., 15 folded leaves of 
plates : ill., 1 map ; 28 cm. Cover title. “August 17, 1981.” 
Includes bibliographical references. “Community number - 
421162.” @Item 594-C-41 1. Insurance, Flood — Pennsyl- 
vania — Adams County. I. United States. Federal Emergen- 
cy Management Agency. II. Title: Township of Latimore, 
Pennsylvania, Adams County. OCLC 08122896 


82-5410 
FEM 1.209:421208 

Flood insurance study : township of Ephrata, Pennsylvania, 
Lancaster County. — [Washington, D.C.?] : Federal Emergen- 
cy Management Agency, Federal Insurance Administration, 
[1980] ii, 17 p., 12 folded leaves of plates : ill., 1 map ; 28 
cm. Cover title. “November 19, 1980.” Includes biblio- 
graphical references. “Community number - 421208.” 
@ltem 594-C-41 1. Insurance, Flood — Pennsylvania — Lan- 
caster County. I. United States. Federal Insurance Adminis- 
tration. II. Title: Township of Ephrata, Pennsylvania, Lan- 
caster County. OCLC 08116801 


82-5411 
FEM 1.209:421217 

Flood insurance study : township of Cranberry, Pennsylvania, 
Butler County. — [Washington, D.C.?] : Federal Emergency 
Management Agency, [1981] ii, 14 p., 3 folded leaves of 
plates : ill., 1 map ; 28 cm. Cover title. “October 1, 1981.” 
Includes bibliographical references. “Community number - 
421217.” @Item 594-C-41 1. Insurance, Flood — Pennsyl- 
vania — Butler County. I. United States. Federal Emergency 
Management Agency. II. Title: Township of Cranberry, 
Pennsylvania, Butler County. OCLC 08123066 


82-5412 
FEM 1.209:421387 
Flood insurance study : township of Frankstown, Pennsylvania, 
Blair County. —[Washington, D.C.?] : Federal Emergency 
Management Agency, Federal Insurance Administration 
[1980] ii, 23 p., 30 folded leaves of plates : ill, 1 map ; 28 
cm. Cover title. “December 15, 1980.” Includes biblio- 
graphical references. “Community number—421387.” 
@ltem 594-C-41 1. Insurance, Flood — Pennsylvania — 
Blair County. I. United States. Federal Emergency Manage- 
ment Agency. II. Title: Township of Frankstown, Pennsyl- 
vania, Blair County. OCLC 08135299 


82-5413 
FEM 1.209:421389 

Flood insurance study : township of Greenfield, Pennsylvania, 
Blair County. —[Washington, D.C.?] : Federal Emergency 
Management Agency, [1981] ii, 22 p., 23 folded leaves of 
plates : ill., 1 map ; 28cm. Cover title. “October 1, 1981.” 
Includes biblicgraphical references. “Community number— 
421389.” @ltem 594-C-41 1. Insurance, Flood — Pennsyl- 
vania — Blair County. I. United States. Federal Emergency 
Management Agency. II. Title: Township of Greenfield, 
Pennsylvania, Blair County. OCLC 08135243 
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82-5414 
FEM 1.209:421390 

Flood insurance study : township of Juniata, Pennsylvania, Blair 
County. — [Washington, D.C.?] : Federal Emergency Man- 
agement Agency, Federal Insurance Administration, 1981. ii, 
19 p., 19 folded leaves of plates : ill, 1 map ; 28 cm. Cover 
title. “March 16, 1981.” Includes bibliographical refer- 
ences. @Item 594-C-41 1. Insurance, Flood — Pennsylva- 
nia — Blair County. I. United States. Federal Insurance Ad- 
ministration. II. Title: Township of Juniata, Pennsylvania, 
Blair County. OCLC 08135163 


82-5415 
FEM 1.209:421602 

Flood insurance study : township of Aston, Pennsylvania, Dela- 
ware County. —[Washington, D.C.?] : Federal Emergency 
Management Agency, Federal Insurance Administration, 
[1981] ii, 20 p., 5 folded leaves of plates : ill., 1 map ; 28 cm. 
Cover title. “January 16, 1981.” Includes bibliographical 
references. “Community number - 421602.” @Item 594-C- 
41 1. Insurance, Flood — Pennsylvania — Delaware County. 
I. United States. Federal Insurance Administration. II. Title: 
Township of Aston, Pennsylvania, Delaware County. 
OCLC 08117658 


82-5416 
FEM 1.209:421631 

Flood insurance study : township of Luzerne, Pennsylvania, 
Fayette County. — [Washington, D.C.?] : Federal Emergency 
Management Agency, 1981. ii, 20 p., 6 folded leaves of 
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594-C-41 1. Insurance, Flood — Pennsylvania — York 
County. I. United States. Federal Insurance Administration. 
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tric power plants — United States — Periodicals. 2. Electric 
utilities — United States — Periodicals. 3. Gas, Natural — 
Law and legislation — United States — Periodicals. 4. Water 
resources development— United States — Periodicals. I. 
United States. Federal Energy Regulatory Commission. II. 
Title. sc-79005185 OCLC 02578499 


FEDERAL TRADE COMMISSION 
Washington, DC 20580 


82-5451 
FT 1.11:96 
United States. Federal Trade Commission. 

Federal Trade Commission decisions / compiled by Edito- 
rial/Publishing Services Branch of the Office of the Secre- 
tary. Washington, D.C. : The Commission : For sale by the 
Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 v.; 24cm. Semiannual 
$19.00 Began with Mar. 16, 1915/June 30, 1919. Vol. 96, 
July 1-Dec. 31, 1980. Description based on: Vol. 94 (July 1, 
1979 to Dec. 31, 1979). @lItem 534 S/N 018-000-00285-0 
1. Competition — United States — Periodicals. 2. Competi- 
tion, Unfair — United States — Periodicals. I. United States. 
Federal Trade Commission. Editorial/Publishing Services 
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Public administration — United States — Data processing. I. 
Title. OCLC 07952839 


82-5455 


GA 1.13:AFMD-81-20 


United States. General Accounting Office. 


Government-wide guidelines and management assistance 
center needed to improve ADP systems development : report 
/ by the U.S. General Accounting Office. — Washington, 
D.C. : The Office, [1981] 37 p. in various pagings ; 28 cm. 
Cover title. “February 20, 1981.” Includes bibliographical 
references. “AFMD-81-20.” “B-201441”—Prelim. p. “B- 
115369”—Appendix I. @Item 546-D (microfiche) 1. Data 
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D.C. : U.S. General Accounting Office, 1981. 3 v. : ill. ; 28 
cm. Cover title. “AFMD-81-57’—V. 1. “AFMD-81- 
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@ltem 546-D (microfiche) 1. Massachusetts — Blizzard, 
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Appropriations and expenditures. 2. Public contracts — 
United States. I. Title. OCLC 08090704 
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Water resources development — United States — Cost effec- 
tiveness. 2. Water resources development — Environmental 
aspects — United States. I. Title. OCLC 08135015 


82-5471 
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United States. General Accounting Office. 


Farmer-owned grain reserve program needs modification to 
improve effectiveness : report to the Congress / by the 
Comptroller General of the United States. — [Washington, 
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v, [2], 28 p.: 27 cm. Cover title. “May 5, 1981.” Includes 
bibliographical references. “ FPCD-81-23.” “B-203039.”— 
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States. I. United States. Office of Personnel Management. 
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The army needs to improve individual soldier training in its 
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counting Office, 1981. viii, 189 p. ; 28 cm. Cover title. 
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Employment — United States. 2. Sheltered 

United States. I. Goldwater, Barry, 1938- II. Title. 81- 
603405 OCLC 07980424 


82-5490 
GA 1,13:ID-81-32 
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ton, D.C. : U.S. General Accounting Office, [1981] iv, 50 p. 
; 28 cm. Cover title. “June 23, 1981.” Includes biblio- 
graphical references. “ID-81-32.” “B-203073”—Prelim. p. 
@ltem 546-D (microfiche) 1. Food relief, American. 2. 
Underdeveloped areas—Food relief. I. Title. OCLC 
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grams, American— India. I. United States. International 
Communication Agency. II. Title. OCLC 07982157 
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GA 1.13:ID-82-3 
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logs. 2. Education, Secondary — United States — Bibliogra- 
phy — Catalogs. I. Title. II. Series: United States. Superin- 
tendent of Documents. Subject bibliography ; SB-068. 
OCLC 08106210 


82-5546 
GP 3.22/2:070/7 
United States. Superintendent of Documents. 
Mammals and reptiles. — Washington, D.C. : U.S. G.P.O., 

Supt. of Docs., [1981] 3 p. ; 27 cm. — (Subject bibliography 
; SB-070) Caption title. “November 16, 1981.” @Item 
552-A 1. Government publications — Bibliography — Cata- 
logs. 2. Mammals — Bibliography — Catalogs. 3. Rep- 
tiles — Bibliography — Catalogs. I. Title. II. Series: United 
States. Superintendent of Documents. Subject bibliography ; 
SB-070. OCLC 08135271 


82-5547 
GP 3.22/2:073/8 
United States. Superintendent of Documents. 
Motion pictures, films, and audiovisual information. — 

Washington, D.C. : U.S. G.P.O., Supt. of Docs., [1981] 4 p. 
; 26 cm.— (Subject bibliography ; SB-073) Caption title. 
“November 16, 1981.” @lItem 552-A 1. Government publi- 
cations — Bibliography — Catalogs. 2. Audio-visual materi- 
als — Bibliography — Catalogs. I. Title. II. Series: United 
States. Superintendent of Documents. Subject bibliography ; 
SB-073. OCLC 08134083 


82-5548 
GP 3.22/2:076/7 
United States. Superintendent of Documents. 

Fire fighting, prevention, and forest fires. — Washington 
D.C. : U.S. G.P.O., Supt. of Docs., [1981] 9 p. ; 26 cm. — 
(Subject bibliography ; SB-076) Caption title. “November 
16, 1981.” @Item 552-A 1. Government publications — 
Bibliography — Catalogs. 2. Forest fires — United States — 
Prevention and control — Bibliography — Catalogs. 3. Fire 
prevention— United States — Bibliography — Catalogs. I. 
Title. II. Series: United States. Superintendent of Docu- 
ments. Subject bibliography ; SB-076. OCLC 08167334 


82-5549 


GP 3,22/2:081/7 
United States. Superintendent of Documents. 

Rehabilitation. — Washington, D.C. : U.S. G.P.O., Supt. of 
Docs., [1981] 7 p. ; 26 cm.— (Subject bibliography ; SB- 
081) Caption title. “November 16, 1981.” @lItem 552-A 
1. Government publications — Bibliography — Catalogs. 2. 
Rehabilitation — United States — Bibliography — Catalogs. 
I. Title. Il. Series: United States. Superintendent of Docu- 
ments. Subject bibliography ; SB-081. OCLC 08167365 

82-5550 
GP 3.22/2:081/9 
United States. Superintendent of Documents. 

Rehabilitation. — Washington, D.C. : U.S. G.P.O., Supt. of 
Docs., [1981] 7 p. ; 26 cm.— (Subject bibliography ; SB- 
081) Caption title. “November 16, 1981.” @lum 5 552-A 
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1. Government publications — Bibliography — Catalogs. 2. 
Rehabilitation — United States — Bibliography — Catalogs. 
I. Title. II. Series: United States. Superintendent of Docu- 
ments. Subject bibliography ; SB-081. OCLC 08167365 


82-5551 
GP 3.22/2:083/7 
United States. Superintendent of Documents. 
Educational statistics. —- Washington, D.C. : U.S. G.P.O., 

Supt. of Docs., [1981] 5 p. ; 27 cm. — (Subject bibliography 
; SB-083) Caption title. “November 16, 1981.” @Item 
552-A 1. Government publications — Bibliography — Cata- 
logs. 2. Education — Statistics — Bibliography — Catalogs. 
I. Title. II. Series: United States. Superintendent of Docu- 
ments. Subject bibliography ; SB-083. OCLC 08134171 


82-5552 
GP 3.22/2:087/8 
United States. Superintendent of Documents. 

Stenography, typing and writing. — Washington, D.C. 
U.S. G.P.O., Supt. of Docs., 1981)” 4 p. ; 27 cm. — (Subject 
bibliography ; SB-087) Caption title. “November 16, 1981.” 
@lItem 552-A 1. Government publications — Bibliogra- 
phy — Catalogs. 2. Writing — Bibliography — Catalogs. 3. 
Letter-writing — Bibliography — Catalogs. I. Title. II. 
Series: United States. Superintendent of Documents. Subject 
bibliography ; SB-087. OCLC 08138495 


82-5553 
GP 3.22/2:088/7 
United States. Superintendent of Documents. 

Environmental education and protection. — Washington, 
D.C. : U.S. G.P.O., Supt. of Docs., [1981] 14 p. ; 26 cm. — 
(Subject bibliography ; SB-088) Caption title. ‘November 
16, 1981.” @Item 552-A 1. Government publications — 
Bibliography — Catalogs. 2. Environmental protection — 
Bibliography — Catalogs. I. Title. II. Series: United States. 
Superintendent of Documents. Subject bibliography ; SB-088. 
OCLC 08134539 


82-5554 
GP 3.22/2:090/9 
United States. Superintendent of Documents. 

Federal government forms. — Washington, D.C. : U.S. 
G.P.O., Supt. of Docs., [1981] 14 p. ; 26 cm.— (Subject 
bibliography ; SB-090) Caption title. “November 16, 1981.” 
@ltem 552-A 1. Government publications — Bibliogra- 
phy — Catalogs. 2. Government paperwork — United 
States — Bibliography — Catalogs. I. Title. Il. Series: 
United States. Superintendent of Documents. Subject bibliog- 
raphy ; SB-090. OCLC 08134586 


82-5555 
GP 3.22/2:094/7 
United States. Superintendent of Documents. 
Irrigation and drainage. — Washington, D.C. : U.S. G.P.O., 
Supt. of Docs., [1981] 4 p. ; 27 cm. — (Subject bibliography 
; SB-094) Caption title. “November 16, 1981.” @Item 
552-A 1. Government publications — Bibliography — Cata- 
logs. 2. Irrigation— United States — Bibliography — Cata- 
logs. 3. Drainage— United States — Bibliography — Cata- 
logs. I. Title. II. Series: United States. Superintendent of 
Documents. Subject bibliography ; SB-094. OCLC 08097215 


82-5556 
GP 3.22/2:095/7 
United States. Superintendent of Documents. 
Solid waste management. — Washington, D.C. : G.P.O., 
Supt. of Docs., [1981] 4p. ; 27 cm. — (Subject bibliography 
; SB-095) Caption title. “November 16, 1981.” @lItem 
552-A 1. Government publications — Bibliography — Cata- 





disposal — Bibliography — Cata- 
: United States. Superintendent of 
Silegtaoke : SB-095. OCLC 08106274 


GP 3.22/2:100/8 
United States. Superintendent of Documents. 

Federal Trade Commission decisions and publications. — 
‘Washington, D.C. : U.S. G.P.O., Supt. of Docs., [1981] 6 p. 
; 28 cm.— (Subject bibliography ; SB-100) Caption title. 
“November 16, 1981.” @Item 552-A 1. United States. Fed- 
— Catalogs. 2. Gov- 
— Catalogs. I. Title. 
II. Series: United States. Superintendent of Documents. Sub- 

ject bibliography ; SB-100. OCLC 08134621 


82-5558 
GP 3.22/2:104/7 
United States. Superintendent of Documents. 
Heart and circulatory system. — W: 

G.P.O., Supt. of Docs., [1981] 4 p. ; 
bibliography ; SB-104) Caption title. “November 16, 1981.” 
@ltem 552-A 1. Government publications — Bibliogra- 
phy — Catalogs. 2. Heart — Bibliography — Catalogs. 3. 
Cardiovascular system — Bibliography — Catalogs. I. Title. 
II. Series: United States. Superintendent of Documents. Sub- 
ject bibl'ography ; SB-104. OCLC 08127087 


82-5559 


m, D.C. : U.S. 
27 cm.— (Subject 


GP 3.22/2:107/8 
United States. Superintendent of Documents. 

Art and artists. — Washington, D.C. : U.S. G.P.O., Supt. of 
Docs., [1981] 10 p. ; 28 cm.— (Subject bibliography ; SB- 
107) Caption title. “November 16, 1981.” @lItem 552-A 
1. Government publications — Bibliography — Catalogs. 2. 
Art— United States — Bibliography — Catalogs. 3. Art- 
ists — United States — Bibliography — Catalogs. I. Title. 
II. Series: United States. Superintendent of Documents. Sub- 
ject bibliography ; SB-107. OCLC 08167392 


82-5560 
GP 3.22/2:109/7 
United States. Superintendent of Documents. 
Weights and measures. — Washington, D.C. : U.S. G.P.O., 

Supt. of Docs., [1981] 5 p. ; 26 cm.— (Subject bibliography 
; SB-109) Caption title. “November 16, 1981.” @lItem 
552-A 1. Government publications — Bibliography — Cata- 
logs. 2. Weights and measures — United States — Bibliogra- 
phy — Catalogs. I. Title. II. Series: United States. Superin- 
tendent of Documents. Subject bibliography ; SB-109. 
OCLC 08097257 


82-5561 
GP 3.22/2:111/8 
United States. Supezintendent of Documents. 

Women. — Washington, D.C. : U.S. G.P.O., Supt. of Docs., 
[1981] 21 p. ; 26 cm.— (Subject bibliography ; SB-111) 
Caption title. “November 16, 1981.” @Item 552-A 1. 
Government publications — Bibliography — Catalogs. 2. 
Women — United States — Bibliography — Catalogs. I. 
Title. II. Series: United States. Superintendent of Docu- 
ments. Subject bibliography ; SB-111. OCLC 08134651 


82-5562 
GP 3.22/2:114/9 
United States. Superintendent of Documents. 

Directories and lists of persons and organizations. — Wash- 
ington, D.C. : U.S. G.P.O., Supt. of Docs., [1981] 20 p. ; 26 
cm.— (Subject bibliography ; SB-114) Caption title. “‘No- 
vember 16, 1981.” @Item 552-A 1. Government publica- 
tions — Bibliography — Catalogs. 2. Directories — Bibliogra- 
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phy — Catalogs. 3. United States — Directories — 


GP 3.22/2:116/6 
United States. Superintendent of Documents. 

Wildlife it. — Washington, D.C. : U.S. G.P.O., 
Supt. of Docs., [1981] 5 p. ; 27 cm. — (Subject bibliography 
; SB-116) Caption title. “November 16, 1981.” @ltem 
552-A 1. Government publications — Bibliography — Cata- 
logs. 2. Wildlife management — United States — oa 
phy — Catalogs. I. Title. II. Series: United States. 
tendent of Documents. Subject bibliography ; SB-116. 
OCLC 08134738 

82-5564 
GP 3.22/2:117/7 
United States. Superintendent of Documents. 

Law enforcement. — Washington, D.C. : U.S. G.P.O., Supt. 
of Docs., [1981] 17 p. ; 26 cm.— (Subject bibliography ; 
SB-117) Caption title. “November 16, 1981.” @lItem 552- 
A 1. Law enforcement — United States — Bibliography — 
Catalogs. 2. Government publications — Bibliography — 
Catalogs. I. Title. II. Series: United States. Superintendent 


of Documents. Subject bibliography ; SB-117. OCLC 
08134781 


82-5565 
GP 3.22/2:118/7 
United States. Superintendent of Documents. 

Annual reports. — Washington, D.C. : U.S. G.P.O., Supt. 
of Docs., [1981] 27 p. ; 26 cm.— (Subject bibliography ; 
SB-118) Caption title. “November 16, 1981.” @Item 552- 
A 1. Government publications — Bibliography — Catalogs. 
2. Administrative agencies — United States — Bibliography — 
Catalogs. I. Title. II. Series: United States. Superintendent 
of Documents. Subject bibliography ; SB-118. OCLC 
08135313 


82-5566 
GP 3.22/2:119/7 
United States. Superintendent of Documents. 
Hospitals. — Washington, D.C. : U.S. G.P.O., Supt. of 

Docs., [1981] 7 p. ; 26 cm.— (Subject bibliography ; SB- 
119) Caption title. “November 16, 1981.” Oltem 552-A 
1. Government publications — Bibliography — Catalogs. 2. 
Hospitals — United States — Bibliography — Catalogs. I. 
Title. II. Series: United States. Superintendent of Docu- 
ments. Subject bibliography ; SB-119. OCLC 08142105 


82-5567 
GP 3.22/2:121/7 
United States. Superintendent of Documents. 

Vital and health statistics. — Washington, D.C. : US. 
G.P.O., Supt. of Docs., [1981] 5 p. ; 27 cm.— (Subject 
bibliography ; SB-121) Caption title. “November 16, 1981”. 
@lItem 552-A 1. Government publications — Bibliogra- 
phy — Catalogs. 2. Public health— United States — Statis- 
tics — Bibliography — Catalogs. 3. United States — Statis- 
tics, Vital — Bibliography — Catalogs. I. Title. II. Series: 
United States. Superintendent of Documents. Subject bibliog- 
raphy ; SB-121. OCLC 08142082 


82-5568 
GP 3.22/2:122/7 
United States. Superintendent of Documents. 
Public health. — Washington, D.C. : U.S. G.P.O., Supt. of 
Docs., [1981] 7 p. ; 26 cm.— (Subject bibliography ; SB- 
122) Caption title. “November 16, 1981.” ‘er Item 552-A 
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1. Government publications — Bibliography — Catalogs. 2. 
Public health — United States — Bibliography — Catalogs. I. 
Title. II. Series: United States. Superintendent of Docu- 
ments. Subject bibliography ; SB-122. OCLC 08167454 


82-5569 
GP 3.22/2:123/7 
United States. Superintendent of Documents. 
Foreign trade and tariff. — Washington, D.C. : U.S. G.P.O., 

Supt. of Docs., 1981. 25 p. ; 26 cm. — (Subject bibliography 
; SB-123) Caption title. “November 16, 1981.” @Item 
552-A 1. Government publications — Bibliography — Cata- 
logs. 2. Tariff— United States — Bibliography — Catalogs. 
3. United States — Commerce — Bibliography — Catalogs. I. 
Title. II. Series: United States. Superintendent of Docu- 
ments. Subject bibliography ; SB-123. OCLC 08174950 

82-5570 

GP 3.22/2:124/6 
United States. Superintendent of Documents. 
Zoology. — Washington, D.C. : U.S. G.P.O., Supt. of 

Docs., [1981] 2 p. ; 27 cm.— (Subject bibli hy ; SB- 
124) Caption title. “November 16, 1981.” @Item 552-A 
1. Government publications — Bibliography — Catalogs. 2. 
Zoology — Bibliography — Catalogs. I. Title. II. Series: 
United States. Superintendent of Documents. Subject bibliog- 
raphy ; SB-124. OCLC 08140704 


82-5571 
GP 3.22/2:125/7 
United States. Superintendent of Documents. 
Marketing research. — Washington, D.C. 

Supt. of Docs., [1981] 13 p. ; 26 cm.— (Subject bibliogra- 
phy ; SB-125) Caption title. “November 16, 1981.” 
@ltem 552-A 1. Government publications — Bibliogra- 
phy — Catalogs. 2. Marketing research — United States — 
Bibliography — Catalogs. I. Title. II. Series: United States. 
Superintendent of Documents. Subject bibliography ; SB-125. 
OCLC 08106046 


82-5572 


: US. G.P.O., 


GP 3.22/2:127/9 
United States. Superintendent of Documents. 

Disarmament and arms control. — Washington, D.C. : U.S. 
G.P.O., Supt. of Docs., [1981] 6 p. ; 27 cm.— (Subject 
bibliography ; SB-127) Caption title. “November 16, 1981.” 
@ltem 552-A 1. Government publications — Bibliogra- 
phy — Catalogs. 2. Disarmament — Bibliography — Cata- 
logs. 3. Security, International — Bibliography — Catalogs. 
4. Arms control — Bibliography — Catalogs. I. Title. II. 
Series: United States. Superintendent of Documents. Subject 
bibliography ; SB-127. OCLC 08140761 

82-5573 
GP 3.22/2:128/7 
United States. Superintendent of Documents. 

Banks and banking. — Washington, D.C. : U.S. G.P.O., 
Supt. of Docs., [1981] 5 p. ; 26 cm. — (Subject bibliography 
; SB-128) Caption title. “November 16, 1981.” @Item 
552-A 1. Government publications — Bibliography — Cata- 
logs. 2. Banks and banking— United States — Bibliogra- 
phy — Catalogs. I. Title. II. Series: United States. Superin- 
tendent of Documents. Subject bibliography SB-128. 
OCLC 08140818 


82-5574 


GP 3.22/2:129/7 
United States. Superintendent of Documents. 
Procurement, supply cataloging, and classification. — Wash- 
ington, D.C. : U.S. G.P.O., Supt. of Docs., [1981] 15 p. ; 26 
cm.— (Subject bibliography ; SB-129) Caption title. “No- 
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vember 16, 1981.” @ltem 552-A 1. Government publica- 
tions — Bibliography — Catalogs. 2. United States — Armed 
Forces — Procurement — Bibliography — Catalogs. I. Title. 
II. Series: United States. Superintendent of Documents. Sub- 
ject bibliography ; SB-129. OCLC 08106178 

82-5575 

GP 3.22/2:131/7 

United States. Superintendent of Documents. 

Armed Forces. — W: D.C. : U.S. G.P.O., Supt. of 
Docs., [1981] 7 p. ; 26 cm.— (Subject bi shy ; SB- 
131) Caption title. “November 16, 1981.” @Item 552-A 
1. Government publications — Bibliography — Catalogs. 2. 
United States— Armed Forces — Bibliography — Catalogs. 
I. Title. II. Series: United States. S 


uperintendent of Docu- 
ments. Subject bibliography ; SB-131. OCLC 08140874 
82-5576 


GP 3.22/2:134/7 

United States. Superintendent of Documents. 

Sanitation and sewage. — Washington, D.C. : U.S. G.P.O., 
Supt. of Docs., [1981] 4 p. ; 26 cm. — (Subject bibliography 
; SB-134) Caption title. “November 16, 1981.” @Item 
552-A 1. Government publications — Bibliography — Cata- 
logs. 2. Sewage — Bibliography — Catalogs. 3. Sanita- 
tion — Bibliography — Catalogs. I. Title. II. Series: United 
States. Superintendent of Documents. Subject bibliography ; 
SB-134. OCLC 08140915 


82-5577 
GP 3.22/2:138/6 
United States. Superintendent of Documents. 
Building science series. — Washington, D.C. : U.S. G.P.O., 

Supt. of Docs., [1981] 7 p. ; 26 cm.— (Subject biblography 
; SB-138) Caption title. “November 16, 1981.” @lItem 
552-A 1. Government publications — Bibliography — Cata- 
logs. 2. Building — Bibliography — Catalogs. 3. Building 
materials — Bibliography — Catalogs. I. Title. II. Series: 
United States. Superintendent of Documents. Subject bibliog- 
raphy ; SB-138. OCLC 08140943 


82-5578 
GP 3.22/2:139/7 
United States. Superintendent of Documents. 

National standard reference data series. — Washington, 
D.C. : U.S. G.P.O., Supt. of Docs., [1981] 4 p. ; 26 cm. — 
(Subject bibliography ; SB-139) Caption title. ‘November 
16, 1981.” @Item 552-A 1. Government publications — 
Bibliography — Catalogs. 2. Chemical reactions — Bibliog- 
raphy — Catalogs. I. Title. II. Series: United States. Super- 
intendent of Documents. Subject bibliography ; SB-139. 
OCLC 08127207 


82-5579 
GP 3.22/2:143/7 
United States. Superintendent of Documents. 
Fossils. — Washington, D.C. : U.S. G.P.O., Supt. of Docs., 
[1981] 5 p. ; 27 cm.— (Subject bibliography ; SB-143) 
Caption title. “November 16, 1981.” Otten 552-A 1. 


Government publications — Bibliography — Catalogs. 2. Pa- 


leontology — Bibliography — Catalogs. I. Title. II. Series: 
United States. Superintendent of Documents. Subject bibliog- 
raphy ; SB-143. OCLC 08135010 


82-5580 
GP 3.22/2:144/8 
United States. Superintendent of Documents. 

American Revolution. — Washi , D.C. : U.S. G.P.O., 
Supt. of Docs., [1981] 14 p. ; 27 cm.— (Subject bibliogra- 
phy ; SB-144) Caption title. “November 16, 1981.” 
@ltem 552-A 1. Government publications — Bibliogra- 





phy — Catalogs. 2. United States — History — Revolution, 
1775-1783 — Bibliography — Catalogs. I. Title. II. Series: 
United States. Superintendent of Documents. Subject bibliog- 
raphy ; SB-144. OCLC 08097466 
82-5581 
GP 3.22/2:148/7 
United States. Superintendent of Documents. 

National Bureau of Standards technical notes. — Washing- 
ton, D.C. : U.S. G.P.O., Supt. of Docs., [1981] 14 p. ; 26 
cm.— (Subject bibliography ; SB-148) Caption title. “No- 
vember 16, 1981.” @lItem 552-A_ 1. United States. National 
Bureau of Standards — Bibliography — Catalogs. 2. Govern- 
ment publications — Bibliography — Catalogs. I. Title. II. 
Series: United States. Superintendent of Documents. Subject 
bibliography ; SB-148. OCLC 08175143 

82-5582 
GP 3.22/2:151/7 
United States. Superintendent of Documents. 

Minerals and mining. — Washington, D.C. : U.S. G.P.O., 
Supt. of Docs., [1981] 21 p. ; 26 cm.— (Subject bibliogra- 
phy ; SB-151) Caption title. “November 16, 1981.” 
@Item 552-A 1. Government publications — Bibliogra- 
phy — Catalogs. 2. Mines and mineral resources — United 
States — Bibliography — Catalogs. I. Title. II. Series: 
United States. Superintendent of Documents. Subject bibliog- 
raphy ; SB-151. OCLC 08097195 


82-5583 
GP 3.22/2:153/7 
United States. Superintendent of Documents. 

National defense and security. — Washington, D.C. : U.S. 
G.P.O., Supt. of Docs., [1981] 8 p. ; 26 cm.— (Subject 
bibliography ; SB-153) Caption title. “April 16, 1981.” 
@lItem 552-A 1. Government publications — Bibliogra- 
phy — Catalogs. 2. United States — National security — Bib- 
liography — Catalogs. 3. United States — Defenses — Bib- 
liography — Catalogs. I. Title. II. Series: United States. Su- 
perintendent of Documents. Subject bibliography ; SB-153. 
OCLC 08175031 


82-5584 
GP 3.22/2:154/7 
United States. Superintendent of Documents. 

Medicine and medical science. — Washington, D.C. : U.S. 
G.P.O., Supt. of Docs., [1981] 22 p. ; 26 cm.— (Subject 
bibliography ; SB-154) Caption title. “November 16, 1981.” 
@ltem 552-A 1. Government publications — Bibliogra- 
phy — Catalogs. 2. Medicine— United States — Bibliogra- 
phy — Catalogs. 3. Medical research — United States — Bib- 
liography — Catalogs. I. Title. II. Series: United States. Su- 
perintendent of Documents. Subject bibliography ; SB-154. 
OCLC 08144538 

82-5585 
GP 3.22/2:158/7 
United States. Superintendent of Documents. 

Army technical and field manuals. — Washington, D.C. : 
U.S. G.P.O., Supt. of Docs., [1981] 5 p. ; 26 cm. — (Subject 
bibliography ; SB-158) Caption title. “November 16, 1981.” 
@ltem 552-A 1. United States. Army — Bibliography — 
Catalogs. 2. Government publications — Bibliography — 
Catalogs. I. Title. II. Series: United States. Superintendent 
of Documents. Subject bibliography ; SB-158. OCLC 
08127117 

82-5586 
GP 3.22/2:159/6 
United States. Superintendent of Documents. 

Salvage and recycling. — Washington, D.C. : U.S. G.P.O., 

Supt. of Docs., [1981] 3 p. ; 27 cm. — (Subject bibliography 
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; SB-159) Caption title. “November 16, 1981.” @Item 
552-A_ 1. Government publications — Bibliography — Cata- 
logs. 2. Recycling (Waste, etc.) — Bibliography — Catalogs. 
I. Title. II. Series: United States. Superintendent of Docu- 
ments. Subject bibliography ; SB-159. OCLC 08175068 
82-5587 
GP 3.22/2:161/7 
United States. Superintendent of Documents. 

Farms and farming. — Washington, D.C. : U.S. G.P.O., 
Supt. of Docs., [1981] 7 p. ; 26 cm. — (Subject bibliography 
; SB-161) Caption title. “November 16, 1981.” @lItem 
552-A_ 1. Government publications — Bibliography — Cata- 
logs. 2. Agriculture — United States — Bibliography — Cata- 
logs. I. Title. II. Series: United States. Superintendent of 
Documents. Subject bibliography ; SB-161. OCLC 08097444 

82-5588 : 
GP 3.22/2:162/7 
United States. Superintendent of Documents. 

Agricultural research, statistics, and economic reports. — 
Washington, D.C. : U.S. G.P.O., Supt. of Docs., [1981] 8 p. 
; 26 cm.— (Subject bibliography ; SB-162) Caption title. 
“November 16, 1981.” @lItem 552-A 1. Government publi- 
cations — Bibliography — Catalogs. 2. Agriculture — United 
States — Bibliography — Catalogs. 3. Agricultural re- 
search — United States — Bibliography — Catalogs. I. Title. 
II. Series: United States. Superintendent of Documents. Sub- 
ject bibliography ; SB-162. OCLC 08143119 

82-5589 
GP 3.22/2:164/8 
United States. Superintendent of Documents. 

Reading. — Washington, D.C. : U.S. G.P.O., Supt. of 
Docs., [1981] 2 p. ; 26 cm.— (Subject bibliography ; SB- 
164) Caption title. “November 16, 1981.” @Item 522-A 
1. Government publications — Bibliography — Catalogs. 2. 
Reading — United States — Bibliography — Catalogs. I. 
Title. II. Series: United States. Superintendent of Docu- 
ments. Subject bibliography ; SB-164. OCLC 08141001 


82-5590 
GP 3.22/2:166/7 
United States. Superintendent of Documents. 
Foreign area studies. — Washington, D.C. : U.S. G.P.O., 

Supt. of Docs., [1981] 7 p. ; 26 cm.— (Subject bibliography 
; SB-166) Caption title. “November 16, 1981.” @Item 
552-A 1. Government publications — Bibliography — Cata- 
logs. 2. Geography — Bibliography — Catalogs. I. Title. 
II. Series: United States. Superintendent of Documents. Sub- 
ject bibliography ; SB-166. OCLC 08097337 


82-5591 
GP 3.22/2:168/8 
United States. Superintendent of Documents. 

Rural Electrification Administration (REA) forms and bul- 
letins. — Washington, D.C. : U.S. G.P.O., Supt. of Docs., 
[1981] 4 p. ; 27 cm.— (Subject bibliography ; SB-168) 
Caption title. “November 16, 1981.” @Item 552-A 1. 
United States. Rural Electrification Administration — Bibliog- 
raphy — Catalogs. 2. Government publications — Bibliogra- 
phy — Catalogs. I. Title. II. Series: United States. Superin- 
tendent of Documents. Subject bibliography ; SB-168. 
OCLC 08106189 


82-5592 
GP 3.22/2:173/6 
United States. Superintendent of Documents. 
Naval Personnel Bureau and Naval Education and Training 
Command publications. — Washington, D.C. : U.S. G.P.O., 
Supt. of Docs., [1981] 6 p. ; 26 cm. — (Subject bibliography 
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; SB-173) Caption title. “November 16, 1981.” @lItem 
552-A 1. Government publications — Bibliography — Cata- 
logs. 2. United States. Bureau of Naval Personnel — Bibliog- 
raphy — Catalogs. 3. United States. Naval Education and 
Training Command — Bibliography — Catalogs. I. Title. 
II. Series: United States. Superintendent of Documents. Sub- 
ject bibliography ; SB-173. OCLC 08143162 


82-5593 
GP 3.22/2:174/6 
United States. Superintendent of Documents. 
United States Court of Claims reports. — Washington, D.C. 

: U.S. G.P.O., Supt. of Docs., [1981] 2 p. ; 26 cm.— (Sub- 
ject bibliography ; SB-174) Caption title. “November 16, 
1981.” @Item 522-A 1. United States. Court of Claims — 
Bibliography — Catalogs. 2. Government publications — 
Bibliography — Catalogs. I. Title. II. Series: United States. 
Superintendent of Documents. Subject bibliography ; SB-174. 
OCLC 08144609 


82-5594 
GP 3.22/2:182/6 
United States. Superintendent of Documents. 

United States Air Force manuals. — Washington, D.C. : 
U.S. G.P.O., Supt. of Docs., [1981] 5 p. ; 27 cm. — (Subject 
bibliography ; SB-182) Caption title. “November 16, 1981.” 
@ltem 552-A 1. Government publications — Bibliogra- 
phy — Catalogs. 2. United States. Air Force — Handbooks, 
manuals, etc. — Bibliography — Catalogs. I. Title. II. 
Series: United States. Superintendent of Documents. Subject 
bibliography ; SB-182. OCLC 08143248 


82-5595 
GP 3.22/2:186/7 
United States. Superintendent of Documents. 


Civil Aeronautics Board publications. — Washington, D.C. 


: U.S. G.P.O., Supt. of Docs., [1981] 4 p. ; 26 cm.— (Sub- 


ject bibliography ; SB-186) Caption title. “November 16, 
1981.” @Item 552-A 1. United States. Civil Aeronautics 
Board — Bibliography — Catalogs. 2. Government publica- 
tions — Bibliography — Catalogs. I. Title. II. Series: 
United States. Superintendent of Documents. Subject bibliog- 
raphy ; SB-186. OCLC 08097296 


82-5596 
GP 3.22/2:190/6 
United States. Superintendent of Documents. 

Federal Maritime Commission publications. — Washington, 
D.C. : U.S. G.P.O., Supt. of Docs., [1981] 3 p. ; 27 cm. — 
(Subject bibliography ; SB-190) Caption title. “November 
16, 1981.” @Item 552-A 1. United States. Federal Mari- 

time Commission — Bibliography — Catalogs. 2. Govern- 
ment publications — Bibliography — Catalogs. I. Title. II. 
Series: United States. Superintendent of Documents. Subject 
bibliography ; SB-190. OCLC 08124422 


82-5597 
GP 3.22/2:191/7 
United States. Superintendent of Documents 
Treaties and other international agreements of the United 

States. — Washington, D.C. : U.S. G.P.O., Supt. of Docs., 
[1981] 3 p. ; 27 cm.— (Subject bibliography ; SB-191) 
Caption title. “November 16, 1981.” @lItem 552-A 1. 
Government publications — Bibliography — Catalogs. 2. In- 
ternational obligations — Bibliography — Catalogs. 3. United 
States — Foreign relations — Bibliography — Catalogs. I. 
Title. II. Series: United States. Superintendent of Docu- 
ments. Subject bibliography ; SB-191. OCLC 08124324 
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82-5598 
GP 3.22/2:193/6 
United States. Superintendent of Documents. 

X-rays. — Washington, D.C. : U.S. G.P.O., Supt. of Docs., 
[1981] 4 p. ; 27 cm.— (Subject bibli hy ; SB-193) 
Caption title. “November 16, 1981.” @Item 552-A 1. 
Government publications — Bibliography — Catalogs. 2. X- 
rays — Bibliography — Catalogs. I. Title. II. Series: United 
States. Superintendent of Documents. Subject bibliography ; 
SB-193. OCLC 08173990 


82-5599 
GP 3.22/2:196/5 
United States. Superintendent of Documents. 
Elementary education. — Washington, D.C. : U.S. G.P.O., 

Supt. of Docs., [1981] 5 p. ; 26 cm.— (Subject bibliography 
; SB-196) Caption title. “November 16, 1981.” @lItem 
552-A 1. Government publications — Bibliography — Cata- 
logs. 2. Education, Elementary — United States — Bibliogra- 
phy — Catalogs. I. Title. II. Series: United States. Superin- 
tendent of Documents. Subject bibliography SB-196. 
OCLC 08143296 


82-5600 
GP 3.22/2:197/6 
United States. Superintendent of Documents. 

United States Code, 1976.— Washington, D.C. : US. 
G.P.O., Supt. of Docs., [1981] 3 p. ; 27 cm.— (Subject 
bibliography ; SB-197) Caption title. “November 16, 1981.” 
@ltem 552-A 1. Government publications — Bibliogra- 
phy — Catalogs. 2. Legal documents — United States — Bib- 
liography — Catalogs. I. Title. II. Series: United States. Su- 
perintendent of Documents. Subject bibliography ; SB-197. 
OCLC 08127066 


82-5601 
GP 3.22/2:200/6 
United States. Superintendent of Documents. 

Atomic energy and nuclear power. — Washington, D.C. : 
U.S. G.P.O., Supt. of Docs., [1981] 13 p. ; 26 cm.— (Sub- 
ject bibliography ; SB-200) Caption title. “November 16, 
1981.” @Item 552-A 1. Government publications — Bib- 
liography — Catalogs. 2. Atomic power — Bibliography — 
Catalogs. I. Title. II. Series: United States. Superintendent 
of Documents. Subject bibliography ; SB-200 OCLC 
08174441 


82-5602 
GP 3.22/2:201/5 
United States. Superintendent of Documents. 

Congress. — Washington, D.C.: U.S. G.P.O., Supt.of Docs., 
[1981] 13 p. ; 26 cm.— (Subject bibliography ; rw 
Caption title. “November 16, 1981.” Item 552- A 
Government publications — Bibliography — Catalogs. 2 
United States. Congress — Bibliography — Catalogs. I. Title. 
II. Series: United States. Superintendent of Documents. Sub- 
ject bibliography ; SB-201. OCLC 08174901 


82-5603 
GP 3.22/2:202/6 
United States. Superintendent of Documents. 

Personnel management, guidance and counseling. — Wash- 
ington, D.C. : U.S. G.P.O., Supt. of Docs., [1981] 16 p. ; 26 
cm.— (Subject bibliography ; SB-202) Caption title. “No- 
vember 16, 1981.” @lItem 552-A_ 1. Government publica- 
tions — Bibliography — Catalogs. 2. Personnel manage- 
ment — Bibliography — Catalogs. 3. Vocational guidance — 
Bibliography — Catalogs. I. Title. II. Series: United States. 
Superintendent of Documents. Subject bibliography ; SB-202. 
OCLC 08143334 





82-5604 
GP 3.22/2:207/6 
United States. Superintendent of Documents. 
Civil rights and equal opportunity. — Washington, D.C. : 
U.S. G.P.O., Supt. of Docs., [1981] 17 p. ; 26 cm.— (Sub- 
ject bibliography ; SB-207) Caption title. “November 16, 
1981. ” @ltem 552-A 1. Government publications — Bib- 


— Catalogs. 2. Civil rights — United States — Bib- 


— Catalogs. I. Title. I. “ 
Superintendent of Documents. Subject bibliography ; SB-207. 
OCLC 08097499 


82-5605 
GP 3.22/2:211/5 
United States. Superintendent of Documents. 

Intergovernmental relations. — Washington, D.C. : U.S. 
G.P.O., Supt. of Docs., [1980] 8 p. ; 26 cm.— (Subject 
bibliography ; SB-211) Caption title. “November 16, 1981.” 
@lItem 552-A 1. Government publications — Bibliogra- 
phy — Catalogs. 2. Intergovernmental fiscal relations — 
United States — Bibliography — Catalogs. I. Title. II. 
Series: Unitec States. Superintendent of Documents. Subject 
bibliography ; SB-211. OCLC 08143369 


82-5606 
GP 3.22/2:214/6 
United States. Superintendent of Documents. 

Adult education. — Washington, D.C. : U.S. G.P.O., Supt. 
of Docs., [1981] 5 p. ; 27 cm.— (Subject bibliography ; SB- 
214) Caption title. “November 16, 1981.” @Item 552-A 
1. Government publications — Bibliography — Catalogs. 2. 
Adult education — United States — Bibliography — Catalogs. 
I. Title. II. Series: United States. Superintendent of Docu- 
ments. Subject bibliography ; SB-214. OCLC 08097422 


82-5607 
GP 3.22/2:215/7 
United States. Superintendent of Documents. 
Architecture. — Washington, D.C. : U.S. G.P.O., Supt. of 

Docs., [1981] 7 p. ; 26 cm.— (Subject bibliography ; SB- 
215) Caption title. “November 16, 1981.” @lItem 552-A 
1. Government publications — Bibliography — Catalogs. 2. 
Architecture — Bibliography — Catalogs. I. Title. II. 
Series: United States. Superintendent of Documents. Subject 
bibliography ; SB-215. OCLC 08106304 


82-5608 
GP 3.22/2:218/6 
United States. Superintendent of Documents. 
Railroads. — Washington,D.C. : U.S. G.P.O., Supt. of 

Docs., [1981] 7 p. ; 27 cm.— (Subject bibliography ; SB- 
218) Caption title. “November 16, 1981.” Item 552-A 
1. Government publications — Bibliography. — Catalogs. 2. 
Railroads — Bibliography — Catalogs. I. Title. II. Series: 
United States. Superintendent of Documents. Subject bibliog- 
raphy ; SB-218. OCLC 08143525 


82-5609 
GP 3.22/2:220/7 
United States. Superintendent of Documents. 

National Science Foundation publications. — Washington, 
D.C. : U.S. G.P.O., Supt. of Docs., [1981] 14 p. ; 28 cm. — 
(Subject bibliography ; SB-220) Caption title. “November 
16, 1981.” @lItem 552-A 1. National Science Foundation 
(U.S.) — Bibliography — Catalogs. 2. Government publica- 
tions — Bibliography — Catalogs. I. Title. II. Series: 
United States. Superintendent of Documents. Subject bibliog- 
raphy ; SB-220. OCLC 08175398 
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82-5610 
GP 3.22/2:221/6 

United States. Superintendent of Documents. 

Music. — Washington, D.C. : US. G.P.O., Supt. of Docs., 
[1981] 3 p. ; 26 cm.— (Subject y ; SB-221) 
Caption title. “November 16, 1981.” @Item 552-A 1, 
Government publications — Bibliography — Catalogs. 2. 
Music — Bibliography — Catalogs. I. Title. II. Series: 
United States. Superintendent of Documents. Subject bibliog- 
raphy ; SB-221. OCLC 08126182 


82-5611 
GP 3.22/2:223/5 
United States. Superintendent of Documents. 
School administration, buildings and equipment. — Wash- 
m gnng U.S. G.P.O., Supt. of Docs., 1981. 3 p. ; 27 
— (Subject bibliography ; SB-223) Caption title. “No- 
ania 16, 1981.” @Item 552-A 1. Government publica- 
ee — Bibliography — Catalogs. 2. School management 
and organization — United States — Bibliography — Catalogs. 
3. School buildings — United States — Bibliography — 
logs. I. Title. II. Series: United States. Superintendent of 
Documents. Subject bibliography ; SB-223. OCLC 08143901 


82-5612 
GP 3.22/2:226/6 
United ‘States. Superintendent of Documents. 
wages, and the cost of living. — Washington, D.C. : 

U.S. G.P.O., Supt. of Docs., [1981] 18 p. ; 26 cm.— (Sub- 
ject bibliography ; SB-226) Caption title. “November 16, 
1981.” @Item 552-A 1. Government publications — Bib- 
liography — Catalogs. 2. Cost and standard of living — 
United States — Bibliography — Catalogs. 3. Prices — 
United States — Bibliography — Catalogs. 4. Wages— 
United States — Bibliography — Catalogs. I. Title. II. 
Series: United States. Superintendent of Documents. Subject 
bibliography ; SB-226. OCLC 08144006 


82-5613 
GP 3.22/2:227/6 
United States. Superintendent of Documents. 

Pesticides, insecticides, fungicides, and rodenticies. — Wash- 
ington, D.C. : U.S. G.P.O., Supt. of Docs., [1981] 5 p. ; 26 
cm.— (Subject bibliography ; SB-227) Caption title. “‘No- 
vember 16, 1981.” @Item 552-A_ 1. Government publica- 
tions — Bibliography — Catalogs. 2. Pesticides — Bibliogra- 
phy — Catalogs. I. Title. II. Series: United States. Superin- 
tendent of Documents. Subject bibliography ; SB-227. 
OCLC 08134064 


82-5614 
GP 3,22/2:229/6 
United States. Superintendent of Documents. 

Accidents and accident prevention. — Washington, D.C. : 
U.S. G.P.O., Supt. of Docs., [1981] 6 p. ; 26 cm. — (Subject 
bibliography ; SB-229) Caption title. “November 16, 1981.” 
@lItem 552-A 1. Government publications — Bibliogra- 
phy — Catalogs. 2. Accidents— United States — Preven- 
tion — Bibliography — Catalogs. 3. Safety regulations — 
United States — Bibliography — Catalogs. I. Title. II. 
Series: United States. Superintendent of Documents. Subject 
bibliography ; SB-229. OCLC 08167277 


82-5615 
GP 3.22/2:235/6 
United States. Superintendent of Documents. 
Foreign education.— Washington, D.C. : U.S. G.P.O., 
Supt. of Docs., [1981] 2 p. ; 26 cm.— (Subject bibliography 
; SB-235) Caption title. “November 16, 1981.” @lItem 
552-A 1. Government publications — Bibliography — Cata- 
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logs. 2. Education — Bibliography — Catalogs. I. Title. 
Il. Series: United States. Superintendent of Documents. Sub- 
ject bibliography ; SB-235. OCLC 08134969 


82-5616 
GP 3.22/2:2317/6 
United States. Superintendent of Documents. 

Marine Corps publications. Washington, D.C. : U.S. 
G.P.O., Supt. of Docs., [1981] 6 p. ; 27 cm.— (Subject 
bibliography ; SB-237) Caption title. “November 16, 1981.” 
@ltem 552-A 1. Government publications — Bibliogra- 
phy — Catalogs. 2. United States. Marine Corps — Bibliog- 
raphy. I. Title. II. Series: United States. Superintendent of 
Documents. Subject bibliography ; SB-237. OCLC 08142156 


82-5617 
GP 3.22/2:241/6 

United States. Superintendent of Documents. 

Disaster preparedness and civil defense. — Washington, 
D.C. : U.S. G.P.O., Supt. of Docs., [1981] 7 p. ; 26 cm. — 
(Subject bibliography ; SB-241) Caption title. “November 
16, 1981.” @Item 552-A 1. Government publications — 
Bibliography — Catalogs. 2. Disaster relief — United 
States — Bibliography — Catalogs. 3. United States — Civil 
defense — Bibliography — Catalogs. I. Title. II. Series: 
United States. Superintendent of Documents. Subject bibliog- 
raphy ; SB-241. OCLC 08098835 


82-5618 
GP 3.22/2:243/6 
United States. Superintendent of Documents. 

Science experiments and projects.— Washington, D.C. : 
U.S. G.P.O., Supt. of Docs., [1981] 14 p. ; 26 cm.— (Sub- 
ject bibliography ; SB-243) Caption title. “November 16, 
1981.” @Item 552-A 1. Government publications — Bib- 
liography — Catalogs. 2. Science — United States — Experi- 
ments — Bibliography — Catalogs. I. Title. II. Series: 


United States. Superintendent of Documents. Subject bibliog- 
raphy ; SB-243. OCLC 08135058 


82-5619 
GP 3.22/2:244/7 
United States. Superintendent of Documents. 

U.S. Government Printing Office publications. — Washing- 
ton, D.C. : U.S. G.P.O., Supt. of Docs., [1981] 3 p. ; 27 
cm.— (Subject bibliography ; SB-244) Caption title. “No- 
vember 16, 1981.” @lItem 552-A 1. United States. Govern- 
ment Printing Office — Bibliography — Catalogs. 2. Govern- 
ment publications — Bibliography — Catalogs. I. Title. II. 
Series: United States. Superintendent of Documents. Subject 
bibliography ; SB-244. OCLC 08097310 

82-5620 
GP 3,22/2:245/7 
United States. Superintendent of Documents. 

Voting and elections. — Washington, D.C. : U.S. G.P.O., 
Supt. of Docs., [1981] 4 p. ; 26 cm. — (Subject bibliography 
; SB-245) Caption title. “November 16, 1981.” @Item 
552-A 1. Government publications — Bibliography — Cata- 
logs. 2. Voting — United States — Bibliography — Catalogs. 
3. Elections — United States — Bibliography — Catalogs. I. 
Title. If. Series: United States. Superintendent of Docu- 
ments. Subject bibliography ; SB-245. OCLC 08105432 

82-5621 
GP 3.22/2:246/7 
United States. Superintendent of Documents. 

Alcohol, tobacco, and firearms. — Washington, D.C. : U.S. 
G.P.O., Supt. of Docs., [1981] 5 p. ; 27 cm.— (Subject 
bibliography ; SB-246) Caption title. ‘November 16, 1981.” 
@ltem 552-A 1. Government publications — Bibliogra- 
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phy — Catalogs. 2. Alcohol — Bibliography — Catalogs. 3. 
Firearms — Bibliography — 4. Tobacco — Bibliog- 
raphy — Catalogs. I. Title. II. Series: United States. Super- 
intendent of Documents. Subject bibliography ; SB-246. 
OCLC 08174276 

82-5622 

GP 3.22/2:249/7 

United States. Superintendent of Documents. 

Bureau of Reclamation publications. — Washington, D.C. : 
U.S. G.P.O., Supt. of Docs., [981] 4 p. ; 26 cm.— (Subject 
bibliography ; SB-249) Caption title. “November 16, 1981.” 
@ltem 552-A 1. United States. Bureau of Reclamation — 
Bibliography — Catalogs. 2. Government publications — 
Bibliography — Catalogs. I. Title. II. Series: United States. 
Superintendent of Documents. Subject bibliography ; SB-249. 
OCLC 08126150 


82-5623 
GP 3.22/2:251/6 
United States. Superintendent of Documents. 

Defense supply and logistics. — Washington, D.C. : U.S. 
G.P.O., Supt. of Docs., [1980] 17 p. ; 26 cm.— (Subject 
bibliography ; SB-251) Caption title. ‘November 16, 1981.” 
@lItem 552-A 1. Government publications — Bibliogra- 
phy — Catalogs. 2. United States— Armed Forces — Sup- 
plies and stores — Bibliography — Catalogs. I. Title. II. 
Series: United States. Superintendent of Documents. Subject 
bibliography ; SB-251. OCLC 08174321 

82-5624 
GP 3.22/2:256/7 
United States. Superintendent of Documents. 

Bureau of Land Mangement publications. — Washington, 
D.C. : U.S. G.P.O., Supt. of Docs., [1981] 5 p. ; 26 cm. — 
(Subject bibliography ; SB-256) Caption title. “November 
16, 1981.” @Item 552-A 1. Government publications — 
Bibliography — Catalogs. 2. United States. Bureau of Land 
Management — Bibliography — Catalogs. I. Title. II. 
Series: United States. Superintendent of Documents. Subject 
bibliography ; SB-256. OCLC 08175190 


82-5625 
GP 3.22/2:257/6 
United States. Superintendent of Documents. 

NASA scientific and technical publications. — Washington, 
D.C. : U.S. G.P.O., Supt. of Docs., [1981] 8 p. ; 26 cm. — 
(Subject bibliography ; SB-257) Caption title. “November 
16, 1981.” @lItem 552-A_ 1. United States. National Aero- 
nautics and Space Administration — Bibliography — Catalogs. 
2. Government publications — Bibliography — Catalogs. I. 
Title. II. Series: United States. Superintendent of Docu- 
ments. Subject bibliography ; SB-257. OCLC 08106144 

82-5626 
GP 3.22/2:258/7 
United States. Superintendent of Documents. 

Grants and awards. — Washington, D.C. : U.S. G.P.O., 
Supt. of Docs., [1981] 8 p. ; 26cm. — (Subject bibliography 
; SB-258) Caption title. “November 16, 1981.” @Item 
552-A 1. Government publications — Bibliography — Cata- 
logs. 2. Grants-in-aid— United States — Bibliography — 
Catalogs. I. Title. II. Series: United States. Superintendent 
of Documents. Subject bibliography ; SB-258. OCLC 
08097240 


82-5627 
GP 3.22/2:259/6 
United States. Superintendent of Documents. 
Subversive activities. — Washington, D.C. : U.S. G.P.O., 
Supt. of Docs., [1981] 5 p. ; 27 cm. — (Subject bibliography 





; SB-259) Caption title. “November 16, 1981.” @Item 
552-A 1. Government publications — Bibliography — Cata- 
logs. 2. Subversive activities — United States — Bibliogra- 
phy — Catalogs. I. Title. II. Series: United States. Superin- 
tendent of Documents. Subject bibliography ; SB-259. 
OCLC 08144064 

82-5628 

GP 3.22/2:260/7 

United States. Superintendent of Documents. 

National Ocean Survey publications. — Washington, D.C. : 
U.S. G.P.O., Supt. of Docs., [1981] 3 p. ; 27 cm. — (Subject 
bibliography ; SB-260) Caption title. “November 16, 1981.” 
@ltem 552-A_ 1. National Ocean Survey — Bibliography — 
Catalogs. 2. Government publications — Bibliography — 
Catalogs. I. Title. II. Series: United States. Superintendent 
of Documents. Subject bibliography ; SB-260. OCLC 
08124375 

82-5629 
GP 3.22/2:261/7 
United States. Superintendent of Documents. 

United States Army Corps of Engineers. — Washington, 
D.C. : U.S. G.P.O., Supt. of Docs., [1981] 5 p. ; 26 cm. — 
(Subject bibliography ; SB-261) Caption title. “November 
16, 1981.” @Item 552-A 1. Government publications — 
Bibliography — Catalogs. 2. United States. Army. Corps of 
Engineers — Bibliography — Catalogs. I. Title. II. Series: 
United States. Superintendent of Documents. Subject bibliog- 
raphy ; SB-261. OCLC 08144125 


82-5630 
GP 3.22/2:262/4 
United States. Superintendent of Documents. 

Federal Council for Science and Technology publica- 
tions. — Washington, D.C. : U.S. G.P.O., Supt. of Docs., 
[1981] 2 p. ; 26 cm.— (Subject bibliography ; SB-262) 
Caption title. “November 16, 1981.” Item 552-A 1. 
Government publications — Bibliography — Catalogs. 2. 
Federal Council for Science and Technology (U.S.) — Bib- 
liography — Catalogs. I. Title. II. Series: United States. Su- 
perintendent of Documents. Subject bibliography ; SB-262. 
OCLC 08144173 


82-5631 
GP 3.22/2:263/6 
United States. Superintendent of Documents. 

United States Coast Guard publications. — Washington : 
U.S. G.P.O.,Supt. of Docs., 1980. 4 p. ; 26 cm.— (Subject 
bibliography ; SB-263) Caption title. “November 16, 1981.” 
@lItem 552-A 1. Government publications — Bibliography. 
2. United States. Coast Guard — Bibliography. I. Title. II. 
Series: United States. Superintendent of Documents. Subject 
bibliography ; SB-263. OCLC 08175262 

82-5632 
GP 3.22/2:264/7 
United States. Superintendent of Documents. 

Action Agency publications. — Washington, D.C. : U.S. 
G.P.O., Supt. of Docs., [1981] 2 p. ; 27 cm.— (Subject 
bibliography ; SB-264) Caption title. “November 16, 1981.” 
@ltem 552-A 1. United States. Action — Bibliography — 
Catalogs. 2. Government publications — Bibliography — 
Catalogs. I. Title. II. Series: United States. Superintendent 


of Documents. Subject bibliography ; SB-264. OCLC 
08144241 


82-5633 
GP 3.22/2:265/7 
United States. Superintendent of Documents. 
Economic Development Administration publications. — 
Washington, D.C. : U.S. G.P.O., Supt. of Docs., [1981] 2 p. 
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; 26 cm.— (Subject bibliography ; SB-265) Caption title. 


“November 16, 1981.” @ltem 522-A 1. Unrted States. Evo. 


Documents. Subject bibliography ; SB-265. OCLC 08144202 
82-5634 
GP 3.22/2:266/6 
United States. Superintendent of Documents. 

Federal Bureau of In publications. — Washing- 

pine D.C. : U.S. G.P.O., Supt. of Docs., [1981] 2 p. ; 27 
— (Subject bibliography ; SB-266) Caption title. “No- 

‘onlilé 16, 1981.” @Item 552-A 1. United States. Federal 
Bureau of Investigation — Bibliography — Catalogs. 2. Gov- 
ernment publications — Bibli y — Catalogs. I. Title. 
II. Series: United States. Superintendent of Documents. Sub- 
ject bibliography ; SB-266. OCLC 08134862 

82-5635 

GP 3.22/2:267/6 

United States. Superintendent of Documents. 

National Credit Union Administration publications. — 
Washington, D.C. : U.S. G.P.O., Supt. of Docs., [1981] 3 p. 

; 27 cm.— (Subject bibliography ; SB-267) Caption title. 
“November 16, 1981.” @Item 552-A 1. United States. Na- 
tional Credit Union Administration — Bibliography — Cata- 
logs. 2. Government publications — Bibliography — Cata- 
logs. I. Title. II. Series: United States. Superintendent of 
Documents. Subject bibliography ; SB-267. OCLC 08126102 

82-5636 
GP 3.22/2:272/6 
United States. Superintendent of Documents. 

United States intelligence activities. — Washington, D.C. : 
U.S. G.P.O., Supt. of Docs., [1981] 5 p. ; 26 cm. — (Subject 
bibliography ; SB-272) Caption title. “November 16, 1981.” 
@lItem 552-A 1. Government publications — Bibliogra- 
phy — Catalogs. 2. Military intelligence — Bibliography — 
Catalogs. 3. Intelligence service — United States — Bibliog- 
raphy — Catalogs. I. Title. II. Series: United States. Super- 
intendent of Documents. Subject bibliography ; SB-272. 
OCLC 08174399 


82-5637 
GP 3.22/2:275/6 
United States. Superintendent of Documents. 

Foreign investments. — Washington, D.C. : U.S. G.P.O., 
Supt. of Docs., 1981. 5 p. ; 27 cm. — (Subject bibliography ; 
SB-275) Caption title. “November 16, 1981.” @Item 552- 
A 1. Government publications — Bibliography — Catalogs. 
2. Investments, Foreign — Bibliography — Catalogs. I. Title. 
II. Series: United States. Superintendent of Documents. Sub- 
ject bibliography ; SB-275. OCLC 08144301 


82-5638 
GP 3.22/2:278/6 
United States. Superintendent of Documents. 

Canada. — Washington, D.C. : U.S. G.P.O., Supt. of Docs., 
(1981] 5 p. ; 26 cm.— (Subject bibliography ; SB-278) 
Caption title. “November 16, 1981.” @lItem 552-A 1. 
Government publications — Bibliography — Catalogs. 2. 
Canada — Bibliography — Catalogs. I. Title. II. Series: 
United States. Superintendent of Documents. Subject bibliog- 
raphy ; SB-278. OCLC 08172598 


82-5639 
GP 3.22/2:280/4 
United States. Superintendent of Documents. 
Housing, urban and rural development. — Washington, 
D.C. : U.S. G.P.O., Supt. of Docs., [1981] 28 p. ; 26 cm. — 
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Assistant Public Printer — (Superintendent of Documents) Government Printing Office 


; SB-280) Caption title. “November 
re "552-A 1. Government 
R 


Series: United States. Superintendent of Documents. Subject 
bibliography ; SB-280. OCLC 08172510 

82-5640 

GP 3.22/2:281/6 
United States. Superintendent of Documents. 
Federal Communications Commmission publications. — 

Washington, D.C. : U.S. G.P.O., Supt. of Docs., [1981] 9 p. 
; 26 cm.— (Subject bibliography ; SB-181) Caption title. 
“November 16, 1981.” @lItem 552-A 1. United States. Fed- 
eral Communications Commission — Bibliography. 2. Gov- 
ernment publications — Bibliography — Catalogs. I. Title. 
II. Series: United States. Superintendent of Documents. Sub- 
ject bibliography ; SB-281. OCLC 08097270 


82-5641 
GP 3.22/2:283/5 
United States. Superintendent of Documents. 

Consumer Product Safety Commission publications. — 
Washington, D.C. : U.S. G.P.O., Supt. of Docs., [1981] 14 
p. ; 26 cm. — (Subject bibliography ; SB-283) Caption title. 
“November 16, 1981.” @lItem 552-A 1. Government publi- 
cations — Bibliography — Catalogs. 2. U.S. Consumer Prod- 
uct Safety Commission — Bibliography — Catalogs. I. Title. 
II. Series: United States. Superintendent of Documents. Sub- 
ject bibliography ; SB-283. OCLC 08175310 


82-5642 
GP 3.22/2:284/5 
United States. Superintendent of Documents. 

Africa. — Washington, D.C. : U.S. G.P.O., Supt. of Docs., 
[1981] 13 p. ; 26 cm.— (Subject bibliography ; SB-284) 
Caption title. “November 16, 1981.” Item 552-A 1. 
Government publications — Bibliography — Catalogs. 2. 
Africa — Bibliography — Catalogs. I. Title. II. Series: 
United States. Superintendent of Documents. Subject bibliog- 
raphy ; SB-284. OCLC 08172497 

82-5643 
GP 3.22/2:286/2 
United States. Superintendent of Documents. 

Middle East. — Washington, D.C. : U.S. G.P.O., Supt. of 
Docs., [1980] 11 p. ; 26 cm.— (Subject bibliography ; SB- 
286) Caption title. “November 16, 1981.” @Item 552-A 
1. Government publications — Bibliography — Catalogs. 2. 
tArab countries — Bibliography — Catalogs. 3. Near East — 
Bibliography — Catalogs. I. Title. II. Series: United States. 
Superintendent of Documents. Subject bibliography ; SB-286. 
OCLC 08172446 

82-5644 
GP 3.22/2:294/4 
United States. Superintendent of Documents. 

Insurance. — Washington, D.C. : U.S. G.P.O., Supt. of 
Docs., [1981] 5 p. ; 27 cm.— (Subject bibliography ; SB- 
294) Caption title. “November 16, 1981.” Item 552-A 
1. Government publications — Bibliography — Catalogs. 2. 
Insurance — United States — Bibliography — Catalogs. I. 
Title. II. Series: United States. Superintendent of Docu- 
ments. Subject bibliography ; SB-294. OCLC 08144368 


82-5645 
GP 3.22/2:295/4 
United States. Superintendent of Documents. 
Securities and investments. — Washington, D.C. : U.S. 
G.P.O., Supt. of Docs., [1981] 5 p. ; 27 cm.— (Subject 
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bibliography ; SB-295) Caption title. einer 16, 1981”. 
@ltem 552-A 1. Government 


‘ Super- 
intendent of Documents. Subject bibliography ; SB-295. 
OCLC 08174066 


82-5646 
GP 3.22/2:298/4 
United States. Superintendent of Documents. 

Public and private utilities. —- Washington, D.C. : U.S. 
G.P.O., Supt. of Docs., [1981] 16 p. : 27 cm.— (Subject 
bibliography ; SB-298) Caption title. “November 16, 1981.” 
@lItem 552-A 1. Government publications — Bibliogra- 
phy — Catalogs. 2. Public utilities United States — Bib- 
liography — Catalogs. I. Title. II. Series: United States. Su- 
perintendent of Documents. Subject bibliography ; SB-298. 
OCLC 08144497 


82-5647 
GP 3.22/2:299/4 
United States. Superintendent of Documents. 

China. — Weshington, D.C. : U.S. G.P.O., Supt. of Docs., 
[1981] 6 p. ; 27 cm.— (Subject bibliography ; SB-299) 
Caption die. “November 16, 1981.” @Item 552-A 1. 
Government publications — Bibliography — Catalogs. 2. 
China — Bibliography — Catalogs. I. Title. II. Series: 
United States. Superintendent of Documents. Subject bibliog- 
raphy ; SB-299. OCLC 08144418 


82-5648 
GP 3.22/2:300/4 
United States. Superintendent of Documents. 

Office of Personnel Management publications. — Washing- 
ton, D.C. : U.S. G.P.O., Supt. of Docs., [1981] 15 p. ; 26 
cm.— (Subject bibliography ; SB-300) Caption title. “No- 
vember 16, 1981.” @Item 552-A 1. United States. Office of 
Personnel Management — Bibliography — Catalogs. 2. Gov- 
ernment publications — Bibliography — Catalogs. I. Title. 
II. Series: United States. Superintendent of Documents. Sub- 
ject bibliography ; SB-300. OCLC 08134823 


82-5649 
GP 3.22/2:304/3 
United States. Superintendent of Documents. 

Energy supplies, prices, and consumption. — Washington, 
D.C. : U.S. G.P.O., Supt. of Docs., [1981] 22 p. ; 28 cm. — 
(Subject bibliography ; SB-304) Caption title. “November 
16, 1981.” @Item 552-A 1. Government publications — 
Bibliography — Catalogs. 2. Energy consumption — United 
States — Bibliography — Catalogs. 3. Fuel — United 
States — Bibliography — Catalogs. 4. Power resources — 
United States — Bibliography — Catalogs. I. Title. II. 
Series: United States. Superintendent of Documents. Subject 
bibliography ; SB-304. OCLC 08127140 


82-5650 
GP 3.22/2:306/3 
United States. Superintendent of Documents. 

Energy conservation and research technology. — Washing- 
ton, D.C. : U.S. G.P.O., Supt. of Docs., [1981] 23 p. ; 28 
cm. — (Subject bibliography ; SB-306) Caption title. ‘“No- 
vember 16, 1981.” @lItem 552-A 1. Government publica- 
tions — Bibliography — Catalogs. 2. Energy conservation — 
United States — Bibliography — Catalogs. 3. Energy devel- 
opment — United States — Bibliography — Catalogs. 4. 
Power resources — United States — Bibliography — Catalogs. 
I. Title. II. Series: United States. Superintendent of Docu- 
ments. Subject bibliography ; SB-306. OCLC 08142133 





82-5651 


GP23.22/2:205/6 
United States. Superintendent of Documents. 

Anthropology and archeology. — Washington, D.C. : U.S. 
G.P.O., Supt. of Docs., [1981] 5 p. ; 26 cm.— (Subject 
bibliography ; SB-205) Caption title. “November 16, 1981.” 
@ltem 552-A 1. Government publications — Bibliogra- 
phy — Catalogs. 2. Anthropology — Bibliography — 
logs. 3. Archaeology — Bibliography — Catalogs. I. Title. 
II. Series: United States. Superintendent of Documents. Sub- 
ject bibliography ; SB-205. OCLC 08167207 


GENERAL SERVICES ADMINISTRATION 
Washington, DC 20405 


Government Publications — April 1982 


GS 4.108:29/pt.1920-end/981 


Code of federal regulations. 29, Labor. Washington : Office of 


the Federal Register, National Archives and Records Service, 
General Services Administration : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 v.;24cm. Annual $8.50 (micro- 
fiche) OLabor Spine title: CFR. 29, Labor 1981, pt. 1920- 
end. Description based on: Pts. 0 to 499 (1980) Special 
edition of the Federal register, containing a codification of 
documents of general applicability and future effect as of July 
1 ... with ancillaries. @lItem 572-B, 572-C (microfiche) S/N 
022-003-94333-1 ; 022-003-94620-9 (microfiche) 1. Labor 
laws and legislation — United States — Periodicals. 1. United 
States. Office of the Federal Register. OCLC 06273972 


82-5652 
GS 1.2:W 84/3 82-5656 
Women owned business directory : Iowa, Kansas, Missouri, 


GS 4.108:32/pt.1-39/v.1/981 
Nebraska. — [Kansas City, Mo.?] : General Services Adminis- 


Code of federal regulations. 32, National defense. Washington : 


tration, Region 6 ; [Washington, D.C. : Supt of Docs., U.S. 
G.P.O., distributor], 1980. 37 p. ; 28 cm. Cover title. 
@ltem 559 (microfiche) S/N 022-001-00090-6 @ GPO 
$2.50 1. Women-owned business enterprises — Middle 
West — Directories. I. United States. General Services Ad- 
ministration. Region 6. OCLC 07453236 


NATIONAL ARCHIVES AND RECORDS 
SERVICE 


Office of the Federal Register, National Archives and Re- 
cords Service, General Services Administration : For sale by 
the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 v. ; 24 cm. Annual 
$9.00 $2.25 (microfiche) ONational defense Spine title: 
CFR. 32, National defense 1981, pts. 1-39, v. 1. Descrip- 
tion based on: Pts. 40 to 399 (1980) Special edition of the 
Federal register, containing a codification of documents of 
general applicability and future effect as of Aug. 1 ... with 


ancillaries. @lItem 572-B, 572-C (microfiche) S/N 022-003- 
94338-2 ; 022-003-94625-0 (microfiche) 1. United States — 
Defenses — Periodicals. I. United States. Office of the Fed- 
eral Register. OCLC 07525764 


82-5657 


General Services Administration 
Washington, DC 20408 


82-5653 
GS 4.6/2:F 47/4 

Files operations. — [Washington, D.C.?] : General Services Ad- 
ministration, National Archives and Records Service, Office 
of Federal Records Centers ; [Supt. of Docs., U.S. G.P.O., 
distributor], 1981. x, 71 p. : ill, forms ; 27 cm.— (Records 
management handbook. Managing current files) “7610-00- the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
985-6973"—Cover. @Item 569-B (microfiche) S/N 022- Print. Off., Washington, D.C. 20402 v. ; 24 cm. Annual 
002-00088-1 @ GPO $4.75 1. Files and filing (Documents) $9.50 $2.25 (microfiche) ONational defense Spine title: 
I. United States. National Archives and Records Service. CFR. 32, National defense 1981, pts. 1-39., v. III. Descrip- 
Office of Federal Records Centers. II. Series. OCLC tion based on: Pts. 40 to 399 (1980) Special edition of the 


08106153 Federal register, containing a codification of documents of 
general applicability and future effect as of Aug. 1 ... with 
ancillaries. @lItem 572-B, 572-C (microfiche) S/N 022-003- 
94340-4 ; 022-003-94627-6 (microfiche) 1. United States — 
Defenses — Periodicals. I. United States. Office of the Fed- 
eral Register. OCLC 07525764 


GS 4,108:32/pt.1-39/v.3/981 
Code of federal regulations. 32, National defense. Washington : 
Office of the Federal Register, National Archives and Re- 
cords Service, General Services Administration : For sale by 


FEDERAL REGISTER OFFICE 
General Services Administration 
Washington, DC 20408 


82-5654 
GS 4.108:7/pt.2852/981 62-5658 
United States. Dept. of Agriculture. 


Code of federal regulation. 7, Agriculture. Washington : 


GS 4,108:32/pt.40-399/981 
Code of federal regulations. 32, National defense. Washington : 


Office of the Federal Register, National Archives and Re- 
cords Service, General Services Administration : For sale by 
the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 v. ; 24 cm. Annual 
$9.00 $2.25 (microfiche) OAgriculture Spine title: CFR. 7, 
Agriculture 1981, pt. 2852. Description based on: Pts. 53 to 
209 (1980). Special edition of the Federal register, contain- 
ing a codification of document of general applicability and 
future effect as of July 1 ... with ancillaries. @Item 572-B, 
572-C (microfiche) S/N 022-003-94256-4 ; 022-003-94543-1 
(microfiche) 1. Agricultural laws and legislation — United 
States — Periodicals. I. United States. Office of the Federal 
Register. II. Title. OCLC 07515004 


Office of the Federal Register, National Archives and Re- 
cords Service, General Services Administration : For sale by 
the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 v. ; 24 cm. Annual 
$13.00 $2.25 (microfiche) ONational defense Spine title: 
CFR. 32, National defense 1981, pts. 40-399. Description 
based on: Pts. 40 to 399 (1980) Special edition of the Federal 
register, containing a codification of documents of general 
applicability and future effect as of July 1 ... with ancillaries. 
@ltem 572-B, 572-C (microfiche) S/N 022-003-94341-2 ; 
022-003-94628-4 (microfiche) 1. United States — Defenses — 
Periodicals. I. United States. Office of the Federal Register. 
OCLC 07525764 
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Health and Human Services Dept. 


82-5659 


GS 4.108:32/pt.700-799/981 
Code of federal regulations. 32, National defense. Washington : 
Office of the Federal Register, National Archives and Re- 
cords Service, General Services Administration : For sale by 
the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 v. ; 24 cm. Annual 
$8.50 $2.25 (microfiche) ONational defense Spine title: 
CFR. 32, National defense 1981, pts. 700-799. Description 
based on: Pts. 40 to 399 (1980) Special edition of the Federal 
register, containing a codification of documents of general 
licability and future effect as of July 1 ... with ancillaries. 
Item 572-B, 572-C (microfiche) S/N 022-003-94343-9 ; 
022-003-94630-6 (microfiche) 1. United States — Defenses — 
Periodicals. I. United States. Office of the Federal Register. 
OCLC 07525764 


82-5660 


GS 4.108:32/pt.800-999/981 
Code of federal regulations. 32, National defense. Washington : 
Office of the Federal Register, National Archives and Re- 
cords Service, General Services Administration : For sale by 
the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 v. ; 24 cm. Annual 
$8.00 $2.25 (microfiche) ONational defense Spine title: 
CFR. 32, National defense 1981, pts. 800-999. Description 
based on: Pts. 40 to 399 (1980) Special edition of the Federal 
register, containing a codification of documents of general 
licability and future effect as of July 1 ... with ancillaries. 
Item 572-B, 572-C (microfiche) S/N 022-003-94344-7 ; 
022-003-94631-4 (microfiche) 1. United States — Defenses — 
Periodicals. I. United States. Office of the Federal Register. 
OCLC 07525764 


82-5661 


GS 4,108:46/pt.200-399/981 

Code of federal regulations. 46, Shipping. Washington : Office 
of the Federal Register, National Archives and Records Serv- 
ice, General Services Administration : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. 
Off., Washington, D.C. 20402 v. ; 24 cm. Annual $8.00 
$2.25 (microfiche) OShipping Spine title: CFR. 46, Ship- 
ping 1981, pts. 200-399. Description based on: 1980, pts. 1 
to 29. Special edition of the Federal register, containing a 
codification of documents of general applicability and future 
effect as of Oct. 1 ... with ancillaries. @lItem 572-B, 572-C 
(microfiche) S/N 022-003-94399-4 ; 022-003-94687-0 (micro- 
fiche) 1. Maritime law — United States — Periodicals. I. 
United States. Office of the Federal Register. OCLC 
07510980 


PUBLIC LAWS 
82-5662 


GS 4,110:97-39 


United States. 


[Department of Defense Supplemental Authorization Act, 
1981] An Act to Authorize Suppplemental Appropriations 
for Fiscal Year 1981 for the Armed Forces for Procurement 
of Aircraft, Missiles, Naval Vessels, and Tracked Combat 
Vehicles and for Research, Development, Test, and Evalua- 
tion, to Increase the Authorized Personnel End Strengths for 
Military and Civilian Personnel of the Department of Defense 
for Such Fiscal Year, to Authorize Supplemental Appropri- 
ations for Such Fiscal Year for Construction at Certain Mili- 
tary Installations, and for Other Purposes. — [Washington, 
D.C. : U.S. G.P.O. : Supt. of Docs., U.S. G.P.O., distributor, 
1981] [5] p. ; 24 cm. Caption title. “Public Law 97-39.” 
“95 STAT. 939.” “Aug. 14, 1981, (S. 694)” @Item 575 
S/N 022-003-92820-1 @ GPO $1.50 1. United States. Dept. 
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of Defense — Appropriations and expenditures. I. Title. 
OCLC 08115874 


82-5663 
GS 4.110:97-41 
United States. 

[Act to Authorize the Generation of Electrical Power at 
Palo Verde Irrigration District Diversion Dam, California] 
An Act to Authorize the Generation of Electrical Power at 
Palo Verde Irrigration District Diversion Dam, California. — 
(Washington, D.C. : U.S. G.P.O. : Supt. of Docs., U.S. 
G.P.O., distributor, 1981] [1] leaf; 24cm. “Public Law 97- 
41.” “95 STAT. 945.” “Aug. 14, 1981, (S. 875)” @Item 
575 S/N 022-003-92822-7 @ GPO $1.50 1. Palo Verde 
Dam (Calif.) 2. Hydroelectric power plants — California. I. 
Title. OCLC 08089783 


82-5664 
GS 4.110:97-43 
United States. 

Joint Resolution to Authorize and Request the President to 
Designate September 13, 1981, as “Commodore John Barry 
Day.” — [Washington, D.C. : U.S. G.P.O. : Supt. of Docs., 
U.S. G.P.O., distributor, 1981] [1] leaf ; 24 cm. Caption 
title. “Public Law 97-43.” “95 STAT. 947.” “Aug. 20, 
1981, (S.J. Res. 87)” @Item 575 S/N 022-003-92824-3 @ 
GPO $1.50 1. Commodore John Barry Day. I. Title. 
OCLC 08106009 


HEALTH AND HUMAN SERVICES DEPT. 
Washington, DC 20201 


82-5665 
HE 1.2:At 8/981 

Attorneys working for people. —[Washington, D.C.] : U.S. 
Dept. of Health and Human Services, Office of the General 
Counsel, 1981. 12 p.: ill. ; 22 x 10cm. Cover title. “Oc- 
tober 1981.” @Item 445 1. Government attorneys — 
United States. I. United States. Dept. of Health and Human 
Services. Office of the General Counsel. OCLC 08151020 


82-5666 
HE 1.2:C 73/4 
Francis, Walton. 

Compendium of HEW evaluation studies.— Fall 1977 
ed. — Washington, D.C. (Rm. 443D S. Portal Bldg., 2nd. and 
Independence Ave., SW, Wash. D.C. 20201) : HEW Evalua- 
tion Documentation Center, Office of the Assistant Secretary 
for Planning and Evaluation, [1977] 1 v. (various pagings) ; 
28 cm. “Designed by and prepared under the direction of 
Walton Francis”—P. [ii] Includes indexes. 1. Federal aid to 
research — United States— Abstracts. 2. Evaluation re- 
search (Social action programs) — United States — Abstracts. 
I. HEW Evalustion Documentation Center. II. Title. 
OCLC 03339546 


82-5667 
HE 1.2:R 25/2 

Refugee resettlement program : report to the Congress. — [Hy- 
attsville, Md?] : Dept. of Health and Human Services, Office 
of Refugee Resettlement, 1981. iv, 135 p. : 1 map ; 28 cm. 
“Office of Refugee Resettlement.” “January 31, 1981.” In- 
cludes bibliographical references. 1. Refugees — United 
States. 2. United States — Social policy. I. United States. 
Dept. of Health and Human Services. States Office of Refu- 
gee Resettlement. 81-603166 OCLC 08161488 





HE 1.2:W 89/2 

Protecting workers’ health : federal, state and local compliance- 
assistance programs / final report submitted to: Department 
of Health and Human Services, Office of the Assistant Secre- 
tary for Planning and Evaluation ; contractor: Policy Re- 
search Incorporated. — [Washington, D.C.] : Department of 
Health and Human Services, Office of the Assistant Secretary 
for Planning and Evaluation, 1981. viii, 304 p ; 28 cm. 
“January 1981.” Includes bibliographical _ references. 
@ltem 445 (microfiche) 1. Industrial safety — United States. 
2. Industrial hygiene — United States. I. United States. Dept. 
of Health and Human Services. Office of the Assistant Secre- 
tary for Planning and Evaluation. II. Policy Research Incor- 
porated. OCLC 08075599 


HE 1,54:27 
Langley, Ann. 

Abuse of the elderly / Ann Langley ; Project Share. — 
Rockville, Md. : The Project, 1981. iii, 29 p. ; 27 cm. — 
(Human services monograph series (Project Share) ; no. 27) 
(DHEW publication ; no. OS-76-130) “September 1981.” 
Bibliography: p. 29. @Item 444-K-3 1. Aged — United 
States — Abuse of. I. Project Share. II. Title. III. Series. 
IV. Series: DHEW publication ; no. (OS)76-130 OCLC 
07982094 


SOCIAL SECURITY ADMINISTRATION 
Health and Human Services Dept. 
Baltimore, MD 21235 


82-5670 


HE 3.2:C 43/6/980/tables 

Research tables based on Characteristics of state plans for aid to 
families with dependent children : need, eligibility, administra- 
tion in effect September 30, 1979. — 1980 ed. — Washington, 
D.C. : U.S. Dept. of Health and Human Services, Social 
Security Administration, Office of Family Assistance, 1980. 
iii, 68 p. ; 30 cm. — (SSA publication ; no. 80-08005) Cover 
title. “Edited by: Elizabeth Chief, Katherine Simpson, and 
Mildred Standifer of the State Plans and Program Character- 
istics Branch of the Division of Management Support, 
OFA”—P. 2 of Cover. “This publication is a companion to 
the 1980 edition of Characteristics of state plans for aid to 
families with dependent children under Title IV-A of the 
Social Security Act (SSA-80-21235)”—Foreword. @lItem 
$16 1. Child welfare — United States. 2. Public welfare — 
United States. I. Chief, Elizabeth H. II. Simpson, Kather- 
ine. III. Standifer, Mildred. IV. United States. Office of 
Family Assistance. V. United States. Office of Family As- 
sistance. State Plans and Program Characteristics Branch. 
VI. Title: Characteristics of state plans for aid to families with 
dependent children under Title IV-A of the Social Security 
Act. VII. Series: DHHS publication ; no. (SSA) 80-08005. 
OCLC 07128672 


Government Publications — April 1982 


82-5671 
HE 3.2:In 2/2/978 

Income & resources of the aged, 1978. — Washington, D.C. : 
U.S. Dept. of Health and Human Services, Social Security 
Administration, Office of Policy, Office of Research and Sta- 
tistics : For sale by the Supt. of Docs., U.S. G.P.O., 1981, i.e. 
1982. 41 p. : ill. ; 23 cm.— (SSA publication ; no. 13-11727) 
“October 1981.” @lItem 516 S/N 017-070-00369-9 @ GPO 
$3.25 1. Retirement income — United States. 2. Aged — 
United States— Economic conditions. I. United States. 
Social Security Administration. Office of Research and Statis- 
tics. II. Title: Income and resources of the aged, 1978. III. 
Series: DHHS publication ; no. (SSA) 13-11727. 81-600153 
OCLC 08135259 


82-5672 
HE 3.6/3:Op 7 

Optimizer III, detector : user guide. — Phoenix, Ariz. (2613 N. 
3rd. St., Phoenix, Ariz. 85004) : Capex Corporation, c1979. 
v, 48 p. : ill. ; 28 cm. “Reproduced with permission by the 
Social Security Administration.” “January 15th, 1979.” In- 
cludes index. “S02-1077-136(02-0179)”—P. [ii] 1. Compil- 
ing (Electronic computers) I. United States. Social Security 
Administration. II. Capex Corporation. OCLC 08150285 


82-5673 
HE 3.6/3:W 84/981 

A woman’s guide to social security. — [Baltimore, Md.?] : U.S. 
Dept. of Health and Human Services, Social Security Admin- 
istration, 1981. 15 p. ; 21 cm.— (SSA publication ; no. 05- 
10127) Cover title. “September 1981”—P. 4 of cover. 
@ltem 516-C 1. Social security— United States. 2. 
Women — Employment — United States. I. United States. 
Social Security Administration. II. Series: DHHS publica- 
tion ; no. (SSA) 05-10127. OCLC 07989099 


PUBLIC HEALTH SERVICE 
Health and Human Services Dept. 
Rockville, MD 20857 


82-5674 
HE 20.2:H 34/17 

Strategies for promoting health for specific populations. — 
(Washington, D.C.?] : U.S. Dept. of Health and Human Serv- 
ices, Public Health Service, Office of Disease Prevention and 
Health Promotion, Office of Health Information, Health Pro- 
motion and Physical Fitness and Sports Medicine : For sale 
by the Supt. of Docs., U.S. G.P.O., 1981. v, 53 p. ; 28 
cm.— (DHHS (PHS) publication ; no. 81-50169) Includes 
bibliographical references. @Item 485 (microfiche) S/N 
017-001-00439-1 @ GPO $4.25 1. Minorities — Health and 
hygiene — United States. I. United States. Office of Health 
Information, Health Promotion, and Physical Fitness and 
Sports Medicine. II. Series: DHHS publication ; no. (PHS) 
81-50169. OCLC 08142288 





National Institutes of Health — Health and Human Services Dept. 


82-5675 
HE 20.24:G 45 

Physicians Association of Clackamas County : a case study of 
an IPA in Gladstone, Oregon / U.S. Department of Health 
and Human Services, Public Health Service, Office of Health 
Maintenance Organizations, Division of Program Promotion ; 
prepared under contract no. 282-79-0098-JBW by the Ameri- 
can Association of Foundations for Medical Care 
(AAFMC). — Rockville, Md. : The Division, 1980. 20 p. : 
ill. ; 28 cm.— (DHHS publication ; no. (PHS) 80-50132) 
@ltem 483-B-1 1. Physicians Association of Clackamas 
County (Or.) 2. Health maintenance organizations — 
Oregon — Gladstone. I. United States. Office of Health 
Maintenance Organizations. Division of Program Promotion. 
II. American Association of Foundations for Medical Care. 
Ill. Title: A Case study of an IPA in Gladstone, Oregon. 
IV. Series. OCLC 08142616 


82-5676 
HE 20.25:980 

Directory, on-going research in smoking and health / Office on 
Smoking and Health. Rockville, Md. : U.S. Dept. of Health 
and Human Services, Public Health Service, Office of the 
Assistant Secretary for Health, Office on Smoking and Health 
; Washington, D.C. : For sale by the Supt. of Docs., U.S. 
G.P.O., 1980- Supt. of Docs., U.S. Govt. Print. Off., Wash- 
ington, D.C. 20402 v.; 28cm. Biennial $10.00 [8th ed.] 
(1980)- OOn-going research in smoking and health Other 
title: Directory of on-going research in smoking and health 
“World Health Organization Collaborating Centre for Refer- 
ence on Smoking and Health.” Contract no. 282-79-0101- 
LG. 8th ed., 1980. Vols. for 1980- compiled by Informa- 
tics, Inc. @lItem 483-L-4 S/N 017-000-00238-4 Continues: 
Directory of on-going research in smoking and health ISSN 
0070-6000 1. Tobacco — Toxicology — Research — Directo- 
ries. 2. Tobacco — Physiological effect — Research — Direc- 
tories. 3. Smoking — Research — Directories. I. Informa- 
tics Inc. II. United States. Office on Smoking and Health. 
III. World Health Organization Collaborating Centre for Ref- 
erence on Smoking and Health. OCLC 07362454 


NATIONAL INSTITUTES OF HEALTH 
Health and Human Services Dept. 
Bethesda, MD 20014 


82-5677 
HE 20.3002:Al 5 

Allergies : questions and answers / [prepared by the National 
Institute of Allergy and Infectious Diseases] — [Bethesda, 
Md.?] : U.S. Dept. of Health and Human Services, Public 
Health Service, National Institutes of Health, 1981. [8] p. ; 
22x9cm. @lItem 507 1. Allergy. I. National Institute of 
Allergy and Infectious Diseases (U.S.) II. National Institutes 
of Health (U.S.) OCLC 07989144 


82-5678 
HE 20.3002:D 26 

Data Management Branch / U.S. Deaprtment of Health and 
Human Services, Public Health Service, National Institutes of 
Health. — [Bethesda, MD] : Division of Computer Research 
and Technology, [1981] [12] p. : ill. ; 22 x 10 cm.— (NIH 
publication ; no. 81-1927) Cover title. “Fall 1981”—P. 4 of 
cover. @lItem 507 1. National Institutes of Health (U.S.) 
Data Management Branch. I. National Institutes of Health 
(U.S.) Division of Computer Research and Technology. II. 


Series: DHHS publication ; no. (NIH) 81-1927. OCLC 
08125572 
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82-5679 


HE 20,.3002:R 11/5 


United States. Interagency Radiation Research Committee. 


Federal strategy for research into the biological effects of 
ionizing radiation : responding to the congressional mandate 
under the Biological Research Extension Act of 1978 (P.L. 
95-622). —[Bethesda, Md.?] : U.S. Dept. of Health and 
Human Services, Public Health Service, National Institutes of 
Health, Office of the Director, 1981. iv, 246 p. : ill. ; 28 
cm.— (NIH publication ; no. 81-2402) “June 1981.” In- 
cludes bibliographical references. @lItem 507 (microfiche) 
1. Ionizing radiation. I. National Institutes of Health (U.S.). 
Office of the Director. II. Title. III. Series: DHHS publi- 
cation ; no. (NIH) 81-2402. OCLC 08125900 


82-5680 


HE 20.3013/2:980/v.1-2 


Research awards index. Bethesda, Md. : U.S. Dept. of Health 


and Human Services, Public Health Service, National Insti- 
tutes of Health, Division of Research Grants ; Washington, 
D.C. : For sale by the Supt. of Docs., U.S. G.P.O., Supt. of 
Docs., U.S. Govt. Print. Off., Washington, DC 20402 v. ; 30 
cm. (1977-1979, DHEW publication ; no. (NIH)) (NIH publi- 
cation ; no. 81-200) Annual $26.00 Began with 16th ed., 
1976. 20th ed. covering fiscal year 1980, v. I-II. Descrip- 
tion based on: [20th ed.] (Fiscal year 1980) Contents: v. I. 
Index section — v. II. Project identification data, research 
contracts, alphabetical list of investigators. Indexes for 1976- 
published in more than one volume. @Item 507-D S/N 
017-041-00133-5 ISSN 0147-5320 Main series: DHEW pub- 
lication ; no. (NIH) Main series: DHHS publication ; no. 
(NIH) Continues: Research grants index ISSN 0083-2189 1. 
Public health— Research grants— United States — Index- 
es — Periodicals 2. Medical research — Research grants — 
United States — Indexes — Periodicals. I. National Institutes 
of Health (U.S.). Division of Research Grants. II. Series: 
DHEW publication ; no. (NIH) III. Series: DHHS publica- 
tion ; no. (NIH) 81-200. RA440.6.U47 77-641711 //r82 
610/.7/2073 OCLC 03007118 


82-5681 


HE 20,3013/2-2:980 


Research grants / [prepared by National Institutes of Health, 


Division of Research Grants, Statistics and Analysis Branch] 
Bethesda, Md. : U.S. Dept. of Health and Human Services, 
Public Health Service, National Institutes of Health, U.S. 
Dept. of Health and Human Services, Public Health Service, 
National Institutes of Health, Bldg. WB, Rm. 449, Bethesda, 
MD 20205 v. ; 23 cm. (FY 1968-FY 1979, DHEW publica- 
tion ; no. (NIH)) (NIH publication ; no. 81-1042) Began 
with fiscal year 1968. Spine title: NIH research grants 1976- 
At head of title: National Institutes of Health. G.P.O. sales 
statement incorrect in publication. Description based on: 
Fiscal year 1980. Report covers fiscal year 1980. @Item 
507-D Main series: DHEW publication ; no. (NIH) Main 
series: DHHS publication ; no. (NIH) 1. Medical research — 
Research grants — United States — Periodicals. 2. National 
Institutes of Health (U.S.)— Periodicals. I. National Insti- 
tutes of Health (U.S.) II. National Institutes of Health 
(U.S.). Division of Research Grants. Statistics and Analysis 
Branch. III. Series: DHEW publication ; no. (NIH) IV. 
Series: DHHS publication ; no. (NIH) 81-1042. OCLC 
04408614 





82-5682 
HE 20.3013/4:980 

Research and development contracts / [prepared by National 
Institutes of Health, Division of Research Grants, Statistics 
and Analysis Branch] Bethesda, Md. : U.S. Dept. of Health 
and Human Servces, Public Health Service, National Insti- 
tutes of Health, U.S. Dept. of Health and Human Services, 
Public Health Service, National Institutes of Heath, Bldg. 
WB, Rm. 449, Bethesda, MD 20205 v. ; 23 cm. (-1979, 
DHEW publication ; no. (NIH)) (NIH publication ; no. 81- 
1044) Annual Spine title: NIH research and development 
contracts 1978- At head of title: National Institutes of 
Health. G.P.O. sales statement incorrect in publication. 
Description based on: Fiscal year 1980. Report covers fiscal 
year 1980. @lItem 507-D ISSN 0363-583X Main series: 
DHEW publication ; no. (NIH) Main series: DHHS publica- 
tion ; no. (NIH) Continues in part: Public Health Service 
grants and awards ISSN 0502-4749 1. Medical research — 
United States — Periodicals. 2. Research and development 
contracts, Government— United States— Periodicals. 3. 
National Institutes of Health (U.S.) — Periodicals. I. Nation- 
al Institutes of Health (U.S.) II. National Institutes of Health 
(U.S.). Division of Research Grants. Statistics and Analysis 
Branch. III. Series: DHEW publication ; no. (NIH) IV. 
Series: DHHS publication ; no. (NIH) 81-1044. 
R854.USU563a 76-646048 //t82 610/.7/2073 OCLC 
02489499 


82-5683 
HE 20.3037:981-2 
National Institutes of Health (U.S.). 

Telephone and service directory / National Institutes of 
Health. [Bethesda, Md.] : The Institutes, National Institutes 
of Health, 9000 Rockville Pike, Bethesda, Md. 20014 v.: ill. 
; 26 cm. Spine title: NIH telephone and service directory 
Mar. 1981- Title from cover. G.P.O. sales statement incor- 
rect in publication. Oct. 1981. Description based on: Mar. 
1981. @lItem 506-A-16 1. National Institutes of Health 
(U.S.) — Directories — Telephone. I. Title. OCLC 
07809968 


NATIONAL CANCER INSTITUTE 
Health and Human Services Dept. 
Bethesda, MD 20014 


82-5684 
HE 20.3152:B 74/13/981 

Breast cancer : we’re making progress every day. — Rev. Nov. 
1981. — [Bethesda, Md.?] : U.S. Dept. of Health and Human 
Services, Public Health Service, National Institutes of Health, 
1981. 12 p.: ill. ; 21 x 10 cm.— (NIH publication ; no. 82- 
2409) Cover title. ‘National Cancer Institute’—P. 4 of 
cover. @Item 507-G-2 1. Breast— Cancer. 2. Breast — 
Examination. I. National Institutes of Health (U.S.) II. Na- 
tional Cancer Institute (U.S.) III. Series: DHHS publication 
; no. (NIH) 82-2409. OCLC 08162813 


82-5685 
HE 20.3152:G 76/981 
Buscher, Leo F. 

National Cancer Institute grants process / Leo F. Buscher, 
Jr.— Rev. Dec. 1981.—([Bethesda, Md.?] : U.S. Dept. of 
Health and Human Services, Public Health Service, National 
Institutes of Health, National Cancer Institute, 1981. 49 p. : 
ill. ; 23 cm. — (NIH publication ; no. 82-1222) @lItem 507- 
G-2 1. Federal aid to medical research — United States. I. 
National Cancer Institute (U.S.) II. Title. III. Series: 
DHHS publication ; no. (NIH) 82-1222. OCLC 08162611 


Government Publications — April 1982 


HE 20.3173:77/118 


Current cancer research on diagnosis and treatment of lung 


cancer. — Silver Spring, Md. : U.S. Dept. of Health, Educa- 
tion, and Welfare, Public Health Service, National Institutes 
of Health, National Cancer Institute; Springfield, Va. : Na- 
tional Technical Information Service,{distributor, 1978] i, 32 
p. ; 28 cm.— (Special listing ; NCI/ICRDB/SL-77/118) 
Cover title. “A service of the International Cancer Research 
Data Bank (ICRDB).” “Prepared for ICRDB program by 
the Current Cancer Research Project Analysis Center”—P. 2 
of cover. “Updates NCI/ICRDB/SL-76/30"—P. i. “May 
5, 1978.” Includes index. NTIS: NTISUB/D/294-004. 
@ltem 507-G-16 (microfiche) 1. Lungs— Cancer — Ab- 
stracts. I. National Cancer Institute (U.S.) II. International 
Cancer Research Data Bank. III. Current Cancer Research 
Project Analysis Center (U.S.) IV. Title: Diagnosis and 
treatment of lung cancer. V. Series: Special listing (Interna- 
tional Cancer Research Data Bank) ; NCI/ICRDB/SL-77/ 
118. OCLC 03941394 


82-5687 


HE 20.3173:77/119 


Current cancer research on radiation carcinogenesis and related 


radiobiology. — [Silver Spring, Md.] : U.S. Dept. of Health, 
Education, and Welfare, Public Health Service, National In- 
stitutes of Health, National Cancer Institute ; Springfield, Va. 
: National Technical Information Service [distributor, 1978] 
i, 40 p. ; 28 cm. — (Special listing ; NCI/ICRDB/SL-77/119) 
Cover title. “A service of the International Cancer Research 
Data Bank (ICRDB).” “Updates NCI/ICRDB/SL-76/08 
and the related radiobiology section of SL-76/19”"—P. i. 
“May 5, 1978.” Includes index. NTIS: NTISUB/D/296- 
005. @lItem 507-G-16 (microfiche) 1. Tumors, Radiation- 
induced — Abstracts. 2. Radiobiology — Abstracts. I. In- 
ternational Cancer Research Data Bank. II. Nationa! Cancer 
Institute (U.S.) III. Title: Radiation carcinogenesis and relat- 
ed radiobiology. IV. Series: Special listing (International 
Cancer Research Data Bank) ; NCI/ICRDB/SL-77-119. 
OCLC 08095380 


82-5688 


HE 20.3173:77/120 


Current cancer research on molecular biology of DNA tumor 


viruses. — [Silver Spring, Md.] : U.S. Dept. of Health, Educa- 
tion, and Welfare, Public Health Service, National Institutes 
of Health, National Cancer Institute ; Springfield, Va. : Na- 
tional Technical Information Service [distributor, 1978] i, 55 
p. ; 28 cm.— (Special listing ; NCI/ICRDB/SL-77/120) 
Cover title. “A service of the International Cancer Research 
Data Bank (ICRDB).” “Updates NCI/ICRDB/SL-76/38"— 
P. i. “May 19, 1978.” Includes index. NTIS: NTISUB/ 
D/297-004. @Item 507-G-16 (microfiche) 1. Viruses, 
DNA — Abstracts. I. International Cancer Research Data 
Bank. II. National Cancer Institute (U.S.) III. Title: Molec- 
ular biology of DNA tumor viruses. IV. Series: Special list- 
ing (International Cancer Research Data Bank) ; NCI/ 
ICRDB/SL-77/120. OCLC 08095589 





National Cancer Institute — Health and Human Services Dept. 

82-5689 82-5692 

HE 20,3173:77/121 

The Epidemiology, etiology and pathophysiology of endocrine 
system neoplasms and related endocrinology (excluding 
gonads) — [Silver Spring, Md.] : U.S. Dept. of Health, Educa- 
tion, and Welfare, Public Health Service, National Institutes 
of Health, National Cancer Institute ; Springfield, Va. : Na- 
tional Technical Information Service [distributor, 1978] ii, 47 
p. ; 28 cm.— (Special listing ; NCI/ICRDB/SL-77-121) 
Cover title. “A service of the International Cancer Research 
Data Bank (ICRDB).” “Updates NCI/ICRDB/SL-76/31”"— 
P.i. “June 9, 1978.” Includes index. NTIS: NTISUB/D/ 
295-005. @Item 507-G-16 (microfiche) 1. Endocrine 
glands — Cancer — Abstracts. I. International Cancer Re- 
search Data Bank. II. National Cancer Institute (U.S.) III. 
Series: Special listing (International Cancer Research Data 
Bank) ; NCI/ICRDB/SL-77/121. OCLC 08094885 


HE 20.3173:77/130 

Current cancer research on preclinical studies of pharmacokine- 
tics, effectiveness and mechanisms of action of anticancer 
drugs. — [Silver Spring, Md.] : U.S. Dept. of Health, Educa- 
tion, and Welfare, Public Health Service, National Institutes 
of Health, National Cancer Institute ; Springfield, Va. : Na- 
tional Technical Information Service [distributor], 1978. i, 55 
p. ; 28 cm.— (Special listing ; NCI/ICRDB/SL-77/130) 
Cover title. “A service of the International Cancer Research 
Data Bank (ICRDB).” “Updates NCI/ICRDB/SL-76/09 
and NCI/ICRDB/SL-76/16”—P. i. “October 27, 1978.” 
Includes index. NTIS: NTISUB/D/293-003. @lItem 507-G- 
16 (microfiche) 1. Pharmacokinetics — Abstracts. 2. Antin- 
eoplastic agents— Abstracts. I. International Cancer Re- 
search Data Bank. II. National Cancer Institute (U.S.) III. 
Title: Preclinical studies of pharmacokinetics, effectiveness 
and mechanisms of action of anticancer drugs. IV. Series: 
Special listing (International Cancer Research Data Bank) ; 
NCI/ICRDB/SL-77/130. OCLC 08094982 


82-5693 


HE 20.3173:77/122 
Current cancer research on gynecologic cancer, etiology, epide- 
miology, clinical aspects and related studies. — [Silver Spring, 
Md.] : U.S. Dept. of Health, Education, and Welfare, Public 
Health Service, National Institutes of Health, National Cancer 
Institute ; Springfield, Va. : National Technical Information 
Service [distributor, 1978] i, 62 p. ; 28 cm. — (Special listing 
; NCI/ICRDB/SL-77/122) Cover title. “A service of the 
International Cancer Research Data Bank (ICRDB).” “Up- 
dates NCI/ICRDB/SL-76/10 and SL-76/39"—P. i. “June 
16, 1978.” Includes index. NTIS: NTISUB/D/294-005. 
@ltem 507-G-16 (microfiche) 1. Generative organs, 
Female — Cancer — Abstracts. I. International Cancer Re- 
search Data Bank. II. National Cancer Institute (U.S.). III. 


HE 20.3173:77/131 
Current cancer research on clinical, preclinical and basic studies 
of nervous system and related tumors. — [Silver Spring, Md.] 
: U.S. Dept. of Health, Education, and Welfare, Public Health 
Service, National Institutes of Health, National Cancer Insti- 
tute ; Springfield, Va. : National Technical Information Serv- 
ice [distributor, 1978] i, 38 p. ; 28 cm.— (Special listing ; 
NCI/ICRDB/SL-77/131) Cover title. “A service of the 
International Cancer Research Data Bank (ICRDB).” “Up- 
dates NCI/ICRDB/SL-76/49 and all of NCI/ICRDB/SL-76/ 
44 except section V”—P. i. “August 18, 1978.” Includes 


Title: Gynecologic cancer, etiology, epidemiology, clinical index. NTIS: NTISUB/D/294-010. @lItem 507-G-16 (mi- 


aspects and related studies. IV. Series: Special listing (Inter- 
national Cancer Research Data Bank) ; NCI/ICRDB/SL-77/ 
122. OCLC 08095293 


82-5691 


crofiche) 1. Nervous system — Tumors — Abstracts. I. In- 
ternational Cancer Research Data Bank. II. National Cancer 
Institute (U.S.) III. Title: Clinical, preclinical and basic stud- 
ies of nervous system and related tumors. IV. Series: Special 
listing (International Cancer Research Data Bank) ; NCI/ 


HE 20.3173:77/123 ICRDB/SL-77/131. OCLC 08095641 


Current cancer research on clinical aspects of leukemias, lym- 
phomas and other lymphoproliferative disorders. — [Silver 
Spring, Md.] : U.S. Dept. of Health, Education, and Welfare, 
Public Health Service, National Institutes of Health, National 
Cancer Institute ; Springfield, Va. : National Technical Infor- 
mation Service [distributor, 1978] i, 64 p. ; 28 cm.— (Spe- 
cial listing ; NCI/ICRDB/SL-77/123) Cover title. “A 


82-5694 
HE 20.3173:77/135 
Current cancer research on radiotherapy, nuclear medicine, ra- 
diologic diagnosis and related techniques. — [Silver Spring, 
Md.] : U.S. Dept. of Health, Education, and Welfare, Public 
Health Service, National Institutes of Health, National Cancer 


service of the International Cancer Research Data Bank 
(ICRDB).” “Updates NCI/ICRDB/SL-76/40”—P. i. “July 
28, 1978.” Includes index. NTIS: NTISUB/D/294-006. 
@ltem 507-G-16 (microfiche) 1. Leukemia — Abstracts. 2. 
Lymphoma — Abstracts. 3. Lymphatic metastasis — Ab- 
stracts. I. International Cancer Research Data Bank. II. 
National Cancer Institute (U.S.) III. Title: Clinical aspects of 
leukemias, lymphomas and other lymphoproliferative disor- 
ders. IV. Series: Special listing (International Cancer Re- 
search Data Bank) ; NCI/ICRDB/SL-77/i23. OCLC 
08095066 


Institute ; Springfield, Va. : National Technical Information 
Service [distributor, 1978] ii, 46 p. ; 28 cm.— (Special list- 
ing ; NCI/ICRDB/SL-77/135) Cover title. “A service of 
the International Cancer Research Data Bank (ICRDB).” 
“Updates NCI/ICRDB/SL-76/47 and NCI/ICRDB/SL-76/ 
48”—P. i. “August 25, 1978.” Includes index. NTIS: 
NTISUB/D/294-011. @lItem 507-G-16 (microfiche) 1. Ra- 
diotherapy — Abstracts. 2. Diagnosis, Radioscopic — Ab- 
stracts. 3. Radioisotopes — Therapeutic use — Abstracts. I. 
International Cancer Research Data Bank. II. National 
Cancer Institute (U.S.) III. Title: Radiotherapy, nuclear 
medicine, radiologic diagnosis and related techniques. IV. 
Series: Special listing (International Cancer Research Data 
Bank) ; NCI/ICRDB/SL-77/135. OCLC 08095188 
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HE 20.3173:77/136 


HE 20.3173:77/145 
Current cancer research on oral and head and neck cancer. — 


Current cancer research on selected aspects of enzymes in 


[Silver Spring, Md.] : U. S. Dept. of Health, Education, and 
Welfare, Public Health Service, National Institutes of Health, 
National Cancer Institute ; Springfield, Va. : National Techni- 
cal Information Service [distributor, 1978] i, 26 p. ; 28 
cm.— (Special listing ; NCI/ICRDB/SL-77/136) Cover 
title. “A service of the International Cancer Research Data 
Bank (ICRDB).” “Updates NCI/ICRDB/SL-76/20, Section 
V, and NCI/ICRDB/SL-76/51, except Section VII”—P. i. 
“August 25, 1978.” Includes index. NTIS:NTISUB/D/294- 
012. @Item 507-G-16 (microfiche) 1. Head — Cancer — 
Abstracts. 2. Mouth — Cancer — Abstracts. I. Internation- 
al Cancer Research Data Bank. II. National Cancer Institute 
(U.S.) Ill. Title: Oral and head and neck cancer. IV. 
Series: Special listing (International Cancer Research Data 
Bank) ; NCI/ICRDB/SL-77-136. OCLC 06300149 


82-5696 


HE 20.3173:77/143 

Current cancer research on animal, tissue, chemical and viral 
supply sources for cancer research. — [Silver Spring, Md.] : 
U.S. Dept. of Health, Education, and Welfare, Public Health 
Service, National Institutes of Health, National Cancer Insti- 
tute ; Springfield, Va. : National Technical Information Serv- 
ice [distributor], 1978. i, 17 p. ; 28 cm.— (Special listing ; 
NCI/ICRDB/SL-77/143) Cover title. “A service of the 
International Cancer Research Data Bank (ICRDB).” “Sep- 
tember 22, 1978.” Includes index. NTIS: NTISUB/D/299- 
005. @lItem 507-G-16 (microfiche) 1. Laboratory ani- 
mals — Abstracts. 2. Biological specimens — Abstracts. 3. 
Tumors — Abstracts. 4. Tissue culture — Abstracts. I. In- 
ternational Cancer Research Data Bank. II. National Cancer 
Institute (U.S.) III. Title: Animal, tissue, chemical and viral 
supply sources for cancer research. IV. Series: Special list- 
ing (International Cancer Research Data Bank) ; NCI/ 
ICRDB/SL-77/143. [DNLM 1. Animals, Laboratory — di- 
rectories 2. Biological Products—directories 3. Neo- 
plasms — directories 4. Research —directories 5. Tissue 
Culture — directories] OCLC 05453710 


cancer. — Silver Spring, Md. : U.S. Dept. of Health, Educa- 
tion, and Welfare, Public Health Service, National Institutes 
of Health, National Cancer Institute ; Springfield, Va. : Na- 
tional Technical Information Service [distributor], 1978. ii, 
42 p. ; 28 cm.— (Special listing ; NCI/ICRDB/SL-77/145) 
Cover title. “A service of the International Cancer Research 
Data Bank (ICRDB).” “Prepared for the ICRDB program 
by the Current Cancer Research Project Analysis Center. 
“Updates NCI/ICRDB/SL-76/36”"—P. i. “October 20, 
1978.” Includes index. NTIS: NTISUB/D/299-006. 
@ltem 507-G-16 (microfiche) 1. Cancer cells — Abstracts. 
2. Enzymes — Abstracts. I. International Cancer Research 
Data Bank. II. Current Cancer Research Project Analysis 
Center (U.S.) III. National Cancer Institute (U.S.) IV. 
Title: Selected aspects of enzymes in cancer. V. Series: Spe- 
cial listing (International Cancer Research Data Bank) ; NCI/ 
ICRDB/SL-77/145. OCLC 08107478 


82-5699 


HE 20.3173:77/146 


Current cancer research on statistics, epidemiology, and demog- 


raphy of human cancer. — Silver Spring, Md. : U.S. Dept. of 
Health, Education, and Welfare, Public Health Service, Na- 
tional Institutes of Health, National Cancer Institute ; Spring- 
field, Va. : National Technical Information Service [distribu- 
tor], 1978. i, 52 p. ; 28 cm.— (Special listing ; NCI/ 
ICRDB/SL-77/146) Cover title. “A service of the Interna- 
tional Cancer Research Data Bank (ICRDB).” “Prepared 
for the ICRDB program by the Current Cancer Research 
Project Analysis Center”—P. 2 of cover. “Updates NCI/ 
ICRDB/SL-76/55”—P. i. “November 30, 1978.” Includes 
index. NTIS: NTISUB/D/296-011. @Item 507-G-16 (mi- 
crofiche) 1. Cancer — Research. 2. Cancer — Statistics. 3. 
Epidemiology — Research — Abstracts. I. International 
Cancer Research Data Bank. II. Current Cancer Research 
Project Analysis Center (U.S.) III. Title: Statistics, epide- 
miology, and demography of human cancer. IV. Series: Spe- 
cial listing (International Cancer Research Data Bank) ; NCI/ 


ICRDB/SL-77/146. OCLC 08142753 
82-5697 


HE 20.3173:77/144 
Current cancer research on biochemical, immunological, and 
cytological methods for diagnosis of cancer. — Silver Spring, 


82-5700 
HE 20,3173:77/147 
Current cancer research on role of hormones in carcinogenesis 


Md. : U.S. Dept. of Health, Education, and Welfare, Public 
Health Service, National Institutes of Health, National Cancer 
Institute ; Springfield, Va. : National Technical Information 
Service [distributor], 1978. i, 47 p. ; 28 cm.— (Special list- 
ing ; NCI/ICRDB/SL-77/144) Cover title. “A service of 
the International Cancer Research Data Bank (ICRDB).” 
“Prepared for the ICRDB program by the Current Cancer 
Research Project Analysis Center”—P. 2 of cover. “Updates 
NCI/ICRDB/SL-76/60"—P. i. “October 6, 1978.” In- 
cludes index. NTIS: NTISUB/D/294-014. @lItem 507-G- 
16 (microfiche) 1. Cancer — Diagnosis — Abstracts. I. In- 
ternational Cancer Research Data Bank. II. Current Cancer 
Research Project Analysis Center (U.S.) III. National 
Cancer Institute (U.S.) IV. Title: Biochemical, immunologi- 
cal and cytological methods for diagnosis of cancer. V. 
Series: Special listing (International Cancer Research Data 
Bank) ; NCI/ICRDB/SL-77/144. OCLC 08142711 


and related studies of hormone receptors. — [Silver Spring, 
Md.] : U.S. Dept. of Health, Education, and Welfare, Public 
Health Service, National Institutes of Health, National Cancer 
Institute ; Springfield, Va. : National Technical Information 
Service [distributor], 1978. i, 55 p. ; 28 cm.— (Special list- 
ing ; NCI/ICRDB/SL-77/147) Cover title. “A service of 
the International Cancer Research Data Bank (ICRDB).” 
“Updates NCI/ICRDB/SL-76/17”"—P. i. “December 1, 
1978.” Includes index. NTIS: NTISUB/D/296-012. 
@ltem 507-G-16 (microfiche) 1. Carcinogenesis — Abstracts. 
2. Hormones — Abstracts. 3. Hormone receptors — Ab- 
stracts. I. International Cancer Research Data Bank. II. 
National Cancer Institute (U.S.) III. Title: Role of hormones 
in carcinogenesis and related studies of hormone receptors. 
IV. Series: Special listing (International Cancer Research 
Data Bank) ; NCI/ICRDB/SL-77/147. OCLC 08095533 
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82-5701 82-5704 
HE 20.3173:201 
Current cancer research on effects of chemical carcinogens on 


nucleic acids, proteins, and chromosomes. — Silver Spring, 


HE 20.3173:205 
Current cancer research on myeloma proteins, other parapro- 


Md. : U.S. Dept. of Health, Education, and Welfare, Public 
Health Service, National Institutes of Health, National Cancer 
Institute ; Springfield, Va. : National Technical Information 
Service [distributor], 1978. i, 48 p. ; 28 cm.— (Special list- 
ing ; NCI/ICRDB/SL-201) Cover title. “A service of the 
International Cancer Research Data Bank (ICRDB).” “Pre- 
pared for the ICRDB program by the Current Cancer Re- 
search Project Analysis Center’—P. 2 of cover. “Updates 
NCI/ICRDB/SL-101.”—P. i. “December 15, 1978.” In- 
cludes index. NTIS: NTISUB/E/296-001. @lItem 507-G-16 
(microfiche) 1. Carcinogens— Abstracts. 2. Chromo- 
somes — Abstracts. 3. Proteins— Abstracts. 4. Nucleic 
acids — Abstracts. I. International Cancer Research Data 
Bank. II. Current Cancer Research Project Analysis Center 
(U.S.) III. National Cancer Institute (U.S.) IV. Title: Ef- 
fects of chemical carcinogens on nucleic acids, proteins, and 


teins, myelomas, and other monoclonal gammopathies. — 
Silver Spring, Md. : U.S. Dept. of Health, Education, and 
Welfare, Public Health Service, National Institutes of Health, 
National Cancer Institute ; Springfield, Va. : National Techni- 
cal Information Service [distributor], 1979. i, 38 p. ; 28 
cm.— (Special listing ; NCI/ICRDB/SL-205) Cover title. 
“A service of the International Cancer Research Data Bank 
(ICRDB).” “Prepared for the ICRDB program by the Cur- 
rent Cancer Research Project Analysis Center’—P. 2 of 
cover. “Updates NCI/ICRDB/SL-105”—P. i. “February 
2, 1979.” Includes index. NTIS: NTISUB/E/299-001. 
@ltem 507-G-16 (microfiche) 1. Myeloma proteins — Ab- 
stracts. 2. Tumor proteins — Abstracts. 3. Gammopathies, 
Monoclonal — Abstracts. I. International Cancer Research 
Data Bank. II. Current Cancer Research Project Analysis 


Center (U.S.) III. National Cancer Institute (U.S.) IV. 
Title: Myeloma proteins, other paraproteins, myelomas, and 
other monoclonal gammopathies. V. Series: Special listing 
(International Cancer Research Data Bank) ; NCI/ICRDB/ 
SL-205. [DNLM 1. Multiple Myeloma — directories 2. 
Myeloma Proteins — directories 3. Paraproteinemias — di- 
rectories 4. Paraproteins — directories 5. Research — direc- 
tories WH 22.1 C976ce 1979] OCLC 05273206 


chromosomes. V. Series: Special listing (International 
Cancer Research Data Bank) NCI/ICRDB/SL-201. 
OCLC 06027528 


82-5702 
HE 20.3173:202 

Current cancer research on etiology, epidemiology, and biology 
of melanomas and other skin cancers / [prepared for the 
ICRDB program by the Current Cancer Research Project 
Analysis Center].— Silver Spring, Md. : U.S. Dept. of 
Health, Education, and Welfare, Public Health Service, Na- 
tional Institutes of Health, National Cancer Institute ; Spring- 
field, Va. : National Technical Information Service [distribu- 
tor], 1979. i, 59 p. ; 28 cm.— (Special listing ; NCI/ 
ICRDB/SL-202) Cover title. “A service of the Interna- 
tional Cancer Research Data Bank (ICRDB).” “Updates 
Section I, II, and III of NCI/ICRDB/SL-102”—P. i. “Janu- 
ary 8, 1979.” Includes index. NTIS: NTISUB/E/294-001. 
@ltem 507-G-16 (microfiche) 1. Skin — Cancer — Abstracts. 
2. Melanoma — Abstracts. I. International Cancer Research 
Data Bank. II. Current Cancer Research Project Analysis 


82-5705 
HE 20.3173:206 

Current Cancer research on avian tumor viruses. — [Bethesda, 
Md.?] : U.S. Dept. of Health, Education, and Welfare, Public 
Health Service, National Institutes of Health, National Cancer 
Institute ; Springfield, Va.: National Technical Information 
Service [distributor, 1979] i, 40 p. ; 28 cm. — (Special listing 
; NCI/ICRDB/SL-206) Cover title. “A service of the In- 
ternational Cancer Research Data Bank (ICRDB)” ‘“Pre- 
pared for the ICRDB Program by the Current Cancer Re- 
: ; search project Analysis Center”— P. 2 of cover. “Updates 
Tide Basiony, wjidendlioas, ead Wiha, of atc = NCI/ICRDB/SL-106"—p.i. “January 24, 1979.” Includes 
other skin cancers. V. Series: Special listing (International index. NTIS: NTISUB/E/297-002 @ltem 507-G-16 (mi- 
Cancer Research Data Bank) ; NCI/ICRDB/SL-202. crofiche) 1. Oncogenic viruses — Abstracts. I. International 
[DNLM 1. Melanoma — directories 2. Research — directo- Cancer Research Data Bank II. Current Cancer Research 
ries 3. Skin Neoplasms — directories] OCLC 08139022 Project Analysis Center (U.S.) III. Title. IV. Title: Avian 
tumor viruses V. Series: Special listing (International Cancer 
82-5703 Research Data Bank) ; NCI/ICRDB/SL-206. [DNLM lI. 
Oncogenic Viruses— abstracts 2. Research — directories] 

OCLC 06291053 


HE 20.3173:203 

Current cancer research on the relationship of viruses to human 
cancer. — [Silver Spring, Md.] : U.S. Dept. of Health, Educa- 
tion, and Welfare, Public Health Service, National Institutes 
of Health, National Cancer Institute ; Springfield, Va. : Na- 
tional Technical Information Service [distributor], 1979. 55 
p. ; 28 cm. — (Special listing ; NCI/ICRDB/SL-203) Cover 
title. “A service of the International Cencer Research Data 
Bank (ICRDB).” “Prepared for the ICRDB program by the 
Current Cancer Research Project Analysis Center”—P. 2 of 
cover. “Updates NCI/ICRDB/SL-103”—Prelim p. “Janu- 
ary 5, 1979.” Includes index. NTIS: NTISUB/E/297-001. 
@ltem 507-G-16 (microfiche) 1. Viruses, DNA — Abstracts. 
2. Viruses, RNA — Abstracts. 3. Oncogenic viruses — Ab- 
stracts. I. International Cancer Research Data Bank. II. 
Current Cancer Research Project Analysis Center (U.S.) _ III. 
National Cancer Institute (U.S.) IV. Title: Relationship of 
viruses to human cancer. V. Series: Special listing (Interna- 
tional Cancer Research Data Bank) ; NCI/ICRDB/SL-203. 
OCLC 08115932 
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82-5706 82-5709 


HE 20.3173:208 


HE 20,3173:213 
Current cancer research on differentiation and maturation of 


Current cancer research on carcinogenic substances in food and 


normal and neoplastic hematopoietic cells. — [Bethesda, Md.?] 
: U.S. Dept. of Health, Education, and Welfare, Public Health 
Service, National Institutes of Health, National Cancer Insti- 
tute ; Springfield, Va. : National Technical Information Serv- 
ice [distributor, 1979] 45 p. ; 28 cm.— (Special listing ; 
NCI/ICRDB/SL-208) Cover title. “A service of the Inter- 
national Cancer Research Data Bank (ICRDB).” “Updates 
NCI/ICRDB/SL-108”—P. [i] “March 6, 1979.” Includes 
index. NTIS: NTISUB/E/299-002. @lItem 507-G-16 (mi- 
crofiche) 1. Blood cells — Research — Abstracts. 2. 
Cancer — Research — Abstracts. I. International Cancer Re- 
search Data Bank. II. National Cancer Institute (U.S.) III. 
Title: Differentiation and maturation of normal and neoplastic 
hematopoietic cells. IV. Series: Special listing (International 
Cancer Research Data Bank) ; NCI/ICRDB/SL-208. 
[DNLM 1. Blood Cells —directories 2. Cell Differenti- 
ation — directories 3. Cell Transformation, Neoplastic — di- 
rectories 4. Research — directories WH 22.1 C976ca 1979] 
OCLC 05352519 


82-5707 


HE 20.3173:209 

Current cancer research on murine tumor viruses. — [Bethesda, 
Md.?] : U.S. Dept. of Health, Education, and Welfare, Public 
Health Service, National Institutes of Health, National Cancer 
Institute ; Springfield, Va. : National Technical Information 
Service [distributor], 1979. i, 53 p. ; 28 cm.— (Special list- 
ing ; NCI/ICRDB/SL-209) Cover title. “A service of the 
International Cancer Research Data Bank (ICRDB).” “Up- 
dates NCI/ICRDB/SL-109”—P. i. “February 6, 1979.” In- 
cludes index. NTIS: NTISUB/E/297-003. @lItem 507-G-16 
(microfiche) 1. Mouse leukemia viruses — Research — Ab- 
stracts. 2. Cancer — Research. I. International Cancer Re- 
search Data Bank. II. National Cancer Institute (U.S.) III. 
Title: Murine tumor viruses. IV. Series: Special listing (In- 
ternational Cancer Research Data Bank) ; NCI/ICRDB/SL- 
209. OCLC 08116373 


drugs, and related epidemiology. — Silver Spring, Md. : U.S. 
Dept. of Health, Education, and Welfare, Public Health Serv- 
ice, National Institutes of Health, National Cancer Institute ; 

i Va. : National Technical Information Service, 
[1979] i, 43 p. ; 28 cm.— (Special listing ; NCI/ICRDB/ 
SL-213) Cover title. “A service of the International Cancer 
Research Data Bank (ICRDB)” “Updates NCI/ICRDB/SL- 
113”°—P i. “March 28, 1979.” Includes index. NTIS: 
NTISUB/E/297-002. @Item 507-G-16 (microfiche) 1. Car- 
cinogens — Research — Abstracts. 2. Epidemiology — Re- 
search — Abstracts. I. International Cancer Research Data 
Bank. II. National Cancer Institute (U.S.) III. Title: Car- 
cinogenic substances in food and drugs, and related epidemio- 
logy. IV. Series: Special listing (International Cancer Re- 
search Data Bank) ; NCI/ICRDB/SL-213. OCLC 08142869 


82-5710 


HE 20.3173:214 


Current cancer research on nitroso compounds. — [Bethesda, 


Md?.] : U.S. Dept. of Health, Education, and Welfare, Public 
Health Service, National Institutes of Health, National Cancer 
Institute ; Springfield, Va. : National Technical Information 
Service [distributor], 1979. i, 39 p. ; 28 cm.— (Special list- 
ing ; NCI/ICRDB/SL-214) Cover title. “A service of the 
International Cancer Research Data Bank (ICRDB)” “Pre- 
pared for the ICRDB Program by the Current Cancer Re- 
seach Project Analysis Center’—P. 2 of cover. “Updates 
NCI/ICRDB/SL-114”"—P. [i] “April 6, 1979.” Includes 
index. “NTIS: NTISUB/E/296-003. @lItem 507-G-16 (mi- 
crofiche) 1. Nitroso-compounds — Abstracts. 2. Carcino- 
gens — Abstracts. I. International Cancer Research Data 
Bank. II. Current Cancer Research Project Analysis Center 
(U.S.) III. Title: Nitroso compounds. IV. Series: Special 
listing (International Cancer Research Data Bank) ; NCI/ 
ICRDB/SL-214. [DNLM 1. Neoplasms—chemically in- 
duced — directories 2. Nitroso Compounds — adverse ef- 
fects — directories 3. Research—directories QZ 22.1 
C976cjd 1979] OCLC 05273207 


82-5708 
HE 20.3173:212 
Current cancer research on breast cancer : diagnosis, prognosis, 
and treatment. —[Bethesda, Md.?] : U.S. Dept. of Health, 


82-5711 
HE 20.3173:215 
Current cancer research on hepatic neoplasms. — [Bethesda, 


Education, and Welfare, Public Health Service, National In- 
stitutes of Health, National Cancer Institute ; Springfield, Va. 
: National Technical Information Service [distributor, 1979] 
ii, 71 p. ; 28 cm.— (Special listing ; NCI/ICRDB/SL-212) 
Cover title. “A service of the International Cancer Research 
Data Bank (ICRDB).” “Updates NCI/ICRDB/SL-112”—P. 
i. “March 27, 1979.” Includes index. NTIS: NTISUB/E/ 
294-003. @ltem 507-G-16 (microfiche) 1. Breast — Cancer. 
2. Breast — Research — Abstracts. I. International Cancer 
Research Data Bank. II. National Cancer Institute (U.S.) 
III. Title: Breast cancer : diagnosis, prognosis, and treatment. 
IV. Series: Special listing (International Cancer Research 
Data Bank) ; NCI/ICRDB/SL-212. OCLC 05932045 


Md.?] : U.S. Dept. of Health, Education, and Welfare, Public 
Health Service, National Institutes of Health, National Cancer 
Institute ; Springfield, Va. : National Technical Information 
Service [distributor, 1979] ii, 99 p. ; 28 cm.— (Special list- 
ing ; NCI/ICRDB/SL-215) Cover title. “A service of the 
International Cancer Research Data Bank (ICRDB)” “Pre- 
pared for the ICRDB Program by the Current Cancer Re- 
search Project Analysis Center”—P. 2 of cover. “Updates 
NCI/ICRDB/SL-115”"—P i. “April 24, 1979.” Includes 
index. NTIS: NTISUB/E/295-006. @Item 507-G-16 (mi- 
crofiche) 1. Liver — Cancer — Abstracts. I. International 
Cancer Research Data Bank. II. Current Cancer Research 
Project Analysis Center (U.S.) III. Title: Hepatic neoplasms. 
IV. Series: Special listing (International Cancer Research 
Data Bank) ; NCI/ICRDB/SL-215. OCLC 08116450 
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82-5712 


HE 20.3173:216 

Current cancer research on etiology, epidemiology, and related 
biology of cancer of the lower respiratory tract. — [Bethesda, 
Md.?] : U. S. Dept. of Health, Education, and Welfare, Public 
Health Service, National Institutes of Health, National Cancer 
Institute ; Springfield, Va. : National Technical Information 
Service [distributor, 1979] 59 p. ; 28 cm. — (Special listing ; 
NCI/ICRDB/SL-216) Cover title. “A service of the Inter- 
national Cancer Research Data Bank (ICRDB).” “Prepared 
for the ICRDB Program by the Current Cancer Research 
Project Analysis Center’—P. 2 of cover. “Updates Section 
I, I, and Ill of NCI/ICRDB/SL-102”—P. i. “April 13, 
1979.” Includes index. NTIS: NTISUB/E/295-004. 
@ltem 507-G-16 (microfiche) 1. Respiratory organs — 
Cancer — Abstracts. I. International Cancer Research Data 
Bank. II. Current Cancer Research Project Analysis Center 
(U.S.) III. Title: Etiology, epidemiology, and related biology 
of cancer of the lower respiratory tract. IV. Series: Special 
listing (International Cancer Research Data Bank) ; NCI/ 
ICRDB/SL-216. [DNLM 1. Research—directories 2. 
Respiratory Tract Neoplasms — directories] OCLC 
08139183 


82-5715 


HE 20.3173:230 


Current cancer research on preclinical studies of pharmacokine- 


tics, effectiveness and mechanisms of action of anticancer 
drugs. — [Bethesda, Md.?] : U.S. Dept. of Health, Education, 
and Welfare, Public Health Service, National Institutes of 
Health, National Cancer Institute ; Springfield, Va. : National 
Technical Information Service [distributor, 1979] 89 p. ; 28 
cm.— (Special listing ; NCI/ICRDB/SL-230) Cover title. 
“A service of the International Cancer Research Data Bank 
(ICRDB)” “Prepared for the ICRDB Program by the Cur- 
rent Cancer Research Project Analysis Center.” “Updates 
NCI/ICRDB/SL-130”—P. [i] “June 8, 1979.” Includes 
index. NTIS: NTISUB/E/293-003. @lItem 507-G-16 (mi- 
crofiche) 1. Chemotherapy — Abstracts. 2. Cancer — Che- 
motherapy — Abstracts. I. International Cancer Research 
Data Bank. II. Current Cancer Research Project Analysis 
Center (U.S.) III. Title: Preclinical studies of pharmacokine- 
tics, effectiveness and mechanisms of action of anticancer 
drugs. IV. Series: Special listing (International Cancer Re- 
search Data Bank) ; NCI/ICRDB/SL-230. [DNLM 1. An- 


tineoplastic Agents — directories 2. Research — directories 
QZ 22.1 C976cLe 1979] OCLC 05333451 


82-5716 


82-5713 
HE 20.3173:217 
Current cancer research on polycyclic aromatic hydrocar- 
bons. — Bethesda, Md.? : U.S. Dept. of Health, Education, 


and Welfare, Public Health Service, National Institutes of 
Health, National Cancer Institute ; Springfield, Va. : National 
Technical Information Service,[distributor, 1979] i, 55 p ; 28 
cm.— (Special listing ; NCI/ICRDB/SL-217) Cover title. 
“A service of the International Cancer Research Data Bank 
(ICRDB).” “Prepared for the ICRDB Program by the Cur- 
rent Cancer Research Project Analysis Center”’—P. 2 of 
cover. “Updates NCI/ICRDB/SL-117”—P i. “April 27, 
1979.” Includes index. NTIS: NTISUB/E/296-004. 
@ltem 507-G-16 (microfiche) 1. Polycyclic compounds — 
Abstracts. 2. Carcinogenesis — Abstracts. I. International 
Cancer Research Data Bank. II. Current Cancer Research 
Project Analysis Center (U.S.) III. Title: Polycyclic aroma- 
tic hydrocarbons. IV. Series: Special listing (International 
Cancer Research Data Bank) ; NCI/ICRDB/SL-217. 
[DNLM 1. Neoplasms—chemically induced — directories 
2. Polycyclic Hydrocarbons — directories 3. Research — di- 
rectories QZ 22.1 C976cLb 1979a] OCLC 06200818 


82-5714 


HE 20.3173:218 

Current cancer research on diagnosis and treatment of cancer of 
the lower respiratory tract. — [Bethesda, Md.?] : U.S. Dept. 
of Health, Education, and Welfare, Public Health Service, 
National Institutes of Health, National Cancer Institute ; 
Springfield, Va. : National Technical Information Service, 
{distributor, 1979] i, 35 ; 28 cm.— (Special listing ; NCI/ 
ICRDB/SL-218) Cover title. “A service of the Interna- 
tional Cancer Research Data Bank (ICRDB).” Includes 
index. “Prepared for the ICRDB program by the Current 
Cancer Research Project Analysis Center”’—P. 2 of cover. 
“Updates NCI/ICRDB/SL-118”"—P. i. “April 20, 1979.” 
NTIS: NTISUB/E/294-005. @lItem 507-G-16 (microfiche) 
1. Respiratory organs — Cancer — Abstracts. I. International 
Cancer Research Data Bank. II. Current Cancer Research 
Project Analysis Center (U.S.) III. Title: Diagnosis and 
treatment of cancer of the lower respiratory tract. IV. 
Series: Special listing (International Cancer Research Data 
Bank) ; NCI/ICRDB/SL-218. [DNLM 1. Research — direc- 
tories 2. Respiratory Tract Neoplasms — diagnosis — direc- 
tories 3. Respiratory Tract Neoplasms — therapy — directo- 
ties WF 22.1 C976cc 1979a] OCLC 06142556 
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HE 20.3173:254 


Current cancer research on preclinical radiologic diagnosis and 


radiotherapy of cancer. —[Bethesda, Md.?] : U.S. Dept. of 
Health, Education, and Welfare, Public Health Service, Na- 
tional Institutes of Health, National Cancer Institute ; Spring- 
field, Va. : National Technical Information Service [distribu- 
tor, 1979] i, 64 p. ; 28 cm.— (Special listing ; NCI/ 
ICRDB/SL-254) Cover title. “A service of the Interna- 
tional Cancer Research Data Bank (ICRDB)” “Prepared for 
the ICRDB Program by the Current Cancer Research Project 
Analysis Center’—P. 2 of cover. “Updates parts of SL- 
135°—P. i. “July 27, 1979.” Includes index. NTIS: 
NTISUB/E/294-017. @Item 507-G-16 (microfiche) 1. 
Cancer — Radiotherapy — Abstracts. I. International Cancer 
Research Data Bank. II. Current Cancer Research Project 
Analysis Center (U.S.) III. Title: Preclinical radiologic diag- 
nosis and radiotherapy of cancer. IV. Series: Special listing 
(International Cancer Research Data Bank) ; NCI/ICRDB/ 
SL-254. [DNLM 1. Neoplasms — radiography — directories 
2. Neoplasms — radiotherapy — directories 3. Research — 
directories QZ 22.1 C976cLf 1979] OCLC 05743976 


82-5717 
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HE 20.3173:255 
Current cancer research on selected aspects of cancer-related 
protein, carbohydrate, lipid, and other biochemistry. — [Be- 
thesda, Md.?] : U.S. Dept. of Health, Education, and Welfare, 


82-5719 
HE 20.3173:302 


Current cancer research on etiology, epidemiology, and biology 
of melanomas and other skin cancers. — Md.?] : 


Public Health Service, National Institutes of Health, National 
Cancer Institute ; Springfield, Va. : National Technical Infor- 
mation Service [distributor, 1979] i, 80 p. ; 28 cm.— (Spe- 
cial listing ; NCI/ICRDB/SL-242) Cover title. “A service 
of the International Cancer Research Data Bank (ICRDB).” 
“Prepared for the ICRDB Program by the Current Cancer 
Research Project Analysis Center”—P. 2 of cover. “August 
10, 1979.” Includes index. NTIS: NTISUB/E/299-005. 
“Updated sections V-XV of NCI/ICRDB/SL-142”—P. i. 
@ltem 507-G-16 (microfiche) 1. Proteins — Abstracts. 2. 
Lipids — Abstracts. 3. Carbohydrates — Abstracts. 4. Bio- 
logical chemistry — Abstracts. I. International Cancer Re- 
search Data Bank. II. Current Cancer Research Project 
Analysis Center (U.S.) III. Title: Selected aspects of cancer- 
related protein, carbohydrate, lipid, and other biochemistry. 
IV. Series: Special listing (International Cancer Research 
Data Bank) ; NCI/ICRDB/SL-255. [DNLM 1. Biochemis- 
try — directories 2. Medical Oncology — directories 3. Nu- 
cleic Acids—directories 4. Research — directories QU 
22.1 C976c 1979] OCLC 05798415 


82-5718 


HE 20.3173:301 

Current cancer research on effects of chemical carcinogens on 
nucleic acids, proteins, and chromosomes. — [Bethesda, Md.?] 
: U.S. Dept. of Health, Education, and Welfare, Public Health 
Service, National Institutes of Health, National Cancer Insti- 
tute ; Springfield, Va. : National Technical Information Serv- 
ice (distributor, 1979] i, 47 p. ; 28 cm.— (Special listing ; 
NCI/ICRDB/SL-301) Cover title. “A service of the Inter- 
national Cancer Research Data Bank (ICRDB).” “Prepared 
for the ICRDB program by the Current Cancer Research 
Project Analysis Center’—P. 2 of cover. “Updates NCI/ 
ICRDB/SL-201”—P.i. “October 5, 1979.” Includes index. 
NTIS: NTISUB/E/296-015. @lItem 507-G-16 (microfiche) 
1. Carcinogens — Abstracts. 2. Nucleic Acids — Abstracts. 
3. Proteins — Abstracts. 4. Chromosomes — Abstracts. I. 
International Cancer Research Data Bank. II. Current 
Cancer Research Project Analysis Center (U.S.) III. Title: 
Effects of chemical carcinogens on nucleic acids, proteins, 
and chromosomes. IV. Series: Special listing (International 
Cancer Research Data Bank) ; NCI/ICRDB/SL-301. 
[DNLM 1. Carcinogens — directories 2. Chromosomes — 
drug effects—directories 3. Nucleic Acids — directories 
4. Proteins — directories 5. Research — directories QZ 22.1 
C976cv 1979] OCLC 06040279 


U.S. Dept. of Health, Education, and Welfare, Public Health 
Service, National Institutes of Health, National Cancer Insti- 
tute ; Springfield, Va. : National Technical Information Serv- 
ice [distributor, 1979] 49 p. ; 28 cm.— (Special listing ; 
NCI/ICRDB/SL-302) Cover title. “A service of the Inter- 
national Cancer Research Data Bank (ICRDB).” “Prepared 
for the ICRDB Program by the Current Cancer Research 
Project Analysis Center”—P. 2 of cover. “Updates NCI/ 
ICRDB/SL-202”—P. i. “November 5, 1979.” Includes 
index. NTIS: NTISUB/E/294-020. @lItem 507-G-16 (mi- 
crofiche) 1. Melanoma— Abstracts. 2. Skin — Cancer — 
Abstracts. I. International Cancer Research Data Bank. II. 
Current Cancer Research Project Analysis Center (U.S.) III. 
Title: Etiology, epidemiology, and biology of melanomas and 
other skin cancers. IV. Series: Special listing (International 
Cancer Research Data Bank) ; NCI/ICRDB/SL-302. 
[DNLM 1. Melanoma — directories 2. Research — directo- 
ries 3. Skin Neoplasms—directories WR 22.1 C976c 
1979a] OCLC 06040281 


82-5720 


HE 20,3173:303 


Current cancer research on the relationship of viruses to human 


cancer. — [Bethesda, Md.?] : U.S. Dept. of Health, Education, 
and Welfare, Public Health Service, National Institutes of 
Health, National Cancer Institute ; Springfield, Va. : National 
Technical Information Service [distributor, 1979]. 45 p. ; 28 
cm.— (Special listing ; NCI/ICRDB/SL-303) Cover title. 
“A service of the International Cancer Research Data Bank 
(ICRDB)” “Prepared for the ICRDB Program by the Cur- 
rent Cancer Research Project Analysis Center’—P. 2 of 
cover. “Updates NCI/ICRDB/SL-203”—P. i. “October 6, 
1979.” Includes index. NTIS: NTISUB/E/297-006. 
@ltem 507-G-16 (microfiche) 1. Cancer— Abstracts. 2. 
Viruses — Abstracts. I. International Cancer Research Data 
Bank II. Current Cancer Research Project Analysis Center 
(U.S.) Ill. Title: The Relationship of viruses to human 
cancer. IV. Series: Special listing (International Cancer Re- 
search Data Bank) ; NCI/ICRDB/SL-303. [DNLM 1. Neo- 
plasms — abstracts 2. Research—directories 3. Viruses — 
abstracts] OCLC 06295988 


82-5721 


HE 20,.3173:304 


Current cancer research on isolation, synthesis, and screening of 


anticancer agents. — [Bethesda, Md.?] : U.S. Dept. of Health, 
Education, and Welfare, Public Health Service, National In- 
stitutes of Health, National Cancer Institute ; Springfield, Va. 
: National Technical Information Service [distributor, 1979] 
ii, 58 p. ; 28 cm.— (Special listing ; NCI/ICRDB/SL-304) 
Cover title. “A service of the International Cancer Research 
Data Bank (ICRDB).” “Prepared for the ICRDB Program 
by the Current Cancer Research Project Analysis Center”— 
P. 2 of cover. “Updates NCI/ICRDB/SL-204”—P.i. “No- 
vember 2, 1979.” Includes index. NTIS: NTISUB/E/293- 
004. @Item 507-G-16 (microfiche) 1. Antineoplastic 
agents — Abstracts. I. International Cancer Research Data 
Bank. II. Current Cancer Research Project Analysis Center 
(U.S.) III. Title: Isolation, synthesis, and screening of anti- 
cancer agents. IV. Series: Special listing (International 
Cancer Research Data Bank) NCI/ICRDB/SL-304. 
[DNLM 1. Antineoplastic Agents—directories 2. Re- 
search — directories QV 22.1 C976c 1979a] OCLC 
06040284 
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82-5722 
HE 20.3173:305 

Current cancer research on myeloma proteins, other parapro- 
teins, myelomas, and other monoclonal gammopathies. — [Be- 
thesda, Md.?] : U.S. Dept. of Health, Education, and Welfare, 
Public Health Service, National Institutes of Health, National 
Cancer Institute ; Springfield, Va. : National Technical Infor- 
mation Service [distributor, 1979] i, 28 p. ; 28 cm.— (Spe- 
cial listing ; NCI/ICRDB/SL-305) Cover title. “A service 
of the International Cancer Research Data Bank (ICRDB).” 
“Prepared for the ICRDB program by the Current Cancer 
Research Project Analysis Center”—P. 2 of cover. “Updates 
NCI/ICRDB/SL-205”—P. i. “October 15, 1979.” Includes 
index. NTIS: NTISUB/E/299-009. @Item 507-G-16 (mi- 
crofiche) 1. Multiple myeloma— Abstracts. 2. Myeloma 
proteins — Abstracts. I. International Cancer Research Data 
Bank. II. Current Cancer Research Project Analysis Center 
(U.S.) III. National Cancer Institute (U.S.) IV. Title: Mye- 
loma proteins, other paraproteins, myelomas, and other mono- 
clonal gammopathies. V. Series: Special listing (International 
Cancer Research Data Bank) NCI/ICRDB/SL-305. 

{[DNLM 1. Multiple Myeloma — abstracts 2. Multiple Pro- 

teins — abstracts 3. Research — directories] OCLC 

06291172 


82-5723 
HE 20.3173:306 

Current cancer research on avian tumor viruses. — [Bethesda, 
Md.?] : U.S. Dept. of Health, Education, and Welfare, Public 
Health Service, National Institutes of Health, National Cancer 
Institute ; Springfield, Va.: National Technical Information 
Service [distributor, 1979] i, 38 p. ; 28 cm. — (Special listing 
; NCI/ICRDB/SL-306) Cover title. “A service of the In- 
ternational Cancer Research Data Bank (ICRDB)” “Pre- 
pared for the ICRDB Program by the Current Cancer Re- 
search Project Analysis Center’—P. 2 of cover. “Updates 
NCI/ICRDB/SL-206”—P. i. “October 12, 1979.” Includes 
index. NTIS: NTISUB/E/297-007 @lItem 507-G-16 (mi- 
crofiche) 1. Oncogenic viruses — Abstracts. I. International 
Cancer Research Data Bank. II. Current Cancer Research 
Project Analysis Center (U.S.) III. Title: Avian tumor vir- 
uses IV. Series: Special listing (International Cancer Re- 
search Data Bank) ; NCI/ICRDB/SL-306. [DNLM 1. On- 
cogenic  Viruses—abstracts 2. Research — directories] 
OCLC 06291053 


82-5724 
HE 20.3173:308 

Current cancer research on differentiation and maturation of 
normal and neoplastic hematopoietic cells. — [Bethesda, Md.?] 
: U.S. Dept. of Health, Education, and Welfare, Public Health 
Service, National Institutes of Health, National Cancer Insti- 
tute ; Springfield, Va. : National Technical Information Serv- 
ice [distributor, 1979] 40 p. ; 28 cm.— (Special listing ; 
NCI/ICRDB/SL-308) Cover title. “A service of the Inter- 
national Cancer Research Data Bank (ICRDB).” “Prepared 
for the ICRDB program by the Current Cancer Research 
Project Analysis Center”"—P. 2 of cover. “Updates NCI/ 
ICRDB/SL-208”—P.i. “October 19, 1979.” Includes index. 
NTIS: NTISUB/E/299-010. @lItem 507-G-16 (microfiche) 
1. Hematopoietic stem cells — Abstracts. 2. Hematopoietic 
system — Cancer — Abstracts. I. International Cancer Re- 
search Data Bank. II. Current Cancer Research Project 
Analysis Center (U.S.) III. Title: Differentiation and matura- 
tion of normal and neoplastic hematopoeitic cells. IV. 
Series: Special listing (International Cancer Research Data 
Bank) ; NCI/ICRDB/SL-308. [DNLM 1. Hematopoietic 
Stem Cells —abstracts 2. Research — directories] OCLC 
06295740 
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82-5725 
HE 20.3173:309 

Current cancer research on murine tumor viruses. — [Bethesda, 
Md.?] : U.S. Dept. of Health, Education, and Welfare, Public 
Health Service, National Institutes of Health, National Cancer 
Institute ; Springfield, Va. : National Technical Information 
Service [distributor, 1979] i, 57 p. ; 28 cm. — (Special listing 
; NCI/ICRDB/SL-309) Cover title. “A service of the In- 
ternational Cancer Research Data Bank (ICRDB).” “Pre- 
pared for the ICRDB program by the Current Cancer Re- 
search Project Analysis Center”—P. 2 of cover. “U 
NCI/ICRDB/SL-209”—P. i. “November 9, 1979.” In- 
cludes index. NTIS: NTISUB/E/297-008. @lItem 507-G-16 
(microfiche) 1. Oncogenic viruses— Abstracts. 2. Murine 
sarcoma viruses— Abstracts. I. International Cancer Re- 
search Data Bank. II. Current Cancer Research Project 
Analysis Center (U.S.) III. Title: Murine tumor viruses. 
IV. Series: Special listing (International Cancer Research 
Data Bank) ; NCI/ICRDB/SL-309. [DNLM 1. Mouse 
Tumor Viruses—directories 2. Research — directories 
QW 22.1 C976s 1979] OCLC 06040285 


82-5726 
HE 20.3173:326 
Current cancer research on neoplasms of the urinary tract. — 
[Bethesda, Md.?] : U.S. Dept. of Health, Education, and 
Welfare, Public Health Service, National Institutes of Health, 
National Cancer Institute ; Springfield, Va. : National Techni- 
cal Information Service [distributor, 1980] i, 79 p. ; 28 
cm.— (Special listing ; NCI/ICRDB/SL-326) Cover title. 
“A service of the International Cancer Research Data Bank 
(ICRDB).” “Prepared for the ICRDB program by the Cur- 
rent Cancer Research Project Analysis Center’—P. 2 of 
cover. “Updates NCI/ICRDB/SL-226”—P. i. “April 16, 
1980.” Includes index. NTIS: PB80-929405. @lItem 507- 
G-16 (microfiche) 1. Bladder — Tumors — Abstracts. 2. 
Kidneys — Cancer — Abstracts. I. International Cancer Re- 
search Data Bank. 


II. Current Cancer Research Project 
Analysis Center (U.S.) III. Title: Neoplasms of the urinary 


tract. IV. Series: Special listing (International Cancer Re- 
search Data Bank) ; NCI/ICRDB/SL-326. [DNLM 1. Blad- 
der Neoplasms — directories 2. Kidney Neoplasms — direc- 
tories 3. Research —directories WJ 22.1 C976cc 1980] 
OCLC 06665783 


82-5727 
HE 20.3173:348 

Current cancer research on preclinical and clinical studies on 
diagnosis, prognosis, therapy, and imn-unology of melanomas 
and other skin cancers. —[Bethesda, Md.?] : U.S. Dept. of 
Health, Education, and Welfare, Public Health Service, Na- 
tional Institutes of Health, National Cancer Institute ; Spring- 
field, Va. : National Technical Information Service, [distribu- 
tor, 1979] 35 p. ; 28 cm.— (Special listing ; NCI/ICRDB/ 
SL-348) Cover title. “A service of the International Cancer 
Research Data Bank (ICRDB).” “Prepared for the ICRDB 
Program by the Current Cancer Research Project Analysis 
Center”—P. 2 of cover. “Updates NCI/ICRDB/SL-248”"— 
P. [i] “October 22, 1979.” Includes index. NTIS: 
NTISUB/E/294-019. @Item 507-G-16 (microfiche) 1. 
Melanoma — Abstracts. 2. Skin — Cancer — Abstracts. I. 
International Cancer Research Data Bank. II. Current 
Cancer Research Project Analysis Center (U.S.) III. Title: 
Preclinical and clinical studies on diagnosis, prognosis, ther- 
apy, and immunology of melanomas and other skin cancers. 
IV. Series: Special listing (International Cancer Research 
Data Bank) ; NCI/ICRDB/SL-348. [DNLM 1. Melano- 
ma— abstracts 2. Research—directories 3. Skin Neo- 
plasms — abstracts] OCLC 06296106 





Government Publications — April 1982 


82-5728 82-5731 
HE 20.3173/3:0B-79/04 
Selected abstracts on vitamin A in cancer biology / Roswell K. 


Boutwell, consulting reviewer. — Silver Spring, Md. : U.S. 


HE 20.3173/3:O0B-81/01 
Selected abstracts on fibronectin and related transformation- 


Dept. of Health, Education, and Welfare, Public Health Serv- 
ice, National Institutes of Health, National Cancer Institute ; 
Springfield, Va. : National Technical Information Service 
[distributor, 1979] vi, 81 p. ; 28 cm. — (Oncology overview) 
“A service of the International Cancer Research Data Bank 
(ICRDB) Program of the National Cancer Institute.” 
“Cancer Information Dissemination and Analysis Center.” 
“September 11, 1979”—Cover. Includes indexes. “NCI/ 
ICRDB/OB-79/04”—Cover. NTIS: NTISUB/E/230-007. 
@ltem 507-G-16 (microfiche) 1. Vitamin A— Abstracts. 2. 
Cancer — Abstracts. I. Boutwell, Roswell Knight, 1917- II. 
Cancer Information Dissemination and Analysis Center for 
Cancer Virology, Immunology, and Biology. III. National 
Cancer Institute (U.S.) IV. International Cancer Research 
Data Bank. V. Title: Vitamin A in cancer biology. VI. 
Series. [DNLM 1. Antineoplastic Agents — abstracts 2. Vi- 
tamin A—abstracts ZQU 167 C215s 1979] OCLC 
05888010 


82-5729 


HE 20.3173/3:O0B-79/06 

Selected abstracts on lymphokines and related substances in cell 
mediated immunity / Willy F. Piessens, consulting review- 
er. — [Bethesda, Md.?] : U. S. Dept. of Health, Education, 
and Welfare, Public Health Service, National Institutes of 
Health, National Cancer Institute ; Springfield, Va. : National 
Technical Information Service [distributor, 1980] v, 75 p. ; 
28 cm.— (Oncology overview) “A service of the Interna- 
tional Cancer Research Data Bank (ICRDB)” “Prepared for 
the ICRDB Program by the Cancer Information Dissemina- 
tion and Analysis Center (CIDAC) for Cancer Virology, Im- 
munology, and Biology’—P. 2 of cover. “January 29, 
1980”—Cover. Includes index. “NCI/ICRDB/OB-79/ 
06”—Cover. NTIS: PB80-923002. @lItem 507-G-16 (micro- 
fiche) 1. Lymphokines— Abstracts. 2. Cellular immuni- 
ty— Abstracts. I. Piessens, Willy F. II. International 
Cancer Research Data Bank. III. Cancer Information Dis- 
semination and Analysis Center on Virology Immunology, 
and Biology. IV. Title: Lymphokines and related substances 
in cell mediated immunity. V. Series. [DNLM 1. Immuni- 
ty, Cellular — abstracts 2. Lymphokines — abstracts ZQW 


sensitive cell surface proteins / Lan Bo Chen, consulting 
reviewer. — [Bethesda, Md.?] : U.S. Dept. of Health and 
Human Services, Public Health Service, National Institutes of 
Health, National Cancer Institute ; Springfield, Va. : National 
Technical Information Service [distributor], 1981. vi, 95 p. ; 
28 cm.— (Oncology overview) “A service of the Interna- 
tional Cancer Research Data Bank (ICRDB)” “Prepared for 
the ICRDB Program by the Cancer Information Dissemina- 
tion and Analysis Center (CIDAC) for Cancer Virology, Im- 
munology, and Biology”’—P. 2 of cover. “July 1981”— 
Cover. Includes index. “NCI/ICRDB/OB-81/01”—Cover. 
NTIS: PB81-923001. @Item 507-G-16 1. Fibrinogen — Ab- 
stracts. 2. Blood proteins— Abstracts. I. Chen, Lan Bo. 
II. International Cancer Research Data Bank. III. Cancer 
Information Dissemination and Analysis Center on Virology, 
Immunology, and Biology. IV. Title: Fibronectin and relat- 
ed transformation-sensitive cell surface proteins. V. Series. 
OCLC 08142309 


82-5732 


HE 20.3173/3:O0B-81/05 


Selected abstracts on cellular interactions in the control of pro- 


liferation, movement, and adhesion / Malcolm Steinberg, con- 
sulting reviewer. — Bethesda, Md. : U.S. Dept. of Health and 
Human Services, Public Health Service, National Institutes of 
Health, National Cancer Institute ; Springfield, Va. : National 
Technical Information Service [distributor], 1981. vi, 76 p. ; 
28 cm.— (Oncology overview) “A service of the Interna- 
tional Cancer Research Data Bank (ICRDB) Program of the 
National Cancer Institute.” “November 1981”—Cover. In- 
cludes bibliographical references and indexes. “NCI/ 
ICRDB/OB-81/05”—Cover. NTIS: PB81-923005. @lItem 
507-G-16 1. Cancer cells— Abstracts. I. Steinberg, Mal- 
colm. II. International Cancer Research Data Bank. III. 
National Cancer Institute (U.S.) IV. Title: Cellular interac- 
tions in the control of proliferation, movement, and adhesion. 
V. Series. OCLC 08150912 


568 C215s 1980] OCLC 06707260 wens 


HE 20.3173/3:0B-81/06 
82-5730 


Selected abstracts on ectopic hormones and enzymes / G. Stan- 
ley Cox, consulting reviewer. — [Bethesda, Md.?] : U.S. Dept. 
of Health and Human Services, Public Health Service, Na- 


HE 20.3173/3:O0B-80/01 
Selected abstracts on transfer factor and immune RNA / H. 
Sherwood Lawrence, consulting reviewer. — [Bethesda, 


Md.?] : U. S. Dept. of Health, Education, and Welfare, Public 
Health Service, National Institutes of Health, National Cancer 
Institute ; Springfield, Va. : National Technical Information 
Service [distributor, 1980] ix, 70 p. ; 28 cm.— (Oncology 
overview) “A service of the International Cancer Research 
Data Bank (ICRDB)” “Prepared for the ICRDB Program 
by the Cancer Information Dissemination and Analysis Center 
(CIDAC) for Cancer Virology, Immunology, and Biology”— 
P. 2 of cover. “March 11, 1980”—Cover. Includes index. 
“NCI/ICRDB/OB-80/01"”—Cover. NTIS: PB80-923001. 
@ltem 507-G-16 (microfiche) 1. Ribonucleic acid — Ab- 
stracts. I. Lawrence, H. Sherwood (Henry Sherwood), 1916- 
II. International Cancer Research Data Bank. III. Cancer 
Information Dissemination and Analysis Center on Virology, 
Immunology, and Biology. IV. Title: Transfer factor and 
immune RNA. V. Series. [DNLM 1. RNA —immunol- 
ogy —abstracts 2. Transfer Factor —abstracts ZQU 58 
C215sa 1980] OCLC 06446394 


tional Institutes of Health, National Cancer Institute ; Spring- 
field, Va. : National Technical Information Service [distribu- 
tor], 1981. vi, 38 p. ; 28 cm.— (Oncology overview) “A 
service of the International Cancer Research Data Bank 
(ICRDB)” “Prepared for the ICRDB Program by the 
Cancer Information Dissemination and Analysis Center 
(CIDAC) for Cancer Diagnosis and Therapy”—P. 2 of cover. 
“October 1981”—Cover. “NCI/ICRDB/OB-81 
Cover. NTIS: PB81-923006. @Item 507-G-16 1. Hor- 
mones, Ectopic — Abstracts. I. Cox, G. Stanley. II. Inter- 
national Cancer Research Data Bank. III. Cancer Informa- 
tion Dissemination and Analysis Center for Diagnosis and 
Therapy. IV. Title: Ectopic hormones and enzymes. V. 
Series. OCLC 08142384 





National Cancer Institute — Health and Human Services Dept. 


82-5734 


HE 20.3173/3:0K-81/03 

Selected abstracts on short-term test systems for potential muta- 
gens and carcinogens : 1. microbial tests / Vincet F. Simmon, 
Virginia Peirce, consulting reviewers. —[Bethesda, Md.?] : 
U.S. Dept. of Health and Human Services, Public Health 
Service, National Institutes of Health, National Cancer Insti- 


82-5737 


HE 20.3173/3:OT-81/06 


Selected abstracts on small cell carcinoma of the lung / Manuel 


Valdivieso, consulting reviewer.— Bethesda, Md. : U.S. 
Dept. of Health and Human Services, Public Health Service, 
National Institutes of Health, National Cancer Institute ; 
Springfield, Va. : National Technical Information Service 


tute ; Springfield, Va. : National Technical Information Serv- [distributor], 1981. vi, 79 p. ; 28 cm.— (Oncology over- 
ice [distributor], 1981. vi, 124 p. ; 28 cm.— (Oncology view) “A service of the International Cancer Research Data 
overview) “A service of the International Cancer Research Bank (ICRDB) program of the National Cancer Institute.” 
Data Bank (ICRDB)” “Prepared for the ICRDB Program “July 1981”—Cover. Includes bibliographical references and 
by the Cancer Information Dissemination Analysis Center indexes. “NCI/ICRDB/OT-81/06”—Cover. NTIS: PB81- 
(CIDAC) for Carcinogenesis” —P. 2 of cover. “July 1981”— 922806. @Item 507-G-16 1. Lung — Cancer — Abstracts. 
Cover. Bibliography: p. vi. Includes index. “NCI/ I. Valdivieso, Manuel. II. International Cancer Research 
ICRDB/OK-81/03”—Cover. NTIS: PB81-922903. @Item Data Bank. III. National Cancer Institute (U.S.) IV. Title: 
507-G-16 1. Carcinogenicity testing — Abstracts. I. Small cell carcinoma of the lung. V. Series. OCLC 
Simmon, Vincent F. II. Peirce, Virginia. III. International 08116055 

Cancer Research Data Bank. IV. Cancer Information Dis- 
semination Analysis Center for Carcinogenesis. V. Title: 
Short-term test systems for potential mutagens and carcino- 
gens: 1. microbial tests. VI. Title: Microbial tests. VII. 
Series. OCLC 08142358 


82-5738 
HE 20.3173/3:O0T-81/07 

Selected abstracts on tumor localization with gallium, radiola- 
bled bleomycin, thallium, selenium, carbon and nitrogen ra- 
dionuclides / Thomas P. Haynie, consulting reviewer. — Be- 
thesda, Md. : U.S. Dept. of Health and Human Services, 
Public Health Service, National Institutes of Health, National 
Cancer Institute ; Springfield, Va. : National Technical Infor- 
mation Service [distributor], 1981. viii, 78 p. ; 28 cm.— 
(Oncology overview) “A service of the International Cancer 
Research Data Bank (ICRDB) Program of the National 
Cancer Institute.” “July 1981”—Cover. Includes biblio- 
graphical references and indexes. “NCI/ICRDB/OT-81/ 
07”—Cover. NTIS: PB81-922807. @Item 507-G-16 1. 
Cancer — Radiotherapy — Abstracts. 2. Radioisotopes — 
Therapeutic use — Abstracts. I. Haynie, Thomas P. II. In- 
ternational Cancer Research Data Bank. III. National 
Cancer Institute (U.S.) IV. Title: Tumor localization with 
gallium, radiolabled bleomycin, thallium, selenium, carbon 
and nitrogen radionuclides. V. Series. OCLC 08116106 


82-5739 


82-5735 
HE 20.3173/3:0T-81/01 
Selected abstracts on nutritional therapy for the cancer patient / 
Edward M. Copeland, III, consulting reviewer. — Bethesda, 
Md. : U.S. Dept. of Health and Human Services, Public 
Health Service, National Institutes of Health, National Cancer 
Institute ; Springfield, Va. : National Technical Information 
Service [distributor], 1981. v, 63 p. ; 28 cm.— (Oncology 
overview) “A service of the International Cancer Research 
Data Bank (ICRDB) Program of the National Cancer Insti- 
tute.” “July 1981”—Cover. Includes bibliographical refer- 
ences and _ indexes. “NCI/ICRDB/OT-81/01”—Cover. 
NTIS: PB81-922801. @lItem 507-G-16 1. Cancer — Nutri- 
tional aspects — Abstracts. I. Copeland, Edward M. II. In- 
ternational Cancer Research Data Bank. III. National 
Cancer Institute (U.S.) IV. Title: Nutritional therapy for the 
cancer patient. V. Series. OCLC 08115910 
HE 20.3173/3:OT-81/08 
82-5736 Selected abstracts on carcinoembryonic antigen (CEA) in the 
clinical diagnosis and treatment of colorectal cancer / Agop 
Y. Bedikian, consulting reviewer. — Bethesda, Md. : U.S. 
Dept. of Health and Human Services, Public Health Service, 
National Institutes of Health, National Cancer Institute ; 
ices, Public Health Service, National Institutes of Health, Springfield, Va. : National Technical Information Service 
National Cancer Institute ; Springfield, Va. : National Techni- [distributor], 1981. vi, 106 p. ; 28 cm.— (Oncology over- 
cal Information Service [distributor], 1981. viii, 84 p. ; 28 view) “A service of the International Cancer Research Data 
cm.— (Oncology overview) “A service of the International Bank (ICRDB) program of the National Cancer Institute.” 
Cancer Research Data Bank (ICRDB) program of the Na- “July 1981”"—Cover. Includes bibliographical references and 
tional Cancer Institute.” “July 1981”—Cover. Includes bib- indexes. “NCI/ICRDB/OT-81/08”—Cover. NTIS: PB81- 
liographical references and indexes. “NCI/ICRDB/OT-81/ 922808. @lItem 507-G-16 1. Carcinoembryonic antigens — 
03”—Cover. NTIS: PB81-922803. @ltem 507-G-16 1. Ra- Abstracts. 2. Colon (Anatomy) — Cancer — Abstracts. 3. 
dioisotopes — Therapeutic use— Abstracts. I. Haynie, Rectum — Cancer — Abstracts. I. Bedikian, Agop Y. II. 
Thomas P. II. International Cancer Research Data Bank. International Cancer Research Data Bank. III. National 
III. National Cancer Institute (U.S.) IV. Title: Radionuclide Cancer Institute (U.S.) IV. Title: Carcinoembryonic antigen 
bone scans in the diagnosis and staging of cancer. V. Series. (CEA) in the clinical diagnosis and treatment of colorectal 
OCLC 08116139 cancer. V. Series. OCLC 08116019 


HE 20.3173/3:0T-81/03 
Selected abstracts on radionuclide bone scans in the diagnosis 
and staging of cancer / Thomas P. Haynie, consulting review- 
er. — Bethesda, Md. : U.S. Dept. of Health and Human Serv- 
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NATIONAL HEART, LUNG, AND BLOOD 
INSTITUTE 
Health and Human Services 
Bethesda, MD 20014 


82-5740 


HE 20.3202:M 57 

Conference on Communicating with Mexican Americans : Por 
Su Buena Salud, Comunicando Con Mexico Americanos: For 
Their Good Health (1979 : Houston, Tex.) 

Proceedings of the Conference on Communicating with 
Mexican Americans, Por Su Buena Salud Communicando con 
Mexico Americanos, For Their Good Health, September 13 
and 14, 1979, Houston, Texas / sponsored by Baylor College 
of Medicine, National Heart and Blood Vessel Research and 
Demonstration Centr, Communications Core ; National High 
Blood Pressure Education Program and National Heart, Lung 
and Blood Institute, National Institutes of Health ; edited by 
Thomas J. Moore, Amelie Gutierrez Ramirez, Patricia L. 
Slayton. — [Bethesda, Md.] : U.S. Dept. of Health and Human 
Services, Public Health Service, National Institutes of Health, 
1981. vii, 135 p. ; 28 cm. — (NIH publication ; no. 81-1961) 
“June 1981.” Includes bibliographical references. @Item 
507-E-1 1. Mexican Americans— Health and hygiene — 
United States — Congresses. I. Moore, Thomas J. II. Ra- 
mirez, Amelie Gutierrez. III. Slayton, Patricia L. IV. Na- 
tional Heart and Blood Vessel Research and Demonstration 
Center (U.S.) Communications Core. V. National High 
Blood Pressure Education Program. VI. National Heart, 
Lung and Blood Institute. VII. Title. VIII. Series: DHHS 
publication ; no. 81-1961. 81-603159 OCLC 07756323 


82-5741 


HE 20.3208:P 56 

National Heart, Lung, and Blood Institute. Working Group on 
Standards for the Physicochemical Characterization of Bio- 
materials. 

Guidelines for physicochemical characterization of bioma- 
terials, April 1979 / Devices and Technology Branch, Nation- 
al Heart, Lung, and Blood Institute. — [Bethesda, Md.] : U.S. 
Dept. of Health and Human Services, Public Health Service, 
National Institutes of Health, 1980. i, 123 p. : ill. ; 28 cm. — 
(NIH publication ; no. 80-2186) Spine title: Physicochemical 
characterization of biomaterials, guidelines. “Report of the 
National Heart, Lung and Blood Institute Working Group”— 
Cover. “September 1980.” Includes bibliographical refer- 
ences. @lItem 507-E-2 1. Biomedical materials — Stand- 
ards. 2. Cardiovascular research. 3. Heart, Artificial. I. 
National Institutes of Health (U.S.) II. National Heart, 
Lung, and Blood Institute. Devices and Technology Branch. 
Ill. Title. IV. Title: Physicochemical characterization of bio- 
materials, guidelines. V. Series: DHHS publication ; no. 
(NIH) 80-2186 [DNLM 1. Biocompatible Materials — Stand- 
ards. 2. Heart, Artificial — standards] OCLC 07126438 


Government Publications — April 1982 


NATIONAL INSTITUTE OF ARTHRITIS, 
METABOLISM AND DIGESTIVE DISEASES 
Health and Human Services Dept. 
Bethesda, MD 20014 


82-5742 


HE 20.3302:Ar 7/2/981 


How to cope with arthritis / [prepared by the National Institute 


of Arthritis, Diabetes, and Digestive and Kidney Diseases] — 
[Bethesda, Md.?] : U.S. Dept. of Health and Human Services, 
Public Health Service, National Institutes of Health, 1981. 
19 p. : ill. ; 23 cm. — (NIH publication ; no. 81-1092) Cover 
title. “October 1981”—P. 4 of cover. @Item 507-A-25 1. 
Arthritis — United States. I. National Institute of Arthritis, 
Diabetes, and Digestive and Kidney Diseases (U.S.) II. Na- 
tional Institutes of Health (U.S.) III. Series: DHHS publica- 
tion ; no. (NIH) 82-1092. OCLC 07985710 


NATIONAL INSTITUTE OF DENTAL 
RESEARCH 
Health and Human Services Dept. 
Washington, DC 20202 


82-5743 


HE 20.3402:F 67/8 


Flouride tablets : a healthier smile for school children. — Rev. 


Mar. 1981.— Bethesda, Md. : U.S. Dept. of Health and 
Human Services, Public Health Service, National Institutes of 
Health, [1981] 1 sheet folded (6 p.) ; 22 cm.— (NIH publi- 
cation ; no. 81-1197) Cover title. “National Caries Pro- 
gram, National Institute of Dental Research.” @lItem 507-0- 
1 1. Children — Dental care — United States. 2. Fluorides. 
3. Dental caries — United States — Prevention. I. National 
Caries Program (U.S.) II. National Institutes of Health 
(U.S.) III. Title: A healthier smile for school children. IV. 


Series: DHHS publication ; no. (NIH) 81-1197. OCLC 
08048153 


NATIONAL INSTITUTE OF GENERAL 
MEDICAL SCIENCES 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


82-5744 


HE 20.3451:981 


National Institute of General Medical Sciences (U.S.) 


Annual report / National Institute of General Medical Sci- 
ences. [Bethesda, Md.?] : The Institute, National Institute of 
General Medical Sciences, Bethesda, Md. 20014 v. ; 27 cm. 
Began with 1962/63. Description based on: FY 1981. 
Report covers fiscal year 1981. @Item 497-C-3 ISSN 0565- 
775X_ 1. Medical research — United States — Periodicals. 2. 
National Institute of General Medical Sciences (U.S.) — Per- 
iodicals. Key Title: Annual report - National Institute of 
General Medical Sciences I. Title. [DNLM 1. Medicine — 
periodicals. 2. Research—U. S.—periodicals. W2 A 
N1689a] sc-79004299 OCLC 03885183 





National Institute of Neurological and Communicative Disorders and Stroke — HHS 


NATIONAL INSTITUTE OF NEUROLOGICAL 
AND COMMUNICATIVE DISORDERS AND 


literature; for 1961- in Index medicus. Vols for 1968-77 cu- 
mulate citations also published separately with title: Monthly 
bibliography of medical reviews. @lItem 508-F S/N 017- 


STROKE 052-00223-6 ISSN 0502-305X Main series: DHEW publica- 

Health and Human Services Dept. tion ; no. (NIH) Main series: DHHS publication ; no. (NIH) 

1. Medicine — Periodicals — Indexes — Periodicals. I. Na- 

Bethesda, MD 20014 tional Library of Medicine (U.S.) II. Series: DHEW publica- 

tion ; no. (NIH) III. Series: DHHS publication ; no. (NIH) 
81-1239. sn-78001903 OCLC 03006417 


82-5745 
HE 20.3502:H 34/2 
Deakin, Doris. 

The national head and spinal cord injury survey. — [Bethes- 
da, Md.?] : U.S. Dept. of Health and Human Services, Public 
Health Service, National Institutes of Health ; Washington, 
D.C. : For sale by the Supt. of Docs., U.S. G.P.O., 1981. 
[16] : col. ill. ; 15 x 23 cm. — (NIH publication ; no. 81-2240) 
“Office of Biometry and Field Studies, National Institute of 
Neurological and Communicative Disorders and Stroke.” 
“This booklet presents some major findings and highlights of 
The National Head and Spinal Cord Injury Survey. A com- 
plete report of the survey was published as a supplement to 
the Journal of Neurosurgery in November, 1980”—P. 2 of 
cover. “June 1981.” @ltem 507-L-2 S/N 017-049-00122-1 
@ GPO $2.50 1. Head — Wounds and injuries. 2. Spinal 
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82-5748 
HE 20.3852:Se 5 
Emr, Marian. 
Progress report on senile dementia of the Alzheimer’s type 
/ prepared for the White House Conference on Aging by 
Marian Emr. — [Bethesda, Md.?] : U.S. Dept. of Health and 
Human Services, Public Health Service, National Institutes of 
Health, National Institute on Aging ; [Washington, D.C. : 
Supt. of Docs., U.S. G.P.O., distributor], 1981. [27] p. : ill. ; 
cord — Wounds and injuries. I. National Institutes of Health 24 cm.— (NIH publication ; no. 81-2343) Cover title. 


(U.S.) II. National Institute of Neurological and Communi- “National Institute on Aging Information Office”’—P. 2 of 
cative Disorders and Stroke. Office of Biometry and Field cover. “September 1981”—P. 4 of cover. Includes biblio- 
Studies. III. Title. IV. Series: DHHS publication ; no. ay [ara a Povie ne, -. “ 
‘ ‘ le dementia. I. Natio nstitute 
TERT or, Sn eee on Aging. II. National Institute on Aging. Information 
82-5746 Office. III. White House Conference on Aging. IV. Title. 
HE 20,3502:Sh 6/981 V. Series: DHHS publication ; no. (NIH) 81-2343. OCLC 
Shingles: hope through research / [prepared by the Office of 08094407 

Scientific and Health Reports, National Institute of Neuro- 
logical and Communicative Disorders and Stroke]. — Bethes- 
da, Md. : U.S. Dept. of Health and Human Services, Public 
Health Service, National Institutes of Health ; Washington, 
D.C. : For sale by the Supt. of Docs., U.S. G.P.O., 1981. 16 
p. : ill. ; 22 x 10 cm.— (NIH publication ; no. 82-307) 
Cover title. “November 1981”—P. 4 of cover. @Item 507- 
L-2 S/N 017-049-00124-7 @ GPO $3.00 1. Herpes zoster. 
I. National Institutes of Health (U.S.) II. National Institute 
of Neurological and Communicative Disorders and Stroke. 
Office of Scientific and Health Reports. III. Series: DHHS 

publication ; no. (NIH) 82-307. OCLC 08139268 
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82-5749 
HE 20.4102:F 19 
Hoffman, Daniel A. 

A Feasibility study of the biological effects of fallout on 
people in Utah, Nevada, and Arizona / Daniel A. Hoffman, 
Carolyn W. Harlow, Michael J. Tully. — Rockville, Md. : 
U.S. Dept. of Health and Human Services, Public Health 
Service, Food and Drug Administration, Bureau of Radiologi- 
cal Health, 1981. iv, 12 p. ; 28 cm.— (HHS publication ; 
no. FDA 81-8151) “Division of Biological Effects.” ‘“Feb- 
ruary 1981.” Includes bibliographical references. @Item 
498-B-2 (microfiche) 1. Thyroid gland— Cancer. 2. Radio- 
active fallout— Utah. 3. Radioactive fallout — Nevada. 4. 
Radioactive fallout— Arizona. I. Harlow, Carolyn W. II. 
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Health and Human Services Dept. 
Bethesda, MD 20209 


82-5747 
HE 20.3610/2:976-80 

Bibliography of medical reviews / National Library of Medi- 
cine. Bethesda, Md. : U.S. Dept. of Health and Human Serv- 
ices, Public Health Service, National Institutes of Health, 
National Library of Medicine ; Washington, D.C. : For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 v. ; 31 cm. (- 
1971-75, DHEW publication ; no. (NIH)) (NIH publication ; 
no. 81-1239) Quinquennial, 1966/70- Annual (irregular) 
1955-67 $33.00 Began with vol. for 1955. 1976-1980 De- 
scription based on: 1976-1980 Vols. for 1957-67 called v. 2- 
12. Issue for 1955 published by the Library under its earlier 
name: Armed Forces Medical Library. Vols. for 1955-60 
consist of review citations appearing in Current list of medical 
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Tully, Michael J. III. United States. Bureau of Radiological 
Health. IV. United States. Bureau of Radiological Health. 
Division of Biological Effects. V. Title. VI. Series: DHHS 
publication ; no. (FDA) 81-8151. OCLC 07355250 
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82-5750 


HE 20.4208/2:R 11/rev. 
United States. Food and Drug Administraton. Division of On- 
cology and Radiopharmaceutical Drug Products. 

Guidelines for the clinical evaluation of radiopharmaceuti- 
cal drugs / Group Leader for Radiopharmaceutical Drugs, 
Division of Oncology and Radiopharmaceutical Drug Prod- 
ucts, Bureau of Drugs, Food and Drug Administration. — 
Rev. Oct. 1981. — Rockville, Md. : The Division ; Washing- 
ton, D.C. : For sale by the Supt. of Docs., U.S. G.P.O., 1981. 
iii, 14 p. ; 28 cm. — (HHS (FDA) ; 81-3120) @Item 499-K 
S/N 017-012-00301-0 @ GPO $2.25 1. 
Radiopharmaceuticals — Testing. I. Title. II. Series: 
DHHS publication ; no. (FDA) 81-3120. OCLC 08162544 
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Health and Human Services Dept. 
Rockville, MD 20857 


82-5751 


HE 20.4402:M 99/980 
Conference on Mycotoxins in Animal Feeds and Grains Related 
to Animal Health (2nd : 1980 : Rockville, Md.) 

Conference on Mycotoxins in Animal Feeds and Grains 
Related to Animal Health, June 13, 1980 / sponsored by 
Bureau of Veterinary Medicine, Food and Drug Administra- 
tion ; [editor, Wilbert Shimoda]. — Rockville, Md. : Food and 
Drug Administration ; Springfield, Va. : U.S. Dept. of Com- 
merce, National Technical Information Service [distributor], 
1980. xiii, 345 p. : ill. ; 28 cm. NTIS: PB80-221773. 
“FDA/BVM-80/132.” Includes bibliographies. @Item 499- 
D-2 1. Mycotoxins — Congresses. 2. Mycotoxins — Physio- 
logical effect — Congresses. 3. Feeds — Contamination — 
Congresses. 4. Veterinary toxicology — Congresses. I. Shi- 
moda, Wilbert. II. United States. Bureau of Veterinary 
Medicine. III. United States. Food and Drug Administra- 
tion. IV. Title. V. Title: Mycotoxins in animal feeds and 
grains related to animal health. OCLC 07301921 
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Rockville, MD 20857 


82-5752 


HE 20.6002:M 66 
Flack, Harley. 

Minorities in allied health education : a comprehensive sum- 
mary of the report—January 1980 / prepared Uy Harley 
Flack ; prepared for U.S. Department of Health and Human 
Services, Public Health Service, Health Resources Adminis- 
tration, Office of Health Resources Opportunity. — Hyatts- 
ville, Md. : : U.S. Dept. of Health and Human Services, 
Public Health Service, Health Resources Administration ; 
Washington, D.C. : For sale by the Supt. of Docs., U.S. 
G.P.O., 1981. vi, 37 p. ; 21 cm. — (DHHS publication ; no. 
(HRA) 81-630) “May 1981”—P. 4 of cover. “P.O. Number 
80R079136201D.” @lItem 507-H-1 (microfiche) S/N 017- 
022-00749-5 @ GPO $3.50 1. Paramedical education — 
United States. 2. Minorities — Education — United States. 
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I. United States. Office of Health Resources Opportunity. II. 
United States. Health Resources Administration. III. Title. 
IV. Series. OCLC 08126011 


82-5753 


HE 20.6024:G 21/990 


Thorner, Robert N. 


Physician requirements, 1990, for gastroenterology / 
Robert N. Thorner, Karen Rudzinski. — [Hyattsville, Md.?] : 
U.S. Dept. of Health and Human Services, Public Health 
Service, Health Resources Administration, Office of Graduate 
Medical Education, 1981. vi, 94 p. : ill. ; 28 cm.— (DHHS 
publication ; no. (HRA) 82-620) “October 1981”—P. 4 of 
cover. Bibliography: p. 94. @lItem 507-H-1 1. Gastroen- 
terologists — United States — Supply and demand. 2. Physi- 
cians — United States— Supply and demand. I. Rudzinski, 
Karen. II. United States. Health Resources Administration. 
Office of Graduate Medical Education. III. Title. IV. 
Series. OCLC 08167377 
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HE 20.6024:R 34/990 


Birchette-Pierce, Cheryl. 


Physician requirements, 1990, for rheumatology / Cheryl 
Birchette-Pierce. — [Hyattsville, Md.?] : U.S. Dept. of Health 
and Human Services, Public Health Service, Health Re- 
sources Administration, Office of Graduate Medical Educa- 
tion, 1982. vi, 63 p. : ill. ; 28 cm.— (DHHS publication ; 
no. (HRA) 82-624) “October 1981”—P. 4 of cover. Bib- 
liography: p. 62-63. 1. Rheumatism— United States. 2. 
Physicians — United States — Supply and demand. I. United 
States. Health Resources Administration. Office of Graduate 
Medical Education. II. Title. III. Series. OCLC 08139320 
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82-9081 


HE 20.6110/3:22 


Wennberg, John E. 


Health planning and regulation : the New England experi- 
ence / by John E. Wennberg and Alan W. Gittelsohn. — 
[Hyattsville, Md.?] : U.S. Dept. of Health and Human Serv- 
ices, Public Health Service, Health Resources Administration, 
Bureau of Health Planning ; Washington, D.C. : For sale by 
the Supt. of Docs., U.S. G.P.O., Springfield, Va. : National 
Technical Information Service, distributor, 1981. xii, 356 p. : 
ill. ; 28 cm.— (Health planning methods and technology 
series ; 22) (DHHS publication ; no. (HRA) 81-14008) 
“Volume I of a two-volume report prepared for the Health 
Resources Administration by the Codman Research Group, 
under Contract 291-76-0003”—P. iii. NTIS: HRP-0102201. 
“March 1981.” Includes bibliographical references. @Item 
509-A-6 (microfiche) S/N 017-022-00735-5 @ GPO $9.00 
1. Health planning — New England. 2. Medical policy — 
New England. 3. Health facilities -New England — Plan- 
ning. I. Gittelsohn, Alan W. II. Codman Research Group. 
III. United States. Bureau of Health Planning. IV. Title. V. 
Series. VI. Series. OCLC 07488677 
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HE 20.6602:D 43/19 
Proceedings of a conference on modeling techniques and appli- 
cations in dentistry / editors, L. Jackson Brown & John E. 
Winslow ; conducted by: Resources for Health, Education 
and Communications, Inc. ; sponsored by: Division of Den- 
tistry, Bureau of Health Professions, Health Resources Ad- 
ministration. — Hyattsville, Md? : U.S. Dept. of Health and 


82-5755 
HE 20.6202:Un 3 
United States. National Committee on Vital and Health Statis- 


tics. 

Uniform ambulatory medical care : minimum data set / 
report of the National Committee on Vital and Health Statis- 
tics. — Hyattsville, Md. : U.S. Dept. of Health and Human 
Services Public Health Service, Office of Health Research, 
Statistics, and Technology, National Center for Health Statis- 


Human Services, Public Health Service, Health Resources 
Administration, Bureau of Health Professions ; [Washington, 
D.C. : Supt. of Docs., U.S. G.P.O., distributor], 1981. viii, 
300 p. : ill. ; 22 x 28 cm.— (DHHS publication ; no. (HRA) 
81-8) “January 1981”—P. 4 of cover. Includes bibliograph- 
ical references. @Item 507-J-1 S/N 017-022-00733-9 @ 


GPO $8.50 1. Dentistry— United States — Practice — 
Congresses. I. Brown, L. Jackson. II. Winslow, John E. 
III. United States. Health Resources Administration. Division 
of Dentistry. IV. Resources for Health, Education and Com- 
munication, Inc. V. Series. [DNLM 1. Dentistry —con- 
gresses 2. Education, Dental—congresses 3. Models, 
Theoretical — congresses 4. Research — congresses] 
OCLC 07546802 


tics, 1981. vii, 18 p. ; 28 cm.— (DHHS publication ; no. 
(PHS) 81-1161) “April 1981.” Includes bibliographical ref- 
erences. @lItem 508 (microfiche) 1. Ambulatory medical 
care — United States. I. National Center for Health Statistics 
(U.S.) IL. Title. Il. Series. OCLC 07395530 
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SERVICES RESEARCH 
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NATIONAL INSTITUTE FOR 
OCCUPATIONAL SAFETY AND HEALTH 
Health and Human Services Dept. 
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82-5756 
HE 20.6511:C 16 
Responses of Canadian physicians to the introduction of univer- 
sal medical care insurance : the first five years in Quebec / 
Mathematica Policy Research. — Hyattsville, Md. : U.S. 
Dept. of Health, Education, and Welfare, Public Health Serv- 


82-5759 
HE 20.7102:C 63/v. 1-2 
Coal liquefaction. — [Cincinnati, Ohio] : U.S. Dept. of Health 


ice, Office of Health Research, Statistics, and Technology, 
National Center for Health Services Research ; Springfield, 
Va. : National Technical Information Service, [distributor, 
1980] v, 21 p. ; 23 cm.— (DHEW publication ; no. (PHS) 
80-3229) (NCHSR research digest series) “February 1980.” 
@ltem 491-B-12 (microfiche) 1. Physicians — Canada. 2. 
Insurance, Health— Canada. 3. Medical care, Cost of — 
Canada. I. Mathematica Policy Research, inc. II. National 
Center for Health Services Research. III. Series. IV. 
Series. [DNLM 1. Physicians — Canada. 2. Insurance, Phy- 
sician Services— Canada. 3. Insurance, Major Medical — 
Canada.}] OCLC 06004823 
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Rockville, MD 20857 


82-5757 
HE 20,6602:D 43/13/978 

Survey of dental benefit plans, 1978. — [Hyattsville, Md.?] : U.S. 
Dept. of Health and Human Services, Public Health Service, 
Health Resources Administration, Bureau of Health Profes- 
sions, Division of Dentistry, 1981. xi, 120 p. : ill. ; 28 cm. — 
(DHHS publication ; no. (HRA) 81-12) G.P.O. sales state- 
ment incorrect in publication. 1. Insurance, Dental — United 
States — Statistics. I. United States. Health Resources Ad- 
ministration. Division of Dentistry. II. Series. [DNLM 1. 
Insurance, Dental— United States] 81-603424 OCLC 
07771585 
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and Human Services, Public Health Service, Centers for Dis- 
ease Control, National Institute for Occupational Safety and 
Health ; Washington, D.C. : For sale by the Supt. of Docs., 
U.S. G.P.O., 1981. 2 v. : ill. ; 28 cm.— (Occupational 
hazard assessment) (DHHS (NIOSH) publication ; no. 81-131) 
(DHHS (NIOSH) publication ; no. 81-132) “March 1981.” 
Includes bibliographical references. Contents: v. 1 Summary 
— v. 2 Assessment. @lItem 499-F-2 (microfiche) S/N 017- 
033-00390-4 (v. 1) ; 017-033-00391-2 (v. 2) $2.75 (v. 1) $7.00 
(v. 2) 1. Coal liquefaction — Hygienic aspects. 2. Coal liq- 
uefaction — Safety measures. I. National Institute for Occu- 
pational Safety and Health. II. Series. III. Series: DHHS 
publication ; no. (NIOSH) 81-131. IV. Series: DHHS publi- 
cation ; no. (NIOSH) 81-132. OCLC 07802645 


82-5760 


HE 20.7102:W 89/3 


A Nationwide survey of the occupational safety and health 


workforce. — Cincinnati, Ohio : U.S. Dept. of Health, Educa- 
tion, and Welfare, Public Health Service, Center for Disease 
Control, National Institute for Occupational Safety and 
Health ; Washington, D.C. : For sale by the Supt. of Docs., 
U.S. G.P.O., 1978. ix, 58 p. ; 28 cm.— (DHEW (NIOSH) 
publication ; no. 78-164) “July 1978.” Includes bibliograph- 
ical references. @lItem 499-F-2 (microfiche) S/N 017-033- 
00305-0 @ GPO $2.40 1. Industrial hygiene — United 
States. 2. Industrial safety — United States. I. National In- 
stitute for Occupational Safety and Health. II. Series: 
DHEW publication ; no. (NIOSH) 78-164. OCLC 04289054 
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82-5761 NATIONAL INSTITUTE OF MENTAL 


HEALTH 
Health and Human Services Dept. 
Rockville, MD 20857 


HE 20.7108:C 42/3 
Occupational health guidelines for chemical hazards / editors 
Frank W. Mackison, R. Scott Stricoff, Lawrence J. Partridge, 
Jr. — [Cincinnati, Ohio?] : U.S. Dept. of Health and Human 
Services, Public Health Service, Centers for Disease Control, 
National Institute for Occupational Safety and Health [and] 
U.S. Dept. of Labor, Occupational Safety and Health Admin- 
istration ; Washington, D.C. : For sale by the Supt. of Docs., 


82-5764 
HE 20.8102:G 76/4 
Grants awarded by the National Center for the Prevention and 


U.S. G.P.O., 1981. xiii, 31, ca. 1,545 ; 28 cm.— (DHHS 
(NIOSH) publication ; no. 81-123) At head of title: NIOSH/ 
OSHA. “January 1981.” Includes bibliographical refer- 
ences. @Item 499-F-3 S/N 017-033-00337-8 @ GPO 
$30.00 1. Hazardous substances — Handbooks, manuals, etc. 
2. Chemicals — Safety measures — Handbooks, manuals, etc. 
I. Mackison, Frank W. II. Stricoff, R. Scott. III. Partridge, 
Lawrence J. IV. National Institute for Occupational Safety 
and Health. V. United States. Occupational Safety and 
Health Administration. VI. Series: DHHS publication ; no. 


Control of Rape : short summaries. — Rockville, Md. : U.S. 
Dept. of Health and Human Services, Public Health Service, 
Alcohol, Drug Abuse, and Mental Health Administration, 
National Institute of Mental Health, National Center for the 
Prevention and Control of Rape, 1981. v, 16 p. ; 26 cm. — 
(DHHS publication ; no. (ADM) 81-1075) “Prepared under 
contract number 278-75-0048(SM) and PSC no. 099-98-75 
from the National Institute of Mental health”—Verso of t.p. 
@ltem 507-B-5 1. Rape — Research grants — United States. 
2. Rape victims — Research grants — United States. I. Na- 


(NIOSH) 81-123. OCLC 07855161 
82-5762 


tional Center for the Prevention and Control of Rape (U.S.) 

II. Series. OCLC 08125649 

HE 20.7122:D 44 bestia 

Occupational dermatoses : employer/employee program slide / 
National Institute for Occupational Safety and Health. Wash- 
ington : The Institute : Distributed by National Audiovisual 
Center, 1981. 77 slides : col. 1 sound cassette (16 min.) 1 
script. Title from data sheet. Discusses the causes of occu- 
pational skin disease focusing on the skin’s structure and pat- 
terns of response to chemicals, mechanical stresses, and physi- 
cal and biological agents. Also mentions predisposing factors 
and prevention. 1. Occupational diseases. I. National Insti- 
tute for Occupational Safety and Health. II. National Audio- 
visual Center. 81-720234 OCLC 07961517 


HE 20,.8127:Exp.4 

Mental health in deafness : a journal of Saint Elizabeths Hospi- 
tal / National Institute of Mental Health ; Alcohol, Drug 
Abuse, and Mental Health Administration. Washington, D.C. 
: Saint Elizabeths Hospital, National Institute of Mental 
Health, Alcohol, Drug Abuse and Mental Health Administra- 
tion, 1977- Mental Health in Deafness, Saint Elizabeths Hos- 
pital, Washington, DC 20032 vv. : ill. ; 26 cm. (Experimental 
issues no. 1-3, DHEW publication ; no. (ADM)) (DHHS 
publication ; no. (ADM) 81-1047) Irregular Experimental 
issue no. 1 (fall 1977)- Some issues also have distinctive title. 
Subtitle varies. G.P.O. sales statement incorrect in publica- 
tion. Experimental issue no. 4, fall 1980. @Item 507-B-29 
Main series: DHEW publication ; no. (ADM) Main series: 
DHHS publication ; no. (ADM) 1. Deafness — Periodicals. 
2. Mental health services — Periodicals. I. Saint Elizabeths 
Hospital (Washington, D.C.) II. United States. Alcohol, 
Drug Abuse, and Mental Health Administration. III. Nation- 
al Institute of Mental Health (U.S.) IV. Series. V. Series: 
DHEW publication ; no. (ADM) OCLC 04697548 
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82-5763 
HE 20.7409:8 

Quantitation and functional assay of T and B cells. — Atlanta, 
Ga. : U.S. Dept. of Health, Education, and Welfare, Public 
Health Service, Center for Disease Control, Bureau of Labo- 
ratories, [1978] v, 67 p. : ill. ; 23 cm.— (Immunology series 
; no. 8) At head of title: Procedural guide. “May, 1978.” 
Includes bibliographies. @lItem 494-L-1 (microfiche) 1. T 
cells — Laboratory manuals. 2. B cells — Laboratory man- 
uals. I. Center for Disease Conrol. Bureau of Laboratories. 
II. Series: Immunology series (United States. Public Health 
Service) ; no. 8 [DNLM 1. Immunology.] OCLC 
06045842 


82-5766 
HE 20.8131:M 52 
Rhoades, Lawrence J. 

Treating and assessing the chronically mentally ill : the 
pioneering research of Gordon L. Paul / by Lawrence J. 
Rhoades. — Rockville, Md. : U.S. Dept. of Health and 
Human Services, Public Health Service, Alcohol, Drug 
Abuse, and Mental Health Administration, Division of Scien- 
tific and Public Information ; Washington, D.C. : For sale by 
the Supt. of Docs., U.S. G.P.O., 1981. vi, 65 p. : ill. ; 21 
cm.— (Science reports (National Institute of Mental Health 
(U.S.))) (DHHS publication ; no. (ADM) 81-1100) Bibliogra- 
phy: p. 61-65. @lItem 507-B-32 S/N 017-024-01100-2 @ 
GPO $4.25 1. Paul, Gordon L. 2. Mentally ill— Care 
and treatment — United States. I. National Institute of 
Mental Health (U.S.). Division of Scientific and Public Infor- 
mation. II. Title. III. Series. IV. Series. 81-600097 
OCLC 08102039 
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NATIONAL INSTITUTE ON ALCOHOL 
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Rockville, MD 20857 
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HE 20.8202:P 92/3/trainer 
Prevention program management : trainer manual / National 
Drug Abuse Center for Training and Resource Development, 


82-5770 
HE 20.8302:In 7 
Status of state legislation on health insurance coverage for-alco- 


National Institute on Drug Abuse. — Rockville, Md. (5600 
Fishers Lane, Rockville, Md. 20857) : U.S. Dept. of Health 
and Human Services, Public Health Service, Alcohol, Drug 
Abuse, and Mental Health Administration, National Institute 
on Drug Abuse, Division of Training, 1981. iv, 223 p. : ill. ; 
28 cm. “Revision of the National Drug Abuse Center for 
Training and Resource Development training package, Pre- 
vention: A Course for Local Program Survival, developed by 
Ann Bauman in 1977”—P. 1. “Printed March 1981”—T.p. 
verso. Bibliography: p. 24-26. “NDACTRD publication 
no. 80-00118” @lItem 467-A-2 1. Drug abuse — United 
States — Prevention. I. National Drug Abuse Center (U.S.) 
II. National Institute on Drug Abuse. Division of Training. 
OCLC 08150577 


82-5768 


HE 20.8216:30 

Theories on drug abuse : selected contemporary perspectives / 
editors, Dan J. Lettieri, Mollie Sayers, Helen Wallenstein 
Pearson. — Rockville, Md. : U.S. Dept. of Health and Human 
Services, Public Health Service, Alcohol, Drug Abuse, and 
Mental Health Administration, National Institute on Drug 
Abuse, Division of Research ; Washington, D.C. : For sale by 
the Supt. of Docs., U.S. G.P.O., 1980. xli, 488 p. : ill. ; 24 
cm.— (NIDA research monograph ; 30) (DHHS publication 
; no. (ADM) 80-967) “March 1980.” Bibliography: p. 421- 
484. @ltem 831-C-8 S/N 017-024-00997-1 @ GPO $9.50 
1. Drug abuse — Etiology. 2. Drug abuse — United States. 
3. Drug abuse — Psychological aspects. 4. Drug abuse — 
Social aspects— United States. I. Lettieri, Dan J. II. 
Sayers, Mollie. III. Pearson, Helen Wallenstein. IV. Na- 
tional Institute on Drug Abuse. Division of Research. V. 
Series. VI. Series. RC564.TS 80-600058 616.86/3 ¢2 19 
OCLC 07536210 


82-5769 


HE 20.8216:38 

Drug abuse and the American adolescent / editors, Dan J. 
Lettieri, Jacqueline P. Ludford. — Rockville, Md. : U.S. 
Dept. of Health and Human Services, Public Health Service, 
Alcohol, Drug Abuse, and Mental Health Administration, 
National Institute on Drug Abuse, Division of Research ; 
Washington, D.C. : For sale by the Supt. of Docs., U.S. 
G.P.O., 1981. vii, 132 p. : ill. ; 23 cm.— (NIDA research 
monograph ; 38) (DHHS publication ; no. (ADM) 81-1166) 
“A RAUS review report.” “RAUS—Research Analysis and 
Utilization System”—Cover. “Based upon papers and discus- 
sion from the RAUS Review Conference on Drug Abuse and 
the American Adolescent, held September 8, 1980, in Rock- 
ville, Maryland”—P. iv. Includes bibliographies. @lItem 
831-C-8 S/N 017-024-01107-0 @ GPO $4.50 1. Youth — 
United States — Drug use. 2. Drug abuse — United States. 
I. Lettieri, Dan J. II. Ludford, Jacqueline. III. National 
Institute on Drug Abuse. Division of Research. IV. Series. 
V. Series. 81-600120 OCLC 08119760 
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holism treatment as of December 31, 1980 : an interim report 
/ edited by Edward C. Farley. — Rockville, Md. (5600 Fish- 
ers Lane, Rockville, Md. 20857) : U.S. Dept. of Health and 
Human Services, Public Health Service, Alcohol, Drug 
Abuse, and Mental Health Administration, National Institute 
on Alcohol Abuse and Alcoholism, 1981. iv, 41 p. : ill, 
maps ; 28cm. “Services Analysis Branch, Division of Alco- 
holism Services Development.” “July 1981.” 1. Alcohol- 
ism — Treatment — Law and legislation — United States — 
States. 2. Insurance, Health — Law and legislation — United 
States — States. I. Farley, Edward C. II. National Institute 
on Alcohol Abuse and Alcoholism (U.S.) III. National Insti- 
tute on Alcohol Abuse and Alcoholism (U.S.). Services Anal- 
ysis Branch. 81-603456 OCLC 08105749 


HEALTH CARE FINANCING 
ADMINISTRATION 
Health and Human Services Dept. 
Washington, DC 20201 


82-5771 


HE 22.19:H 79 


Hamilton, Diane E. 


First annual report of the National Hospital Rate-Setting 
Study : a comparative review of nine prospective rate-setting 
programs / authors: Diane Hamilton, Renee Walter, Jerry 
Cromwell, with Eve Horowitz ... [et al.]. — Baltimore, Md. : 
Department of Health and Human Services, Health Care Fi- 
nancing Administration, Office of Research, Demonstrations, 
and Statistics, 1980. xi, 140 p. ; 28 cm.— (Health care 
financing grants and contracts report) (HCFA pub ; no. 
03061) Report was made pursuant to contract no. HCFA 
500-78-0036 between Health Care Financing Administration 
and Abt Associates Incorporated.” “August 1980.” Bib- 
liography: p. 137-140. @lItem 512-A-11 1. Hospital care — 
United States. 2. Hospitals— United States— Rates. I. 
Walter, Renee. II. Cromwell, Jerry. III. Horowitz, Eve. 
IV. United States. Health Care Financing Administration. 
Office of Research, Demonstrations, and Statistics. V. Abt 
Associates. VI. Title. VII. Series. VIII. Series: DHHS 
publication ; no. (HCFA) 03061. [DNLM 1. Rate Setting 
and Review — United States — States. 2. Hospitals — United 
States — States.] OCLC 06884231 





82-5777 


HE 22.19:M 

Implementing the End-Stage Renal Disease Program of Medi- 
care. — Baltimore, Md. : DHHS, Health Care Financing Ad- 
ministration, Office of Research, Demonstrations, and Statis- 
tics, 1981. xvi, 255 p. ; 28 cm.— (Health care financing 
grants and contracts reports) (HCFA pub ; no. 03085) 
“Report was made pursuant to grant no. 18-P-9074/9-01 be- 
tween the Office of Research, Demonstrations, and Statistics/ 
Health Care Financing Administration and the Rand Corpora- 
tion.” “March 1981.” Includes bibliographical references. 
@ltem 512-A-11 1. Kidneys— Diseases. 2. Medicare. 3. 
Renal insufficiency — United States. I. United States. Health 
Care Financing Administration. Office of Research, Demon- 
strations, and Statistics. II. Rand Corporation. III. Series. 
IV. Series: DHHS publication ; no. (HCFA) 03085. [DNLM 
1. U.S. Bureau of Health Insurance End-State Renal Disease 
Program. 2. Delivery of Health Care — United States. 3. 
Hemodialysis. 4. Kidney Failure, Chronic—therapy. 5. 
State Medicine — United States.] OCLC 07387837 


82-5772 


HE 22.19:Su 7 
Finkel, Madelon Lubin, 1949- 

Eight years’ experience with a second opinion elective sur- 
gery program : utilization and economic analyses / Madelon 
L. Finkel, Hirsch S. Ruchlin, Susan K. Parsons. — Baltimore, 
Md. : Dept. of Health and Human Services, Health Care 
Financing Administration, Office of Research, Demonstra- 
tions, and Statistics, 1981. x, 252 p. ; 28 cm.— (Health care 
financing grants and contracts reports) (HCFA pub ; no. 
03095) “Contract no. 600-75-0175 between the Office of Re- 
search, Demonstrations, and Statistics/Health Care Financing 
Administration and the Cornell University Medical College, 
Department of Public Health.” “March 1981.” Includes 
bibliographical references. @Item 512-A-11 1. Surgery, 
Elective — United States. I. Ruchlin, Hirsch, S. II. Par- 
sons, Susan K. III. United States. Health Care Financing 
Administration. Office of Research, Demonstrations, and Sta- 
tistics. IV. New York Hospital-Cornell Medical Center. 
Dept. of Public Heaith. V. Title. VI. Title: Second opinion 
elective surgery program. VII. Series. VIII. Series: DHHS 
publication ; no. (HCFA) 03095. [DNLM 1. Surgery, Opera- 
tive. 2. Referral and Consultation.] OCLC 07396025 


HEALTH STANDARDS AND QUALITY 
BUREAU 
Health and Human Services Dept. 
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CHILDREN, YOUTH, AND FAMILIES 
ADMINISTRATION 
Health and Human Services Dept. 
Washington, DC 20201 


82-5774 


HE 23.1002:D 33/2/exec. sum. 


Divine-Hawkins, Patricia. 


Family day care in the United States / by Patricia Divine- 
Hawkins. — Washington, D.C. : U.S. Dept. of Health and 
Human Services, Office of Human Development Services, 
Administration for Children, Youth and Families, Day Care 
Division, 1981. v, 55 p. : ill. ; 23 cm. — (DHHS publication 
; no. (OHDS) 80-30287) Cover title: Family day care in the 
United States : executive summary. At head of title: Nation- 
al day care home study final report : executive summary. 
“Issued September 1981.” @lItem 530-B-1 1. Day care cen- 
ters — United States. I. United States. Administration for 
Children, Youth, and Families. Day Care Division. II. Title. 
III. Title: Family day care in the United states : executive 
summary. IV. Series. OCLC 07878176 


82-5775 


HE 23.1002:D 33/2/v.1- 


Family day care in the United States / prepared for the Day 


Care Division, Administration for Children, Youth, and Fami- 
lies, Office of Human Development Services, U.S. Depart- 
ment of Health and Human Services ; principal author, 
Steven Fosburg ; with contributions by Judith D. Singer ... 
[et al.] ; editor, Nancy Irwin. — [Washington, D.C.?] : U.S. 
Dept. of Health and Human Services, Office of Human De- 
velopment Services, Administration for Children, Youth and 
Families, Day Care Division, 1981- x, 128 p. : ill. ; 23 cm. — 

(DHHS publication ; no. (OHDS) 80-30282) “Final report 
of the National Day Care Home Study.” Contents: V. 1 
Summary of findings. — “Issued September 1981.” In- 
cludes bibliographical references. “Contract no. 105-77- 
1051.” 1. Day care centers— United States. I. Fosburg, 
Steven. II. Singer, Judith D. III. Irwin, Nancy. IV. 
United States. Administration for Children, Youth and Fami- 
lies. Day Care Division. V. Series. 81-603750 OCLC 
08105899 


CHILDREN’S BUREAU 
Health and Human Services Dept. 
Washington, DC 20201 


Rockville, MD 20857 82-5776 
HE 23.1210/4:C 43/3 
Child protection in military communities / Diane D. Broadhurst 
.. [et. al.]. — [Washington, D.C.] : U.S. Dept. of Health and 
Human Services, Office of Human Development Services, 


82-5773 
HE 22.202:T 34 
Assessing therapeutic environment for active psychiatric treat- 


ment settings / edited by Alvira B. Brands. — Rockville, Md. 
: U.S. Dept. of Health and Human Services, National Institute 
of Metal Health ; Washington, D.C. : For sale by the Supt. of 
Docs., U.S. G.P.O., 1981. 57 p. ; 20 cm.— (DHHS publica- 
tion ; no. (ADM) 81-1109) “A joint publication of the 
Health Standards and Quality Bureau and the Natonal Insti- 
tute of Mental Health.” Bibliography: p. 42. @lItem 499-J-1 
S/N 017-024-01117-7 @ GPO $4.75 1. Mentally ill — Care 
and treatment — United States. I. Brands, Alvira B. II. 
United States. Health Standards and Quality Bureau. III. 
National Institute of Mental Health (U.S.) IV. Series. 
OCLC 08162676 


Administration for Children, Youth and Families, Children’s 
Bureau, National Center on Child Abuse and Neglect : [Supt. 
of Docs., U.S. G.P.O., distributor], 1980. xi, 76, [25] p. : ill. ; 
28 cm. — (The User manual series) (DHHS publication ; no. 
(OHDS) 80-30260) “Issued May 1980.” Bibliography: p. 
[25] (3d group) @Item 445-L-4 S/N 017-092-00066-9 @ 
GPO $4.75 1. Children of military personnel — United 
States. 2. Child welfare— United States. 3. Children’s 
rights — United States. 4. Child abuse — United States. I. 
Broadhurst, Diane D. II. National Center on Child Abuse 
and Neglect. III. Series. IV. Series. UB403.C48 80- 
602695 OCLC 07248486 
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Housing and Urban Development Department 


HOUSING AND URBAN DEVELOPMENT 82-5782 


DEPARTMENT 
Washington, DC 20410 


HH 1,2:R 31/3/981 

Compendium of research reports. Germantown, MD : HUD 
USER ; Washington, D.C. : For sale by the Supt. of Docs., 
U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., Wash- 
ington, DC 20402 v. ; 28 cm. Semiannual $7.00 Began 
with Aug. 1979. “HUD-PDR-659”"—P. 4 of cover. Jan. 
1981. Description based on: Jan. 1981. Vols. for Aug. 1979- 
issued by the Office of Policy Development and Research, 
U.S. Department of Housing and Urban Development. 
@ltem 582 S/N  023-000-00684-7 ISSN 0272-5800 1. 
Housing — United States — Abstracts — Periodicals. 2. 
Urban policy — United States — Abstracts — Periodicals. I. 
United States. Dept. of Housing and Urban Development. 
Office of Policy Development and Research. I]. HUD 
USER (U.S.) HD7293.A1U532a 80-644273 //r82 361.6/ 
0973 OCLC 05625450 


82-5779 


82-5778 


HH 1.2:T 66/3 
Planning new towns : national reports of the U.S. and the 
U.S.S.R. / a joint report of the U.S./U.S.S.R. New Towns 
Working Group under the “Agreement on Cooperation in the 
Field of Housing and Other Construction.” — Washington, 
D.C. : U.S. Dept. of Housing and Urban Development, Office 
of International Affairs, 1981. xii, 162 p. : ill, maps ; 27 cm. 
“March 1981.” “September 1981”—P. 4 of cover. “HUD- 
577-IA”—P. 4 of cover. Includes bibliographical references. 
1. New towns— United States. 2. New towns — Soviet 
Union. I. U.S./U.S.S.R. New Towns Working Group. II. 
United States. Dept. of Housing and Urban Development. 
Office of International Affairs. 81-603637 OCLC 07984333 


INTERIOR DEPARTMENT 


Washington, DC 20240 


82-5780 
1 1.2:C 63/5 

The federal coal management program : a narrative description 
/ prepared by the Office of Coal Leasing, Planning and Co- 
ordination, Office of the Assistant Secretary-Land and Water 
Resources. — [Washington, D.C.?] : U.S. Dept. of the Interi- 
or, 1980. 23 p. ; 28 cm. @lItem 603 1. Coal leases — 
United States. I. United States. Dept. of the Interior. Office 
of Coal Leasing, Planning, and Coordination. OCLC 
06698097 


82-5781 
I 1,97/2:979-80 

Research reports supported by Office of Water Research and 
Technology received during the period ... Washington, D.C. : 
U.S. Dept. of the Interior, Office of Water Research and 
Technology, Water Resources Scientific Information Center, 
Water Resources Scientific Information Center, Washington, 
DC 20240 v. ; 26 cm. Semiannual, Oct.1976-Mar. 1977- 
Quarterly, cumulated successively during the year -Oct.-Dec. 
1976 Began with 1974/75. Oct. 1979-Mar. 1980. Descrip- 
tion based on: Oct. 1979-Mar. 1980. ISSN 0145-9287 Con- 
tinues: Research reports supported by Office of Water Re- 
sources Research under the Water Resources Research Act of 
1964 ISSN 0190-2105 1. Water — Research — Periodicals. 
2. Hydrology — Research — Periodicals. I. Water Resources 
Scientific Information Center. II. United States. Office of 
Water Research and Technology. Key Title: Research re- 
ports supported by Office of Water Research and Technology 
sc-78001645 OCLC 02686464 
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1 1.98:Ar 4 i/plate 1 


United States. Bureau of Land Management. 


Arizona strip wilderness, environmental impact statement / 
US. Sent arte Rocke, Bureau of Land 
ment. Scale [ca. 1:160,000]. [Washington, D.C.?] : The 
Bureau, 1980. 2 maps on | sheet : col. ; 34 x 36 cm. and 46 x 
45cm. Relief shown by shading. Issued to accompany: Ar- 
izona strip wilderness draft environmental impact statement 
and suitability report. Includes ill. @lItem 603-G 1. Land 
use — Arizona — Planning — Maps. 2. Environmental 
policy — Arizona— Maps. 3. Arizona—Maps. I. Title. 
OCLC 08134255 


82-5783 


1 1.98:Ea 7 


Proposed grazing and wilderness management for the Eastern 


San Diego County area (McCain Valley) California / pre- 
pared by Bureau of Land Management, Department of the 
Interior. — Riverside, Calif. : U.S. Dept. of the Interior, 
Bureau of Land Management, California Desert District, 
1980. vi, 71, 24 p. : maps ; 28 cm. At head of title: Final 
environmental impact statement. Cover title: Proposed live- 
stock grazing & wilderness management for the Eastern San 
Diego Co. Planning Unit. @lItem 603-G 1. Grazing dis- 
tricts — California— San Diego County. 2. Range manage- 
ment — California—San Diego County. 3. Wilderness 
areas — California— San Diego County. 4. tGrazing — En- 
vironmental aspects—California— Eastern San Diego 
County. 5. fRange management — California — Eastern San 
Diego County. I. United States. Bureau of Land Manage- 
ment. California Desert District. II. Title: Proposed live- 
stock grazing & wilderness management for the Eastern San 
Diego Co. Planning Unit. OCLC 07675593 


82-5784 


i 1,98:M 17/draft 


Grazing management, McGregor EIS area, New Mexico. — Las 


Cruces, N.M. : U.S. Dept. of the Interior, Bureau of Land 
Management, Las Cruces District Office, 1980. 1 v. (various 
pagings), [4] folded leaves of plates : ill, maps ; 28 cm. 
Cover title. At head of title: Draft environmental impact 
statement. “April 1980.” Bibliography: p. R-1-R-11. In- 
cludes index. 1. Range management — New Mexico — Otero 
County. 2. Grazing— Otero County. I. United States. 
Bureau of Land Management. Las Cruces District Office. 
OCLC 06775299 


82-5785 


1 1.°8:Ow 9 


Owyhee grazing environmental impact statement : final / pre- 


pared by Bureau of Land Management, Department of the 
Interior. —- Boise, Idaho : U.S. Dept. of the Interior, Bureau 
of Land Management, Boise District Office, 1980. 109 p. : 
maps ; 28 cm. @lItem 603-G 1. Grazing districts — 
Idaho — Malheur County. 2. Grazing districts — Idaho — 
Owyhee County. 3. Range management — Idaho — Mal- 
heur County. 4. Range management — Idaho — Owyhee 
County. I. United States. Bureau of Land Management. 
Boise District Office. OCLC 07984870 





82-5786 
1 1,98:Su 7/5/final 

Sun Valley grazing : environmental impact statement (final), 
Butte, Blaine, Camas and Elmore Counties, State of Idaho / 
prepared by Department of Interior, Bureau of Land Manage- 
ment, Shoshone District.— Shoshone, Idaho : The Bureau, 
1981. 64 p. : ill. ; 27 cm. @lItem 603-G 1. Grazing— 
Environmental aspects — Idaho — Sun Valley. 2. Range 
management —Idaho—Sun Valley. I. United States. 


Bureau of Land Management. Shoshone District. OCLC 
07777774 


82-5787 
1 1,98:W 61/final 

Final environmental assessment : Whitney Canyon—Carter 
Creek natural gas processing projects in Uinta and Lincoln 
Counties, Wyoming, Rich County, Utah / Department of the 
Interior, Bureau of Land Management.—([Rock Springs, 
Wyo.] : Bureau of Land Management, Rock Springs District, 
1980. 1 v. (various pagings) : ill., maps ; 28 cm. “May 14, 
1980.” Bibliography: p. A-104 to A-105. Includes glossary. 
“WY-042-EA80-15.” @Item 603-G 1. Gas manufacture 
and works — Environmental aspects— Utah. 2. Gas manu- 
facture and works — Environmental aspects — Wyoming. 3. 
Environmental impact analysis— Utah. 4. Environmental 
impact analysis— Wyoming. I. United States. Bureau of 
Land Management. Rock Springs District. II. Title: Whit- 
ney Canyon—Carter Creek natural gas processing projects in 
Uinta and Lincoln Counties, Wyoming, Rich County, Utah. 
OCLC 07989583 


82-5788 
I 1,100:980 

Report to Congress, administration of the Wild Free-Roaming 
Horse and Burro Act. [Washington, D.C.?] : U.S. Dept. of the 
Interior, Bureau of Land Management, U.S. Dept. of the 
Interior, Bureau of Land Management, 18th and C Streets, 
N.W., Washington, D.C. 20240 v. : ill. ; 26 cm. Irregular 
3rd, June 1980. Description based on: 3rd (June 1980) 
Vols. for June 1980- issued jointly with U.S. Dept. of Agri- 
culture, Forest Service. @lItem 601-J Continues: Adminis- 
tration of the Wild Free-Roaming Horse and Burro Act 1. 
Horses — Law and legislation — United States — Periodicals. 
2. Donkeys — Law and legislation — United States — Periodi- 
cals. 3. United States— Public lands — Periodicals. I. 
United States. Bureau of Land Management. II. United 
States. Forest Service. OCLC 08134916 


82-5789 
I 1,105/3:979 
Youth Conservation Corps (U.S.) 

YCC at work / U.S. Department of the Interior [and] U.S. 
Department of Agriculture, Forest Service. [Washington, 
D.C.] : Youth Conservation Corps, U.S. Dept. of Agricul- 
ture, Forest Service, Youth Conservation Corps, 14th and 
Independence Ave, S.W., Washington, D.C. 20250 v. : ill. ; 
22 cm. Annual Issues prior to 1979 were classed: A 13.2:Y 
8/2/ 1979 program year. Description based on: 1979 pro- 
gram year. @Item 603 ISSN 0147-7838 1. Youth—Em- 
ployment — United States — Periodicals. 2. Nature conser- 
vation — United States — Periodicals. 3. United States — 
Public lands — Periodicals. 4. Youth Conservation Corps 
(U.S.) — Periodicals. I. United States. Dept. of the Interior. 
II. United States. Forest Service. III. Title. HD6273.US6a 
77-641841 //r82 333.7/2/06173 | OCLC 03227838 


Government Publications — April 1982 


GEOLOGICAL SURVEY 
Interior Dept. 
Reston, Va. 22092 


82-5790 


1 19.2; N 41/5 


Brethauer, G. E. 


Statistical evaluation of physical properties in area 12, 
Nevada test site, using the USGS/DNA storage and retrieval 
system / by G.E. Brethauer, J.E. Magner, and D.R. Miller ; 
[prepared by the U.S. Geological Survey for the Nevada 
Operations Office, U.S. Department of Energy ... and the 
Defense Nuclear Agency]. — Denver, Colo. : U.S. Dept. of 
the Interior, Geological Survey ; Springfield, Va. : Available 
from U.S. Dept. of Commerce, National Technical Informa- 
tion Service, 1980. ii, 96 p. : map ; 28 cm.— (Special 
projects ; 43) “Date published: May 1980”—Cover. 
“Memorandum of understanding DE-AI08-76DP00474”— 
Cover. “USGS-474-309.” @Item 621 1. 

Nevada. I. Magner, J. E. II. Miller, D. R. Ill. United 
States. Geological Survey. IV. United States. Dept. of 
Energy. Nevada Operations Office. V. United States. De- 
fense Nuclear Agency. VI. Title. VII. Series: Special proj- 


ects (United States. Geological Survey (U.S.)) ; 43. OCLC 
06723009 


82-5791 


1 19.2:L 51/6 


O’Donnell, T. 


Municipal water supplies in Lee County, Florida, 1974 / 
T.H. O’Donnell ; prepared in cooperation with Board of 
County Commissioners of Lee County. — Tallahassee, Fla. : 
U.S. Dept. of the Interior, Geological Survey, [1977] vii, 96 
p- : ill, maps ; 27 cm.— (Open-file report 77-277) “May 
1977.” Bibliography: p. 95-96. 1. Municipal water supply — 
Florida — Lee County. I. United States. Geological Survey. 
II. Board of County Commissioners of Lee County (Fla.) 
III. Title. IV. Series: Open-file report Geological Survey 
(U.S.)) ; 77-277. OCLC 03160607 


82-5792 


I 19.2:Sa 5 1/2 


Skrivan, James A. 


Predicted effects of a proposed water-resource management 
plan in the lower San Luis Rey River Valley, California, 
using digital ground-water flow models / by James A. Skri- 
van ; prepared in cooperation with the Santa Margarita-San 
Luis Rey Watershed Planning Agency. — Menlo Park, Calif. : 
U.S. Geological Survey, [1976] 19 p. : ill., maps ; 27 cm. — 
(Open-file report ; 76-754) “October 1976.” Bibliography: 
p. 19. 1. Water quality management — California — San Luis 
Rey Valley. 2. Water, Underground — California — San 
Luis Rey Valley. I. Geological Survey (U.S.) II. Santa 
Margarita-San Luis Rey Watershed Planning Agency. III. 
Title. IV. Series: Open-file report (Geological Survey 
(U.S.)) ; 76-754. OCLC 03306833 


82-5793 


I 19.2:W 31/2 


United States. Federal Interagency Working Group on Water- 


Quality Data Needs for Small Watersheds. 

Water-quality data needs for small watersheds : surface- 
water data / prepared by Federal Interagency Working 
Group on Water-Quality Data Needs for Small Water- 
sheds. — Reston, Va. : U.S. Dept. of the Interior, Geological 
Survey, Office of Water Data Coordination, 1979. iii, 37 p. ; 
28cm. At head of title: Interagency Advisory Committee on 
Water Data. “Impaneled by the U.S. Department of the 
Interior, Geological Survey, Office of Water Data Coordina- 
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tion.” “April 1979.” Bibliography: p. 23-26. @lItem 621 
1. Water quality — United States— Measurement. 2. Water- 
shed management — United States. I. United States. Office 
of Water Data Coordination. II. United States. Interagency 
Advisory Committee on Water Data. III. Title. OCLC 
05471242 


82-5794 


I 19.4/2:801 
Cressman, Earle Rupert, 1923- 

Geologic mapping of Kentucky : a history and evaluation 
of the Kentucky Geological Survey—U.S. Geological Survey 
mapping program, 1960-1978 / by Earle R. Cressman and 
Martin C. Noger ; prepared in cooperation with the Kentucky 
Geological Survey. — [Reston, Va.] : U.S. Dept. of the Interi- 
or, Geological Survey ; Alexandria, VA : Free on application 
to Distribution Branch, Text Products Section, U.S. Geologi- 
cal Survey, 1981. iii, 22 p. : ill, maps ; 26 cm. — (Geologi- 
cal Survey circular ; 801) “A discussion of the origin, oper- 
ation, cost, and economic benefits of a major geologic map- 
ping program.” Bibliography: p. 21-22. 1. Geological map- 
ping. 2. Geology— Kentucky. 3. Kentucky Geological 
Survey 4. Geological Survey (U.S.) I. Noger, Martin C. 
Il. Kentucky Geological Survey. III. Geological Survey 
(U.S.) IV. Title. V. Series. QE75.C5 no. 801 79-011091 
[QE36] 557.3/08s [353.008/55] OCLC 04805081 


82-5795 


I 19.4/2:802 

The Alaskan mineral resource assessment program : background 
information to accompany folio of geologic and resource 
maps of the Chignik and Sutwik Island quadrangles, Alaska / 
by R.L. Detterman ... [et al.]. — [Reston, Va.] : U.S. Dept. of 
the Interior, Geological Survey ; Alexandria, VA : Free on 
application to Branch of Distribution, U.S. Geological 
Survey, 1981. iii, 16 p. : map ; 26 cm. — (Geological Survey 
circular ; 802) Bibliography: p. 13-16. @lItem 620-A 1. 


Mines and mineral resources — Alaska. I. Detterman, Robert 
L. II. Geological Survey (U.S.) III. Series. QE75.C5 no. 


802 81-607821 [TN24.A4] 557.3 s [553/.09798/4 ¢2 19] 
OCLC 07597183 


82-5796 


I 19.4/2:841 
Crock, J. G. 

Four reference soil and rock samples for measuring element 
availability in the western energy regions / by J.G. Crock 
and R.C. Severson. — [Reston, Va.] : U.S. Dept. of the Interi- 
or, Geological Survey ; Alexandria, VA : Free on application 
to the Branch of Distribution, U.S. Geological Survey, 1980. 
iii, 16 p. : ill. ; 26 cm.— (Geological Survey circular ; 841) 
Bibliography: p. 16. @Item 620-A 1. Soils — West 
(U.S.)— Analysis. I. Severson, R. C. (Ronald Charles), 
1945- II. United States. Geological Survey. III. Title. IV. 
Series. OCLC 07538362 


82-5797 


1 19.15/3:L 23/978 
Holkenbrink, Patrick F. 

Manual on characteristics of Landsat computer-compatible 
tapes produced by the EROS data center digital image proc- 
essing system / compiled by Patrick F. Holkenbrink. — 
(Washington, D.C.?] : U.S. Geological Survey, 1978, i.e. 
1979. vi, 70 p. : ill. ; 27 cm. “National Aeronautics and 
Space Administration’—Cover. G.P.O. sales statement in- 
correct in publication. Bibliography: p. 70. @lItem 619-F 
1. Landsat satellites — Data processing — Handbooks, man- 
uals, etc. I. United States. National Aeronautics and Space 
Administration. II. Geological Survey (U.S.) III. Title. 
OCLC 05115300 
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82-5798 


I 19.16:1110-M-DD 


The Mississippian and Pennsylvanian (Carboniferous) systems in 


the United States / Matthew J. Avcin ... [et al.]. — Washing- 
ton, D.C. : U.S. Dept. of the Interior, Geological Survey, 
1979 i.e. 1980. 1 v. (various pagings) : ill., maps ; 29 cm. — 
(Geological Survey professional paper ; 1110-M-DD) No 
longer available for sale by the Supt. of Docs. Includes 
bibliographies. @Item 624 S/N 024-001-03326-7 @ GPO 
1. Geology, Stratigraphic — Carboniferous. 2. Geology, 
Stratigraphic — Mississippian. 3. Geology, Stratigraphic — 
Pennsylvanian. 4. Geology —Iowa. I. Avcin, Matthew J. 
II. Geological Survey (U.S.) III. Series. QE672.M5293 
79-014583 551.7/5/09777 OCLC 04883545 


82-5799 


I 19.16:1203 


Ground temperature measurements. —([Reston, Va.?] : U.S. 


Dept. of the Interior, Geological Survey ; Washington, D.C. : 
For Sale by the Supt. of Docs., U.S. G.P.O., 1981. 39 p. : 
ill., maps ; 29 cm. — (Geological Survey professional paper ; 
1203) Colophon date: 1980. Includes bibliographies. Con- 
tents: pt. 1. Pallmann technique / by Daniel R. Norton and 
Irving Friedman — pt. 2. Evaluation of the Pallmann tech- 
nique in two geothermal areas of West-central Nevada / by 
F.H. Olmsted, Irving Friedman, and Daniel R. Norton — pt. 
3. Ground temperatures in and near Yellowstone National 
Park / by Irving Friedman and Daniel R. Norton. @lItem 
624 S/N 024-001-03412-3 @ GPO $3.50 1. Earth tem- 
perature — Measurement — Addresses, essays, lectures. I. 
Norton, Daniel R. II. Friedman, Irving, 1920- III. Olmst- 
ed, F. H. (Franklin Howard), 1921- IV. Geological Survey 
(U.S.) V. Series. QES09.N67 81-607982 551.1/4 ¢2 19 
OCLC 07555470 


82-5800 


I 19.16:1240-B 


Facing geologic and hydrologic hazards : earth-science consid- 


erations / edited by W.W. Hays. —[Washington, D.C.?] : 
U.S. Dept. of the Interior, Geological Survey : U.S. G.P.O. 
[distributor], 1981. vii, 108 p. : ill. (some col.), maps (some 
col.) ; 24 x 29 cm. — (Geological Survey professional paper ; 
1240-B) (Earth-science special reports) Includes bibliogra- 
phies. @lItem 624 S/N 024-001-03443-3 @ GPO $7.50 1. 
Natural disasters— United States. 2. Geology — United 
States. 3. Hydrology — United States. I. Hays, Walter W. 
II. Geological Survey (U.S.) III. Series. IV. Series. 81- 
600123 OCLC 08060408 


82-5801 


1 19.42/4:77-110 


Schroeder, E. E. 


Technique for estimating the magnitude and frequency of 
floods in Texas / by E.E. Schroeder and B.C. Massey ; 
prepared in cooperation with the State Department of High- 
ways and Public Transportation and the Departmeent of 
Transportation, Federal Highway Administration. — [Austin, 
TX] : U.S. Geological Survey, 1977. iii, 22 leaves : ill., 2 
maps ; 27 cm.— (Water-resources investigations ; 77-110) 
(Open-file report) Bibliography: leaf 22. 1. Flood forecast- 
ing — Texas. I. Massey, B. C. II. Texas. State Dept. of 
Highways and Public Transportation. III. United States. 
Federal Highway Administration. IV. United States. Geo- 
logical Survey. V. Title. VI. Title: Estimating the magni- 
tude and frequency of floods in Texas. VII. Series. VIII. 
Series: Open-file report (Geological Survey (U.S.)) OCLC 
03799175 





82-5802 
Gadoury, Russell A. 


I 19.42/4:79-61 


Coastal flood of February 7, 1978, in Maine, Massachusetts, 
and New Hampshire / by Russell A. Gadoury ; prepared in 
cooperation with the U.S. Army Corps of Engineers and the 
Massachusetts Department of Public Works. — [Reston, Va.?] 
: U.S. Dept. of the Interior, Geological Survey, 1979. iii, 57 
p. : ill., col. maps ; 27 cm. — (Water-resources investigations ; 
79-61) (Open-file report) Two maps on folded leaves in 
pocket. Bibliography: p. 13. 1. Floods— Maine. 2. 
Floods — Massachusetts. 3. Floods— New Hampshire. I. 
Geological Survey (U.S.) II. United States. Army. Corps of 
Engineers. III. Massachusetts. Dept. of Public Works. IV. 
Title. V. Series. VI. Series: Open-file report (Geological 
Survey (U.S.)) OCLC 05362178 


82-5803 


I 19.42/4:79-65 
Frimpter, Michael H., 1934- 

Chemical quality of ground water on Cape Cod, Massachu- 
setts / by Michael H. Frimpter and Frederick B. Gay ; 
prepared in cooperation with the Commonwealth of Massa- 
chusetts, Water Resources Commission and the National Park 
Service. — [Reston, Va.?] : U.S. Dept. of the Interior, Geo- 
logical Survey, 1979. iv, 11 p. : ill, maps ; 27 cm.— 
(Water-resources investigations ; 79-65) (Open-file report) 
Bibliography: p. 11. 1. Water quality — Massachusetts — 
Cape Cod— Measurement. 2. Water, Underground — Mas- 
sachusetts — Cape Cod. I. Gay, Frederick B. II. United 
States. National Park Service. III. Massachusetts. Water Re- 
sources Commission. IV. Geological Survey (U.S.) V. 
Title. VI. Series. VII. Series: Open-file report (Geological 
Survey (U.S.)) OCLC 05575241 


82-5804 


I 19.42/4:80-20 
Wright, Ann Finley. 

Bibliography of geology and hydrology, southwestern New 
Mexico / by Ann Finley Wright. — Albuquerque, N.M. (P.O. 
Box 26659, Albuquerque, N.M.) : U.S. Geological Survey, 
Water Resources Division, 1980. iv, 255 p. ; 26 cm.— 
(Water resources investigations ; 80-20) “January 1980.” 
@ltem 24-B 1. Geology—New Mexico — Bibliography. 
2. Hydrology — New Mexico — Bibliography. 1. Geological 
Survey (U.S.). Water Resources Division. II. Title. III. 
Series: Water-resources investigations 80-20. OCLC 
06508950 


82-5805 


I 19.42/4:80-35 
Bobo, Linda L. 

Water-quality assessment of the Cypress Creek watershed, 
Warrick County, Indiana / by Linda A. Bobo and Charles A. 
Peters ; prepared in cooperation with the U.S. Department of 
Agriculture, Soil Conservation Service. — Indianapolis, Ind. : 
U.S. Geological Survey, Water Resources Division ; Wash- 
ington, D.C. : For sale by the Supt. of Docs., U.S. G.P.O., 
1980. vi, 67 p. : ill, maps ; 28 cm.— (Water resources 
investigations ; 80-35) “May 1980.” Bibliography: p. 43-45. 
@ltem 624-B S/N 024-001-03325-9 @ GPO $4.50 1. 
Water quality —Indiana— Warrick County. I. Peters, 
Charles A. II. United States. Soil Conservation Service. 
III. Geological Survey (U.S.). Water Resources Division. 
IV. Title. V. Series. OCLC 06714227 


82-5806 


I 19.42/4:80-53 
Reed, Lloyd A. 

Effects of strip mining the abandoned deep Anna S Mine 
on the hydrology of Babb Creek, Tioga County, Pennsylvania 


Government Publications — April 1982 


(P.O. Box 1107, 228 Walnut St., Harrisburg, Pa.) : U.S. Geo- 
logical Survey, Water Resources Division, [1980] v, 41 p. : 
ill, maps ; 26 cm.— (Water-resources investigations ; 80-53) 
Bibliography: p. 41. @Item 624-B 1. Hydrology — Penn- 
sylvania — Tioga County. 2. Strip mining — Environmental 
aspects — Pennsylvania — Tioga County. I. United States. 
Geological Survey. Water Resources Division. II. United 
States. Environmental Protection Agency. III. Pennsylvania. 
Dept. of Environmental Resources. IV. Title. V. Series. 
OCLC 07064654 


82-5807 


T 19.42/4:80-55 


Prudic, David E. 


Permeability of covers over low-level radioactive-waste 
burial trenches, West Valley, Cattaraugus County, New York 
/ by David E. Prudic.— Albany, N.Y. : U.S. Geological 
Survey, Water Resources Division, 1980. v, 35 p. : ill., 1 
map ; 28 cm.— (Water-resources investigations ; 80-55) 
Bibliography: p. 34-35. @lItem 624-B 1. Radioactive waste 
disposal in the ground—New York (State) — Cattaraugus 
County. 2. Radioactive wastes. 3. Soil permeability. I. 
United States. Geological Survey. Water Resources Division. 
II. Title. III. Series. OCLC 07156005 


82-5808 


I 19.42/4:80-101 


Harvey, Edward J. 


Ground water in the Springfield-Salem plateaus of southern 
Missouri and northern Arkansas / by Edward J. Harvey ; 
report prepared on behalf of the U.S. Environmental Protec- 
tion Agency. — Rolla, Mo. : U.S. Geological Survey, 1981. 
iv, 66 p. : ill, maps ; 26 cm.— (Water-resources investiga- 
tions ; 80-101) “U.S. Geological Survey, Water Resources 
Division”—Rept. doc. p. “December 1980.” Bibliography: 
p. 64-66. @lItem 624-B 1. Water, Underground — Missouri. 
2. Water, Underground — Arkansas. 3. Plateaus — Missouri. 
4. Plateaus — Arkansas. I. Geological Survey (U.S.). Water 
Resources Division. II. United States. Environmental Pro- 
tection Agency. III. Title. IV. Series. OCLC 07315055 


82-5809 


I 19.42/4:80-109 


Eccles, Lawrence A. 


Ground-water quality along the Mojave River near Bar- 
stow, California, 1974-79 / by Lawrence A. Eccles ; prepared 
in cooperation with the California Regional Water Quality 
Control Board—Lahontan Region. — Menlo Park, Calif. (345 
Middlefield Rd., Menlo Park, Calif. 94025) : U.S. Geological 
Survey, Water Resources Division, California District, [1981] 
v, 63 p. : ill., maps ; 28 cm. — (Water-resources investigations 
; 80-109) “March 1981.” Bibliography: p. 19. @lItem 624- 
B 1. Water quality — California — Barstow region — Mea- 
surement. 2. Barstow (Calif.)— Water-supply. 3. Mojave 
River watershed (Calif.) I. Geological Survey (U.S.) Water 
Resources Division. California District. II. California Re- 
gional Water Quality Control Board—Lahontan Region. III. 
Title. IV. Series. OCLC 07566886 


82-5810 


I 19.42/4:80-111 


Heimes, Frederick J. 


Evaluating methods for determining water use in the High 
Plains in parts of Colorado, Kansas, Nebraska, New Mexico, 
Oklahoma, South Dakota, Texas, and Wyoming, 1979 / by 
Frederick J. Heimes and Richard R. Luckey. — Lakewood, 
Colo. (Box 25046, mail stop 412, Denver Federal Center, 
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Lakewood, Colo. 80225) : U.S. Geological Survey, Water 
Resources Division, 1980. v, 118 p. : ill, maps ; 26 cm. — 
(Water-resources investigations ; 80-111) Bibliography: p. 30. 
@ltem 624B 1. Water use—Great Plains. I. Luckey, 
Richard R. II. Geological Survey (U.S.). Water Resources 
Division. III. Title. IV. Series. OCLC 07216086 


82-5811 


I 19.42/4:80-115 
Vickers, Arthur A. 

Flood of August 31-September 1, 1978, in Crosswicks 
Creek basin and vicinity, central New Jersey / by Arthur A. 
Vickers ; prepared in cooperation with the New Jersey De- 
partment of Environmental Protection, Division of Water Re- 
sources. — Trenton, N.J. : U.S. Geological Survey, Water 
Resources Division ; Springfield, VA : National Technical 
Information Service [distributor, 1980] vi, 20 p. : ill., maps ; 
28 cm. — (Water-resources investigations ; 80-115) “Decem- 
ber 1980.” Bibliography: p. 20. @lItem 624-B 1. Floods — 
New Jersey. I. Geological Survey (U.S.). Water Resources 
Division. II. New Jersey. Division of Water Resources. 
IIL. Title. IV. Series. OCLC 07565447 


82-5812 


I 19.42/4:80-951 


Holmes, Walter F. 


Results of test drilling for ground water in the southeastern 
Uinta Basin, Utah and Colorado / by Walter F. Holmes. — 
Salt Lake City, Utah : U.S. Geological Survey, 1981. vi, 90 
p. : ill, 1 map ; 28 cm.— (Water-resources investigations ; 
80-951) Six folded leaves of plates in pocket. Bibliography: 
p. 35. @Item 624-B 1. Water, Underground — Uinta Basin 
(Utah and Colo.) I. Geological Survey (U.S.) II. Title. 
Ill. Series. OCLC 07541021 


82-5813 


I 19.42/4:81-4 


Wolf, R. J. 


Hydrogeology of the Buffalo aquifer, Clay and Wilkin 
Counties, West-Central Minnesota / by R.J. Wolf ; prepared 
in cooperation with the Minnesota Department of Natural 
Resources ... [et al.].—St. Paul, Minn. : U.S. Geological 
Survey, Water Resources Division, 1981. vi, 83 p. : ill., maps 
; 28 cm. — (Water-resources investigations ; 81-4) Bibliogra- 
phy: p. 81-83. @lItem 624-B 1. Hydrogeology. 2. Water, 
Underground — Minnesota— Clay County. 3. Water, Un- 
derground — Minnesota — Wilkin County. I. United States. 
Geological Survey. II. Minnesota. Dept. of Natural Re- 
sources. III. Title. IV. Series. OCLC 07565545 


82-5814 


I 19.53/2:CA-76-1 


Water resources data for California. [Menlo Park, Calif.] : U.S. 


Dept. of the Interior, Geological Survey ; [Springfield, VA : 
National Technical Information Service, distributor, Nation- 
al Technical Information Service, Springfield, VA, 22161  v. 
: maps ; 27 cm. (U.S. Geological Survey water-data report ; 
CA-76-1) Annual Began with 1964/65. “Water Resources 
Division”—Verso of t.p. Water year 1976. Description 
based on: Water year 1976. Contents: v. 1. Colorado River 
Basin, Southern Great Basin from Mexican border to Mono 
Lake Basin, and Pacific Slope basins from Tijuana River to 
Santa Marian River. Vols. for 1964/65-1974 issued in 2 pts.; 
1975- issued in 4 vols. Prepared in cooperation with the 
California Department of Water Resources and other agen- 
cies. Data were cumulated quinquennially in Surface water 
supply of the United States. ISSN 0364-4057 Continues: 
Surface water records of California 1. Water resources de- 
velopment — California Yearbooks. 2. Stream meas- 
urements — California — Yearbooks. 3. Water quality — 
California — Yearbooks. I. Geological Survey (U.S.) Water 
Resources Division. II. California. Dept. of Water Re- 
sources. III. Series. GB1225.C3A412 68-060769 //r812 
553.7/8/09794 OCLC 01161532 


82-5815 


I 19.53/2:CA-79-1 
I 19.53/2:CA-79-2 
1 19.53/2:CA-79-3 


Water resources data for California. [Menlo Park, Calif.] : U.S. 


Dept. of the Interior, Geological Survey ; [Springfield, VA : 
National Technical Information Service, distributor, Nation- 
al Technical Information Service, Springfield, VA, 22161 v. 
: maps ; 27 cm. (U.S. Geological Survey water-data report ; 
CA-79-1-3) Annual Began with 1964/65. “Water Re- 
sources Division”—Verso of t.p. Water year 1979, v. 1-3. 
Description based on: Water year 1976. Contents: v. 1. 
Colorado River Basin, Southern Great Basin from Mexican 
border to Mono Lake Basin, and Pacific Slope basins from 
Tijuana River to Santa Maria River — v. 2. Pacific Slope 
basins from Arroyo Grande to Oregon state line except Cen- 
tral Valley — v. 3. Southern Central Valley basins and the 
Great Basin from Walker River to Truckee River. Vols. for 
1964/65-1974 issued in 2 pts.; 1975- issued in 4 vols. Pre- 
pared in cooperation with the California Department of 
Water Resources and other agencies. Data were cumulated 
quinquennially in Surface water supply of the United States. 
Oliem 619-E-5 ISSN 0364-4057 Main series: U.S. Geologi- 
cal Survey water-data report Continues: Surface water re- 
cords of California 1. Water resources development — Cali- 
fornia -- Yearbooks. 2. Stream measurements — California — 
Yearbooks. 3. Water quality — California — Yearbooks. I. 
Geological Survey (U.S.). Water Resources Division. II. 
California. Dept. of Water Resources. III. Series. 
GB1225.C3A412 68-060769 //r812 553.7/8/09794 OCLC 
01161532 





82-5816 


I 19.53/2:CO-79-1 

Water resources data for Colorado. [Lakewood, Colo.] : U.S. 
Dept. of the Interior, Geological Survey ; [Springfield, VA : 
National Technical Information Service, distributor, Nation- 
al Technical Information Service, Springfield, VA, 22161  v. 
: maps ; 27 cm. (U.S. Geological Survey water-data report ; 
CO-79-1) Annual Began with 1964/65. Spine _ title: 
U.S.G.S. water resources data for Colorado “Water Re- 
sources Division”—Verso of t.p. Water year 1979, v. 1. 
Description based on: Water year 1979, v. 1. Contents: v. 1. 
Missouri River Basin, Arkansas River Basin, and Rio Grande 
Basin. 1964/65-74 issued in 2 parts: pt. 1, Surface water 
records. - pt. 2, Water quality records; 1975- in 2 v.; 1977- in 
3 v. Prepared in cooperation with the state of Colorado and 
other agencies. Data were cumulated quinquennially in Sur- 
face water supply of the United States. @Item 619-E-6 
Main series: U.S. Geological Survey water-data report Con- 
tinues: Surface water records of Colorado 1. Water qual- 
ity — Colorado — Yearbooks. 2. Stream measurements — 
Colorado — Yearbooks. 3. Water resources development — 
Colorado — Yearbooks. I. Geological Survey (U.S.). Water 
Resources Division. II. Series. GB1225.C6A412 68- 
060770 //r812 553.7/8/09788 OCLC 01159412 


82-5817 


I 19.53/2:FL-79-2A 

I 19.53/2:FL-79-2B 

Water resources data for Florida. [Tallahassee, Fla.] : U.S. 
Dept. of the Interior, Geological Survey ; [Springfield, VA : 
National Technical Information Service, distributor, Nation- 
al Technical Information Service, Springfield, VA, 22161 v. 
: maps. ; 27 cm. (U.S. Geological Survey water-data report ; 
FL-79-2A-2B) Annual Began with 1964/65. Spine title: 
U.S.G.S. water resources data for Florida “Water Resources 
Divison”—Verso of t.p. Water year 1979, v. 2A-2B. De- 
scription based on: Water year 1979. Contents: v. 2A. South 
Florida surface water — v. 2B. South Florida ground water. 
Reports for 1964/65-1974 issued in 2 pts.: pt. 1, Surface water 
records; pt. 2, Water quality records; 1975- in 4 vols. Pre- 
pared in cooperation with the state of Florida and other 
agencies. Data were cumulated quinquennially in Surface 
water supply of the United States. @lItem 619-E-9 ISSN 
0275-2689 Main series: U.S. Geological Survey water-data 
report Continues: Surface water records of Florida 1. 
Stream measurements — Florida — Yearbooks. 2. Water 
quality — Florida — Yearbooks. 3. Water resources develop- 
ment — Florida — Yearbooks. I. Geological Survey (U.S.). 
Water Resources Division. II. Series. GB1225.F6A42 67- 
065945 //r702 553.7/09759 OCLC 01947508 
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I 19.53/2:ID-79-2 


Water resources data for Idaho. [Boise, Idaho] : U.S. Dept. of 


the Interior, Geological Survey ; [Springfield, Va. : National 
Technical Information Service, distributor, National Techni- 
cal Information Service, Springfield, Va., 22161 v. ; 26 cm. 
(U.S. Geological Survey water-data report ; ID-79-2) 
Annual Began with 1964/65. Spine title: U.S.G.S. water 
resources data for Idaho “Water Resources Division”— 
Verso of t.p. Water year 1979. Description based on: 1980. 
Vols. for 1964/65-1974 issued in 2 pts.: pt. 1. Surface water 
records — pt. 2. Water quality records. CONTENTS: v. 1. 
Great Basin and Snake River Basin above King Hill — v. 2. 
Upper Columbia River Basin and Snake River Basin below 
King Hill. Prepared in cooperation with the State of Idaho 
and with other agencies. Data were cumulated quinquennial- 
ly in Surface water supply of the United States. @Item 619- 
E-12 ISSN 0364-4324 Main series: U.S. Geological Survey 
water-data report Continues: Surface water records of Idaho 
1. Water resources development — Idaho — Yearbooks. 2. 
Stream measurements — Idaho — Yearbooks. 3. Water qual- 
ity — Idaho — Yearbooks. I. Geological Survey (U.S.) 
Water Resources Division. II. Series. GB1225.12A412 68- 
060771 //r802 553.78/09796 OCLC 01163129 


82-5819 


I 19.53/2:MD-DE-79-1 

Water resources data for Maryland and Delaware / United 
States Department of the Interior, Geological Survey. Park- 
ville, Md. : The Survey ; [Springfield, VA : National Techni- 
cal Information Service, distributor, National Technical In- 
formation Service, Springfield, VA, 22161  v. : map ; 27 cm. 
(U.S. Geological Survey water-data report ; MD-DE-79-1) 


Annual Began with vol. for 1964/65. “Water Resources 
Division”—Verso of t.p. Water year 1979. Description 
based on: 1969, pt. 1. Issued in 2 pts.: Pt. 1, Surface water 
records; Pt. 2, Water quality records, 1964/65-1974. Pre- 
pared in cooperation with the states of Maryland and Dela- 
ware and other agencies. Published in: Towson, Md., 1975- 
Data are cumulated quinquennially in: Surface water supply 
of the United States. @Item 619-E-20 (microfiche) ISSN 
0364-4367 Main series: U.S. Geological Survey water-data 
report Continues: Surface water records of Maryland and 
Delaware 1. Stream measurements — Maryland — Year- 
books. 2. Stream measurements — Delaware — Yearbooks. 
3. Water quality — Maryland — Yearbooks. 4. Water qual- 
ity — Delaware — Yearbooks. 5. Water resources develop- 
ment — Maryland — Yearbooks. 6. Water resources develop- 
ment — Delaware — Yearbooks. I. Geological Survey 
(U.S.). Water Resources Division. II. Series. PAR 81- 
649726 OCLC 01730623 
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I 19,53/2:NE-78-1 

Water resources data for Nebraska. [Lincoln, Neb.] : U.S. Dept. 
of the Interior, Geological Survey ; [Springfield, VA : Na- 
tional Technical Information Service, distributor, National 
Technical Information Service, Springfield, VA, 22161 v. : 
ill. 27 cm. (U.S. Geological Survey water-data report ; NE- 
78-1) Annual Began with 1964/65. “Water Resources Di- 
vision”—Verso of t.p. Description based on: Water year 
1978. Water year 1978. 1964/65-1974 issued in 2 pts.: pt. 1, 
Surface water records; pt. 2, Water quality records. Vols. 
for 1973/74- prepared in cooperation with the Nebraska Dept. 
of Water Resources, and with other agencies. Data were 
cumulated quinquennially in Surface water supply of the 
United States. @Item 619-E-27 (microfiche) ISSN 0363- 
1974 Continues: Surface water records of Nebraska 1. 
Stream measurements — Nebraska — Yearbooks. 2. Water 
quality — Nebraska — Yearbooks. 3. Water resources devel- 
opment — Nebraska — Yearbooks. I. Geological Survey 
(U.S.). Water Resources Division. II. Nebraska. Dept. of 
Water Resources. III. Series. GB705.N2U5S3a 76-645914 
//1812 551.4/8/09782 OCLC 01160596 


82-5821 


I 19.53/2:NV-78-1 
I 19.53/2:NV-79-1 
Water resources data for Nevada. Carson City, Nev. : U.S. 
Dept. of the Interior, Geological Survey ; [Springfield, VA : 
National Technical Information Service, distributor, Nation- 
al Technical Information Service, Springfield, VA, 22161  v. 
: maps ; 27 cm. (U.S. Geological Survey water-data report ; 
NV-78-1-79-1) Annual Began with 1964/65. “Water Re- 
sources Division”—Verso of t.p. Water year 1978; water 
year 1979. Description based on: Water year 1978. 1964/ 
65-74 issued in 2 pts.: pt. 1, Surface water records; pt. 2, 
Water quality records. Prepared in cooperation with the 
state of Nevada and other agencies. Data were cumulated 
uinquennially in Surface water supply of the United States. 
Item 619-E-28 (microfiche) ISSN 0364-4391 Main series: 
U.S. Geological Survey water-data report Continues: Sur- 
face water records of Nevada 1. Water resources develop- 
ment — Nevada — Yearbooks. 2. Stream measurements — 
Nevada — Yearbooks. 3. Water quality — Nevada — Year- 
books. I. Geological Survey (U.S.). Water Resources Divi- 
sion. II. Series. sc-79005716 OCLC 01160633 


82-5822 


I 19.53/2:OH-78-1-2 

Water resources data for Ohio. Columbus, Ohio : U.S. Dept. of 
the Interior, Geological Survey ; [Springfield, VA : National 
Technical Information Service, distributor, National Techni- 
cal Information Service, Springfield, VA 22161 v. ; 27 cm. 
(U.S. Geological Survey water-data report ; OH-78-1-2) 
Annual Began with 1964/65. “Water Resources Divi- 
sion”—Verso of t.p. Water year 1978, v. 1-2. Description 
based on: Water year 1978, v. 1. Contents: v. 1. Ohio River 
Basin — v. 2. St. Lawrence River Basin. 1964/65-74 issued 
in 2 pts. Prepared in cooperation with the state of Ohio and 
other agencies. Data were cumulated quinquennially in Sur- 
face water supply of the United States. @Item 619-E-35 
(microfiche) ISSN 0364-4413 Main series: U.S. Geological 
Survey water-data report Continues: Surface water records 
of Ohio 1. Stream measurements — Ohio — Yearbooks. 2. 
Water quality — Ohio — Yearbooks. 3. Water resources de- 
velopment — Ohio — Yearbooks. I. Geological Survey 
(U.S.). Water Resources Division. II. Series. 
GB1225.03A412 68-060778 //r802 553/.78/09771 OCLC 
01160723 
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82-5823 
I 19.53/2:PA-80-2 

Water resources data for Pennsylvania / [United States Depart- 
ment of the Interior, Geological Survey]. Harrisburg, PA : 
The Survey ; [Springfield, VA : National Technical Informa- 
tion Service, distributor, National Technical Information 
Service, Springfield, Va. 22161 v. : ill., maps ; 27 cm. (U.S. 
Geological Survey water-data report ; PA-80-2) Annual 
Began with vol. for 1964/65. Spine title: U.S.G.S. water 
resources data for Pennsylvania “Water Resources Div- 
sion”—Verso of t.p. Water year 1980, v. 2. Description 
based on: Water year 1980, v. 2. Issued in 2 pts., 1964/65, ; 
in 3 vols., 1980-. Prepared in cooperation with the state of 
Pennsylvania and other agencies, 1964/65- ; with the Pennsyl- 
vania Dept. of Environmental Resources and with other state, 
municipal, and federal agencies, 1980-. @lItem 619-E-38 
ISSN 0197-0755 Main series: U.S. Geological Survey water- 
data report Continues: Surface water records of Pennsylva- 
nia 1. Water resources development — Pennsylvania — Year- 
books. 2. Stream measurements — Pennsylvania — Year- 
books. 3. Water quality — Pennsylvania — Yearbooks. I. 
Pennsylvania. Dept. of Environmental Resources. II. Geo- 
logical Survey (U.S.). Water Resources Division. III. Series. 
PAR 81-646284 551.4 OCLC 01160671 


82-5824 
I 19.53/2:SD-78-1 

Water resources data for South Dakota. [Huron, S.D.] : U.S. 
Dept. of the Interior, Geological Survey ; [Springfield, Va. : 
National Technical Information Service, distributor, Nation- 
al Technical Information Service, Springfield, Va., 22161  v. 
: maps ; 26 cm. (U.S. Geological Survey water-data report ; 
SD-78-1) Annual Began with 1965/66. Spine _ title: 
U.S.G.S. water resources data for South Dakota “Water Re- 
sources Division”—Verso of t.p. Water year 1978. De- 
scription based on: 1980. Vols. for 1966-1974 issued in 2 pts.: 
pt. 1. Surface water records — pt. 2. Water quality records. 
Prepared in cooperation with the State of South Dakota and 
with other agencies. Data were cumulated quinquennially in 
Surface water supply of the United States. @Item 619-E-41 
(microfiche) Main series: U.S. Geological Survey water-data 
report Continues in part: Water resources data for North 
Dakota and South Dakota ISSN 0197-0518 1. Stream meas- 
urements — South Dakota — Yearbooks. 2. Water quality — 
South Dakota— Yearbooks. 3. Water resources develop- 
ment — South Dakota — Yearbooks. I. Geological Survey 
(U.S.) Water Resources Division. II. Series. 
GB1225.S8A412 68-060779 //r802 553/.78/09783 OCLC 
01163164 
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80225 


82-5825 
I 19.76:77-239 
Goemaat, Robert L. 
Selected water-level records for western Oklahoma, 1975- 

76 / by Robert L. Goemaat ; prepared in cooperation with 
the Oklahoma Water Resources Board.—- Oklahoma City, 
Okla. : U.S. Dept. of the Interior, Geological Survey, 1977. 
iv, 50 p. : ill., 1 map ; 26 cm.— (Open-file report ; 77-239) 
Chiefly tables. 1. Water, Underground — Oklahoma. I. 
Oklahoma. Water Resources Board. II. Geological Survey 
(U.S.) III. Title. IV. Series: Open-file report (Geological 
Survey (U.S.)) ; 77-239. OCLC 03487007 
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82-5826 
Massey, B. C. 


I 19.76:77-792 I 19.76:80-73 


Peters, James G. 


Application of a rainfall-runoff model in estimating flood 
peaks for selected small natural drainage basins in Texas / by 
B.C. Massey and E. E. Schroeder ; prepared in 
with the State Department of Highways and Public Transpor- 
tation and the Department of Transportation, Federal High- 
way Administration. — [Austin, Tex.] : U.S. Dept. of the Inte- 
rior, Geological Survey, [1977] ii, 23 leaves : ill., 1 map ; 27 
cm.— (Open-file report ; 77-792) “December 1977.” Bib- 
liography: leaf 17. 1. Floods— Texas. 2. Rain and rain- 
fall — Texas — Mathematical models. 3. Runoff — Texas — 
Mathematical models. I. Schroeder, E. E. II. Texas. State 
Dept. of Highways and Public Transportation. III. United 
States. Federal Highway Administration. IV. Geological 
Survey (U.S.) V. Title. VI. Series: Open-file report (Geo- 
logical Survey (U.S.)) ; 77-110. OCLC 03799148 


A one-dimensional steady-state, dissolved-oxygen model 
and waste-load assimilation study for Little Lick and Big Lick 
Creeks, Blackford and Delaware Counties, Indiana / by 
James G. Peters, Charles G. Crawford, and William G. 
Wilber ; prepared in cooperation with the Indiana State 
Board of Health. — Indianapolis, Ind. : Dept. of the Interior, 
Geological Survey, [1980] ix, 102 p. : ill, map ; 28 cm. — 
(Open-file report ; 80-73) “January 1980.” 

99-102. 

2. Water quality management — Indiana. I. 

Charles G. II. Wilber, William G. III. Geological Survey 
(U.S.) IV. Indiana State Board of Health. V. Title. VI. 
Series: Open-file report (Geological Survey (U.S.)) ; 80-73. 
OCLC 06810455 


82-5827 82-5831 


I 19.76:79-335 I 19.76:80-347 


Kidwell, C. C. Brown, David P. (David Phillip), 1947- 


Hydrologic data for North Creek Trinity River basin, 


Texas, 1977 / by C.C. Kidwell ; prepared in cooperation with 
the Tarrant County Water Control and Improvement District 
No. 1, the Soil Conservation Service, and the Texas Depart- 
ment of Water Resources. — Austin, TX : U.S. Dept. of the 
Interior, Geological Survey : The Survey [distributor], [1979] 
39 p. : 2 maps (1 col.) ; 26 cm.— (OFR/WRD / US. 

Geological Survey ; 79-335) “February 1979.” Chiefly 
tables. @liem 624-H 1. Hydrology — Texas — North 
Creek watershed — Statistics. I. United States. Soil Conser- 
vation Service. II. Texas. Dept. of Water Resources. III. 
Geological Survey (U.S.) IV. Tarrant County Water Con- 
trol and Improvement District No. 1 (Tex.) V. Title. VI. 
Series: Open-file report (Geological Survey (U.S.)) ; 79-335. 


Geologic and hydrologic data from a test-monitor well at 
Fernandina Beach, Florida / by David P. Brown ; prepared 
in cooperation with the Ocean, Highway, and Port Authority, 
Nassau County, Florida. — Tallahassee, Fla. : U.S. Dept. of 
the Interior, Geological Survey, 1980. iii, 36 p. : ill., maps ; 
28 cm.— (Open-file report ; 80-347) Bibliography: p. 14. 
@ltem 624-H (microfiche) 1. Geology — Florida — Fernan- 
dina Beach. 2. Hydrology — Florida— Fernandina Beach. 
3. Wells —Florida— Fernandina Beach. I. Geological 
Survey (U.S.) II. Nassau County (Fla.). Ocean, Highway, 
and Port Authority. III. Title. IV. Series: Open-file report 
(Geological Survey (U.S.)) ; 80-347. OCLC 06538875 


OCLC 08127396 om 


I 19.76:80-685 
82-5828 


Faust, Robert J. 
A compilation of ground water quality data for Kentucky / 
compiled by Robert J. Faust, Gary R. Banfield, Gregory A. 
Willinger ; prepared in cooperation with Kentucky Geologi- 


I 19.76:79-1580 
Goemaat, Robert L. 
Selected water-level records for Oklahoma, 1976-1978 / by 
Robert L. Goemaat and Dannie E. Spiser ; prepared in coop- 


eration with the Oklahoma Water Resources Board. — Okla- 
homa City, Okla. : U.S. Dept. of the Interior, Geological 
Survey, 1979. vi, 48 p.: 1 ill, 1 map ; 27 cm.— (Open-file 
report ; 79-1580) “November, 1979.” Includes bibliograph- 
ical references. 1. Water table—Oklahoma. I. Spiser, 
Dannie E. II. United States. Geological Survey. III. Okla- 
homa. Water Resources Board. IV. Title. V. Series: 


file report (Geological Survey (U.S.)) ; 79-1580. OCLC 
06259038 


cal Survey. — Louisville, Ky. : U.S. Geological Survey, 1980. 
iv, 963 p. : col. maps ; 26 x 31 cm.— (Open-file report ; 80- 
685) Chiefly tables. “May 1980.” Bibliography: p. 12. 1. 
Water, Underground — Pollution— Kentucky. 2. Water 
quality — Kentucky — Measurement. 3. Water — Composi- 
tion — Kentucky. I. Banfield, Gary R. II. Willinger, Greg- 
ory A. III. Geological Survey (U.S.) IV. Kentucky Geo- 
logical Survey. Survey. V. Title. VI. Series: Open-file 
report (United States. Geological Survey)) ; 80-685. OCLC 
07433024 


82-5829 
I 19.76:80-49 82-5833 
Krumhardt, Andrea P. 


Arsenic, nitrate, iron, and hardness in ground water, Chena 


I 19.76:80-689 
Laenen, Antonius. 


Ridge vicinity, Fairbanks, Alaska / by Andrea P. Krumhardt 
; Department of the Interior, United States Geological Survey 
; prepared in cooperation with the Fairbanks North Star Bor- 
ough. Scale 1:24,000 (W 148°05’—W 147°50’/N 64°52’—N 
64°45”). [Reston, Va.?] : The Survey, 1979. 1 map ; 66 x 45 
cm., in envelope 30 x 24 cm. (Water resources studies in 
Alaska) (Open-file report ; 80-49) Relief shown by contours 
and spot heights. Includes inset and location map. On 
verso: text. 1. Water, Underground — Alaska — Fairbanks — 
Maps. 2. Water — Composition — Alaska — Fairbanks — 
Maps. 3. Fairbanks (Alaska)— Maps. I. Fairbanks North 
Star Borough (Alaska) II. Geological Survey (U.S.) III. 
Title. IV. Series. V. Series: Open-file report (Geological 
Survey (U.S.)) ; 80-49. OCLC 06968232 


Storm runoff as related to urbanization in the Portland, 
Oregon-Vancouver, Washington area / by Antonius Laenen ; 
prepared in cooperation with the city of Portland ... [et 
ey — Portland, Or. : U.S. Geological Survey, 1980. viii, 71 
: ill, maps (1 folded col.) ; 27 cm.— (Water resources 
Seuetentan (Open-file report ; 80-689) One colored map 
on 1 folded leaf in pocket. Bibliography: p. 70-71. Includes 
glossary. 1. Urban runoff—Oregon— Portland. 2. Urban 
runoff — Washington (State)— Vancouver. 3. Flood fore- 
casting — Oregon — Portland. 4. Flood forecasting — Wash- 
ington (State)— Vancouver. I. Geological Survey (U.S.) 
Il. Portland (Or.) III. Title. IV. Series: Water-resources in- 
vestigations. V. Series: Open-file report (Geological Survey 
(U.S.)) ; 80-689. OCLC 07325906 
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I 19.76:80-817 


Glanzman, V. M. 


Bibliography of reports by U.S. Geological Survey person- 
nel pertaining to underground nuclear testing and radioactive 
waste disposal at the Nevada Test Site, and radioactive waste 
disposal at the WIPP Site, New Mexico, January 1, 1979, to 
December 31, 1979 / by V.M. Glanzman ; [prepared in coop- 
eration with U.S. Department of Energy]. — Denver, Colo. : 
U.S. Dept. of the Interior, Geological Survey : Open-File 
Services Section, Branch of Distribution, U.S. Geological 
Survey [distributor], 1980. 22 p. : maps ; 28 cm.— (Open- 
file report ; 80-817) Includes index. @lItem 624-H 1. Ra- 
dioactive waste disposal in the ground — Nevada — Bibliogra- 
phy. 2. Radioactive waste disposal in the ground — New 
Mexico — Bibliography. 3. Underground nuclear explo- 
sions — Nevada — Bibliography. I. United States. Dept. of 
Energy. II. Geological Survey (U.S.) III. Title. IV. 
Series: Open-file report (Geological Survey (U.S.)) ; 80-817. 
OCLC 06884782 


82-5835 


I 19.76:80-952 
Nelson, Gordon L. (Gordon Leonard), 1943- 

Hydrogeology of the Seldovia area, Alaska / by Gordon L. 
Nelson and Wesley R. Danskin ; Department of the Interior, 
United States Geological Survey ; prepared in cooperation 
with the Kenai Peninsula Borough. Scale [ca. 1:20,000] (W 
152°—W 150°/N 60°—N 59°). [Reston, Va.?] : The Survey, 
1980. 1 map ; 63 x 35 cm., in envelope 31 x 23 cm. (Water- 
resources investigations) (Open file report ; 80-952) Relief 
shown by contours and spot heights. “financed in part by 
funds from the Office of Coastal Zone Management, National 
Oceanic and Atmospheric Administration, U.S. Department 
of Commerce, administered by the Division of Community 
Planning, Alaska Department of Community and Regional 
Affairs.” Includes bibliographical references. Includes loca- 
tion map and ill. On verso: text, well logs, and tables. 
@ltem 629-H 1. Water — Composition — Alaska — Seldo- 
via — Maps. 2. Water, Underground — Alaska — Seldovia — 
Maps. 3. Seldovia (Alaska)— Maps. I. Danskin, Wesley R. 
II. United States. Office of Coastal Zone Management. III. 
Alaska. Dept. of Community and Regional Affairs. Division 
of Community Planning. IV. Geological Survey (U.S.) V. 
Kenai Peninsula Borough (Alaska) VI. Title. VII. Series. 
VIII. Series: Open-file report (Geological Survey (U.S.)) ; 80- 
952. OCLC 07509849 


82-5836 


I 19.76:80-957 
Foose, Donald W. 

Drainage areas of selected surface-water sites in Florida / 
by Donald W. Foose ; prepared in cooperation with Florida 
Department of Environmental Regulation. — Tallahassee, Fla. 
: U.S. Dept. of the Interior, Geological Survey, 1980. v, 83 
p. : 2 maps (1 col.) ; 28 cm.— (Open-file report ; 80-957) 
One col. folded map in pocket. Chiefly tables. Bibliogra- 
phy: p. 83. @Item 624-H 1. Drainage —Florida. 2. 
Drainage districts— Florida. 3. Water. I. Geological 
Survey (U.S.) II. Florida. Dept. of Environmental Regula- 
tion. III. Title. IV. Series: Open-file report (Geological 
Survey (U.S.)) ; 80-957. OCLC 07157381 
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82-5837 


I 19.76:80-975 


Selected water-level records for Oklahoma / United States De- 


partment of the Interior, Geological Survey. Oklahoma City, 
Okla. : The Survey, Open i i 
Distribution Branch, Geological Survey, Box 25425, Federal 
Bldg., Denver, Colo. 80225 v. : ill. ; 26 cm. (Open-file report 
; 80-975) 1979-80. Description based on: 1979-80. Vols. 
for 1975/77- issued with the Oklahoma Water Resources 
Board. @lItem 624-H Main series: Open-file report (United 
States. Geological Survey) 1. Water, Underground — Okla- 
homa — Periodicals. 2. Water table — Oklahoma — Periodi- 
cals. I. Geological Survey (U.S.) II. Oklahoma. Water Re- 
sources Board. III. Series: Open-file report (Geological 
Survey (U.S.)) ; 80-975. GB1025.05U54a 80-643676 //r81 
553.7/9/09766 OCLC 06319027 


82-5838 


I 19.76:80-1123 


Schaefer, Donald H. 


Geophysical reconnaissance of Lemmon Valley, Washoe 
County, Nevada / by Donald H. Schaefer and Douglas K. 
Maurer ; prepared in cooperation with the Nevada Division 
of Water Resources. — Carson City, Nev. : U.S. Dept. of the 
Interior, Geological Survey, 1981. v, 29 p. : ill, maps ; 28 
cm. — (Water-resources investigations) (Open-file report ; 80- 
1123) Bibliography: p. 29. @lItem 624-H 1. Water, Under- 
ground — Nevada— Washoe County. 2. Prospecting — 
Nevada— Washoe County— Geophysical methods. I. 
Maurer, Douglas K. II. Nevada. Division of Water Re- 
sources. III. Geological Survey (U.S.) IV. Title. V. 
Series. VI. Series: Open-file report (Geological Survey 
(U.S.)) ; 80-1123. OCLC 07594644 


82-5839 


I 19.76:80-1189 
I 19.76:80-1190 


Field data describing the movement and storage of sediment in 


the East Fork River, Wyoming. — Denver, Colo. : U.S. Dept. 
of the Interior, Geological Survey : Open File Services Sec- 
tion, U.S. Geological Survey [distributor], 1980. 2 v. : maps 
; 28 cm. — (Open-file report ; 80-1189) (Open-file report ; 80- 
1190) Includes bibliographies. Contents: pt. I. River hy- 
draulics and sediment transport, 1979 / William W. Emmett, 
Robert M. Myrick, and Robert H. Meade — pt. II. Bed 
elevations, 1979 / Robert H. Meade, Robert M. Myrick, and 
William W. Emmett. @lItem 624-H, 624-H (microfiche) 1. 
Sedimentation and deposition—Wyoming— East Fork 
River. 2. Sediment transport— Wyoming— East Fork 
River. 3. Bed load — Wyoming — East Fork River — Mea- 
surement. I. Meade, Robert H., 1930- II. Myrick, Robert 
M. III. Emmett, William W. IV. Geological Survey (U.S.) 
V. Title: River hydraulics and sediment transport, 1979. VI. 
Title: Bed elevations, 1979. VII. Series: Open-file report 
(Geological Survey (U.S.)) ; 80-1189. VIII. Series: Open-file 
report (Geological Survey (U.S.)) ; 80-1190. OCLC 
07613658 


82-5840 


I 19.76:80-1298 


Lee, Roger W. 


Magnitude and chemical quality of base flow of Otter 
Creek, Tongue River, and Rosebud Creek, Southeastern 
Montana, October 26-November 5, 1977 / by Roger W. Lee, 
Steven E. Slagle, and James R. Stimson ; prepared in cooper- 
ation with the U.S. Environmental Protection Agency and 
the U.S. Bureau of Land Management. — Helena, Mont. : 
U.S. Dept. of the Interior, Geological Survey ; Denver, Colo. 
: For sale by Open-File Services Section, Branch of Distribu- 





tion, U.S. Gelological Survey, [1981] iv, 25 p. : ill., maps ; 
26 cm. — (Water-resources investigations) (Open-file report ; 
80-1298) One folded map in pocket. “February 1981.” 
Bibliography: p. 25. @Item 624-H 1. Stream meas- 
urements — Montana. I. Slagle, S. E. II. Stimson, James R. 
III. Geological Survey (U.S.) IV. United States. Environ- 
mental Protection Agency. V. United States. Bureau of 
Land Management. VI. Title. VII. Series. VIII. Series: 
Open-file report (Geological Survey (U.S.)) 80-1298. OCLC 
07680260 


82-5841 
I 19.76:81-216 
Lines, Gregory C. 

Hydrologic studies of the U.S. Geological Survey in major 
coal-resource areas of Utah through 1980 / by Gregory C. 
Lines. — Salt Lake City, Utah : U.S. Dept. of the Interior, 
Geological Survey, 1981. iii, 20 p. : maps ; 28 cm. — (Open- 
file report ; 81-216) 1 folded map in pocket. “February 
1981.” @Item 624-H 1. Water, Underground — Utah — 
Bibliography. 2. Floodplains — Utah — Bibliography. 3. 
Coal — Geology — Utah — Bibliography. 4. Hydrology — 
Utah — Bibliography. I. Geological Survey (U.S.) II. 
Title. III. Series: Open-file report (Geological Survey 
(U.S.)) ; 81-216. OCLC 07871111 

82-5842 
I 19.76:81-335 
Miller, Todd S. 

Surficial geology of Dugway quadrangle, Oswego County, 
New York / by Todd S. Miller ; prepared in cooperation 
with the Oswego County Planning Board. Scale 1:24,000 (W 
76°07°30”—W 76°00’00”/N 43°30°00”—N 43°22’30”). Albany, 
N.Y. : Dept. of the Interior, U.S. Geological Survey, 1981. 1 
map ; 58 x 42 cm., in envelope 30 x 23 cm. (Water-resources 
investigations) (Open-file report ; 81-335) Relief shown by 
contours and spot heights. Base from USGS, 1954; geology, 
1979. “Contour interval 10 feet.” “UTM grid.” Includes 
location map. 1. Geology—New York (State) — Oswego 
County— Maps. 2. Water, Underground—New York 
(State) Oswego County— Maps. I. Geological Survey 
(U.S.) II. Oswego County Planning Board. III. Title. IV. 
Series. V. Series: Open-file report (Geological Survey 
(U.S.)) ; 81-335. OCLC 08005200 

82-5843 
I 19.76:81-1114 
Edds, Joe. 

Ground-water levels in Arkansas, spring 1981 / by Joe 
Edds ; prepared in cooperation with the Arkansas Geological 
Commission. — Little Rock, Ark. : U.S. Dept. of the Interior, 
Geological Survey ; Lakewood, Colo. : For sale by Open-File 
Services Section, Distribution Branch, [1981] v, 52 p. : ill, 
maps ; 28 cm.— (Open-file report ; 81-1114) “September 
1981.” Chiefly tables. 1. Water, Underground — Arkansas. 
I. Geological Survey (U.S.) II. Arkansas Geological Com- 
mission. III. Title. IV. Series: Open-file report (Geological 
Survey (U.S.)) ; 81-1114. OCLC 07894451 


WATER AND POWER RESOURCES SERVICE 
Interior Dept. 
Washington, DC 20240 
82-5844 
I 27.2:C 73/2 


United States. Bureau of Reclamation. Concrete and Structural 
Branch. 


Bureau of Reclamation, Concrete Laboratory : fifty 
years. — Denver, Colo. : U.S. Dept. of the Interior, Bureau of 
Reclamation, Division of Research, Concrete and Structural 
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Branch, 1981. [25] p. : ill. ; 21 cm. Cover title. “June 
1981”—P. 3 of cover. @Item 660 1. United States. Bureau 
of Reclamation. Concrete and Structural Branch — History. 
I. Title. OCLC 07921153 


1 27.2:N 22/5 


United States. Bureau of Reclamation. 


Navajo / U.S. Department of the Interior, Bureau of Recla- 
mation. Scale not given. [Washington, D.C.?] : The Bureau, 
[19817] 1 map : col. ; 39 x 42 cm, folded to 10 x 21 cm. 
Panel title. Includes text and location map. On verso: text 
and ill. “PAUC25M0182 PF110.” @lItem 660 1. Navajo 


Reservoir (N.M. and Colo.)—Maps. I. Title. OCLC 
08173994 


I 27.34:41 


Falvey, Henry T. 


Air-water flow in hydraulic structures / by Henry T. 
Falvey. — Denver, Colo. : U.S. Dept. of the Interior, Water 
and Power Resources Service, Engineering and Research 
Center ; [Washington, D.C.] : For Sale by the Supt. of Docs., 
U.S. G.P.O. ; Springfield, Va. : Available from the National 
Technical Information Service, 1980. xii, 143 p. : ill. ; 28 
cm.— (A Water resources technical publication) (Engineer- 
ing monograph ; no. 41) “December 1980”—Tech. rept. st. 
t. p. Bibliography: p. 87-91. @Item 664-B S/N 024-003- 
00147-3 @ GPO $6.50 1. Water—Air entrainment. 2. 
Hydraulic structures. I. United States. Dept. of the Interior. 
Water and Power Resources Service. Engineering and Re- 
search Center. II. Title. III. Series. IV. Series: Engineer- 
ing monographs ; no. 41. OCLC 07368956 


82-5847 


I 27.55/2:M 69 


Special report : investigation of review issues, Narrows Unit, 


Colorado, Pick-Sloan Missouri Basin Program. — Denver, 
Colo. : U.S. Dept. of the Interior, Bureau of Reclamation, 
Lower Missouri Region, [1978] iv, 57, [19] p. : 1 col. map ; 
27 cm. “February 1978.” Bibliography: p. [58-63] @lItem 
660 (microfiche) 1. Water resources development — Colora- 
do. I. United States. Bureau of Reclamation. Lower Missou- 
ri Region. II. Title: Investigation of review issues, Narrows 
Unit, Colorado, Pick-Sloan Missouri Basin Program. OCLC 
06653345 


82-5848 


I 27.60:79-8 


Graham, Patrick J. 


Aquatic studies of the Yellowstone River / prepared and 
submitted to the Bureau of Reclamation, Upper Missouri 
Region, Billings, Montana ; by Patrick J. Graham, Russell F. 
Penkal, Larry Peterman. — Denver, Colo. : U.S. Dept. of the 
Interior, Bureau of Reclamation ; Springfield, Va. : Available 
from the National Technical Information Service, [1979] vi, 
80 p. : ill, maps ; 27 cm. “State of Montana, Department of 
Fish and Game, Environment and Information Division, 
Helena.” “July 1979.” Includes bibliographical references. 
“REC-ERC-79-8.” @Item 664-F 1. Fish populations — 
Yellowstone River. 2. Stream measurements — Yellowstone 
River. I. Penkal, Russell F. II. Peterman, Larry. III. 
United States. Bureau of Reclamation. Engineering and Re- 
search Center. Applied Sciences Branch. IV. Montana. 
Dept. of Fish and Game. Environment and Information Divi- 
sion. V. Title. OCLC 06519811 
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I 27.60:80-7 

Studies of the effects of operating the Mt. Elbert pumped- 
storage powerplant on Twin Lakes, Colorado : 1979 report of 
findings / by James F. LaBounty ... [et al.]. — Denver, Colo. : 
Applied Sciences Branch, Division of Research, Engineering 
and Research Center, Water and Power Resources Service, 
U.S. Dept. of the Interior : Available at the Engineering and 
Research Center ; Springfield, Va. : Available from the Na- 
tional Technical Information Service, [1980] iv, 66 p. : ill. 
map ; 27 cm. “December 1980.” Bibliography: p. 31-32. 
“REC-ERC-80-7.”, @Item 664-F 1. Limnology — Colora- 
do—Twin Lakes. 2. Lake ecology — Colorado — Twin 
Lakes. 3. Pumped storage power plants — Colorado — Twin 
Lakes. I. LaBounty, J. F. II. United States. Dept. of the 
Interior. Water and Power Resources Service. Engineering 
and Research Center. Applied Sciences Branch. OCLC 
08101322 


82-5850 


I 27.60:81-3 
Dodge, R. A. 

Hydraulic sediment model study for proposed Blanco Di- 
version Dam modification / by R.A. Dodge. — Denver, Colo. 
: Hydraulics Branch, Division of Research, Engineering and 
Research Center, U.S. Dept. of the Interior, Bureau of Recla- 
mation ; Springfield, Va. : Available from the National Tech- 
nical Information Service, Operations Division, 1981. v, 43 
p. : ill, maps ; 27 cm. “June 1981.” “REC-ERC-81-3.” 
@ltem 664-F 1. Hydraulic models. 2. Sediment control — 
New Mexico. 3. Sluices. I. United States. Bureau of Recla- 
mation. Engineering and Research Center. Hydraulics 
Branch. II. Title. OCLC 08163096 


construction. 2. Dams— New Mexico — Models. I. United 
States. Soil Conservation Service. II. United States. Bureau 
of Reclamation. Engineering and Research Center. Hydraulics 
Branch. III. Title. OCLC 07231369 


82-5854 
I 27.72:79-3 
LaBoon, John H. 

Model studies of the Sugar Pine Dam energy dissipator / 
by John H. LaBoon. — Denver, Colo. : Hydraulics Branch, 
Division of Research, Engineering and Research Center, U.S. 
Dept. of the Interior, Bureau of Reclamation, [1979] iii, 41 
p. : ill, 1 map, folded plans ; 27 cm. “September 1979.” 
Bibliography: p. 9. “GR-79-3.” 1. Spillways — Design and 
construction. 2. Dams— California— Models. I. United 
States. Bureau of Reclamation. Engineering and Research 
Center. Hydraulics Branch. II. Title. OCLC 07231334 


82-5855 
I 28:23:8493 
Landsberg, Arne. 

Behavior of arsenic in a static bed during roasting of 
copper smelter feed / by Arne Landsberg, J.E. Mauser, and 
J.L. Henry. — [Washington, D.C.?] : U.S. Dept. of the Interi- 
or, Bureau of Mines, 1980. 18 p. : ill. ; 27 cm. — (Report of 
investigations ; 8493) Bibliography: p. 18. @lItem 637-A 
1. Copper— Metallurgy. 2. Smelting furnaces. 3. Ar- 
senic — Environmental aspects. I. Mauser, J. E. II. Henry, 
Jack L. III. United States. Bureau of Mines. IV. Title. V. 
Series: Report of investigations (United States. Bureau of 
Mines) ; 8493. TN23.U43 80-607895 [TN780] 622 s 
[669/.3] OCLC 06490997 


82-5851 MINES BUREAU 
1 27.72:7-77 Interior Dept. 
Causey, F. E. 


Vinyl ester polymer concrete and experimenal repair of Washington, DC 20241 


Madera Canal drop structure / by F.E. Causey. — Denver, tay ES: : 
Colo. : Concrete and Structural Branch, Division of General a. Se eee me ae tom the 
Research, Engineering and Research Center, U.S. Dept. of . el _—— 
the Interior, Bureau of Reclamation, [1977] _ iii, 35 p. : ill. ; 27 82-5856 
cm. “July 1977.” Bibliography: p. 35. “GR-7-77.” 1. I 28.23:8458 
Polymer-impregnated concrete. 2. Mortars. 3. Canals — Heinen, H. J. (Harold J.) 
California. I. United States. Bureau of Reclamation. Con- Recovery of gold from arsenopyrite concentrates by cyani- 
crete and Structural Branch. II. Title. OCLC 04170749 dation-carbon adsorption / by H.J. Heinen, G.E. McClelland, 
82-5852 and R.E. Lindstrom. — [Washington, D.C.?] : U.S. Dept. of 
1 27.72:78-9 the Interior, Bureau of Mines, 1980. 10 p. : ill. ; 27 cm. — 
Gish, William B. (Report of investigations ; 8458) Bibliography: p. 10. 
Digital load and voltage control algorithms for Yellowtail @ltem 637-A 1. Gold —Metallurgy. 2. Cyanide process. 
powerplant / by William B. Gish, Steven C. Stitt, Terrance I. McClelland, G. E. II. Lindstrom, R. E. (Roald Edmund), 
R. Whittemore. — Denver, Colo. : Electric Power Branch, 1921- III. United States. Bureau of Mines. IV. Title. V. 
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003883 [TNS538.17] 622 s [622/341 ¢2 19] OCLC investigations ; 8579) Bibliography: p. 32-33. @lItem 637-A 
07462099 1. Pillaring (Mining) — Mathematical models. 2. Finite ele- 
ment method. I. United States. Bureau of Mines. II. Title. 
82-5887 III. Series: Report of investigations (United States. Bureau of 
I 28.23:8573 Mines) ; 8579. TN23.U43 80-606871 [TN292] 622 s 
Perry, Joseph A. [622/.28 ¢2 19] OCLC 07196361 
Modification of a commercial atomic absorption spectro- 
photometer for cold-vapor determination of mercury / by 82-5892 
Joseph A. Perry, Raymond F. Farrell, and Alick J. I 28.23:8580 
Mackie. — [Washington, D.C.?] : U.S. Dept. of the Interior, Schultze, L. E. (Lawrence E.) 
Bureau of Mines, 1981. 11 p. : ill. ; 27 cm.— (Report of Extracting uranium from carbonaceous ores / by L.E. 
investigations ; 8573) Bibliography: p. 10-11. @lItem 637-A Schultze, D.J. Bauer, and M.T. Morimoto. — [Washington, 
1. Mercury — Analysis. 2. Atomic absorption spectroscopy. D.C.?] : U.S. Dept. of the Interior, Bureau of Mines, 1981. 
3. Spectrophotometer. I. Farrell, Raymond F. II. Mackie, 2p.: @ ; 


: ; 27 cm.— (Report of investigations ; 8580) 
A. J. (Alick J.) III. United States. Bureau of Mines. IV. Includes bibliographical references. @ltem 637-A 1. Urani- 


Title. V. Series: Report of investigations (United States. um — Metallurgy. 2. Uranium ores— United States. 3. 
Bureau of Mines) ; 8573. TN23.U43 81-607897 Rocks, Carbonate. I. Bauer, D. J. (Donald J.) Il. Mori- 
[QD181.H6] 622s [628.5/4 ¢2 19] OCLC 07577049 moto, M. T. (Michael T.) III. United States. Bureau of 


82-5888 Mines. IV. Title. V. Series: Report of investigations 
1 28.23:8574 (United States. Bureau of Mines) ; 8580. TN23.U43 81- 
Wilson, D. A. (Donald A.) 010150 [TN799.U7] 622 s [669/.2931 ¢2 19] OCLC 
A pyrometallurgical method for processing Ni-Cd scrap 07597878 
batteries / by Donald A. Wilson and Harry V. Makar. — 82-5893 
[Washington, D.C.?] : U.S. Dept. of the Interior, Bureau of 1 28.23:8581 
Mines, 1981. 14 p. : ill. ; 27 cm. — (Report of investigations 


p — i ; Backer, R. R. (Ronald R.) 
3, 8574) Bibliography: p. 14. @ltem 637-A 1. Nickel — Fine coal refuse slurry dewatering / by R.R. Backer and 
Metallurgy. 2. Cadmium — Metallurgy. 3. Pyrometallurgy. R.A. Busch. — [Washin 9). : 
° < 5 - A. — gton, D.C.?] : U.S. Dept. of the Interi- 
4. Nickel-cadmium batteries — Recycling. I. Makar, H. V. . a 
; : . or, Bureau of Mines, 1981. 18 p. : ill. ; 27 cm. — (Report of 
(Harry V.) Il. United States. Bureau of Mines. III. Title. : thee : : 
: ; ~sanl ; investigations ; 8581) @lItem 637-A 1. Coal mine wast — 
IV. Series: Report of investigations (United States. Bureau of Vienemion 2: Given © Med & A 
Mines) ; 8574. TN23.U43 81-010151 [TN799.N6] 622 s ; Sn aad Tia 
[669/.56 ¢2 19] OCLC 07597879 (Richard A.) II. United States. Bureau of Mines. III. Title. 
: IV. Series: Report of investigations (United States. Bureau of 
82-5889 Mines) ; 8581. TN23.U43 81-607041 [TN816] 622 s 
I 28.23:8575 [662.6/23 ¢2 19] OCLC 07283757 
Geologic factors in predicting coal mine roof-rock stability in 
the upper Kittanning coalbed, Somerset County, Pa. / by 82-5894 
A.T. Iannacchione ... [et al.].—[Washington, D.C.?] : U.S. I 28.23:8582 
Dept. of the Interior, Bureau of Mines, 1981. ii, 41 p.: ill, | Hebble, T. L. (Terry L.) baking 
maps ; 27 cm. — (Report of investigations ; 8575) Bibliogra- Recovery of principal metal values from electrolytic zinc 
phy: p. 37-40. @lItem 637-A 1. Coal mines and mining — waste / by T.L. Hebble, V.R. Miller, and D.L. Paulson. — 
Pennsylvania — Somerset County— Safety measures. 2. [Washington, D.C.?] : U.S. Dept. of the Interior, Bureau of 
Ground control (Mining) 3. Rock mechanics. 4. Geology, Mines, 1981. 12 p. : ill. ; 27 cm. — (Report of investigations 
Stratigraphic. I. Iannacchione, Anthony T. II. United ; 8582) Bibliography: p. 12. @Item 637-A 1. Zinc — Met- 
States. Bureau of Mines. III. Series: Report of investigations allurgy. 2. Mineral industries — By-products. I. Miller, V. 
(United States. Bureau of Mines) ; 8575. TN23.U43 81- R. (Vernon R.), 1941- II. Paulson, D. L. (Danton L.) Il. 
009990 [TN295] 622s [622/.334 ¢2 19] OCLC 07553714 United States. Bureau of Mines. IV. Title. V. Series: 
82-5890 Report of investigations (United States. Bureau of Mines) ; 
8582. TN23.U43 81-010044 [TN796] 622 s [669/.52 ¢2 
1 28.23:8577 19] OCLC 07578022 
Prosser, L. J. (Leonard J.) 
Methane drainage study using an underground pipeline, 82-5895 
Marianna mine 58 / by L.J. Prosser, Jr., G.L. Finfinger, and I 28.23:8584 
J. Cervik. — [Washington, D.C.?] : U.S. Dept. of the Interior, Phillips, E. L. (Earl L.) 
Bureau of Mines, 1981. ii, 29 p. : ill. ; 27 cm. — (Report of Laboratory analysis of pozzolan (fly ash) concrete / by 
investigations ; 8577) Bibliography: p. 29. @lItem 637-A Earl L. Phillips. —[Washington, D.C.?] : U.S. Dept. of the 
1. Coal mines and mining — Safety measures. 2. Mine venti- Interior, Bureau of Mines, 1981. ii, 27 p. : ill. ; 27 cm.— 
lation. 3. Methane. I. Finfinger, Gerald L. II. Cervik, (Report of investigations ; 8584) Includes bibliographical ref- 


Page 190 





erences. @Item 637-A 1. Pozzuolanas— Analysis. I. 
United States. Bureau of Mines. II. Title. III. Series: 
Report of investigations (United States. Bureau of Mines) ; 
8584. TN23.U43 81-607036 [TP882] 622 s [622/.4 ¢2 
19] OCLC 07283756 


82-5896 


I 28.23:8585 
I 28.23:8585/errata 
Panek, Louis Anthony, 1919- 

Monitoring ground movements near caving stopes : meth- 
ods and measurements / by Louis A. Panek and Willard J. 
Tesch. — [Washington, D.C.?] : U.S. Dept. of the Interior, 
Bureau of Mines, 1981. iii, 108 p. : ill. ; 27 cm. — (Report of 
investigations ; 8585) Includes errata sheet. Includes biblio- 
graphical references. @lItem 637-A 1. Ground control 
(Mining) 2. Mine subsidences— Measurement. I. Tesch, 
Willard John. II. United States. Bureau of Mines. III. Title. 
IV. Series: Report of investigations (United States. Bureau of 
Mines) ; 8585. TN23.U43 81-607799 [TN288] 622 s 
[622.2/028/9 ¢2 19] OCLC 07653270 


82-5897 


I 28.23:8587 
Koch, R. K. (Robert K.) 

Bentonite-bonded rammed olivine and zircon molds for ti- 
tanium casting / by R.K. Koch and J.M. Burrus. — [Washing- 
ton, D.C.?] : U.S. Dept. of the Interior, Bureau of Mines, 
1981. iii, 40 p. : ill. ; 27 cm.— (Report of investigations ; 
8587) Bibliography: p. 37. @Item 637-A 1. Titanium 
founding. 2. Sand, Foundry. 3. Zircon. 4. Chrysolite. I. 
Burrus, J. M. (John M.) II. United States. Bureau of Mines. 
III. Title. IV. Series: Report of investigations (United States. 
Bureau of Mines) ; 8587. TN23.U43 81-607932 [TS375] 
622s [673/.7322253 ¢2 19] OCLC 07577095 


82-5898 


I 28.23:8591 

Protection factors of the airstream helmet / by Andrew B. 
Cecala ... [et al.].— [Washington, D.C.?] : U.S. Dept. of the 
Interior, Bureau of Mines, [1981] 17 p. : ill. ; 27 cm.— 
(Report of investigations ; 8591) Includes bibliographical ref- 
erences. @Item 637-A 1. Mine safety— Equipment and 
supplies. 2. Mine dusts. 3. Helmets. I. Cecala, Andrew B. 
II. United States. Bureau of Mines. III. Series: Report of 
investigations (United States. Bureau of Mines) ; 8591. 
TN23.U43 81-607849 [TN295] 622 s [622/8 ¢2 19] 
OCLC 07774120 


82-5899 


I 28.23:8599 
Lepper, C. Melvin. 

Guidelines for selecting seismic detectors for high resolu- 
tion applications / by C. Melvin Lepper. — [Washington, 
D.C.?] : U.S. Dept. of the Interior, Bureau of Mines, [1981] 
ii, 37 p. : ill. ; 27 cm.— (Report of investigations ; 8599) 
Bibliography: p. 36. @Item 637-A 1. Seismic prospect- 
ing — Handbooks, manuals, etc. 2. Seismometers — Hand- 
books, manuals, etc. I. United States. Bureau of Mines. II. 
Title. III. Series: Report of investigations (United States. 
Bureau of Mines) ; 8599. TN23.U43 80-607789 [TN269] 
622s [622/.159 ¢2 19] OCLC 06734967 


82-5900 


I 28.23:8602 
Cole, E. R. (Ernest R.) 

Electrolytic method for recovery of lead from scrap batter- 
ies / by E.R. Cole, Jr., A.Y. Lee, and D.L. Paulson. — 
(Washington, D.C.?] : U.S. Dept. of the Interior, Bureau of 
Mines, [1981] ii, 19 p. : ill. ; 27 cm. — (Report of investiga- 
tions ; 8602) Bibliography: p. 19. @Item 637-A 1. 
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Lead — Electrometallurgy. 2. Storage batteries — Recycling. 
I. Lee, A. Y. II. Paulson, D. L. (Danton L.) III. United 
States. Bureau of Mines. IV. Title. V. Series: Report of 
investigations (United States. Bureau of Mines) ; 8602. 
TN23.U43 81-607109 [TN785] 622 s [669/.4 ¢2 19] 
OCLC 07925464 


82-5901 
I 28.37:980/v.1 

Minerals yearbook / prepared by the staff of the Bureau of 
Mines. Washington, D.C. : U.S. Dept. of the Interior, Bureau 
of Mines : For sale by the Supt. of Docs., U.S. G.P.O., 
Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C. 
20402 v.: ill.; 24cm. Annual $17.00 Began with 1932/ 
33. 1980, v. I. Previously classed as: I 19.8: and C 22.8: 
Contents: v. I. Metals and minerals. Description based on: 
Vol. I-III (1978-79). Indexed by: Chemical abstracts ISSN 
0009-2258 Issued in parts. Chapters that will later be in- 
cluded in the bound vols. are issued as preprints in advance of 
publication as they are completed. @Item 639 S/N 024- 
004-02087-3 ISSN 0076-8952 : CODEN: MYEAAG Has 
supplement: Statistical appendix to Minerals yearbook 1932/ 
33-1935 Continues in part: Mineral resources of the United 
States 1882-1931 1. Mineral industries— United States — 
Periodicals. 2. Mines and mineral resources — United 
States — Periodicals. I. United States. Bureau of Mines. 


TN23.U612 33-026551 //565 338.2/0973 OCLC 
01847412 


NATIONAL PARK SERVICE 
Interior Dept. 
Washington, DC 20240 
82-5902 
I 29.2:G 76/2 
Adjacent lands study, Grand Canyon National Park, Arizona. — 
San Francisco, Calif. (450 Golden Gate Ave., Box 36063, San 
Francisco, CA 94102) : U.S. Dept. of the Interior, National 
Park Service, Western Regional Office, [1981] 65 p. in var- 
ious pagings : maps ; 28 cm. “Public review draft”—Cover. 
“Department of Agriculture, U.S. Forest Service”—Cover. 
“Bureau of Land Management”—Cover. “March 1981”— 
Cover. Bibliography: p. 48-49. @lItem 648 1. Natural re- 
sources — Arizona— Grand Canyon National Park. I. 
United States. National Park Service. Western Regional 
Office. II. United States. Bureau of Land Management. III. 
United States. Forest Service. OCLC 07921596 


82-5903 
I 29.2:Or 3 
Mallouf, Michael G. 

An archeological survey of the Ajo Crest Organ Pipe 
Cactus National Monument southwestern Arizona / by Mi- 
chael G. Mallouf.— Tucson, Ariz. : Western Archeological 
Center, National Park Service, 1980. vii, 107 leaves : ill., 
maps ; 28 cm. Bibliography: leaves 100-107. 1. Organ Pipe 
Cactus National Monument (Ariz.) 2. Antiquities. 3. Indi- 
ans of North America— Arizona. I. Western Archeological 
Center. II. Title. OCLC 07753429 


82-5904 
I 29.6:3 63 
United States. National Park Service. 

Lyndon B. Johnson National Historical Park, Texas / Na- 
tional Park Service, U.S. Department of the Interior. Scale 
not given. [Washington, D.C.?] : The Service, 1981. 2 maps 
on 1 sheet : col. ; 18 x 42 cm. and 19 x 42 cm., folded to 10 x 
21 cm. Relief shown pictorially. Northern orientation 
varies. Contents: Johnson City Unit — LBJ Ranch Unit. 
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On verso: text, location map, and ill. @Item 651 1. 
Lyndon B. Johnson National Historical Park (Johnson City, 
Tex.) — Maps. I. Title. OCLC 08123772 


82-5905 
I 29.8:F 51 
United States. National Park Service. 

Fire Island National Seashore, New York / National Park 
Service, U.S. Department of the Interior. Scale [ca. 1:90,000]. 
[Washington, D.C.?] : The Service, 1981. 1 map : col. ; 55 x 
21 cm., folded to 10 x 21 cm. Variant title: Fire Island. 
Oriented with north to the left. On verso: text and col. ill. 
@ltem 651-A 1. Fire Island National Seashore (N.Y.)— 
Maps. I. Title. OCLC 08116296 


82-5906 
1 29.8:F 77j 
United States. National Park Service. 

Fort Jefferson National Monument, Florida / National Park 
Service, U.S. Department of the Interior. Scale [ca. 1:50,000]. 
(Washington, D.C.?] : The Service, 1981. 1 map : col. ; 36x 
42 cm., folded to 10 x 21 cm. Depths shown by shading. 
Variant title: Fort Jefferson. Includes text. On verso: text 
and ill. @lItem 651-A 1. Fort Jefferson National Monument 
(Fla.)— Maps. I. Title. OCLC 08151193 


82-5907 
I 29.21:3 61/3/980 
United States. National Park Service. 

John Day Fossil Beds Nation! Monument, Oregon / Na- 
tional Park Service, U.S. Department of the Interior. Scale 
[ca. 1:95,000]. [Washington, D.C.?] : The Service, 1980. 3 
maps on | sheet : col. ; sheet 60 x 22 cm., folded to 10 x 22 
cm. Contents: 1. Sheep Rock — 2. Painted Hills — 3. 
Clarno. Includes location map, text and ill. On verso: text 
and ill. @lItem 650 1. John Day Fossil Beds National 
Monument (Or.) — Maps. I. Title. OCLC 08161701 


FISH AND WILDLIFE SERVICE 
Interior Dept. 
Washington, DC 20240 


82-5908 
1 49.2:Al 18/4 
Palmisano, A. W. 

Alaska, research for the 80’s : a decision report of the U.S. 
Fish and Wildlife Service / prepared by A.W. Palmisano ; 
with planning assistance provided by H.D. Tait and R.H. 
Chabreck. — Anchorage, Alaska : U.S. Dept. of the Interior, 
Fish and Wildlife Service ; Washington, D.C. : For sale by 
the Supt. of Docs ., U.S. G.P.O., [1980] ii, 96 p. : ill., 1 map 
; 27 cm. “National Coastal Ecosystems Team.” “June 
1980.” @Item 612 S/N 024-010-00558-1 @ GPO $4.75 
1. Ecological research— Alaska. 2. Research natural 
areas — Alaska. 3. tEcological research — Alaska. 4. tRe- 
search natural areas — Alaska. I. Tait, Howard David, 1924- 
II. Chabreck, R. H. III. National Coastal Ecosystems Team 
(U.S.) IV. U.S. Fish and Wildlife Service. V. Title. 
OCLC 07150137 
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Handling of combustion and emission-abatement wastes from 


coal-fired power plants : implications for fish and wildlife 
resources / N.J. Beskid ... [et al.] ; D.J. Wyman, editor ; 
prepared for National Power Plant Team, Office of Biological 
Services, Fish and Wildlife Service, U.S. Department of the 
Interior. —[ Ann Arbor, Mich.] : Fish and Wildlife Service ; 
Washington, D.C. : For sale by the Supt. of Docs., U.S. 
G.P.O., 1980. xii, 184 p. : ill. ; 28 cm. “Biological Services 

” “Division of Environmental Impact Studies, Ar- 
gonne National Laboratory.” “Office of Research and De- 
velopment, U.S. Environmental Protection Agency”—Cover. 
“September 1980.” Includes bibliographies. “FWS/OBS- 
80/33.” @Item 612 S/N 024-010-00585-8 @ GPO $7.00 
1. Wildlife conservation. 2. Fishery conservation. 3. Coal- 
fired power plants— Waste disposal. 4. Coal-fired power 
plants— Environmental aspects. I. Beskid, N. J. Il. 
Wyman, D. J. III. National Power Plant Team. IV. Ar- 
gonne National Laboratory. Division of Environmental 
Impact Studies. V. United States. Environmental Protection 
Agency. Office of Research and Development. OCLC 
07303209 


82-5910 


I 49,2:En 2/13 


Endangered and threatened vertebrate animals and vascular 


plants of Illinois / prepared by the Natural Land Institute in 
cooperation with the Illinois Natural History Survey ... [et al.] 
; Marlir. L. Bowles, coordinating editor ... [et al.]. — [Spring- 
field, 11.2] : Illinois Dept. of Conservation ; [Washington, 
D.C.?] : U.S. Fish and Wildlife Service, 1981. vii, 189, [25] 
p. : ill., maps ; 28 cm. Cover title: Endangered and threat- 
ened species of Illinois, status and distribution. “January 
1981”—P. 2 of cover. Bibliography: p. 176-179. Includes 
index. 1. Endangered species — Illinois. 2. Rare animals — 
Illinois. 3. Rare plants — Illinois. I. Bowles, Martin L. II. 
Natural Land Institute (Rockford, Ill.) III. Illinois. Natural 
History Survey Division. IV. Illinois. Dept. of Conserva- 
tion. V. U.S. Fish and Wildlife Service. VI. Title: Endan- 
gered and threatened species of Illinois. 81-604035 OCLC 
08167176 


82-5911 


I 49.2:G 79/979 


Progress in fishery research / Great Lakes Fishery Laboratory, 


U.S. Fish and Wildlife Service. Ann Arbor, Mich. : The 
Laboratory, Great Lakes Fishery Laboratory, 1451 Green 
Road, Ann Arbor, Mich., 48105 v. : ill. ; 28 cm. Annual 
1979. Description based on: 1979. @Item 612 ISSN 0193- 
3590 1. Fishes — Great Lakes — Periodicals. 2. Fisheries — 
Research — Great Lakes — Periodicals. 3. Fishery manage- 
ment — Great Lakes — Periodicals. I. Great Lakes Fishery 
Laboratory. QL625.5.G75a 79-643360 //r81 597/.0929/77 
OCLC 04480328 


82-5912 


I 49.2:Ic 3 


Nelson, William Roland, 1936- 


Entrainment of ichthyoplankton by irrigation withdrawal 
systems / by William R. Nelson and Lance G. Beckman ; 
prepared for Office of Biological Services, Fish and Wildlife 
Service, U.S. Department of the Interior and Omaha District, 
U.S. Army Corps of Engineers. — [Washington, D.C.?] : Fish 
and Wildlife Service, 1980. viii, 29 p. : ill, maps ; 28 cm. 
“Biological Services Program”—Cover. Bibliography: 28-29. 
“FWS/OBS-79/16"—Cover. @Item 612 1. Irrigation — 
Environmental aspects. 2. Fishes—Eggs. 3. Fishes — 
Larvae. I. Beckman, Lance G. II. United States. Army. 





Corps of Engineers. Omaha District. III. U.S. Fish and 
Wildlife Service. Office of Biological Services. IV. Title. 
OCLC 05686302 


82-5913 


1 49.2:Im 7 
U.S. Fish and Wildlife Service. 

Important resource problem source document / U.S. Fish 
and Wildlife Service.— Washington, D.C. : The Service, 
1980. 1 v. (various pagings) : maps ; 28 cm. Cover title: 
IRP source document. “September, 1980.” 1. Wildlife con- 
servation — United States. I. Title. II. Title: IRP source 
document. OCLC 07943615 


82-5914 


1 49.2:N 22 


Allen, Kenneth O. 


Impacts of navigational dredging on fish and wildlife : a 
literature review / by Kenneth O. Allen and Joe W. 
Hardy. — [Washington, D.C.?] : Biological Services Program, 
U.S. Fish and Wildlife Service, 1980. vii, 81 p. : ill. ; 28 cm. 
“Office of Fishery Assistance, Fish and Wildlife Service, U.S. 
Department of the Interior.” ‘National Coastal Ecosystems 
Team, U.S. Fish and Wildlife Service.” “September 1980.” 
Includes bibliographies. “FWS/OBS-80/07.” @lItem 612 
1. Dredging— Environmental aspects. 2. Dredges. 3. 
Dredging spoil. I. Hardy, Joe Wayne, 1935- II. U.S. Fish 
and Wildlife Service. Fisheries Assistance Office. III. Na- 
tional Coastal Ecosystems Team (U.S.). IV. Title. OCLC 
07376693 


82-5915 


I 49.2:N 81 ¢/2 


Huish, Melvin T. 


Ecological studies of one channelized and two unchanne- 
lized wooded coastal swamp streams in North Carolina / by 
Melvin T. Huish and Garland B. Pardue ; performed for 
National Stream Alteration Team, Office of Biological Serv- 
ices, Fish and Wildlife Service, U.S. Department of the Interi- 
or. — Columbia, Mo. : Fish and Wildlife Service, 1980. x, 72 
p. : ill, maps ; 27 cm. “North Carolina Cooperative Fishery 
Research Unit.” “Biological Service Program”—Cover. 
“First printing, September 1978, second printing, May 1980.” 
Includes Appendix on 2 fiches (78 frames) in pocket. Bib- 
liography: p. 71-72. “Contract No. 14-16-0008-744.” 
“FWS/OBS-78/85.” 1. Swamp ecology — North Carolina. 
I. Pardue, Garland B. II. National Stream Alteration Team. 
III. North Carolina Cooperative Fishery Research Unit. IV. 
Title. OCLC 04636148 


82-5916 


I 49,2:P 38/sum. 
Eastern Energy and Land Use Team. 

An evaluation of “A procedure for describing fish and 
wildlife in Pennsylvania” : a task force report / from Eastern 
Energy and Land Use Team, Office of Biological Services, 
Fish and Wildlife Service, U.S. Department of the Interior. — 
Kearneysville, W.Va. : The Team, 1980. ii, 15 p. ; 28 cm. 
Cover title: A procedure for describing fish and wildlife for 
Pennsylvania, summary evaluation report. “Biological Serv- 
ices Program”—Cover. “September 1980”—Cover. 
“FWS/OBS-79/19-A”—Cover. @Item 612 1. Wildlife 
conservation — Pennsylvania. 2. Fishery conservation — 
Pennsylvania. I. Title. II. Title: A Procedure for describ- 
ing fish and wildlife for Pennsylvania, summary evaluation 
report. OCLC 08130148 
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ronmental synthesis papers / by Dale M. Shew ... 
performed for National Coastal Ecosystems Team, Biological 


ment of the Interior. — [Washington, D.C.] : Bureau of Land 
Management : Fish and Wildlife Service, U.S. Dept. of the 
Interior, 1981. vi, 413 p. : ill, 7 maps ; 28 cm. “Denver 
Wildlife Research Center, Tulane University Museum of Nat- 
ural History.” “Co-sponsored by the Bureau of Land Man- 
agement, U.S. Department of the Interior.” “September 
1981.” Includes _ bibliographies. “FWS/OBS-81/32.” 1. 
Coastal ecology— Texas. 2. Barrier islands— Texas. 3. 
Island ecology — Texas. I. Shew, Dale M. II. National 
Coastal Ecosystems Team (U.S.) III. United States. Bureau 
of Land Management. IV. Denver Wildlife Research 
Center. 81-603833 OCLC 07938886 


82-5918 


1 49.2:Ur 1 


Uranium Mining and Milling Workshop (1980 : Fort Collins, 


Colo.) 

Proceedings of the Uranium Mining and Milling Workshop 
/ edited by Gerald C. Horak and James E. Olson ; prepared 
for the Western Energy and Land Use Team, Office of Bio- 
logical Services, Fish and Wildlife Service, U.S. Dept. of the 
Interior. — Fort Collins, Colo. : The Team ; Washington, 
D.C. : For sale by the Supt. of Docs., U.S. G.P.O., 1980. v, 
107 p. : ill, map ; 27 cm. “Biological services program”— 
Cover. “August 1980.” Includes bibliographical references. 
“FWS/OBS-80/57.” “Contract no. 14-16-0009-79-106, work 
order no. 5.” @Item 612 S/N 024-010-00564-5 $5.00 1. 
Uranium mines and mining — Environmental aspects — Con- 
gresses. 2. Uranium mines and mining — Environmental as- 
pects — West (U.S.) I. Horak, Gerry. II. Olson, James E. 
III. Western Energy and Land Use Team. IV. Title. 80- 
600154 OCLC 07490322 


82-5919 


1 49.2:W 29/17 


Use of Landsat data to assess waterfowl habitat quality / by 


John E. Colwell ... [et al.] ; sponsored by and prepared for 
National Aeronautics and Space Administration, Goddard 
Space Flight Center and U.S. Department of the Interior, 
Fish and Wildlife Service, Northern Prairie Wildlife Research 
Center. — Greenbelt, Md. : Goddard Space Flight Center, 
1980. vii, 83 p. : ill, maps ; 28cm. “Final report”—Cover. 
“Environmental Research Institute of Michigan.” “January 
4, 1978.” Bibliography: p. 80-83. “Contract no. S-54049A 
(ID no. 300)” “Contract no. 14-16-0008-2018.” “*120000-15- 
f’—Cover. @Item 612 1. Waterfowl management — 
United States. 2. Wildlife refuges— United States. 3. 
Landsat satellites. 4. Remote sensing. 5. Waterfowl man- 
agement. 6. tWildlife refuges. 7. tRemote sensing. I. Col- 
well, John E. II. Goddard Space Flight Center. III. North- 
ern Prairie Wildlife Research Center. IV. Environmental 
Research Institute of Michigan. OCLC 07211957 


82-5920 


I 49.6/2:F 52/sec.G 


Manual of fish culture : section G, fish transportation / U.S. 


Fish and Wildlife Service. — Washington, D.C. : The Service, 
1981. ii, 88 p. : ill. ; 27 cm. G.P.O. sales statement incor- 
rect in publication. “October 1978.” Includes bibliogra- 
phies. @Item 612-E 1. Fishes— Transportation. I. U.S. 
Fish and Wildlife Service. OCLC 07624162 
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82-5921 


1 49.6/2:P 87 
Handwerger, Hillary Ann. 

Guide to the National Power Plant Team’s bibliographic 
data base / by Hillary Ann Handwerger, Kathy Ann 
Gilden. — Ann Arbor, Mich. : Power Plant Project, Office of 
Biological Services, Fish and Wildlife Service, U.S. Depart- 
ment of the Interior, 1980. 48 p.: ill. ; 27 cm. “Biological 
Services Program.” “National Power Plant Team.” 
“March 1980.” Includes bibliographical references. “FWS/ 
OBS-80/06.” @Item 612-E 1. National Power Plant 
Team — Information services. 2. Information storage and re- 
trieval systems — Power resources. I. Gilden, Kathy Ann. 
II. Power Plant Project (U.S.) III. National Power Plant 
Team. IV. Title. OCLC 06675179 


82-5922 


1 49.9:G 95 
Portnoy, John W. 

Atlas of gull and tern colonies : North Carolina to Key 
West, Florida (including pelicans, cormorants and skimmers) 
/ by John W. Portnoy, R. Michael Erwin, Thomas W. Custer 
; performed for National Coastal Ecosystems Team, Office of 
Biological Services, Fish and Wildlife Service, U.S. Depart- 
ment of the Interior. — Scale [ca. 1:500,000] (W 82°—W 75°/ 
N 36°—N 24°). (Washington, D.C.] : The Team, 1981. 1 
atlas (vi, 121 p.) : 14 maps ; 28 cm. “Biological Services 
Program”—Cover. “Massachusetts Cooperative Wildlife Re- 
search Unit.” “Migratory Bird and Habitat Research Labo- 
ratory.” “Patuxent Wildlife Research Center.” “August 
1981.” Bibliography: p. 12. Includes indexes. “FWS/ 
OBS-80/05.” @Item 612 1. Sea birds— Atlantic Coast 
(U.S.) — Atlases. 2. Gulls. 3. Terns. I. Erwin, R. Michael. 
Il. Custer, Thomas W. III. National Coastal Ecosystems 
Team (U.S.) IV. Massachusetts Cooperative Wildlife Re- 
search Unit. V. Migratory Bird and Habitat Research Labo- 
ratory (U.S.) VI. Patuxent Wildlife Research Center. VII. 
Title. 81-603642 OCLC 07996022 


82-5923 


1 49.18:Al 1s 

An Annotated bibliography of literature on Alaska water birds / 
by Colleen M. Handel ... [et. al.].— Washington, D.C. : 
Coastal Ecosystems Project, Office of Biological Services, 
U.S. Fish and Wildlife Service, U.S. Dept. of Interior : For 
sale by the Supt. of Docs., U.S. G.P.O., 1981. iv, 515 p.: 1 
map ; 28 cm. “Biological Services Program - Coastal Eco- 
systems, U.S. Fish and Wildlife Service.” “Conducted in 
cooperation with the Bureau of Land Management and Na- 
tional Oceanic and Atmospheric Administration.” “August 
1981.” Includes indexes. “FWS/OBS-81/12.” @Item 616- 
A-1 S/N 024-010-00598-0 @ GPO $11.00 1. Water- 
birds — Alaska — Bibliography. 2. Waterfowl — Alaska — 
Bibliography. 3. Anatidae — Bibliography. I. Handel, Col- 
leen M. II. Coastal Ecosystems Project. III. United States. 
Bureau of Land Management. IV. United States. National 
Oceanic and Atmospheric Administration. 81-603952 
OCLC 07931205 


82-5924 
I 49.18:En 2/980 

Western Energy and Land Use Team publications : a bibliogra- 
phy with abstracts. — Fort Collins, Colo. (Creekside Building 
One, 2625 Redwing Road, Fort Collins, Colo. 80526) : West- 
ern Energy and Land Use Team, Office of Biological Serv- 
ices, Fish and Wildlife Service, U.S. Department of the Interi- 
or, 1981. x, 45 p.: ill. ; 27 cm. “Biological Services Pro- 
gram”—Cover. “Printed with coal project funds.” “Octo- 
ber 1980.” Includes indexes. “W/COAL-80/W28.” 
@ltem 616-A-1 1. Western Energy and Land Use Team — 
Bibliography. 2. Land use— West (U.S.) — Bibliography. 
3. Water resources development — West (U.S.) — Bibliogra- 
phy. I. Western Energy and Land Use Team. OCLC 
07021120 


82-5925 
I 49.90:2 
Martin, Stephen James, 1945- 

Black-footed ferret surveys on seven coal occurrence areas 
in Wyoming : February-September 1979 : final report 1980 / 
by Stephen J. Martin and Max H. Schroeder. — [Cheyenne, 
Wyo.?] : U.S. Fish and Wildlife Service, [1980] 34 p. : ill., 
maps ; 28 cm.— (Ferret report ; no. 2) “U.S. Fish and 
Wildlife Service and Bureau of Land Management”—Cover. 
Bibliography: p. 34. @lItem 616-C-2 1. Black-footed ferret. 
2. Coal leases— Wyoming. I. Schroeder, Max H. II. 
United States. Bureau of Land Management. III. U.S. Fish 
and Wildlife Service. IV. Title. V. Series. OCLC 
08054206 


82-5926 


I 49.94:980 
Current federal aid research report. Fish. [Washington, D.C.?] : 
U.S. Fish & Wildlife Service, Division of Federal Aid, 1978- 
U.S. Fish and Wildlife Service, 18th and C Streets, N.W., 


Washington, D.C., 20240 v.;28cm. Annual 1978- 1980. 
Continues: Current federal aid research. Fish 1. Fisheries — 
Research — United States — Periodicals. 2. Federal aid to 
research — United States — Periodicals. I. U.S. Fish and 
Wildlife Service. Division of Federal Aid. OCLC 08074652 


82-5927 
I 49,94:981 

Current federal aid research report. Fish. [Washington, D.C.?] : 
U.S. Fish & Wildlife Service, Division of Federal Aid, 1978- 
U.S. Fish and Wildlife Service, 18th and C Streets, N.W., 
Washington, D.C., 20240 v.;28cm. Annual 1978- 1981. 
@ltem 616-M Continues: Current federal aid research. Fish 
1. Fisheries — Research — United States — Periodicals. 2. 
Federal aid to research— United States — Periodicals. I. 
U.S. Fish and Wildlife Service. Division of Federal Aid. 
OCLC 08074652 


82-5928 
I 49.96:980 

Progress in fishery research / Great Lakes Fishery Laboratory, 
U.S. Fish and Wildlife Service. Ann Arbor, Mich. : The 
Laboratory, Great Lakes Fishery Laboratory, 1451 Green 
Road, Ann Arbor, Mich., 48105 v. : ill. ; 28 cm. Annual 
1980. Previously classed as: I 49.2:G 79/ Description based 
on: 1979. @Item 612-G ISSN 0193-3590 1. Fishes — 
Great Lakes— Periodicals. 2. Fisheries — Research — 
Great Lakes — Periodicals. 3. Fishery management — Great 
Lakes — Periodicals. I. Great Lakes Fishery Laboratory. 
QL625.5.G75a_ 79-643360 //t81 597/.0929/77 OCLC 
04480328 





LAND MANAGEMENT BUREAU 
Interior Dept. 
Washington, DC 20240 


82-5929 
I 53.2:0i 5/4 

Oil & gas : environmental assessment of BLM leasing pro- 
gram. — [Lewistown, Mont. : Bureau of Land Management, 
Lewistown District, 1981] iv, 117 p. : ill, maps ; 28 cm. 
“September 1981.” Bibliography: p. 117. @ltem 631 1. 
Oil and gas leases— Montana. 2. Oil and gas leases — North 
Dakota. 3. Oil and gas leases— South Dakota. I. United 
States. Bureau of Land Management. Lewistown District. 
II. Title: Oil and gas. OCLC 07985912 


82-5930 
1 53.11:L 95 

United States. Bureau of Land Management. Phoenix District 

Office. 
Lower Gila North Planning/EIS Area : grazing allotments 

/ U.S. Department of the Interior, Bureau of Land Manage- 
ment, Phoenix District. Scale [ca. 1:50,000]. [Phoenix, Ariz.?] : 
The District, 1981. 1 map: col. ; 60 x 67 cm. “Plate 1.” 
Includes location map and chart of grazing allotments. 
@ltem 629-B 1. Rangelands — Arizona — Maricopa 
County — Maps. 2. Rangelands — Arizona — Mohave 
County — Maps. 3. Rangelands — Arizona — Yavapai 
County — Maps. 4. Rangelands — Arizona — Yuma 
County — Maps. 5. Maricopa County (Ariz.)— Maps. 6. 
Mohave County (Ariz.)\— Maps. 7. Yavapai County 
(Ariz.)— Maps. 8. Yuma County (Ariz.)— Maps. I. Title. 
OCLC 08157933 


82-5931 
I 53.11:N 24 m/981 
United States. Bureau of Land Management. Socorro District. 
Off-road vehicle designation map for the Stallion and 
Ladron Planning Units. Scale 1:300,000. Socorro, N.M. : U.S. 
Dept. of the Interior, Bureau of Land Management, Socorro 
District Office, 1981. 2 maps on 1 sheet : both sides, col. ; 31 
x 33 cm. and 42 x 48 cm., sheet 46 x 51 cm., folded to 23 x 11 
cm. Relief shown by spot heights. Panel title. Contents: 
Ladron Planning Unit — Stallion Planning Unit. Includes 
key map, text and ill. @Item 629-B 1. All terrain vehi- 
cles —- New Mexico — Socorro County — Maps. 2. All ter- 
rain vehicles — New Mexico — Valencia County — Maps. 3. 
All terrain vehicles—New Mexico—Cibola County — 
Maps. 4. Cibola County (N.M.)—Maps. 5. Socorro 
County (N.M.)— Maps. 6. Valencia County (N.M.) — Maps. 
I. Title. OCLC 08151151 


82-5932 
I 53.11:W 99/no.5 
United States. Bureau of Land Management. Wyoming State 
Office. 

Bighorn Mountains, Wyoming. Interim ed. 1979. — Scale 
1:200,000 (W 108°—W 106°/N 45°—N 44°). Cheyenne, Wyo. : 
Bureau of Land Management, Wyoming State Office, 1980. 
1 map : col. ; 55 x 79 cm., folded to 22 x 12 cm. Relief 
shown by shading. At head of title: 5. ‘Map relief generat- 
ed by USGS.” On verso: indexes to available public land 
maps, recreation facilities, text, map of “Indian and military 
history.” “Pm-107, ST10M0180.” @Item 629-B 1. Big- 
horn Mountains (Wyo. and Mont.)— Maps. I. Title. 
OCLC 08151657 
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82-5933 


1 53.11:W 99/no.11 
United States. Bureau of Land Management. Wyoming State 
Office 


Wind River, Wyoming. Interim ed. 1980. — Scale 1:200,000 
(W 110°—W 108°/N 44°—N 43°). Cheyenne, Wyo. : Bureau 
of Land Management, Wyoming State Office, 1980. 1 map : 
col. ; 55 x 79 cm., folded to 22 x 12 cm. Relief shown by 
shading. At head of title: 11. “Map relief generated by 
USGS.” On verso: indexes to available public land maps, 
recreation facilities, text, map of “Wildlife habitat,” and ill. 
“PM-107, ST10M0180.” @Item 629-B 1. Wind River 
(Wyo. : River)— Maps. I. Title. OCLC 08151721 


82-5934 


I 53.11:W 99/no.12 


United States. Bureau of Land Management. Wyoming State 


Office. 

Heart Mountain, Wyoming. Interim ed. 1979. — Scale 
1:200,000 (W 110°—W 108°/N 45°—N 44°). Cheyenne, Wyo. : 
Bureau of Land Management, Wyoming State Office, 1980. 
1 map : col. ; 55 x 79 cm., folded to 22 x 12 cm. Relief 
shown by shading. At head of title: 12. “Map relief gener- 
ated by USGS.” On verso: indexes to available public land 
maps, recreation facilities, text, special topic maps, and ill. 
“PM-107, ST10M0180.” @Item 629-B 1. Heart Mountain 
(Wyo.)— Maps. I. Title. OCLC 08151616 


82-5935 


1 53.11:W 99/4 


United States. Bureau of Land Management. 


Wyoming public land user maps / U.S. Department of the 
Interior, Bureau of Land Management. Scale not given (W 
111°—W 104°/N 45°—N 41°). [Washington, D.C.?] : The 
Bureau, [1980?] 1 map : col. ; 13 x 18 cm., sheet 23 x 51 cm., 
folded to 23 x 11 cm. Panel title. Variant title: Index to 
Wyoming public land use maps. Includes text and ill. On 
verso: text, order form and ill. “PO 123, SDSM0780.” 
@ltem 629-B 1. Wyoming—Maps. I. Title. II. Title: 
Index to Wyoming public land use maps. OCLC 08151256 


82-5936 


1 53.19/3:Ut 2/final 


Final Ute Mountain land exchange environmental assessment. — 


Albuquerque, N.M. : U.S. Dept. of the Interior, Bureau of 
Land Management, Albuquerque District Office, [1981] 1 v. 
(various pagings) : maps (some col.) ; 28 cm. Cover title. 
At head of title: San Juan Basin action plan. “September 
1981.” Bibliography: p. R-1 to R-3. One folded map in 
pocket. @lItem 629-C 1. Paragon Resources, Inc. 2. Land 
titles — Registration and transfer— New Mexico. I. United 
States. Bureau of Land Management. Albuquerque District. 
II. Title: Ute Mountain land exchange environmental assess- 
ment. OCLC 08129883 


82-5937 


I 53.20:342 


Anderson, John W. 


The use of gabions to improve aquatic habitat / by John 
W. Anderson and John J. Cameron. — [Denver, Colo.?] : U.S. 
Dept. of the Interior, Bureau of Land Management : Availa- 
ble from DSC, [1980] 22 p. : ill. ; 27 cm.— (Technical note 
; 342) Cover title. “Date issued May 1980.” “Coos Bay 
District, Oregon.” Bibliography: p. 22. “Filing code 6763.” 
@ltem 629-E-1 1. Fish habitat improvement — Oregon — 
Coos Bay region. I. Cameron, John J. II. United States. 
Bureau of Land Management. Coos Bay District. III. Title. 
IV. Series: Technical note (United States. Bureau of Land 
Management) ; 342. OCLC 06678034 
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I 53.20:350 
Kepner, William G. 

Small mammals of the Black Canyon and Skull Valley 
planning units, Maricopa and Yavapai Counties, Arizona / by 
William G. Kepner. —[Phoenix, Ariz.?] : U.S. Bureau of 
Land Management, Phoenix District Office ; [Denver, Colo. 
(Federal Center Building 50, Denver, Colo., 80225 : Available 
from DSC], 1981. vi, 37 p. : ill., map ; 28 cm. — (Technical 
note ; 350) “October 1978.” Bibliography: p. 27-29. “YA- 
BLM-PT-81-13-6602.”—P. 4 of cover. @Item 629-E-1 1. 
Mammals — Arizona — Maricopa County — Geographical 
distribution. 2. Mammals — Arizona— Yavapai County — 
Geographical distribution. I. United States. Bureau of Land 

t. Phoenix District Office. II. Title. III. Series: 
Technical note (United States. Bureau of Land Management) ; 
350. OCLC 07989382 


82-5939 


1 53.20:351 


Case, Richard B. 


Small water purification systems / by Richard B. Case and 
Toni K. Ristau. — Denver, Colo. : U.S. Dept. of the Interior, 
Bureau of Land Management : Available from Denver Serv- 
ice Center, 1981- 1 v. (looseleaf) : ill. ; 28 cm.— (Technical 
note ; 351) “Division of Scientific Systems Development and 
Division of Engineering, Bureau of Land Management, U.S. 
Department of the Interior.” “July 1981.” Periodic updat- 
ing anticipated. “YA-BLM-PT-81-14-9184"—P. 4 of cover. 
@ltem 629-E-1 1. Water — Purification — Equipment and 
supplies. 2. Drinking water — Standards — United States. I. 
Ristau, Toni K. II. United States. Bureau of Land Manage- 


Elizabeth Nelson Patrick ; prepared for the U.S. Department 
of Interior, Bureau of Land Management, Desert Planning 
Unit. — Riverside, Calif. : California Desert District, 1981. 1 
v. (various pagings) : maps ; 28 cm.— (Cultural resource 
publications. Anthropology-history) Two folded maps in 
pocket. Includes bibliographies. “Contract no. YA-510- 
Ph7-47.” 1. California— History. 2. Trails — California — 
History. 3. Transportation — California — History. I. 
Roske, Ralph Joseph, 1921- II. United States. Bureau of 
Land Management. Desert Planning Staff. III. United States. 
Bureau of Land Management. California Desert District. IV. 
Title. VV. Title: Historic trails and wagon roads. VI. Series: 
Cultural resources publications. Anthropology—history. 81- 
603828 OCLC 07936855 


82-5942 


1 53.22/4:M 12 


The Archaeology of the McCain Valley Study Area in Eastern 


San Diego County, California : a scientific Class II cultural 
resource inventory / prepared for U.S. Department of Interi- 
or, Bureau of Land Management ; principal editors, John R. 
Cook and Scott G. Fulmer ; prepared by Archaeological 
Systems Management, Inc. ; Russell L. Kaldenberg, general 
editor. — Riverside, CA : The Bureau, 1981. ix, 251 p. : ill. 
maps ; 28 cm. — (Cultural resources publications. Anthropol- 
ogy—history) “California Desert District’—Cover. Bib- 
liography: p. 234-251. “Contact [sic] no. YA-512-CT9-111.” 
@ltem 629-E-5 1. Archaeology. 2. Cultural property, Pro- 
tection of — California — San Diego County. I. Cook, John 
R. (John Raymond), 1952- II. Fulmer, Scott G. III. Kal- 
denberg, Russell L. IV. United States. Bureau of Land Man- 


ment. Division of Scientific Systems Development. III. agement. California Desert District. V. Archaeological Sys- 
United States. Bureau of Land Management. Division of En- tems Management, Inc. VI. Series. 81-603292 OCLC 
gineering. IV. Title. V. Series: Technical note (United 07949212 

States. Bureau of Land Management) ; 351. 81-603404 
OCLC 08065958 


82-5940 


82-5943 
1 53.22/4:M 72/2 
Cultural resources inventory of the central Mojave and Colora- 


I 53.22/3:2 do Desert regions, California / Dennis Gallegos, principal 


Bard, James C. 


A cultural resources overview of the Carson and Humboldt 
Sinks, Nevada / for Department of the Navy, Western Divi- 
sion, Naval Facilities Engineering Command ; by James C. 
Bard, Colin I. Busby and John M. Findlay ; with the assist- 
ance of Pamela Endzweig ... [et al.] ; specialized appendices 
by Larry S. Kobori and Karen M. Nissen ; Basin Research 
Associates. — [Carson City, Nev.?] : Bureau of Land Manage- 
ment, 1981 ic. 1980. viii, 214 p. : ill, maps ; 28 cm. — 
(Cultural resource series ; no. 2) “May, 1981.” Includes 
bibliographies. “Contract no. N62474-79-C-5502.” @lItem 
629-E 1. Cultural property, Protection of — Nevada — Per- 
shing County. 2. Cultural property, Protection of — 
Nevada — Churchill County. 3. Pershing County (Nev.) — 
Antiquities. 4. Churchill County (Nev.)— Antiquities. I. 
Busby, Colin I. II. Findlay, John M. III. Endzweig, 
Pamela. IV. Kobori, Larry S. V. Nissen, Karen M. VI. 
United States. Naval Facilities Engineering Command. West- 
ern Division. VII. United States. Bureau of Land Manage- 
ment. Nevada State Office. VIII. Basin Research Associates. 
IX. Title. X. Series: Cultural resource series (United States. 
Bureau of Land Management. Nevada State Office) ; no. 2. 
OCLC 07712741 


82-5941 


I 53.22/4:C 12/2 
Warren, Elizabeth, 1934- 

Cultural resources of the California desert, 1776-1880 : his- 
toric trails and wagon roads / by Elizabeth von Till Warren, 
Ralph J. Roske ; Spanish translation and interpretation by 
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author and principal editor ; contributors, John Cook ... [et 
al.] ; prepared by Westec Services, inc. ; prepared for U.S. 
Department of Interior, Bureau of Land Management ; Eric 
W. Ritter, general editor. — Riverside, Calif. : The Bureau, 
[1980] ix, 149 p. : ill, maps ; 28 cm.— (Cultural resources 
publications. Archaeology) Bibliography: p. 140-149. 
“Contract no. YA-512-CT8-163.” @Item 629-E-5 1. Cul- 
tural property, Protection of— California. 2. Indians of 
North America — Antiquities. I. Ritter, Eric W. II. Galle- 
gos, Dennis. III. Cook, John R. (John Raymond), 1952- 
IV. United States. Bureau of Land Management. V. Westec 
Services, inc. VI. Series. OCLC 07847894 


82-5944 


I 53.22/4:So 8 s/2 


McGuire, Kelly R. 

Archaeological investigations in the southern Sierra Nevada 
: the Bear Mountain segment of the Pacific Crest Trail / by 
Kelly R. McGuire, Alan P. Garfinkel ; with contributions by 
Mark Basgall ... [et al.] ; submitted to the United States 
Department of the Interior, Bureau of Land Management 


(Bakersfield District). — Bakersfield, Calif. : The District, 
[1980] xii, 304 p. : ill, maps ; 28 cm.— (Cultural resources 
publications. Archaeology) “Far Western Anthropological 
Research Group, Inc.” “February 14, 1980.” Bibliography: 
p. 272-288. “Contract number: YA-512-CT8-235.” @Item 
629-E-5 1. Archaeology. 2. Cultural property, Protection 
of — California. I. Garfinkel, Alan P. II. Basgall, Mark. 
III. United States. Bureau of Land Management. Bakersfield 





District. IV. Far Western Anthropological Research Group. 
V. Title. VI. Series. OCLC 07824516 


MINING ENFORCEMENT AND SAFETY 
ADMINISTRATION 
Interior Dept. 
Washington, DC 20240 


82-5945 
I 69.2:G 91 
Seminars on Ground Check Monitoring (1977) 

Papers presented at the Seminars on Ground Check Moni- 
toring / sponsored by the Mining Enforcement and Safety 
Administration. — [Washington, D.C.] : The Administration, 
[1977]. 1 v. (various pagings) : ill. ; 28 cm. Cover title. 
“March 1977.” 1. Electric currents— Grounding. 2. 
Mining machinery — Electric equipment. 3. Mine safety — 
Equipment and supplies. I. United States. Mining Enforce- 
ment and Safety Administration. II. Title. OCLC 07984678 


HERITAGE CONSERVATION AND 
RECREATION SERVICE 
Interior Dept. 
Washington, DC 20001 


82-5946 
1 70.2:P 21 

PARTS : Park and Recreation Technical Services. — Washing- 
ton, D.C. : U.S. Dept. of the Interior, Heritage Conservation 
and Recreation Service, [19802] [10] p. ; 28 cm. 1. United 
States. Heritage Conservation and Recreation Service. Park 
and Recreation Technical Services. I. United States. Heri- 
tage Conservation and Recreation Service. Park and Recrea- 
tion Technical Services. OCLC 08163300 


82-5947 
1 70.2:R 52/980-2 

A Report on natural and free-flowing rivers in the northwestern 
United States. — [Washington, D.C.?] : Heritage Conservation 
and Recreation Service, [1980] 47 p., [4] folded leaves of 
plates : ill. (some col.), maps (some col.) ; 28 cm. Cover title: 
Nationwide rivers inventory : a report on natural and free- 
flowing rivers in the northwestern United States. “August 
1980.” “Second printing December, 1980.” Bibliography: 
p. [50] @lItem 647-B-1 (microfiche) 1. Wild and scenic 
rivers — Northwest, Pacific — Tables. I. United States. Heri- 
tage Conservation and Recreation Service. II. Title: Nation- 
wide rivers inventory : a report on natural and free-flowing 
rivers in the northwestern United States. QH76.5.N97R46 
81-601197 333.91/62/0973 ¢2 19 OCLC 06825487 


82-5948 
1 70.2:Sh 2 

Introducing SHARE. — Washington, D.C. : U.S. Dept. of the 
Interior, Heritage Conservation and Recreation Service, Park 
and Recreation Technical Services, [1980?] [5] p. ; 28 cm. 
Cover title. 1. Information networks. I. United States. 
Heritage Conservation and Recreation Service. Park and Rec- 
reation Technical Services. OCLC 08102229 
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1 70.8:R 24 


A guide to designing accessible outdoor recreation facilities / 


Heritage Conservation and Recreation Service, U.S. Depart- 
ment of Interior, Lake Central Regional Office. — Ann 
Arbor, Mich. : The Office, 1980. 58 p. : ill. ; 22 x 30 cm. 
“January 1980.” Bibliography: p. 56-58. @lItem 624-E-2 
1. Physical education for handicapped persons. 2. Camps for 
the handicapped. 3. Architecture and recreation. 4. Archi- 
tecture and the handicapped. I. United States. Heritage Con- 
servation and Recreation Service. Lake Central Regional 
Office. OCLC 06528555 


82-5950 


1 70.8:R 24/2 


Handbook for recreation planning & action : a UPARR action 


program development guide / prepared by Urban Research 
and Development Corp. — Washington, D.C. : U.S. Dept. of 
the Interior, Heritage Conservation and Recreation Service, 
1980. 96 p. : ill. (some col.) ; 31 cm. “Urban Park and 
Recreation Recovery.” Bibliography: p. 90. @Item 624-E- 
2 1. Recreation leadership — Handbooks, manuals, etc. 2. 
Recreation — Handbooks, manuals, etc. I. United States. 
Heritage Conservation and Recreation Service. II. Urban 
Research & Development Corporation. OCLC 06600163 


82-5951 


1 70.11/2:Ar 2/2 


The Curation and management of archeological collections : a 


pilot study. — Washington, DC : U.S. Dept. of the Interior, 
Heritage Conservation and Recreation Service, 1980. 140 p. 
; 28 cm.— (Cultural resource management series) (HCRS 
publication ; no. 59) Cover title. Excerpted from a report 
prepared by Alexander J. Lindsay, Jr., Project Director, 
Glenna Williams-Dean, Research Associate [and] Jonathan 
Haas, Researcher under Heritage Conservation and Recrea- 
tion Service Contract C-90001 (formerly NPS CX 00107- 
0030) Includes bibliographical references. @Item 646-N 
1. Archaeological museums and collections — United States. 
2. Indians of North America — Antiquities — Collection and 
preservation. 3. Antiquities— Collection and preservation. 
I. United States. Heritage Conservation and Recreation Serv- 
ice. II. Series. III. Series. OCLC 07604490 


UNITED STATES INTERNATIONAL TRADE 
COMMISSION 
Washington, DC 20436 


82-5952 


ITC 1,.21/2:(date) 


Nonrubber footwear. Washington, D.C. : United States Interna- 


tional Trade Commission, Office of the Secretary, United 
States International Trade Commission, Washington, D.C. 
20436 v. ; 28 cm. (USITC publication) Quarterly Title 
from cover. Description based on: Ist calendar quarter 1981. 
Report to the President on investigation no. 332-93 under 
section 332 of the Tariff Act of 1980. Main series: USITC 
publication 1. Boots and shoes — Trade and manufacture — 
United States — Statistics — Periodicals. I. United States. 
International Trade Commission. II. Series. OCLC 
08102400 





Justice Department 


JUSTICE DEPARTMENT 
Washington, DC 20530 


Additional entries follow FBI entries. 


82-5953 
J 1.2:In 2/8/980 

Indexed legislative history of the “Juvenile Justice Amendments 
of 1980.” — Washington, D.C. : Office of General Counsel, 
Office of Justice Assistance, Research and Statistics, 1981. 
xviii, 297 p. ; 28 cm. 1. United States. Juvenile Justice 
Amendments of 1980. 2. Juvenile justice, Administration 
of — United States. I. United States. Office of Justice Assist- 
ance, Research, and Statistics. Office of General Counsel. II. 
Juvenile Justice Amendments of 1980. 81-603042 OCLC 
08140169 


LAW ENFORCEMENT ASSISTANCE 
ADMINISTRATION 
Justice Dept. 
Washington, DC 20531 
82-5954 
J 26.15/2:V 66/2/monograph 5 
Sampson, Robert J. 

Juvenile criminal behavior and its relation to neighborhood 
characteristics / by Robert J. Sampson, Thomas C. Castel- 
lano, John H. Laub ; Criminal Justice Research Center. — 
Washington, D.C. : U.S. Dept. of Justice, Office of Juvenile 
Justice and Delinquency Prevention, National Institute for 
Juvenile Justice and Delinquency Prevention : [Supt. of 
Docs., U.S. G.P.O., distributor] 1981. — (Analysis of na- 
tional crime victimization survey data to study serious delin- 
quency behavior ; monograph 5) “July 1981.” Bibliogra- 
phy: p. 130-136. “Project was supported by grant no. 78-JN- 
AX-0029”"—Verso of t.p. S/N 027-000-01141-1 @ GPO 
$6.50 1. Victims of crimes — United States. 2. Juvenile de- 


linquency — United States. 3. Victims of crimes surveys — 
United States. I. Castellano, Thomas C. II. Laub, John H. 
III. National Institute for Juvenile Justice and Delinquency 
Prevention. IV. Criminal Justice Research Center. V. 
Title. VI. Series. 81-603608 OCLC 08140245 


NATIONAL INSTITUTE OF JUSTICE 
Justice Dept. 
Washington, DC 20004 
82-5955 
J 28.2:C 18/final 
Chelimsky, Eleanor. 

Career criminal program national evaluation : final report / 
E. Chelimsky, J. Dahmann. — Washington, D.C. : U.S. Dept. 
of Justice, National Institute of Justice : [Supt. of Docs., U.S. 
G.P.O., distributor], 1981. xi, 157 p. ; 28 cm. July 1981. 
Includes bibliographical references. “Project was supported 
by contract number 76-NI-99-0092, awarded to the MITRE 
Corporation”—Verso of t.p. S/N 027-000-01124-1 @ GPO 
$7.00 1. Recidivists— United States. 2. Criminal justice, 
Administration of — United States. I. Dahmann, J. II. Na- 
tional Institute of Justice (U.S.) III. Title. 81-603264 
OCLC 08142019 

82-5956 
J 28.2:C 86/2 
Wallis, Allan. 

Crime prevention through environmental design : an oper- 
ational handbook / Allan Wallis, Daniel Ford. — Washington, 
D.C. : U.S. Dept. of Justice, National Institute of Justice : 
[Supt. of Docs., U.S. G.P.O., distributor], 1981. iv, 232 p. : 
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ill., forms ; 28 cm. Nov. 1980. Bibliography: p. 135-137. 
S/N 027-000-01114-4 @ GPO $8.00 1. Crime prevention. 
2. Crime prevention and architectural design — United States. 
3. City planning — United States. I. Ford, Daniel, 1931- IL. 
National Institute of Justice (U.S.) III. Title. 81-602898 
OCLC 07845021 


82-5957 


J 28.2:M 31 


Managing the pace of justice : an evaluation of LEAA’s court 


delay-reduction programs / David W. Neubauer ... [et al.]. — 
Washington, D.C. : U.S. Dept. of Justice, National Institute 
of Justice : [Supt. of Docs., U.S. G.P.O., distributor], 1981. 
v, 439 p.: ill. ; 28cm. Sept. 1981. Bibliography: p. 433-439. 
“Project was supported by grant number 78-NI-AX-0076, 
awarded to the American Judicature Society”—Verso of t.p. 
S/N 027-000-01138-1 @ GPO $10.00 1. Court congestion 
and delay — United States. I. Neubauer, David W. II. Na- 
tional Institute of Justice (U.S.) 81-603604 OCLC 08094242 


82-5958 


J 28.2:M 68/v.1-2 


Misdemeanor courts. — [Washington, D.C.?] : U.S. Dept. of Jus- 


tice, National Institute of Justice, 1981. 2 v. : ill. ; 28 cm. 
“A joint project of American Judicature Society and Institute 
for Court Management.” “Two volume _ report”—Pref. 
“July 1981.” Includes bibliographies. Contents: [v. 1]. De- 
signs for change / [H. Ted Rubin, editor] — [v. 2]. Policy 
concerns and research perspectives / James J. Alfini, editor. 
“Grant number 76-NI-99-0114 and grant number 78-NI-AX- 
8072”—Verso of t.p. S/N 027-000-01118-7 (v.1) @ GPO ; 
027-000-01119-5 (v.2) @ GPO $7.50 (v.1) $9.00 (v.2) 1. 
Criminal courts — United States. 2. Criminal justice, Admin- 
istration of — United States. I. Alfini, James J. II. Rubin, 
H. Ted, 1926- III. American Judicature Society. IV. Insti- 
tute for Court Management. V. National Institute of Justice 
(U.S) 81-603263 OCLC 08055217 


JUSTICE STATISTICS BUREAU 
Bethesda, MD 20014 


82-5959 


J 29.9:NCJ-66479 


Characteristics of the parole population, 1978. — San Francisco, 


CA (760 Market St., suite 433, San Francisco, CA 94102) : 
Research Center West, National Council on Crime and Delin- 
quency ; Rockville, Md. : National Criminal Justice Reference 
Service [distributor], 1981. A-F, 40 p. : ill. ; 28 cm.— (Uni- 
form parole reports. Series 2 ; 80-2) “Funding source, U.S. 
Department of Justice, Bureau of Justice Statistics, coopera- 
tive agreement number 80-BJ-CX-K001.” Dec. 1980. In- 
cludes bibliographical references. “NCJ-66479.” 1. 
Parole — United States. 2. Criminal justice, Administration 
of — United States. I. United States. Bureau of Justice Statis- 
tics. II. National Council on Crime and Delinquency. Re- 
search Center West. III. Series. 81-602520 OCLC 
08004247 


82-5960 


J 29.9:NCJ-74682 


Skogan, Wesley G. 


Issues in the measurement of victimization / by Wesley G. 
Skogan. — Washington, D.C. : U.S. Dept. of Justice, Bureau 
of Justice Statistics : For sale by the Supt. of Docs., U.S. 
G.P.O., 1981. iii, 35 p. : ill. ; 28cm. Bibliography: p. 33-35. 
“Project was supported by grant no. 78-SS-AX-0045, award- 
ed to the Center for Urban Affairs, Northwestern Universi- 
ty’—Verso of t.p. “NCJ-74682, June 1981.” @Item 717-R- 
1 S/N 027-000-01147-1 @ GPO $3.25 1. Victims of 
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crimes surveys— United States. 2. Victims of crimes — 
United States. I. United States. Bureau of Justice Statistics. 
II. Title. 81-603536 OCLC 07933038 


82-5961 


ADMINISTRATIVE OFFICE OF UNITED 
STATES COURTS 
Washington, DC 20544 
J 29.9:NCS-N-17 
Criminal victimization in the United States / U.S. Department 
of Justice, Bureau of Justice Statistics. Washington, D.C. : 
The Bureau : For sale by the Supt. of Docs., U.S. G.P.O., 


Ju 10,11:975-79 
Federal offenders in the United States district courts / Adminis- 


Supt. of Docs., U.S. Govt. Print. Off., Washington, D.C. 
20402 (1975, A national crime panel survey report) (A Na- 
tional crime panel survey report ; NCS-N-17) Annual $5.00 
Began with Jan./June 1973. Issues prior to 1976 were 
classed: J 1.42/3:SD-NCS-N- Issues for 1976, 1977 were 
classed: J 26.10:SC-NCS-N- 1978. Description based on: 
1978. Vols. for 1973-77 issued by the U.S. Dept. of Justice, 
National Criminal Justice Information and Statistics Service; 
1978- by the U.S. Dept. of Justice, Bureau of Justice Statis- 
tics. @Item 968-H-6 S/N 027-000-01077-6 ISSN 0095- 
5833 Main series: National crime panel survey report Main 
series: National crime survey report 1. Victims of crimes — 
United States — Periodicals. 2. Criminal statistics — United 
States — Periodicals. I. United States. Bureau of Justice Sta- 
tistics. II. United States. National Criminal Justice Informa- 
tion and Statistics Service. III. Series. IV. Series: A Na- 
tional crime panel survey report. HV7245.N37a 75-640532 
//t82 362.8/8/0973 OCLC 01798331 


82-5962 


J 29.9:NCS-N-19 

Criminal victimization in the United States / U.S. Depertnent 
of Justice, Bureau of Justice Statistics. Washington, D.C. 
The Bureau, National Criminal Justice Reference Service, 
Box 600, Rockville, Md. 20850 (1975, A national crime panel 
survey report) (A National crime panel survey report ; NCS- 
N-19) Annual Began with Jan./June 1973. Issues prior to 
1976 were classed: J 1.42/3:SD-NCS-N- Issues for 1976, 
1977 were classed: J 26.10:SD-NCS-N- 1979. Description 
based on: 1978. Vols. for 1973-77 issued by the U.S. Dept. 
of Justice, National Criminal Justice Information and Statis- 
tics Service; 1978- by the U.S. Dept. of Justice, Bureau of 
Justice Statistics. @Item 968-H-6 ISSN 0095-5833 Main 
series: National crime panel survey report Main series: Na- 
tional crime survey report 1. Victims of crimes — United 
States — Periodicals. 2. Criminal statistics — United States — 
Periodicals. I. United Statcs. Bureau of Justice Statistics. 
II. United States. National Criminal Justice Information and 
Statistics Service. III. Series. IV. Series: A National crime 
panel survey report. HV7245.N37a 75-640532 //r82 
362.8/8/0973 OCLC 01798331 


SUPREME COURT 
Washington, DC 20543 


82-5963 


Ju 6.8:442 
United States. Supreme Court. 

United States reports : cases adjudged in the Supreme 
Court at ... Washington : U.S. G.P.O. : For sale by the Supt. 
of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. 
Off., Washington, D.C., 20402 v. ; 24 cm. $33.00 Began 
with v. 108, 1883. Vol. 442, May 24 through June 20, 1979. 
Description based on: Vol. 437 (June 14 through June 23, 
1978) Vols. -439 supervised by Henry Putzel, Jr., reporter of 
decisions; vols. 440- by Henry C. Lind. @Item 741 S/N 
028-001-00417-2 Continues: United States. Supreme Court. 
United States reports, Supreme Court 1. Law reports, di- 
gests, etc. — United States — Periodicals. I. Putzel, Henry. 
II. Lind, Henry C. III. Title. OCLC 04384322 


trative Office of the U.S. Courts. [Washington] : The Office, 
Administrative Office of the United states Court, Washington, 
D.C. 20544 v.; 28cm. Annual Began with 1962/63 issue. 
1979 report including data for 1975-1978. Description based 
on: 1964. Report year ends June 30. None published for 
1975-1978. @ltem 728-A ISSN 0503-471X 1. Crime and 
criminals — United States — Statistics — Periodicals — Secu- 
rity. I. United States. Administrative Office of the United 
States Courts. Key Title: Federal offenders in United States 
district courts PAR 81-644313 OCLC 01681076 


FEDERAL JUDICIAL CENTER 
Washington, DC 20005 


82-5965 


Ju 13.2:Ex 7 


Federal Judicial Center. Advisory Committee on Experimenta- 


tion in the Law. 

Experimentation in the law : report of the Federal Judicial 
Center Advisory Committee on Experimentation in the Law 
/ Federal Judicial Center. — Washington, D.C. : The Center : 
For sale by the Supt. of Docs., U.S. G.P.O., 1981. viii, 134 
p. ; 24 cm. Sept. 1981. “Issued by the Committee on 
March 22, 1981.” Bibliography: p. 121. Includes index. 
@ltem 743-C-1 S/N 027-000-01148-9 @ GPO $4.75 1. 
Procedure (Law) — United States. 2. Justice, Administration 
of — United States. I. Title. 81-603751 OCLC 08124226 


82-5966 


Ju 13.2:P 94/4/v.1-2 


Schulhofer, Stephen J. 


Prosecutorial discretion and federal sentencing reform / 

Stephen J. Schulhofter.— Washington, D.C. (1520 H St., 
N.W., Washington, D.C. 20005) : Federal Judicial Center, 
[1979] 2 v. ; 28 cm. Vol. 2: technical supplement. 
1979. Includes bibliographical references. 1. Sentences 
(Criminal procedure) — United States. 2. Judicial discretion. 
3. Prosecutors. I. Federal Judicial Center. II. Title. 81- 
603372 OCLC 05715807 


LABOR DEPARTMENT 
Washington, DC 20210 


82-5967 


L 1.2:P 38/6 


Grubbs, Donald S. 


Study and analysis of portability and reciprocity in single 
employer pension plans / Donald S. Grubbs, Jr. — [Washing- 
ton, D.C.?] : U.S. Dept. of labor, Labor-Management Services 
Administration, Pension and Welfare Benefit Programs; [1981] 
1 v. (various pagings) ; 28 cm. At head of title: final report. 
“Sept. 1981.” “Prepared under contract J-9-P-8-0191.” 1. 
Pensions — United States. I. United States. Labor-Manage- 
ment Services Administration. Pension Welfare Benefit Pro- 
grams. II. Title. 81-603473 OCLC 08139844 
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Labor Statistics Bureau — Labor Dept. 


L 1,34/5:979/ind. 

Labor literature, index of periodical articles / U.S. Department 
of Labor, Office of the Assistant Secretary for Administration 
and Management, Department of Labor Library. [Washing- 
ton, D.C.?] : The Library, U.S. Dept. of Labor Library, 200 
Constitution Ave., N.W., Washington, D.C., 20210 v. ; 28 
cm. Annual Began with 1978. 1979. Description based 
on: 1979. @ltem 762-D-7 Related records: Labor literature 
1. Labor and laboring classes— United States — Periodi- 
cals — Bibliography — Catalogs. I. United States. Dept. of 
Labor. Library. OCLC 06162435 


LABOR STATISTICS BUREAU 
Labor Dept. 
Washington, DC 20212 


82-5969 


L 2.3:3010-54 

Area wage survey. Columbus, Ohio, metropolitan area / U.S. 
Department of Labor, Bureau of Labor Statistics. [Washing- 
ton, D.C.] : The Bureau : [For sale by the Supt. of Docs., 
U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., Wash- 
ington, D.C., 20402 v. ; 21 x 28 cm. (Bulletin / U.S. Depart- 
ment of Labor, Bureau of Labor Statistics ; 3010-54) Annual 
$3.25 Began with Oct. 1965. Title from cover. Oct. 1981. 
Description based on: 1980. @lItem 768-B-37 S/N 029-001- 
90101-1 Main series: Bulletin (United States. Bureau of 
Labor Statistics) Continues in part: Occupational wage 
survey 1. Wages —Ohio— Columbus metropolitan area — 
Statistics — Periodicals. I. United States. Bureau of Labor 
Statistics. II. Series: Bulletin (United States. Bureau of 
Labor Statistics) ; 3010-54. OCLC 02305906 


82-5970 


L 2.3:3010-55 

Area wage survey. Memphis, Tennessee-Arkansas-Mississippi, 
metropolitan area / U.S. Department of Labor, Bureau of 
Labor Statistics. [Washington, D.C.] : The Bureau : [For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C., 20402 v. ; 21 x 28 cm. 
(Bulletin / U.S. Department of Labor, Bureau of Labor Sta- 
tistics ; 3010-55) Annual $2.50 Title from cover. Nov. 
1981. Description based on: 1980. @lItem 768-B-44 S/N 
029-001-90102-0 ISSN 0364-3395 Main series: Bulletin 
(United States. Bureau of Labor Statistics) Continues in part: 
Occupational wage survey 1. Wages — Tennessee — Mem- 
phis metropolitan area — Statistics — Periodicals. I. United 
States. Bureau of Labor Statistics. II. Series: Bulletin 
(United States. Bureau of Labor Statistics) ; 3010-55. 
HD4976.M4U53a 76-646744 //r812 331.2/9768/19 OCLC 
02305890 


82-5971 


L 2.3:3010-56 

Area wage survey. Indianapolis, Indiana, metropolitan area / 
U.S. Department of Labor, Bureau of Labor Statistics. [Wash- 
ington, D.C.] : The Bureau : [For sale by the Supt. of Docs., 
U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., Wash- 
ington, D.C. 20402 v. ; 21 x 28 cm. (Bulletin / U.S. Depart- 
ment of Labor, Bureau of Labor Statistics ; 3010-56) Annual 
$4.25 Began with Dec. 1965. Title from cover. Oct. 1981. 
Description based on: 1980. @lItem 768-B-16 S/N 029-001- 
90103-8 Main series: Bulletin (United States. Bureau of 
Labor Statistics) Continues in part: Occupational wage 
survey 1. Wages —Indiana— Indianapolis metropolitan 
area — Statistics — Periodicals. I. United States. Bureau of 
Labor Statistics. II. Series: Bulletin (United States. Bureau 
of Labor Statistics) ; 3010-56. OCLC 02831358 
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82-5972 


L 2.3:3010-57 


Area wage survey. Anaheim-Santa Ana-Garden Grove, Califor- 


nia metropolitan area / U.S. Department of Labor, Bureau of 
Labor Statistics. [Washington, D.C.] : The Bureau : [For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C., 20402 v. ; 21 x 28 cm. 
(Bulletin / U.S. Department of Labor, Bureau of Labor Sta- 
tistics ; 3010-57) $3.25 Title from cover. Oct. 1981. De- 
scription based on: 1980. @lItem 768-B-6 S/N 029-001- 
90104-6 ISSN 0362-4242 Main series: Bulletin (United 
States. Bureau of Labor Statistics) Continues in part: Area 
wage survey. The Los Angeles-Long Beach and Anaheim- 
Santa Ana-Garden Grove, California, metropolitan area 1. 
Wages — California— Anaheim metropolitan area — Statis- 
tics — Periodicals. 2. Wages — California — Santa Ana met- 
ropolitan area — Statistics — Periodicals. 3. Wages — Cali- 
fornia — Garden Grove metropolitan area — Statistics — Per- 
iodicals. I. United States. Bureau of Labor Statistics. II. 
Series: Bulletin (United States. Bureau of Labor Statistics) ; 
3010-57. HD4976.L6A35 76-643822 //r812 331.2/9794/96 
OCLC 02237038 


82-5973 


L 2.3:3010-58 


Area wage survey. Saginaw, Michigan, metropolitan area / U.S. 


Department of Labor, Bureau of Labor Statistics. [Washing- 
ton, D.C.] : The Bureau : [For sale by the Supt. of Docs., 
U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., Wash- 
ington, D.C., 20402 v. ; 21 x 28 cm. (Bulletin / U.S. Depart- 
ment of Labor, Bureau of Labor Statistics ; 3010-58) Annual 
$2.50 Title from cover. Nov. 1981. Description based on: 
1980. @lItem 768-B-24 S/N 029-001-90105-4 ISSN 0099- 
1902 Main series: Bulletin (United States. Bureau of Labor 
Statistics) Continues in part: Occupational wage survey 1. 
Wages — Michigan — Saginaw metropolitan area — Statis- 
tics — Periodicals. I. United States. Bureau of Labor Statis- 
tics. II. Series: Bulletin (United States. Bureau of Labor Sta- 
tistics) ; 3010-58. HD4976.S24U53a 75-647060 //r812 
331.2/9774/46 OCLC 02243474 


82-5974 


L 2.3:3010-59 


Area wage survey. Gary-Hammond-East Chicago, Indiana, met- 


ropolitan area / U.S. Department of Labor, Bureau of Labor 
Statistics. [Washington, D.C.] : The Bureau : [For sale by the 
Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. 
Print. Off., Washington, D.C. 20402 v. ; 21 x 28 cm. (Bulle- 
tin / U.S. Department of Labor, Bureau of Labor Statistics ; 
3010-59) Annual $2.50 Title from cover. Nov. 1981. 
Description based on: 1980. @lItem 768-B-16 S/N 029-001- 
90106-2 ISSN 0271-3950 Main series: Bulletin (United 
States. Bureau of Labor Statistics) Continues in part: Occu- 
pational wage survey 1. Wages—Indiana— Gary metro- 
politan area — Statistics — Periodicals. 2. Wages — Indi- 
ana — Hammond metropolitan area — Statistics — Periodicals. 
3. Wages — Indiana — East Chicago metropolitan area — Sta- 
tistics — Periodicals. I. United States. Bureau of Labor Sta- 
tistics. II. Series: Bulletin (United States. Bureau of Labor 
Statistics) ; 3010-59. HD4976.G34A73 80-644451 //r812 
331.2/977299 OCLC 06244520 





82-5975 


L 2.3:3010-60 

Area wage survey. Louisville, Kentucky-Indiana, metropolitan 
area / U.S. Department of Labor, Bureau of Labor Statistics. 
[Washington, D.C.] : The Bureau : [For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C., 20402 v. ; 21 x 28 cm. (Bulletin / US. 
Department of Labor, Bureau of Labor Statistics ; 3010-60) 
Annual $2.50 Began with 1966. Title from cover. Nov. 
1981. Description based on: 1980. @Item 768-B-19 S/N 
029-001-90107-1 Main series: Bulletin (United States. Bureau 
of Labor Statistics) Continues in part: Occupational wage 
survey I. United States. Bureau of Labor Statistics. II. 
Series: Bulletin (United States. Bureau of Labor Statistics) ; 
3010-60. OCLC 02237036 


82-5976 


L 2.3:3010-61 

Area wage survey. Buffalo, New York, metropolitan area / U.S. 
Department of Labor, Bureau of Labor Statistics. [Washing- 
ton, D.C.] : The Bureau : [For sale by the Supt. of Docs., 
U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., Wash- 
ington, D.C. 20402 v. ; 21 x 28 cm. (Bulletin / U.S. Depart- 
ment of Labor, Bureau of Labor Statistics ; 3010-61) Annual 
$3.25 Began with 1965. Title from cover. Oct. 1981. 
Description based on: 1980. @lItem 768-B-34 S/N 029-001- 
90108-9 Main series: Bulletin (United States. Bureau of 
Labor Statistics) Continues in part: Occupational wage 
survey 1. Wages— New York (State) — Buffalo metropoli- 
tan area — Statistics — Periodicals. I. United States. Bureau 
of Labor Statistics. II. Series: Bulletin (United States. 
Bureau of Labor Statistics) ; 3010-61. OCLC 02237031 


82-5977 


L 2.3:3010-62 

Area wage survey. Salt Lake City-Ogden, Utah, metropolitan 
area / U.S. Department of Labor, Bureau of Labor Statistics. 
[Washington, D.C.] : The Bureau : [For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, DC 20402 v. ; 20 x 26 cm. (Bulletin / US. 
Department of Labor, Bureau of Labor Statistics ; 3010-62) 
$3.00 Title from cover. Nov. 1981. Description ‘pased on: 
1980. @Item 768-B-46 S/N 029-001-90109-7 ISSN 0362- 
4137 Main series: Bulletin (United States. Bureau of Labor 
Statistics) Continues: Area wage survey. The Salt Lake 
City, Utah, metropolitan area 1. Wages — Utah — Salt Lake 
City metropolitan area — Statistics — Periodicals. 2. 
Wages — Utah — Ogden metropolitan area — Statistics — Per- 
iodicals. I. United States. Bureau of Labor Statistics. II. 
Series: Bulletin (United States. Bureau of Labor Statistics) ; 
3010-62. HD4976.S28A37 76-643823 //r812 331.2/9792/ 
25 OCLC 02237028 
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L 2.71:430-35 


Keitt, Barbara L. 


Occupational employment : children’s outerwear industry, 
May 1971 / U.S. Department of Labor/Bureau of Labor 
Statistics. — Washington, D.C. : The Bureau, [1974] 9 p. ; 26 
cm.— (Report ; 430-35) Caption title. Jan. 1974. 1. Chil- 
dren’s clothing industry — United States — Employees — Sta- 
tistics. I. United States. Bureau of Labor Statistics. II. 
Title: Children’s outerwear industry, May 1971. III. Series: 
Report (United States. Bureau of Labor Statistics) ; 430-35. 
OCLC 07972786 


82-5980 


L 2.71:430-56 


Kelly, Kenneth H. 


Occupational employment : gum and wood chemicals and 

miscellaneous chemical products, April 1971 / U.S. Depart- 
ment of Labor/Bureau of Labor Statistics. — oat: 
D.C. : The Bureau, [1974] 10 p. ; 26 cm.— (Report ; 
56) Caption title. Sept. 1974. 1. Chemical aaa Pca 
United States — Statistics. I. United States. Bureau of Labor 
Statistics. II. Title. III. Title: Gum and wood chemicals 
and miscellaneous chemical products, April 1971. IV. Series: 
Report (United States. Bureau of Labor Statistics) ; 430-56. 
OCLC 07979619 


82-5981 


L 2.71:430-87 


Franklin, John, 1947- 


Occupational employment : bakery products industry, May 
1971 / U.S. Department of Labor/Bureau of Labor Statis- 
tics. — Washington, D.C. : The Bureau, [1974] 9 p. ; 26 
cm.— (Report ; 430-87) Caption title. Oct. 1974. 1. 
Bakery employees— United States — Statistics. I. United 
States. Bureau of Labor Statistics. II. Title. II. Title: 
Bakery products industry, May 1971. IV. Series: Report 
(United States. Bureau of Labor Statistics) ; 430-87. OCLC 
07979687 


82-5982 


L 2.71:430-90 


Shirk, Thomas C. 


Occupational employment : mechanical measuring and con- 
trol devices industry, June 1974 / U.S. Department of Labor/ 
Bureau of Labor Statistics. — Washington, D.C. : The 
Bureau, [1974] 10 p. ; 26 cm.— (Report : 430-90) Caption 
title. June 1974. 1. Measuring instruments industry — 
United States — Employees — Statistics. 2. Instrument in- 
dustry — United States — Employees — Statistics. I. United 
States. Bureau of Labor Statistics. II. Title. III. Title: Me- 
chanical measuring and control devices industry, June 1971. 
IV. Series: Report (United States. Bureau of Labor Statistics) 
; 430-90. OCLC 07979639 


82-5978 

82-5983 
L 2.17:430-91 L 2.71:430-97 

Franklin, John, 1947- 

Occupational employment : beverage industries, May 1971 


/ U.S. Department of Labor/Bureau of Labor Statistics. — 


Shirk, Thomas C. 
Occupational employment : engineering and scientific in- 
struments industry, June 1971 / U.S. Department of Labor/ 
Washington, D.C. : The Bureau, [1974] 9 p. 26 cm.— Bureau of Labor Statistics. —Washington, D.C. : The 
(Report ; 430-91) Caption title. Nov. 1974. 1. Distilling Bureau, [1975] 10 p. : 26 cm.— (Report ; 430-97) Jan. 
drink industry — United States — Employees — Statistics. I. United States — Employees — Statistics. I. United States. 
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Statistics — Periodicals. I. United States. Bureau of Labor 
Statistics. OCLC 08125530 


82-6033 
L 2.113/2:C 58 

Laundry and dry cleaning wage survey, Cleveland, Ohio / U.S. 
Department of Labor, Bureau of Labor Statistics. Washing- 
ton, D.C. : The Bureau, U.S. Dept. of Labor, Bureau of 
Labor Statistics, Washington, D.C., 20212 v. ; 21 x 28 cm. 
Annual Caption title. Summary for Sept. 1981. Descrip- 
tion based on: 1981. 1. Wages—Laundry workers — 
Ohio — Cleveland — Statistics — Periodicals. 2. Wages — 
Cleaning and dyeing industry — Ohio — Cleveland — Statis- 
tics — Periodicals. I. United States. Bureau of Labor Statis- 
tics. OCLC 08125586 


82-6034 
L 2,113/2:N 42h 

Laundry and dry cleaning wage survey, New Hampshire / U.S. 
Department of Labor, Bureau of Labor Statistics. Washing- 
ton, D.C. : The Bureau, U.S. Dept. of Labor, Bureau of 
Labor Statistics, Washington, D.C., 20212 v. ; 21 x 28 cm. 
Annual Caption title. Summary for July 1981. Descrip- 
tion based on: 1981. 1. Wages— Laundry workers — New 
Hampshire — Statistics — Periodicals. 2. Wages — Cleaning 
and dyeing industry —- New Hampshire — Statistics — Perio- 
dicals. I. United States. Bureau of Labor Statistics. OCLC 
08125551 
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82-6035 
L 2.113/2:N 81 d 

Laundry and dry cleaning wage survey, North Dakota / U.S. 
Department of Labor, Bureau of Labor Statistics. Washing- 
ton, D.C. : The Bureau, U.S. Dept. of Labor, Bureau of 
Labor Statistics, Washington, D.C., 20212 v. ; 21 x 28 cm. 
Annual Caption title. Summary for Aug. 1981. Descrip- 
tion based on: 1981. 1. Wages — Laundry workers — North 
Dakota — Statistics — Periodicals. 2. Wages — Cleaning and 
dyeing industry— North Dakota — Statistics — Periodicals. 
I. United States. Bureau of Labor Statistics. OCLC 
08125641 


82-6036 
L 2.113/2:P 94 

Laundry and dry cleaning wage survey, Providence-Warwick- 
Pawtucket, R.I.-Mass. / U.S. Department of Labor, Bureau of 
Labor Statistics. Washington, D.C. : The Bureau, U.S. Dept. 
of Labor, Bureau of Labor Statistics, Washington, D.C., 
20212 v. ; 21 x 28 cm. Annual Caption title. Summary 
for June 1981. Description based on: 1981. 1. Wages— 
Laundry workers — Massachusetts — Statistics — Periodicals. 
2. Wages — Laundry workers — Rhode Island — Statistics — 
Periodicals. 3. Wages— Cleaning and dyeing industry — 
Massachusetts — Statistics — Periodicals. 4. Wages — Clean- 
ing and dyeing industry — Rhode Island — Statistics — Perio- 
dicals. I. United States. Bureau of Labor Statistics. OCLC 
08125947 


82-6037 
L 2.113/2:So 8/2 

Laundry and dry cleaning wage survey, southwest Virginia / 
U.S. Department of Labor, Bureau of Labor Statistics. Wash- 
ington, D.C. : The Bureau, U.S. Dept. of Labor, Bureau of 
Labor Statistics, Washington, D.C., 20212. v. ; 21 x 28 cm. 
Annual Caption title. Summary for Sept. 1981. Descrip- 
tion based on: 1981. 1. Wages — Laundry workers — Virgin- 
ia — Statistics — Periodicals. 2. Wages—Cleaning and 
dyeing industry — Virginia — Statistics — Periodicals. I. 
United States. Bureau of Labor Statistics. OCLC 08125837 


82-6038 
L 2.113/2:So 8/3 

Laundry and dry cleaning wage survey, southeastern Massachu- 
setts / U.S. Department of Labor, Bureau of Labor Statistics, 
Washington, D.C. : The Bureau, U.S. Dept. of Labor, 
Bureau of Labor Statistics, Washington, D.C., 20212 v. ; 21 
x 28 cm. Annual Caption title. Summary for Sept. 1981. 
Description based on: 1981. 1. Wages — Laundry workers — 
Massachusetts — Statistics — Periodicals. 2. Wages — Clean- 
ing and dyeing industry — Massachusetts — Statistics — Perio- 
dicals. I. United States. Bureau of Labor Statistics. OCLC 
08123969 


82-6039 
L 2.113/2:V 59 

Laundry and dry cleaning wage survey, Vermont / U.S. De- 
partment of Labor, Bureau of Labor Statistics. Washington, 
D.C. : The Bureau, U.S. Dept. of Labor, Bureau of Labor 
Statistics, Washington, D.C., 20212 v.;21x 28cm. Annual 
Caption title. Summary for Sept. 1981. Description based 
on: 1981. 1. Wages— Laundry workers — Vermont — Sta- 
tistics — Periodicals. 2. Wages — Cleaning and dyeing indus- 
try — Vermont — Statistics — Periodicals. I. United States. 
Bureau of Labor Statistics. OCLC 08125702 





82-6040 
L 2.113/5:B 21 

Moving and storage wage survey, Baltimore, Md. / U.S. De- 
partment of Labor, Bureau of Labor Statistics. Washington, 
D.C. : The Bureau, U.S. Dept. of Labor, Bureau of Labor 
Statistics, Washington, D.C., 20212 v.;21x 28cm. Annual 
Caption title. Summary for Aug. 1981. Description based 
on: 1981. 1. Wages— Storage and moving trade — Mary- 
land — Baltimore — Statistics — Periodicals. I. United States. 
Bureau of Labor Statistics. OCLC 08126265 


82-6041 
L 2.113/5:B 49 

Moving and storage wage survey, Biloxi-Gulfport and Pasca- 
goula-Moss Point, Miss. / U.S. Department of Labor, Bureau 
of Labor Statistics. Washington, D.C. : The Bureau, U.S. 
Dept. of Labor, Bureau of Labor Statistics, Washi 
D.C., 20212. v.;21x28cm. Annual Caption title. Sum- 
mary for Sept. 1981. Description based on: 1981. 1. 
Wages — Storage and moving trade — Mississippi — Statis- 
tics — Periodicals. I. United States. Bureau of Labor Statis- 
tics. OCLC 08126672 


82-6042 


L 2,113/5:C 58 

Moving and storage wage survey, Charleston-North Charleston- 
Walterboro, S.C. / U.S. Department of Labor, Bureau of 
Labor Statistics. Washington, D.C. : The Bureau, U.S. Dept. 
of Labor, Bureau of Labor Statistics, Washington, D.C., 
20212 v. ; 21 x 28 cm. Annual Caption title. Summary 
for Sept. 1981. Description based on: 1981. 1. Wages— 
Storage and moving trade — South Carolina — Statistics — 
Periodicals. I. United States. Bureau of Labor Statistics. 
OCLC 08126443 


82-6043 
L 2.113/5:M 71 

Moving and storage wage survey, Mobile-Pensacola-Panama 
City, Ala.-Fla. / U.S. Department of Labor, Bureau of Labor 
Statistics. Washington, D.C. : The Bureau, U.S. Dept. of 
Labor, Bureau of Labor Statistics, Washington, D.C., 20212 
v.; 21x 28cm. Annual Caption title. Summary for Aug. 
1981. Description based on: 1981. 1. Wages — Storage and 
moving trade — Alabama — Statistics — Periodicals. 2. 
Wages — Storage and moving trade — Florida — Statistics — 
Periodicals. I. United States. Bureau of Labor Statistics. 
OCLC 08126371 


82-6644 
L 2.113/5:N 42 h 

Moving and storage wage survey, New Hampshire / U.S. De- 
partment of Labor, Bureau of Labor Statistics. Washington, 
D.C. : The Bureau, U.S. Dept. of Labor, Bureau of Labor 
Statistics, Washington, D.C., 20212 v.;21x28cm. Annual 
Caption title. Summary for July 1981. Description based 
on: 1981. 1. Wages— Storage and moving trade — New 
Hampshire — Statistics — Periodicals. I. United States. 
Bureau of Labor Statistics. OCLC 08126120 


82-6045 
L 2.113/5:N 81 

Moving and storage wage survey, northwest Texas / U.S. De- 
partment of Labor, Bureau of Labor Statistics. Washington, 
D.C. : The Bureau, U.S. Dept. of Labor, Bureau of Labor 
Statistics, Washington, D.C., 20212 v.;21x 28cm. Annual 
Caption title. Summary for Sept. 1981. Description based 
on: 1981. 1. Wages — Storage and moving trade — Texas — 
Statistics — Periodicals. I. United States. Bureau of Labor 
Statistics. OCLC 08126165 
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82-6046 
L 2.113/5:N 81 ¢ 
Moving and storage wage survey, North Dakota / U.S. Depart- 
ment of Labor, Bureau of Labor Statistics. Washington, D.C. 
: The Bureau, U.S. Dept. of Labor, Bureau of Labor Statis- 
tics, Washington, D.C., 20212 v. ; 21 x 28 cm. Annual 
Caption title. Summary for Aug. 1981. Description based 
on: 1981. 1. Wages— Storage and moving trade — North 
Dakota — Statistics — Periodicals. I. United States. Bureau 
of Labor Statistics. OCLC 08126068 


82-6047 
L 2.113/5:N 81/2 

Moving and storage wage survey, northern New York / U.S. 
Department of Labor, Bureau of Labor Statistics. Washing- 
ton, D.C. : The Bureau, U.S. Dept. of Labor, Bureau of 
Labor Statistics, Washington, D.C., 20212 v. ; 21 x 28 cm. 
Annual Caption title. Summary for Sept. 1981. Descrip- 
tion based on: 1981. 1. Wages—Storage and moving 
trade—New York (State) — Statistics — Periodicals. I. 
United States. Bureau of Labor Statistics. OCLC 08126803 


82-6048 
L 2.113/5:P 94 

Moving and storage wage survey, Providence-Warwick-Paw- 
tucket, R.I.-Mass. / U.S. Department of Labor, Bureau of 
Labor Statistics. Washington, D.C. : The Bureau, U.S. Dept. 
of Labor, Bureau of Labor Statistics, Washington, D.C., 
20212 ~v. ; 21 x 28 cm. Annual Caption title. Summary 
for June 1981. Description based on: 1981. 1. Wages — 
Storage and moving trade— Rhode Island — Statistics — 
Periodicals. 2. Wages— Storage and moving trade — Mas- 
sachusetts — Statistics— Periodicals. I. United States. 
Bureau of Labor Statistics. OCLC 08126577 


82-6049 
L 2.113/5:So 8 

Moving and storage wage survey, southwest Virginia / U.S. 
Department of Labor, Bureau of Labor Statistics. Washing- 
ton, D.C. : The Bureau, U.S. Dept. of Labor, Bureau of 
Labor Statistics, Washington, D.C., 20212 v. ; 21 x 28 cm. 
Annual Caption title. Summary for Sept. 1981. Descrip- 
tion based on: 1981. 1. Wages—Storage and moving 
trade — Virginia — Statistics — Periodicals. I. United States. 
Bureau of Labor Statistics. OCLC 08123917 


82-6050 
L 2.113/6:Al 1 

Area wage survey. Alaska / U.S. Department of Labor, Bureau 
of Labor Statistics. Washington, D.C. : The Bureau, U.S. 
Dept. of Labor, Bureau of Labor Statistics,’ Washington, 
D.C., 20212. v.; 21x 28cm. Annual Caption title. Sum- 
mary for July 1981. Description based on: 1981. 1. 
Wages — Alaska — Statistics — Periodicals. I. United States. 
Bureau of Labor Statistics. OCLC 08129172 


82-6051 
L 2.113/6:C 76 

Area wage survey. Connecticut / U.S. Department of Labor, 
Bureau of Labor Statistics. Washington, D.C. : The Bureau, 
U.S. Dept. of Labor, Bureau of Labor Statistics, Washington, 
D.C., 20212. v.; 21x 28cm. Annual Caption title. Sum- 
mary for Mar. 1981. Description based on: 1981. 1. 
Wages — Connecticut — Statistics — Periodicals. I. United 
States. Bureau of Labor Statistics. OCLC 08127211 
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Employment and Training Administration — Labor Dept. 


82-6052 
L 2.113/6:L 95 

Area wage survey. Lower eastern shore, Md.-Va.-Del. / U.S. 
Department of Labor, Bureau of Labor Statistics. Washing- 
ton, D.C. : The Bureau, U.S. Dept. of Labor, Bureau of 
Labor Statistics, Washington, D.C., 20212. v. ; 21 x 28 cm. 
Annual Caption title. Summary for Aug. 1981. Descrip- 
tion based on: 1981. 1. Wages — Maryland — Statistics — 
— Statistics — Periodicals. 


States. Bureau of Labor Statistics. OCLC 08134714 


82-6053 
L 2.113/6:M 76 
Area wage survey. Montana / U.S. Department of Labor, 
Bureau of Labor Statistics. Washington, D.C. : The Bureau, 
U.S. Dept. of Labor, Bureau of Labor Statistics, Washington, 
D.C., 20212 v.; 21x 28cm. Annual Caption title. Sum- 
mary for July 1981. Description based on: 1981. 1. 
Wages — Montana — Statistics — Periodicals. I. United 
States. Bureau of Labor Statistics. OCLC 08125771 
82-6054 
L 2.113/6:N 42 h 
Area wage survey. New Hampshire / U.S. Department of 
Labor, Bureau of Labor Statistics. Washington, D.C. : The 
Bureau, U.S. Dept. of Labor, Bureau of Labor Statistics, 
Washington, D.C., 20212 v.;21x28cm. Annual Caption 
title. Summary for July 1981. Description based on: 1981. 
1. Wages—New Hampshire — Statistics — Periodicals. I. 
United States. Bureau of Labor Statistics. OCLC 08127649 
82-6055 
L 2.113/6:N 42 y 
Area wage survey. Northern New York / U.S. Department of 
Labor, Bureau of Labor Statistics. Washington, D.C. : The 
Bureau, U.S. Dept. of Labor, Bureau of Labor Statistics, 
Washington, D.C., 20212 v.;21x28cm. Annual Caption 
title. Sept. 1981. Description based on: 1981. 1. Wages — 
New York (State) — Statistics — Periodicals. I. United 
States. Bureau of Labor Statistics. OCLC 08129446 


82-6056 
L 2.113/6:N 81 
Area wage survey. Northwest Texas / U.S. Department of 
Labor, Bureau of Labor Statistics. Washington, D.C. : The 
Bureau, U.S. Dept. of Labor, Bureau of Labor Statistics, 
Washington, D.C., 20212 v.;21x28cm. Annual Caption 
title. Summary for Sept. 1981. Description based on: 1981. 
1. Wages — Texas — Statistics — Periodicals. I. United 
States. Bureau of Labor Statistics. OCLC 08129845 
82-6057 
L 2.113/6:N 81 d 
Area wage survey. North Dakota / U.S. Department of Labor, 
Bureau of Labor Statistics. Washington, D.C. : The Bureau, 
U.S. Dept. of Labor, Bureau of Labor Statistics, Washington, 
D.C., 20212 v.; 21x 28cm. Annual Caption title. Sum- 
mary for Aug. 1981. Description based on: 1981. 1. 
Wages — North Dakota — Statistics — Periodicals. I. United 
States. Bureau of Labor Statistics. OCLC 08129701 


82-6058 
L 2.113/6:So 8 d 

Area wage survey. South Dakota / U.S. Department of Labor, 
Bureau of Labor Statistics. Washington, D.C. : The Bureau, 
U.S. Dept. of Labor, Bureau of Labor Statistics, Washington, 
D.C., 20212 v.; 21x 28cm. Annual Caption title. Sum- 
mary for June 1981. Description based on: 1981. 1. 
Wages — South Dakota — Statistics — Periodicals. I. United 
States. Bureau of Labor Statistics. OCLC 08129610 
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L 2.113/6:V 81 


Area wage survey. Virgin Islands of the U.S. / U.S. Depart- 


ment of Labor, Bureau of Labor Statistics. Washington, D.C. 
: The Bureau, U.S. Dept. of Labor, Bureau of Labor Statis- 
tics, Washington, D.C., 20212 v. ; 21 x 28 cm. Annual 
Caption title. Summary for Apr. 1981. Description based 
on: 1981. 1. Wages — Virgin Islands of the United States — 
Statistics — Periodicals. I. United States. Bureau of Labor 
Statistics. OCLC 08138098 


82-6060 


L 2.113/6:W 52 v 


Area wage survey. West Virginia / U.S. Department of Labor, 


Bureau of Labor Statistics. Washington, D.C. : The Bureau, 
U.S. Dept. of Labor, Bureau of Labor Statistics, Washington, 
D.C., 20212. v.; 21x 28cm. Annual Caption title. Sum- 
mary for July 1981. Description based on: 1981. 1. 
Wages — West Virginia — Statistics — Periodicals. I. United 
States. Bureau of Labor Statistics. OCLC 08127248 


EMPLOYMENT AND TRAINING 
ADMINISTRATION 
Labor Dept. 
Washington, DC 20213 


82-6061 


L 37.2:B 96/2 


Krefetz, Gerald. 


More than a dream : running your own business / by 
Gerald Krefetz and Gittelman Film Associates. — [Washing- 
ton, D.C.?] : U.S. Dept. of Labor, Employment and Training 
Administration, Office of National Programs, 1981. [13] p. : 
ill. ; 28 cm. Bibliography: p. [13] @lItem 780-A-1 1. New 
business enterprises— United  States— Management. 2. 
Small business — United States — Management. I. Gittelman 
Film Associates. II. United States. Employment and Train- 
ing Administration. Office of National Programs. [III. Title. 
IV. Title: Running your own business. OCLC 07763951 


82-6062 


L 37.2:C 73/3 


The New CETA : effect on public service employment pro- 


grams / William Mirengoff...[et al.] ; [prepared for Office of 
Program Evaluation, Employment and Training Administra- 
tion ; prepared by National Research Council, National Acad- 
emy of Sciences]. — Washington, D.C. : Office of Program 
Evaluation, Employment, and Training Administration, U.S. 
Dept. of Labor, 1980. xv, 207 p.: ill. ; 28cm. “Committee 
on Evaluation of Employment and Training Programs, As- 
sembly of Behavioral and Social Sciences, National Research 
Council, National Academy of Sciences.” “Final Report”— 
Cover. “April 1980.” Bibliography: p.181-185. “Contract 
no. 23-11-77-05"—Cover. “Report MEL 80-08”—Cover. 
@ltem 780-A-1 1. Public service employment — United 
States 2. Manpower policy — United States. I. Mirengoff, 
William. II. United States. Employment and Training Ad- 
ministration. Office of Program Evaluation. III. National 
Research Council (U.S.). Committee on Evaluation of Em- 
ployment and Training Programs. OCLC 06566816 





82-6063 
L 37.2:L 11/4 

National Labor Market Information Training Institute. — 
Denton, Tex. : U.S. Dept. of Labor, Employment and Train- 
ing Administration, National Labor Market Information 
Training Institute, [19817] 24 p.: col. maps;25cm. @Item 
780-A-1 1. National Labor Market Information Training In- 
stitute (U.S.) I. United States. Employment and Training 
Administration. OCLC 08098281 


82-6064 
L 37.2:T 19/2/980 
Targeted jobs tax credit.— Washington, D.C. : U.S. Dept. of 
Labor, Employment and Training Administration, 1980. 19 
p. ; 21 cm. Cover title. @lItem 780-A-1 1. Employment 
tax credit— United States. I. United States. Employment 
and Training Administration. OCLC 08098261 


LIBRARY OF CONGRESS 
Washington, DC 20540 


Additional entries follow Copyright Office entries. 


82-6065 
LC 1.2:Ar 7 

Matting and hinging of works of art on paper / compiled by 
Merrily A. Smith ; illustrated by Margaret R. Brown. — 
Washington, D.C. : Preservation Office, Research Services, 
Library of Congress : For sale by the Supt. of Docs., U.S. 
G.P.O., 1981. vii, 32 p.: ill.; 28cm. “A National Preserva- 
tion Program Publication.” @lItem 786 S/N 030-000-00134- 
6 @ GPO ISBN 0-8444-0386-5 : $2.75 1. Art— Matting. 
2. Art— Hinging. 3. Art— Conservation and restoration — 
Washington (D.C.) I. Smith, Merrily A. II. Brown, Mar- 
garet R. III. Library of Congress. National Preservation 
Program Office. IV. Library of Congress. Preservation 
Office. N6535.W3M26 81-020849 760/.028/8  ¢2 19 
OCLC 08052909 


82-6066 
LC 1,30/6:14/1 

Library of Congress. Library of Congress Office, New Delhi. 
Accessions list, Nepal / Library of Congress. [New Delhi : 
Published by Jerry R. James for U.S. Library of Congress 
Office, American Embassy, New Delhi, India, -1980]. v. ; 28 
cm. Semiannual Began with v. 9, Apr. 1974. -v. 15, no. 2 
(Dec. 1980) Title from cover. Vol. 14, no. 1, June 1979. 
Description based on: v. 14, no. 1 (June 1979) Merged with: 
Library of Congress. Library of Congress Office, New Delhi. 
Accessions list, India; Library of Congress. Library of Con- 
gress Office, Karachi. Accessions list, Pakistan; Library of 
Congress. Library of Congress Office, New Delhi. Accessions 
list, Bangladesh; Library of Congress. Library of Congress 
Office, New Delhi. Accessions list, Sri Lanka; Library of 
Congress. Library of Congress Office, Karachi. Accessions 
list, Afghanistan, to become: Library of Congress. Library of 
Congress Office, New Delhi. Accessions list, South Asia. 
ISSN 0090-3744 Continues: American Libraries Book Pro- 
curement Center, New Delhi. Accessions list. Nepal ISSN 
0090-3744 1. Nepal —Imprints— Periodicals. I. Title. 
Z3207.N4US4a_ 75-640102 //792 015.549/6 OCLC 

02635960 


82-6067 
LC 1,30/6;15/1-2 
Library of Congress. Library of Congress Office, New Delhi. 
Accessions list, Nepal / Library of Congress. [New Delhi : 
Published by Jerry R. James for U.S. Library of Congress 
Office, American Embassy, New Delhi, India, -1980]. U.S. 
Library of Congress Office, American Embassy, New Delhi, 


Government Publications — April 1982 


India v.; 28cm. Semiannual Began with v. 9, Apr. 1974. 
-v. 15, no. 2 (Dec. 1980) Title from cover. v. 15, no. 1, 
June 1980; v. 15, no. 2, Dec. 1980. Description based on: v. 
14, no. 1 (June 1979) Merged with: Library of Congress. 
Library of Congress Office, New Delhi. Accessions list, India; 
Library of Congress. Library of Congress Office, Karachi. 
Accessions list, Pakistan; Library of Congress. Library of 
Congress Office, New Delhi. Accessions list, Bangladesh; Li- 
brary of Congress. Library of Congress Office, New Delhi. 
Accessions list, Sri Lanka; Library of Congress. Library of 
Congress Office, Karachi. Accessions list, Afghanistan, to 
become: Library of Congress. Library of Congress Office, 
New Delhi. Accessions list, South Asia. ISSN 0090-3744 
Continues: American Libraries Book Procurement Center, 
New Delhi. Accessions list. Nepal ISSN 0090-3744 1. 
Nepal — Imprints — Periodicals. I. Title. Z3207.N4U54a 
75-640102 //r792 015.549/6 OCLC 02635960 


LC 1.30/7:13/1 


Library of Congress. Library of Congress Office, New Delhi. 


Accessions list, Sri Lanka / Library of Congrees. [New 
Delhi, India : Published by Jerry R. James for U.S. Library 
of Congress Office, American Embassy, New Delhi, India, 
v. ; 28 cm. Semiannual Began with v. 8, Feb./Aug. 1974. 
Title from cover. Vol. 13, no. 1, June 1979. Description 
based on: v. 13, no. 1 (June 1979) Merged with: Library of 
Congress. Library of Congress Office, New Delhi. Accessions 
list, India; Library of Congress. Library of Congress Office, 
Karachi. Accessions list, Pakistan; Library of Congress. Li- 
brary of Congress Office, New Delhi. Accessions list, Bangla- 
desh; Library of Congress. Library of Congress Office, New 
Delhi. Accessions list, Nepal; Library of Congress. Library of 
Congress Office, Karachi. Accessions list, Afghanistan, to 
become: Library of Congress. Library of Congress Office, 
New Delhi. Accessions list, South Asia. ISSN 0090-3736 
Continues: American Libraries Book Procurement Center, 
New Delhi. Accessions list, Sri Lanka ISSN 0090-3736 1. 
Sri Lanka — Imprints — Periodicals. I. Title. Z3211.US4a 
75-643193 //r802 015.549/3 OCLC 02637088 


82-6069 


LC 1,30/7:14/2 


Library of Congress. Library of Congress Office, New Delhi. 


Accessions list, Sri Lanka / Library of Congrees. [New 
Delhi, India : Published by Jerry R. James for U.S. Library 
of Congress Office, American Embassy, New Delhi, India, - 
1980. v.; 28cm. Semiannual Began with v. 8, Feb./Aug. 
1974. -v. 14, no. 2 (Dec. 1980) Title from cover. Vol. 14, 
no. 2, Dec. 1980. Description based on: v. 13, no. 1 (June 
1979) Merged with: Library of Congress. Library of Con- 
gress Office, New Delhi. Accessions list, India; Library of 
Congress. Library of Congress Office, Karachi. Accessions 
list, Pakistan; Library of Congress. Library of Congress 
Office, New Delhi. Accessions list, Bangladesh; Library of 
Congress. Library of Congress Office, New Delhi. Accessions 
list, Nepal; Library of Congress. Library of Congress Office, 
Karachi. Accessions list, Afghanistan, to become: Library of 
Congress. Library of Congress Office, New Delhi. Accessions 
list, South Asia. ISSN 0090-3736 Continues: American Li- 
braries Book Procurement Center, New Delhi. Accessions 
list, Sri Lanka ISSN 0090-3736 1. Sri Lanka — Imprints — 
Periodicals. I. Title. Z3211.US4a 75-643193 //r802 
015.549/3 OCLC 02637088 
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Library of Congress 


LIBRARY OF CONGRESS 
Washington, DC 20540 


LC 19.2:V 88/981 

Volunteers who produce books / National Library Service for 
the Blind and Physically Handicapped, the Library of Con- 
gress. Washington : The Service, National Library Service 
for the Blind and Physically Handicapped, Library of Con- 
gress, Washington, D.C., 20542 v.; 28cm. 1981. Descrip- 
tion based on: 1981. Vols. for 1970, 1973- issued by the 
Division for the Blind and Physically Handicapped, Library 
of Congress; 1978- by the National Library Service for the 
Blind and Physically Handicapped. @lItem 806 (microfiche) 
ISSN 0193-113X 1. Blind — Services for — United States — 
Directories. 2. Blind, Workers for the— United States — 
Directories. 3. Blind— United States— Books and read- 
ing — Directories. I. Library of Congress. Division for the 
Blind and Physically Handicapped. II. Library of Congress. 
National Library Service for the Blind and Physically Handi- 
capped. HV1790.V64 78-009942 //r792 362.4/1/02573 
OCLC 05116203 


82-6071 


LC 19.11:Y¥ 8/980-81 
For younger readers : Braille and talking books. Washington : 
National Library Service for the Blind and Physically Handi- 
capped, The Libfary of Congress, National Library Service 
for the Blind and Physically Handicapped, Library of Con- 
gress, Washington, D.C. 20542 v.; 28cm. Biennial Began 
with 1964/65. Large print. 1980-1981. Description based 
on: 1980-1981. Also available in Braille edition and in sound 
recording. Vols. for 1964/65-1966/67 published for the Li- 
brary of Congress, Division for the Blind and Physically 
by the American Foundation for the Blind. 
@ltem 806 ISSN 0093-2825 1. Blind— United States — 
Books and reading — Bibliography — Catalogs. I. Library 
of Congress. National Library Service for the Blind and 
Physically Handicapped. II. Library of Congress. Division 
for the Blind and Physically Handicapped. III. American 
Foundation for the Blind. Z5346.A2F6 73-004220 //r82 
028.52/05 OCLC 01569687 


NATIONAL LABOR RELATIONS BOARD 
Washington, DC 20570 


82-6072 


LR 1.1:980 
United States. National Labor Relations Board. 

Annual report of the National Labor Relations Board for 
the fiscal year ended September 30 ... Washington, D.C : The 
Board : For sale by the Supt. of Docs., U.S. G.P.O., Supt. 
of Docs., U.S. Govt. Print. Off., Washington, D.C., 20402 v. 
: ill. ; 23cm. $7.00 Began with 1936. 45th report covering 
fiscal year 1980. Description based on: 45th report (fiscal 
year 1980) @ltem 824 S/N 031-000-00207-9 1. Labor and 
laboring classes— United States — Periodicals. 2. Arbitra- 
tion, Industrial— United States — Periodicals. 3. United 
States. National Labor Relations Board — Periodicals. I. 
Title. OCLC 01606614 


82-6073 


LR 1.8:247 
United States. National Labor Relations Board. 

Decisions and orders of the National Labor Relations 
Board. Washington : The Board : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 v. ; 24-27 cm. $27.00 Began with 
Dec. 7, 1935/July 1, 1936. Vol. 247, Jan. 1-Feb. 29, 1980. 
Description based on: Vol. 238 (Sept. 2 through Oct. 12, 
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1978) Indices: Table of cases decided: Vols. 1-41, Dec. 7, 
1935-June 30, 1942, in v. 41; Vols. 1-74, Dec. 7, 1935-Aug. 21, 
1947. 1 v.; Vols. 75-104, Aug. 22, 1947-May 27, 1953. 1 v.; 
Vols. 105-150, May 22, 1953-Feb. 12, 1965. 1 v.; Vols. 147- 
223, May 16, 1964-May 21, 1976. @lItem 826 S/N 031-000- 
00218-4 Continues: United States. National Labor Relations 
Board. Decisions of the National Labor Relations Board Re- 
lated records: Classified index of National Labor relations 
Board decisions and related court decisions ISSN 0092-4962 
1. Labor laws and tion — United States — Cases. I. 
Title. LAW 37-026136 //r555 331.154 OCLC 01768562 


MERIT SYSTEMS PROTECTION BOARD 
Washington, DC 20003 


82-6074 


MS 1.10:1-2 
MS 1.10:1,2/ind. 


United States. Merit Systems Protection Board. 


Decisions of the United States Merit Systems Protection 
Board. Washington, D.C. : The Board : For sale by the Supt. 
of Docs., U.S. G.P.O., 1981- v. ; 24 cm. $30.00 (3 v. set) 
Vol. 1 (Jan. 11, 1979-Mar. 19, 1980)- Vol. 1, Jan. 11, 1979- 
Mar. 19, 1980; v. 2, Mar. 20-July 22, 1980; index to vols. 1-2, 
Jan. 11, 1979-July 22, 1980. Indices: Vols. 1-2 issued sepa- 
rately. @lItem 290-K-03 S/N 062-000-00002-3 (3 v. set) 1. 
Law reports, digests, etc. — United States — Periodicals. 2. 
Civil service— United States— Periodicals. I. Title. 
OCLC 07301848 


NATIONAL ACADEMY OF SCIENCES 
Washington, DC 20418 


82-6075 


NA 1.2:Sa 1 


Saccharin: technical assessment of risks and benefits : report no. 


1 / Committee for a Study on Saccharin and Food Safety 
Policy. — Washington, D.C. : Assembly of Life Sciences, In- 
stitute of Medicine, National Research Council, National 
Academy of Sciences, 1978. 1 v. (various pagings) : ill. ; 28 
cm. “The work on which this report is based was performed 
pursuant to Contract No. 223-78-2145 with the Food and 
Drug Administration”— p. iii. Bibliography: p.4-40-4-52 
@ltem 830 (microfiche) 1. Saccharin. 2. Saccharin — toxi- 
cology. 3. Carcinogenicity testing. I. National Academy of 
Sciences (U.S.). Institute of Medicine. II. National Research 
Council (U.S.). Assembly of Life Sciences. III. United 
States. Food and Drug Administration. IV. Title. OCLC 
04537663 


NATIONAL AERONAUTICS AND SPACE 
ADMINISTRATION 
Washington, DC 20546 


82-6076 


NAS 1.2:Sp 1/45/981/exec.sum. 


NASA space systems technology model. Washington, D.C. : 


National Aeronautics and Space Administration, Office of 
Aeronautics and Space Technology, NASA Headquarters, 
Code RS-5, Washington, D.C., 20546 v. : ill. ; 28 cm. 
Annual 3rd issue, Sept. 1981, executive summary. Descrip- 
tion based on: 1981. Issues 1980- published in 3 or more 
vols. @lItem 830-C ISSN 0273-4362 1. Astronautical re- 
search — United States — Periodicals. I. United States. Na- 
tional Aeronautics and Space Administration. II. United 
States. Office of Aeronautics and Space Technology. 
TL858.U5S4a 80-649841 //82 629.4/05 OCLC 07040166 





82-6077 


NAS 1.12/7:81-55 
Geologic application of thermal inertia using HCMM data / 
Anne B. Kahle...[et al] — Pasadena, Calif. : National Aeronau- 
tics and Space Administration, Jet Propulsion Laboratory, 
xiii, 199 p. : ill., some col. ; 27 cm.— (JPL publica- 
tion ; 81-55) “September 15, 1981”—Cover. Bibliography: 
P. 196-199. @ltem 830-H.9 1. Geological mapping — 
Remote sensing. 2. Thermography. I. Kahle, Anne B. II. 
Jet Propulsion Laboratory (U.S.) III. Title. IV. Series. 
OCLC 08099652 


82-6078 


NAS 1.15:80195 
Kelly, Thomas C. 

Transonic pressure and load distributions for a group of 
simulated launch vehicles / Thomas C. Kelly. — Washi 
D.C. : National Aeronautics and Space Administration, Scien- 
tific and Technical Information Office ; [Springfield, Va. : 
For sale by the National Technical Information Service], 
1980. [214] p. : ill. ; 27 cm.— (NASA technical memoran- 
dum ; 80195) “Langley Research Center.” “April 1980”— 
Cover. Includes bibliographical references. @lItem 830-D 
(microfiche) 1. Launch vehicles (Astronautics) 2. Artificial 
satellites — Launching. I. United States. National Aeronau- 
tics and Space Administration. Scientific and Technical Infor- 
mation Office. II. Langley Research Center. III. Title. 
IV. Series. OCLC 08095403 


Government Publications — April 1982 


technical memorandum ; 80228) “May 1980”—Cover. 
“Langley Research Center”. Includes bibliographical refer- 
ences. @lItem 830-D (microfiche) 1. Light, Wave theory 
of. I. United States. National Aeronautics and Space Admin- 
istration. Scientific and Technical Information Office. II. 
08125570 


NAS 1.15:80234 


Foughner, Jerome T. 


Viking Mars mission support investigations in the Langley 
Transonic Dynamics Tunnel / Jerome T. Foughner, Jr. — 
Washington, D.C. : National Aeronautics and Space Admin- 
istration, Scientific and Technical Information Office ; 
(Springfield, Va. : For sale by the National Technical Infor- 
mation Service], 1980. 20 p. : ill. ; 27 cm.— (NASA techni- 
cal memorandum ; 80234) “Langley Research Center.” 
“May 1980”—Cover. Includes bibliographical references. 
@ltem 830-D (microfiche) 1. Viking Mars Program. 2. 
Space probes — Testing. 3. Space vehicles — Equipment and 
supplies — Environmental testing. I. United States. National 
Aeronautics and Space Administration. Scientific and Techni- 
cal Information Office. II. Langley Research Center. III. 
Title. IV. Series. OCLC 07989238 


82-6079 82-6083 
NAS 1,15:80203 NAS 1.15:80237 
McLemore, H. Clyde. 


Bradshaw, Charles F. 


Aeroacoustic wind-tunnel tests of a light twin-boom general 
aviation airplane with free or shrouded-pusher propellers / H. 
Clyde McLemore and Robert J. Pegg. — Washington, D.C. : 
National Aeronautics and Space Administration, Scientific 
and Technical Information Office ; (Springfield, Va. : for sale 
by the National Technical Information Service], 1980. [86] 
p. : ill. ; 27 cm.— (NASA technical memorandum ; 80203) 
“Langley Research Center.” “April 1980”—Cover. In- 
cludes bibliographical references. Item 830-D (microfiche) 
1. Acoustical engineering. 2. Propellers, Aerial — Noise. I. 
Pegg, Robert J. II. United States. National Aeronautics and 
Space Administration. Scientific and Technical Information 
Office. III. Langley Research Center. IV. Title. V. 
Series. OCLC 08095690 


82-6080 


NAS 1.15:80212 


Johnson, Charles B. 


Theoretical study of nonadiabatic boundary-layer stabiliza- 
tion times in a cryogenic wind tunnel for typical stainless-steel 
wing and fuselage models / Charles B. Johnson. — Washing- 
ton, D.C. : National Aeronautics and Space Administration, 
Scientific and Technical Information Office ; [Springfield, Va. 
: for sale by the National Technical Information Service], 
1980. [42] p. : ill. ; 27 cm.— (NASA technical memoran- 
dum ; 80212) “Langley Research Center.” “July 1980”— 
Cover. Includes bibliographical references. @lItem 830-D 
(microfiche) 1. Heat — Transmission. I. United States. Na- 
tional Aeronautics and Space Administration. Scientific and 
Technical Information Office. II. Langley Research Center. 
III. Title. IV. Series. OCLC 08095586 


82-6081 


NAS 1.15:80228 
Burner, Alpheus W. 

Gladstone-Dale constant for CF4 / Alpheus W. Burner, Jr., 
and William K. Goad. — Washington, D.C. : National Aero- 
nautics and Space Administration, Scientific and Technical 
Information Office, 1980. [16] p. : ill. ; 27 cm.— (NASA 


A spin-recovery parachute system for light general-aviation 
airplanes / Charles F. Bradshaw. — Washington, D.C. : Na- 
tional Aeronautics and Space Administration, Scientific and 
Technical Information Office ; [Springfield, Va. : For sale by 
the National Technical Information Service], 1980. 15 p. : 
ill. ; 27 cm.— (NASA technical memorandum ; 80237) 
“Langley Research Center.” “April 1980”—Cover. In- 
cludes bibliographical references. @lItem 830-D (microfiche) 
1. Spin (Aerodynamics) 2. Airplanes, Private. 3. Para- 
chutes. I. United States. National Aeronautics and Space 
Administration. Scientific and Technical Information Office. 
II. Langley Research Center. III. Title. IV. Series. 
OCLC 06650985 


82-6084 


NAS 1.15:80338 


Publications of the Planetary Biology Program for 1977 : a 


special bibliography / Compiled by Linda G. Pleasant and 
Richard S. Young. — Washington, D.C. : National Aeronau- 
tics and Space Administration, Scientific and Technical Infor- 


‘mation Office ; [Springfield, Va. : For sale by the National 


Technical Information Service], 1979. 33 p. ; 27 cm.— 
(NASA technical memorandum ; 80338) “Office of Space 
Science, Washington, D.C.” “April 1979”"—Cover. @Item 
830-D (microfiche) 1. Planets — Exploration — Bibliogra- 
phy. 2. Biological literature. I. Pleasant, Linda G. II. 
Young, Richard S. III. United States. Office of Space Sci- 
ence. IV. United States. National Aeronautics and Space 
Administration. Scientific and Technical Information Office. 
V. Series. OCLC 08116567 





National Aeronautics and Space Administration 


82-6085 82-6089 
NAS 1.15:80339 


Reports of planetary geology program, 1978-1979 / compiled by 


NAS 1.15:80745 
Publications of the Planetary Biology Program for 1977 : a 


Joseph Boyce and Patricia S. Collins. — Washington, D.C. : 
National Aeronautics and Space Administration, Scientific 
and Technical Information Branch ; (Springfield, Va. : For 
sale by the National Technical Information Service], 1979. 
xix, 461 p. : ill., maps ; 27 cm.— (NASA technical memoran- 
dum ; 80339) “June 1979”—Cover. “NASA Office of 
Space Science.” Includes bibliographies. 1. Planets — Ge- 
ology — Abstracts. I. Boyce, Joseph. II. Collins, Patricia S. 
III. United States. National Aeronautics and Space Adminis- 
tration. Scientific and Technical Information Branch. IV. 
United States. Office of Space Science. V. Series. OCLC 
07703873 


special bibliography / Compiled by Linda G. Pleasant and 
Richard S. Young. — Washington, D.C. : National Aeronau- 
tics and Space Administration, Scientific and Technical Infor- 
mation Office ; [Springfield, Va. : For sale by the National 
Technical Information Service], 1979. 34 p. ; 27 cm.— 
(NASA technical memorandum ; 80745) “Office of Space 
Science, Washington, D.C.” “April 1979”—Cover. @Item 
830-D (microfiche) 1. Planets — Exploration — Bibliogra- 
phy. 2. Biological literature. I. Pleasant, Linda G. II. 
Young, Richard S. III. United States. Office of Space Sci- 
ence. IV. United States. National Aeronautics and Space 
Administration. Scientific and Technical Information Office. 
V. Series. OCLC 08116567 


82-6086 82-6090 


NAS 1.15:80542 NAS 1,15:81191 


Report of the Comet Science Working Group : executive sum- Disterty, Denes 5. 


mary. — Pasadena, Calif. : Jet Propulsion Laboratory, Califor- 
nia Institute of Technology ; [Washington, D.C.] : National 
Aeronautics and Space Administration, 1979. viii, 10 p. : ill. 
; 28 cm.— (NASA technical memorandum ; 80542) 
“August 1979’— Cover. @Item 830-D (microfiche) 1. 
Comets — Observations. 2. Outer space — Exploration — 
United States. I. United States. National Aeronautics and 
Space Administration. II. Jet Propulsion Laboratory (U.S.). 
Comet Science Working Group. III. Series. OCLC 
08120118 


82-6087 


NAS 1.15:80543 

Report of the Comet Science Working Group. — Pasadena, 
Calif. : Jet Propulsion Laboratory, California Institute of 
Technology ; [Washington, D.C.] : National Aeronautics and 


Space Administration, 1979. 141 p. in various pagings : ill. ; 
28 cm.— (NASA technical memorandum ; 80543) “August 
1979”"— Cover. @lItem 830-D (microfiche) 1. Comets — 


Observations. 2. Outer space — Explorations — United 
States. I. United States. National Aeronautics and Space Ad- 
ministration. II. Jet Propulsion Laboratory (U.S.). Comet 
Science Working Group. III. Series. OCLC 08120164 


82-6088 


NAS 1.15:80625 
Fischel, David. 

Current problems in stellar pulsation instabilities / David 
Fischel, Janet Rountree Lesh, and Warren M. Sparks. — 
Washington, D.C. : National Aeronautics and Space Admin- 
istration, Scientific and Technical Information Office ; 
(Springfield, Va. : For sale by the National Technical Infor- 
mation Service], 1980. xi, 698 p. : ill., graphs ; 27 cm. — 
(NASA technical memorandum ; 80625) “Goddard Space 
Flight Center.” Includes bibliographical references. @Item 
830-D (microfiche) 1. Pulsating stars — Congresses. 2. Ce- 
pheids — Congresses. I. Lesh, Janet Rountree. II. Sparks, 
Warren M. III. United States. National Aeronautics and 
Space Administration. Scientific and Technical Information 
Office. IV. Goddard Space Flight Center. V. Title. VI. 
Series. OCLC 06673344 
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Problem solving and decisionmaking : an integration / 
Duncan L. Dieterly. — Washington, D.C. : National Aeronau- 
tics and Space Administration, Scientific and Technical Infor- 
mation Branch ; [Springfield, Va. : For sale by the National 
Technical Information Service], 1980. iii, 16 p. : ill. ; 28 
cm.— (NASA technical memorandum ; 81191) “Air Force 
Human Resources Laboratory Technology Office.” April 
1980. Includes bibliographical references. “AFHRL/H80- 
103” @lItem 830-D (microfiche) 1. Problem solving — 
Mathematical models. 2. Decision-making — Mathematical 
models. I. United States. National Aeronautics and Space 
Administration. II. Air Force Human Resources Laboratory. 
Technology Office. III. Title. IV. Series. OCLC 
08144777 


82-6091 


NAS 1,15:81929 


Operating characteristics of the Langley Mach 7 Scramjet Test 


Facility / Robert W. Guy ... [et al.]. — Washington, D.C. : 
National Aeronautics and Space Administration, Scientific 
and Technical Information Branch ; [Springfield, Va. : For 
sale by the National Technical Information Service], 1981. 
53 p. : ill. ; 27 cm. — (NASA technical memorandum ; 81929) 
“Langley Research Center.” “March 1981”—Cover. In- 
cludes bibliographical references. @lItem 830-D (microfiche) 
1. Langley Mach 7 Scramjet Test Facility. 2. Airplanes — 
Ramjet engines — Testing. I. Guy, Robert W. II. United 
States. National Aeronautics and Space Administration. Scien- 
tific and Technical Information Branch. III. Langley Re- 
search Center. IV. Series. OCLC 07984568 


82-6092 


NAS 1.21:452 


Ahn, Chung-Hae. 


NASA’s biomedical research program / by Chung-Hae 
Ahn. — Washington, D.C. : Scientific and Technical Informa- 
tion Branch, National Aeronautics and Space Administration ; 
Springfield, Va. : For sale by the National Technical Informa- 
tion Service, 1981. x, 221 p. : ill. (some col.) ; 28 cm. — 
(NASA SP ; 452) “NASA life sciences”—Cover. @Item 
830-I 1. United States. National Aeronautics and Space Ad- 
ministration. 2. Space flight— Physiological effect. 3. 
Space flight — Psychological aspects. 4. Space medicine — 
Research — United States. I. United States. National Aero- 
nautics and Space Administration. Scientific and Technical 
Information Branch. II. Title. III. Series. [DNLM 1. Re- 
search — United States. 2. Space flight. WD 750 A286n] 
RC1150.A35 81-607969 616.9/80214 ¢2 19 OCLC 
07577108 





82-6093 
NAS 1.21:4402 
Wells, Helen T. 

Origins of NASA names / Helen T. Wells, Susan H. White- 
ley, and Carrie E. Karegeannes. — — Washington, D.C. : Na- 
tional Aeronautics and Space Scientific and 
Technical Information Office : For sale by the Supt. of Docs., 
U.S. G.P.O., 1976. x, 227 p. : ill. ; 25 cm.— (NASA SP ; 
4402) (The NASA history series) Includes bibliographical 
references and index. @lItem 830-I S/N 033-000-00636-5 
$4.25 1. United States. National Aeronautics and Space Ad- 
ministration. 2. Astronautics — United States. 3. Aeronau- 
tics— United States. I. Whiteley, Susan H. II. Kare- 
geannes, Carrie E. III. United States. National Aeronautics 
and Space Administration. Scientific and Technical Informa- 
tion Office. IV. Title. V. Series. VI. Series. 
TL521.312.W45 76-608131 629.4/0973 OCLC 02284645 

82-6094 

NAS 1.26:2847 

Modal interpolation program, L 215 (INTERP). — Washington, 
D.C. : National Aeronautics and Space Administration, Scien- 
tific and Technial Information Branch ; [Springfield, Va. : 
For sale by the National Technical Information Service], 
1979- v. : ill. ; 27 cm.— (NASA contractor report ; 2847) 
“Prepared for Langely Research Center under Contract 
NASI-13918.” Includes bibliographical references. Con- 
tents: v. 1. Engineering and usage / R.I. Kroll and M.Y. 
Hirayama. @Item 830-H-14 (microfiche) 1. Interpola- 
tion — Data processing. 2. Spline theory — Data processing. 
I. Kroll, R. I. (Richard 1.) Il. Hirayama, M. Y. It. United 
States. National Aeronautics and Space Administration. Scien- 
tific and Technical Information Branch. IV. Langely Re- 
search Center. V. Series. OCLC 07505828 


82-6095 
NAS 1.26:2851-2852 

A computer program to generate equations of motion matrices, 
L217 (BOM). — Washington, D.C. : National Aeronautics 
and Space Administration, Scientific and Technical Informa- 
tion Branch ; (Springfield, Va. : For sale by the National 
Technical Information Service], 1979, 2 v. : ill. ; 27 cm. — 
(NASA contractor report ; 2851-2852) “Prepared for Lang- 
ley Research Center under contract NAS1-13918.” “October 
1979”"—Cover. Includes bibliographical references. Con- 
tents: v. 1. Engineering and usage / R. I. Kroll and R. E. 
Clemmons — v. 2. Supplemental system design and mainte- 
nance document / R. E. Clemmons and R. I. Kroll. @Item 
830-H-14 (microfiche) 1. Aerodynamics. I. United States. 
National Aeronautics and Space Administration. Scientific 
and Technical Information Branch. II. Langley Research 
Center. III. Series. OCLC 08138190 

82-6096 

NAS 1.26:2854 

A program for calculating load coefficient matrices utilizing the 
force summation method, L218 (LOADS). — Washington, 
D.C. : National Aeronautics and Space Administration, Scien- 
tific and Technical Information Branch ; [Springfield, Va. : 
For sale by the National Technical Information Service], 
1979-  v. : ill. ; 27 cm.— (NASA contractor report ; 2854) 
“Prepared for Langley Research Center under Contract 
NAS1-13918.” Includes bibliographical references. Con- 
tents: v. 2. Supplemental system design and maintenance doc- 
ument / L. R. Anderson and R. D. Miller. @Item 830-H-14 
(microfiche) 1. Aerodynamic load — Mathematical models. 
2. Aerodynamic load— Data processing. I. Miller, R. D. 
(Ronald Daniel), 1935- II. Anderson, L. R. (Loren Richard), 
1931- III. United States. National Aeronautics and Space 
Administration. Scientific and Technical Information Branch. 
IV. Langley Research Center. V. Series. OCLC 07508344 


Government Publications — April 1982 


NAS 1.26:2856 


Equation modifying program, L219 (EQMOD). — Washington, 


D.C. : National Aeronautics and Space Administration, Scien- 
tific and Technical Information Branch ; [Springfield, Va. : 
For sale by the National Technical Informacion Service], 
1979- v. : ill. ; 27 cm.— (NASA contractor report ; 2856) 
“Prepared for L ly R th Center under Contract 
NASI1-13918.” Includes bibliographical references. Con- 
tents: v. 2. Supplemental system design and maintenance doc- 
ument / M.Y. Hirayama, R.E. Clemmons, and R.D. Miller. 
@ltem 830-H-14 (microfiche) 1. Aerodynamic load — Data 
processing. 2. Stability of airplanes — Data processing. I. 
Hirayama, M. Y. II. Clemmons, R. E. (Richard E.) II. 
Miller, R. D. (Ronald Daniel), 1935- IV. United States. Na- 
tional Aeronautics and Space Administration. Scientific and 
Technical Information Branch. V. Langley Research Center. 
VI. Series. OCLC 07505862 





82-6098 


NAS 1.26:2857-2858 


Random harmonic analysis program, L221 (TEV156). — Wash- 


ington, D.C. : National Aeronautics and Space Administra- 
tion, Scientific and Technial Information Branch ; [Spring- 
field, Va. : For sale by the National Technical information 
Service], 1979. 2 v. : ill. ; 27 cm.— (NASA contractor 
report ; 2857-2858) “Prepared for Langely Research Center 
under contract NAS1-13918.” Includes bibliographical refer- 
ences. Contents: v. 1. Engineering and usage / R.D. Miller 
and M.L. Graham — v. 2. Supplemental system design and 
maintenance document / M.L. Graham, R.E. Clemmons and 
R. D. Miller. @lItem 830-H-14 (microfiche) 1. Harmonic 
analysis. I. Miller, R. D. (Ronald Daniel), 1935- II. 
Graham, M. L. III. Clemmons, R. E. (Richard E.) IV. 
United States. National Aeronautics and Space Administra- 
tion. Scientific and Technical Information Branch. V. Lan- 
gely Research Center. VI. Series. OCLC 08140261 


82-6099 


NAS 1.26:2859-2860 


Time history solution program, L225 (TEV 126). — Washington, 


D.C. : National Aeronautics and Space Administration, Scien- 
tific and Technical Information Branch ; [Springfield, Va. : 
For sale by the National Technical Information Services], 
1979. 2 -v.: ill. ; 27 cm.— (NASA contractor report ; 2859) 
“Prepared for Langley Research Center under contract 
NAS1-13918.” Includes bibliographical references. Con- 
tents: v. 1. Engineering and usage / R.I. Kroll, A. Tornallyay, 
and R. E. Clemmons — v. 2. Supplemental system design and 
maintenance document / A. Tornallyay, R.E. Clemmons, and 
R.I. Kroll. @lItem 830-H-14 (microfiche) 1. Convolutions 
(Mathematics) I. Kroll, R. I. (Richard I.) II. Tornallyay, 
A. III. Clemmons, R. E. (Richard E.) IV. United States. 
National Aeronautics and Space Administration. Scientific 
and Technical Information Branch. V. Langley Research 
Center. VI. Series. OCLC 08140560 





National Aeronautics and Space Administration 


82-6100 
NAS 1.26:2861-2862 

Linear systems analysis program, L224(QR).— heey ang 
D.C. : National Aeronautics and Space Administration, Scien 
tific and Technical Information Branch ; [Springfield, Va. : 
For sale by the National Technical Information Services], 
1979. 2-v.: ill. ; 27 cm.— (NASA contractor report ; 2861- 
2862) “Prepared for Langley Research Center under con- 
tract NAS1-15346.” Includes bibliographical references. 
Contents: v. 1. Engineering and usage / P.C. Shah and K.W. 
Heidergott — v. 2. Supplemental system design and mainte- 
nance document / K.W. Heidergott. @Item 830-H-14 (mi- 
crofiche) 1. Differential equations, Linear. I. Shah, P. C. 
Il. Heidergott, K. W. III. United States. National Aeronau- 
tics and Space Administration. Scientific and Technical Infor- 
mation Branch. IV. Langley Research Center. V. Series. 


and Technical Information Office ; [Springfield, Va. : For sale 
by the National Technical Information Service], 1979. xi, 
155 p. : ill. ; 27 cm.— (NASA contractor report ; 2983) 
“Prepared for Langley Research Center under contract 
NAS1-14700.” “March 1979”—Cover. Includes  biblio- 
graphical references. @lItem 830-H-14 (microfiche) 1. Man- 
ufacturing processes — Automation. 2. Aerospace industries. 
I. United States. National Aeronautics and Space Administra- 
tion. Scientific and Technical Information Office. II. Lang- 


OCLC 08158734 
82-6101 


ley Research Center. III. Title. IV. Series. OCLC 
08117797 


NAS 1.26:2863 82-6105 

DYLOFLEX modifications to FLEXSTAB.— Washington, 
D.C. : National Aeronautics and Space Administration, Scien- 
tific and Technial Information Branch ; [Springfield, Va. : 
For sale by the National Technical Information Service], 
1979-  v. : ill. ; 27 cm.— (NASA contractor report ; 2863) 
“Prepared for Langely Research Center under contract 
NAS1-13918.” Contents: v. 2. User’s manual / Patrick 
D’Auria — v. 3. Programmer’s manual / Patrick D’Auria. 
@ltem 830-H-14 (microfiche) 1. Aerodynamics — Computer 
programs. I. D’Auria, Patrick. II. United States. National 
Aeronautics and Space Administration. Scientific and Techni- 
cal Information Branch. III. Langley Research Center. IV. 
Series. OCLC 08146470 


82-6102 


NAS 1.26:3003 
Hopkins, H. B. 

Validation of scramjet exhaust simulation technique at 
Mach 6 / H. B. Hopkins, W. Konopkaz, and J. Leng. — 
Washington : National Aeronautics and Space Administra- 
tion, Scientific and Technical Information Office ; [Spring- 
field, Va. : For sale by the National Technical Information 
Service], 1979. xiv, 90 p. : ill. ; 27 cm. — (NASA contractor 
report ; 3003) “Prepared for Langley Research Center under 
contract NAS1-14152.” Includes bibliographical references. 
@ltem 830-H-14 (microfiche) 1. Hypersonic planes. 2. Air- 
frames. 3. Aircraft exhaust emissions. I. Konopka, W. II. 
Leng, J. III. United States. National Aeronautics and Space 
Administration. Scientific and Technical Information Office. 
IV. Langley Research Center. V. Title. VI. Series. 
OCLC 08117947 
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NAS 1.26:2924 
Stahara, Stephen S. 
Computational techniques for solar wind flows past terres- 


trial planets : theory and computer programs / Stephen S. 
Stahara ... [et al.]. — Washington, D.C. : National Aeronautics 
and Space Administration ; [Springfield, Va. : For sale by the 
National Technical Information Service], 1977. v, 130 p. : 
ill. ; 27 cm.— (NASA contractor report ; 2924) “Prepared 
by Nielsen Engineering & Research, Inc. for National Aero- 


NAS 1.26:3009 
Rowe, W. S. 

Reduction of computer usage costs in predicting unsteady 
aerodynamicloadings caused by control surface motions : 
Analysis and results / W.S. Rowe, J.D. Sebastian, and J.R. 
Petrarca.— Washington : National Aeronautics and Space 
Administration, Scientific and Technical Information Office ; 
[Springfield, Va. : For sale by the National Technical Infor- 
mation Service], 1979. iii, 81 p. : ill. ; 27 cm.— (NASA 
contractor report ; 3009) “Prepared for Langley Research 
Center under contract NAS1-14122.” Includes bibliograph- 
ical references. @Item 830-H-14 (microfiche) 1. Unsteady 
flow (Aerodynamics) — Automation — Costs. I. Sebastian, J. 
D. II. Petrarca, J. R. III. United States. National Aeronau- 
tics and Space Administration. Scientific and Technical Infor- 
mation Office. IV. Langley Research Center. V. Title. 
VI. Series. OCLC 08118116 


82-6107 


nautics and Space Administration.” Includes bibliographical 
references. @Item 830-H-14 (microfiche) 1. Solar wind — 
Computer programs. 2. Atmosphere, Upper. 3. Planetary 
meteorology. I. United States. National Aeronautics and 
Space Administration. II. Title. II]. Series. OCLC 
03632764 


82-6103 
NAS 1.26:2965 
Baron, Sheldon. 

Closed loop models for analyzing engineering requirements 
for simulators / Sheldon Baron, Ramal Muralidharan and 
David Kleinman. — Washington, D.C. : National Aeronautics 
and Space Administration, Scientific and Technical Informa- 
tion Office ; (Springfield, Va. : For sale by the National 
Technical Information Service], 1980. 230 p. in various pag- 
ings : ill. ; 27 cm.— (NASA contractor report ; 2965) “Pre- 
pared for Langley Research Center under contract NASI- 
14449.” “February 1980”—Cover. Includes bibliographical 


NAS 1.26;3067 
Bailey, Douglas A. 

Study of mean-and turbulent velocity fields in a large-scale 
turbine-vane passage / Douglas A. Bailey. — Washington, 
D.C. : National Aeronautics and Space Administration, Scien- 
tific and Technical Information Office ; (Springfield, Va. : 

references. @lItem 830-H-14 (microfiche) 1. Airplanes — For sale by the National Technical Information Service], 
Flight testing. 2. Simulation methods. I. Muralidharan, 1979. iii, 119 p. : ill. ; 27 cm.— (NASA contractor report ; 
Ramal. II. Kleinman, David. III. United States. National 3067) “February 1979”—Cover. “ for Lewis Re- 
Aeronautics and Space Administration. Scientific and Techni- search Center under contract NAS3-19752.” Includes biblio- 
cal Information Office. IV. Langley Research Center. V. graphical references. @lItem 830-H-14 (microfiche) 1. Tur- 
Title. VI. Series. OCLC 08139614 bines — Aerodynamics. I. United States. National Aeronau- 
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tics and Space Administration. Scientific and Technical Infor- 
mation Office. II. Lewis Research Center. III. Title. IV. 
Series. OCLC 08118216 


82-6108 


82-6112 
NAS 1.26:3089 
Investigation of the multiple model adaptive control (MMAC) 
method for flight control systems / M. Athans ... [et al.]. — 
Washington, D.C. : National Aeronautics and Space Admin- 
istration, Scientific and Technical Information Office ; 


NAS 1,26:3076 
Durham, Don E. 


Current research on aviation weather : bibliography / Don 
E. Durham and Walter Frost. — Washington, D.C. : National 
Aeronautics and Space Administration, Scientific and Techni- 
cal Information Office ; [Springfield, Va. : For sale by the 
National Technical Information Service], 1979. iii, 137 p. ; 
27 cm.— (NASA contractor report ; 3076) “Prepared for 
George C. Marshall Space Flight Center under contract 
NAS8-29584.” “December 1978”—Cover. Bibliography: p. 
47-75. @lItem 830-H-14 (microfiche) 1. Meteorology in 
aeronautics — Bibliography. I. Frost, Walter, 1935- II. 
United States. National Aeronautics and Space Administra- 
tion. Scientific and Technical Information Office. III. 
George C. Marshall Space Flight Center. IV. Title. V. 
Series. OCLC 08134278 


82-6109 


NAS 1.26:3080 


Jou, Wen-Huei. 


Procedure for noise prediction and optimization of ad- 
vanced technology propellers / Wen-Huei Jou and Samuel 
Bernstein. — Washington, D.C. : National Aeronautics and 
Space Administration, Scientific and Technical Information 
Office ; [Springfield, Va. : For sale by the National Technical 
Information Service], 1979. [51] p. : ill. ; 27 cm.— (NASA 
contractor report ; 3421) “Prepared for Ames Research 
Center under contract NAS2-9807.” April 1979. Includes 
bibliographical references. @lItem 830-H-14 (microfiche) 1. 


[Springfield, Va. : for sale by the National Technical Informa- 
tion Service], 1979. [422] p. in various pagings : ill. ; 27 
cm.— (NASA contractor report ; 3089) “Prepared for 
Langley Research Center under grant NSG-1018”. Includes 
bibliographical references. @lItem 830-H-14 (microfiche) 1. 
Airplanes — Control systems. 2. Flight control. 3. Adap- 
tive control systems. I. Athans, Michael. II. Langley Re- 
search Center. III. Series. OCLC 06598779 


82-6113 


NAS 1.26:3259 


Strehlow, Roger A. 


Effect of a zero g environment on flammability limits as 
determined using a standard flammability tube apparatus / 
Roger A. Strehlow, David L. Reuss. — Washington, D.C. : 
National Aeronautics and Space Administration, Scientific 
and Technical Information Office ; [Springfield, Va. : For sale 
by the National Technical Information Service], 1980. iii, 26 
p. : ill. ; 27 cm.— (NASA Contractor report: 3259) “Pre- 
pared for Lewis Research Center under Grant NSG-3043.” 
“June 1980”’—Cover. Includes bibliographical references. 
@ltem 830-H-14 (microfiche) 1. Chemical processes, Effect 
of reduced gravity on. 2. Combustion. 3. Flame spread. I. 
Reuss, David L. II. United States. National Aeronautics and 
Space Administration. Scientific and Technical Information 
Office. III. Lewis Research Center. IV. Title. V. Series. 
OCLC 07960204 


Propellers, Aerial. 2. Sound— Experiments. I. Bernstein, 
Samuel. II. United States. National Aeronautics and Space 
Administration. Scientific and Technical Information Office. 
III. Ames Research Center. IV. Title. V. Series. OCLC 
08146189 


82-6110 


82-6114 
NAS 1.26:3294 
Halyo, Nesim. 

A parametric study of aliasing error for a narrow field of 
view scanning radiometer / Nesim Halyo and Steven T. Stall- 
man. — Washington, D.C. : National Aeronautics and Space 
Administration, Scientific and Technical Information Branch ; 
[Springfield, Va. : For sale by the National Technical Infor- 
mation Service], 1980. iv, 73 p. : ill. ; 27 cm.— (NASA 
contractor report ; 3294) “Prepared for Langley Research 
Center under contract NAS1-15628.” “August 1980”— 


NAS 1.26:3086 
Howe, M. S. 

Attenuation of sound in a low Mach number nozzle flow / 
M.S. Howe. — Washington, D.C. : National Aeronautics and 
Space Administration, Scientific and Technical Information 
Office ; [Springfield, Va. For sale by the National Technical 
Information Service], 1979. iv, 41 p. : ill. ; 
(NASA contractor report ; 3086) “Prepared for Langiey 
Research Center under contract NAS1-14611-12.” “Febru- 
ary 1979.” @Item 830-H-14 (microfiche) 1. Sound 
waves — Scattering. I. United States. National Aeronautics 
and Space Administration. Scientific and Technical Informa- 
tion Office. II. Title. III. Series. OCLC 08106794 


82-6111 


27 cm. — Cover. Includes bibliographical references. @lItem 830-H- 


14 (microfiche) 1. Radiometer. 2. Scanning systems. I. 
Stallman, Steven T. II. United States. National Aeronautics 
and Space Administration. Scientific and Technical Informa- 
tion Branch. III. Langley Research Center. IV. Title. V. 
Series. OCLC 07988741 


82-6115 
NAS 1.26:3088 NAS 1.26:3299 


Hashin, Z. BIRP : software for interactive search and retrieval of image 


Nonlinear effects on composite laminate thermal expansion 
/ by Z Hashin, B.W. Rosen and R.B. Pipes. — Washington, 
D.C. : National Aeronautics and Space Administration, Scien- 
tific and Technical Information Office ; [Springfield, Va. : 
For sale by the National Technical Information Service], 
1979. vi, 52 p. : ill. ; 27 cm.— (NASA contractor report ; 
3088) Cover title. “February 1979”—Cover. Includes bib- 
liographical references. @lItem 830-H-14 (microfiche) 1. 
Laminated materials — Fatigue. 2. Thermal stresses. I. 
Rosen, B. W. II. Pipes, R. B. III. United States. National 
Aeronautics and Space Administration. Scientific and Techni- 
cal Information Office. IV. Title. V. Series. OCLC 
08119950 


engineering data / Raymond E. Arvidson ... [et al.]. — Wash- 
ington, D.C. : National Aeronautics and Space Administra- 
tion, Scientific and Technical Information Branch ; [Spring- 
field, Va. : For sale by the National Technical Information 
Service], 1980. iii, 70 p. : ill. ; 27 cm.— (NASA contractor 
report ; 3299) “Prepared for NASA Headquarters under 
grant NSG-7087.” “July 1980”—Cover. Includes biblio- 
graphical references. @lItem 830-H-14 (microfiche) 1. Data 
structures (Computer science) 2. Image processing — Digital 
techniques. 3. Information display systems. I. Arvidson, 
Raymond E. II. United States. National Aeronautics and 
Space Administration. Scientific and Technical Information 
Office. III. Series. OCLC 07989732 
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82-6116 hs. I. United States. Geological Survey. II. 
NAS 1.26:3307 United States. National Aeronautics and Space Administra- 


Toup, Juliette W. 


The multistate impact parameter method for molecular 
charge in nitrogen / Juliette W. Ioup. — Washington, D.C. : 
National Aeronautics and Space Administration, Scientific 
and Technical Information Branch ; [Springfield, Va. : For 
sale by the National Technical Information Service], 1980. 
iv, 28 p. : ill. ; 27 cm.— (NASA contractor report ; 3307) 
i for Langley Research Center under grant NSG- 
1361.” “August 1980”—Cover. Includes bibliographical 
references. @lItem 830-H-14 (microfiche) 1. Charge trans- 
fer. 2. Molecular dynamics. 3. Nitrogen. I. United States. 
National Aeronautics and Space Administration. Scientific 
and Technical Information Branch. II. Langley Research 
Center. III. Title. IV. Series. OCLC 07989399 


82-6117 


NAS 1.26:3310 


Arbocz, Johann. 


The buckling analysis of imperfection sensitive shell struc- 
tures / Johann Arbocz and Charles D. Babcock, Jr. — Wash- 
ington, D.C. : National Aeronautics and Space Administra- 
tion, Scientific and Technical Information Branch ; [Spring- 
field, Va. : For sale by the National Technical Information 
Service], 1980. iii, 30 p. : ill. ; 27 cm.— (NASA contractor 
report ; 3310) “Prepared for Langley Research Center under 
contract NSG-1005.” “August 1980”—Cover. Includes bib- 
liographical references. @lItem 830-H-14 (microfiche) 1. 
Buckling (Mechanics) 2. Shells (Engineering) I. Babcock, 
Charles D. II. United States. National Aeronautics and 
Space Administration. Scientific and Technical Information 
Branch. III. Langley Research Center. IV. Title. V. 
Series. OCLC 07989010 


82-6118 


NAS 1.26:3365 
Bonaparte, Rudolph. 

Development of experimental concepts for investigating the 
strength behavior of fine-grained cohesive soil in the space- 
lab/space shuttle zero-G environment / Rudolph Bonaparte 
and James K. Mitchell. — Washington, D.C. : National Aero- 
nautics and Space Administration, Scientific and Technical 
Information Branch ; [Springfield, Va. : For sale by the Na- 
tional Technical Information Service], 1981. iv, 124 p. : ill. ; 
27 cm.— (NASA contractor report ; 3365) “Prepared for 
Marshall Space Flight Center under contract NAS8-33449.” 
“April 1981”— Cover. Bibliography; p. 116-124. @lItem 
830-H-14 (microfiche) 1. Matter, Effect of reduced gravity 
on. 2. Space cabin atmosphere. 3. Shear strength of soils — 
Testing. I. Mitchell, James Kenneth, 1930- II. United 
States. National Aeronautics and Space Administration. Scien- 
tific and Technical Information Branch. III. George C. Mar- 


shall Space Flight Center. IV. Title. V. Series. OCLC 
07984639 


82-6119 


NAS 1.26:3390 
Batson, Raymond M. 

Status and future of extraterrestrial mapping programs / R. 
M. Batson. — Washington, D.C. : National Aeronautics and 
Space Administration, Scientific and Technical Information 
Branch ; [Springfield, Va. : For sale by the National Techni- 
cal Information Service], 1981. 26 p. : ill. (some col.), 1 col. 
map ; 27 cm.— (NASA contractor report ; 3390) “U.S. 
Geological Survey.” “Prepared for NASA Office of Space 
Science under contract NASw-3709.” “14th Congress of the 
International Society of Photogrammetry, Hamburg, 1980”— 
P. 1. “April 1981”— Cover. Bibliography: p. 15. @Item 
830-H-14 (microfiche) 1. Photogrammetry. 2. Planets — 
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tion. Scientific and Technical Information Branch. III. 
United States. Office of Space Science. IV. International 
Society for Photogrammetry. Congress (14th : 1980 : Ham- 
burg) V. Title. VI. Series. OCLC 07995644 


82-6120 


NAS 1.26:3416 


Clark, T. L. 


Investigation of the effects of inlet shapes on fan noise 
radiation / T.L. Clark, D.R. Slotboom, and P.G. Vaidya. — 
Washington, D.C. : National Aeronautics and Space Admin- 
istration, Scientific and Technical Information Branch ; 
[Springfield, Va. : For sale by the National Technical Infor- 
mation Service], 1981. v, 43 p. : ill. ; 27 cm.— (NASA 
contractor report ; 3416) “Prepared for Langley Research 
Center under contract NAS1-15394.” “Langley Research 
Center.” Includes bibliographical references. @Item 830- 
H-14 (microfiche) 1. Fans (Machinery) — Noise. 2. Noise 
control — United States. I. Slotboom, D. R. II. Vaidya, P. 
G. III. Langley Research Center. IV. United States. Na- 
tional Aeronautics and Space Administration. Scientific and 
Technical Information Branch. V. Title. VI. Series. 
OCLC 08123738 


82-6121 


NAS 1,26:3417 


Shepherd, Kevin P. 


Cumulative annoyance due to multiple aircraft flyovers 
with differing peak noise levels / Kevin P. Shepherd. — 
Washington, D.C. : National Aeronautics and Space Admin- 
istration, Scientific and Technical Information Branch ; 
(Springfield, Va. : For sale by the National Technical Infor- 
mation Center], 1981. 27 p. : ill., forms ; 28 cm.— (NASA 
contractor report ; 3417) “Prepared for Langley Research 
Center under contract NAS1-14970.” “May 1981”—Cover. 
Includes bibliographical references. 1. Jet planes — Noise — 
Psychological aspects. I. United States. National Aeronau- 
tics and Space Administration. Scientific and Technical Infor- 
mation Branch. II. Langley Research Center. III. Title. 
IV. Series. OCLC 07810968 


82-6122 


NAS 1.26:3418 


Elrod, S. D. 


Service evaluation of aluminum brazed titanium (ABTi) / 
S.D. Elrod. — Washington, D.C. : National Aeronautics and 
Space Administration, Scientific and Technical Information 
Branch ; (Springfield, Va. : For sale by the National Techni- 
cal Information Service], 1981. iii, 39 p. : ill. ; 27 cm.— 
(NASA contractor report ; 3418) “May 1981”—Cover. In- 
cludes bibliographical references. @lItem 830-H-14 (micro- 
fiche) 1. Airframes — Fatigue. 2. Titanium — Industrial ap- 
plications. I. United States. National Aeronautics and Space 
Administration. Scientific and Technical Information Branch. 
II. Langley Research Center. III. Title. IV. Series. 
OCLC 08125866 


82-6123 


NAS 1,26:3421 


Glenn, Floyd A. 


A human operator simulator model of the NASA Terminal 
Configured Vehicle (TCV) / Floyd A. Glenn III and Steph- 
anie M. Doane. — Washington, 1D.C. : National Aeronautics 
and Space Administration, Scientific and Technical Informa- 
tion Branch ; [Springfield, Va. : For sale by the National 
Technicai Information Service], 1981. iv, 119 p. : ill. ; 27 
cm.— (NASA contractor report ; 3421) “Prepared for 
Langley Research Center under contract NAS1I-15983.” 





May 1981. Includes bibliographical references. @lItem 830- 
H-14 (microfiche) 1. Airplanes — Piloting. 1. United States. 
National Aeronautics and Space Administration. Scientific 
and Technical Information Branch. II. Langley Research 
Center. III. Title. IV. Series. OCLC 08146095 


82-6124 


NAS 1.26:3424 
Sengers, J. V. 

Representative equations for the thermodynamic and trans- 
port properties of fluids near the gas-liquid critical point / 
J.V. Sengers and R.S. Basu ; J.M.H. Levelt Sengers. — Wash- 
ington, D.C. : National Aeronautics and Space Administra- 
tion, Scientific and Technical Information Branch ; [Spring- 
field, Va. : For sale by the National Technical Information 
Service], 1981. viii, 51 p. : ill. ; 27 cm. — (NASA contractor 
report ; 3424) “Prepared for Lewis Research Center under 
grant NGR 21-002-344.” “May 1981”— Cover. Bibliogra- 
phy: p: 43-49. @Item 830-H-14 (microfiche) 1. Critical 
phenomena (Physics). 2. Materials — Thermal properties. I. 
Basu, R. S. II. Levelt Sengers, J. M. H. III. United States. 
National Aeronautics and Space Administration. Scientific 
and Technical Information Branch. IV. Lewis Research 
Center. V. Title. VI. Series. OCLC 07985874 


82-6125 


NAS 1.26:3425 
Stahara, Stephen S. 

A rapid perturbation procedure for determining nonlinear 
flow solutions : application to transonic turbomachinery flows 
/ Stephen S. Stahara, James P. Elliott, and John R. 
Spreiter.— Washington, D.C. : National Aeronautics and 
Space Administration, Scientific and Technical Information 
Branch ; [Springfield, Va. : For sale by the National Techni- 
cal Information Service], 1981. iv, 90 p. : ill. ; 27 cm.— 
(NASA contractor report ; 3425) “Prepared for Lewis Re- 
search Center under contract NAS3-20836.” “May 1981”— 
Cover. Includes bibliographical references. @Item 830-H- 
14 (microfiche) 1. Singular perturbations (Mathematics) 2. 
Turbomachines — Blades — Design and construction. I. El- 
liott, J. P. (James Philip), 1929- II. Spreiter, John R. III. 
United States. National Aeronautics and Space Administra- 
tion. Scientific and Technical Information Branch. IV. 
Lewis Research Center. V. Title. VI. Series. OCLC 
07985439 


82-6126 


NAS 1.26:3429 
Flannelly, W. G. 

Analytical testing / W.G. Flannelly, J.A. Fabunmi and E.J. 
Nagy. — Washington, D.C. : National Aeronautics and Space 
Administration, Scientific and Technical Information Branch ; 
(Springfield, Va. : For sale by the National Technical Infor- 
mation Service], 1981. vi, 146 p. : ill. ; 27 cm.— (NASA 
contractor report ; 3429) “Prepared for Langley Research 
Center under contract NAS1-15414.” “May 1981”— Cover. 
Includes bibliographical references. @lItem 830-H-14 (micro- 
fiche) 1. Helicopters — Flight testing. 2. Structural dynam- 
ics. 3. Vibration tests. I. Fabunmi, J. A. II. Nagy, E. J. 
III. United States. National Aeronautics and Space Adminis- 
tration. Scientific and Technical Information Branch. IV. 
Langley Research Center. V. Title. VI. Series. OCLC 
07985101 
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82-6127 


NAS 1.43/7:X 1 
X-ray spectroscopy : ho dais story sidoomennting: £ ALS. 


Title from data sheet. Issued as cassette (U-matic 3/4 in. or 
Beta 1/2 in. or VHS 1/2 in.) or reel (1 in. or 2 in.) Issued 
also as motion picture. Shows how specially grown crystals 
are used in a two crystal vacuum X-ray spectrometer to 
diffuse an X-ray beam, isolate a single wavelength, scan a 
spectrum, and record its characteristics. 1. X-ray spectros- 
copy. I. United States. National Aeronautics and Space Ad- 
ministration. II. National Audiovisual Center. 81-707411 
OCLC 07961399 


82-6128 
NAS 1.45:1 
United States. National Aeronautics and Space Administration. 
A free people capable of great deeds : the story of STS-1, 
the first space shuttle mission. — [Washington, D.C.] : Nation- 
al Aeronautics and Space Administration, 1981. 4 p. : ill. ; 28 
cm.— (NASA mission report ; MR-001) 1. Columbia 
(Spacecraft) 2. Reusable space vehicles. I. Title. II. 
Series: Mission report ; MR-001 OCLC 07982138 


82-6129 
NAS 1.55:2061 

Avionics and controls research and technology / editors, 
Herman A. Rediess, Duncan E. McIver. — Washington, D.C.: 
National Aeronautics and Space Administration, Scientific 
and Technical Information Office; [Springfield, Va. : For sale 
by the National Technical Information Service] 1979. v, 79 
p. ; 27 cm.— (NASA conference publication ; 2061) “Pro- 
ceedings of a workshop sponsored by NASA Office of aero- 
nautics and Space Technology and hosted by the Langley 
Research Center.” @lItem 830-H-10 (microfiche) 1. Air- 
planes — Control systems— Congresses I. Rediess, Herman 
A. II. McIver, Duncan E. III. United States. Office of 
Aeronautics and Space Technology. IV. United States. Na- 
tional Aeronautics and Space Administration. Scientific and 
Technical Information Office. V. Langley Research Center. 
VI. Series. OCLC 04996407 


82-6130 
NAS 1.55:2068 

The Saturn system / editors, Donald M. Hunten, David Morri- 
son. — Washington. D.C. : National Aeronautics and Space 
Administration, Scientific and Technical Information Office; 
[Springfield, Va. : For sale by the National Technical Infor- 
mation Service], 1979. vi, 420 p. : ill. ; 27 cm.— (NASA 
conference publication ; 2068) “A workshop spomored by 
NASA Office of Space Science and held at Reston Interna- 
tional Conference Center, Reston, Virginia, February 9-11, 
1978.” Includes bibliographical references. @lItem: 830-H- 
10 (microfiche) 1. Saturn (Planet) — Exploration -—Con- 
gresses. 2. Saturn probes — Congresses. I. Hunten, Donald 
M. II. Morrison, David, 1940- III. United States. Office of 
Space Science. IV. Workshop on the Saturn System (1978: 
Reston, Va.) V. United States. National Aeronautics and 
Space Administration. Scientific and Technical Information 
Office. VI. Series. QB671.S27 79-601154 559.9/26 
OCLC 05239635 
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82-6131 


NAS 1,55:2074 

Carbon fiber risk analysis. — Washington, D.C. : National Aero- 
nautics and Space Administration, Scientific and Technical 
Information Office; [Springfield, Va. : For sale by the Nation- 
al Technical Information Service], 1979. ix, 248 p. : ill. ; 27 
cm.— (NASA conference publication ; 2074) An indsutry/ 
government briefing held at Langley Research Center. In- 
cludes bibliographical references. @Item 830-H-10 (micro- 
fiche) 1. Carbon fibers — Congresses. I. United States. Na- 
tional Aeronautics and Space Administration. Scientific and 
Technical Information Office. II. Langley Research Center. 
III. Series. OCLC 05106006 


82-6132 


NAS 1.55:2110 

Proceedings of Shuttle Environmental Effects Program Review 
/ Andrew E. Potter, editor.— Washington, D.C. : National 
Aeronautics and Space Administration, Scientific and Techni- 
cal Information Office ; [ Springfield, Va. : For sale by = 
National Technical Information Service], 1980. vi, 125 p. 
ill. ; 27 cm.— (NASA conference publication ; 2110) 
“Lyndon B. Johnson Space Center.” “A conference spon- 
sored by John F. Kennedy Space Center and Held at Kenne- 
dy Space Center, Florida, March 21 and 22, 1978.” Includes 
bibliographical references. @lItem 830-H-10 (microfiche) 1. 
Reusable space vehicles— Environmental aspects — Con- 
gresses. I. Potter, Andrew E. II. John F. Kennedy Space 
Center. III. Lyndon B. Johnson Space Center. IV. Shuttle 
Environmental Effects Program Review (1978 : John F. 
Kennnedy Space Center) V. Series. TL795.5.S54 1978 80- 
602833 629.44/1 ¢2 19 OCLC 08112166 


82-6133 


NAS 1,55:2132 


Remote sensing and problems of the hydrosphere : a focus for 


future research / Eedward D. Goldberg, editor. — Washing- 
ton, D.C. : National Aeronautics and Space Administration, 
Scientific and Technical Information Office ; [Springfield, Va. 
: For sale by the National Technical Information Service], 
1980. iv, 30 p. : ill. ; 28 cm.— (NASA conference publica- 
tion ; 2132) “Proceedings of a working group meeting spon- 
sored by NASA Langley Research Center Environmental 
Quality Projects Office and NASA Headquarters Office of 
Space and Terrestrial Applications and held at New Orelans, 
Louisiana, May 9-11, 1979.” Includes bibliographical refer- 
ences. @lItem 830-H-10 (microfiche) 1. Water quality — 
Remote sensing — Congresses. 2. Marine ecology — Con- 
gresses. 3. Freshwater ecology — Congresses. I. Goldberg, 
Edward G. II. United States. National Aeronautics and 
Space Administration. Scientific and Technical Information 
Office. III. Langley Research Center. Environmental Qual- 
ity Projects Office. IV. United States. Office of Space and 
Terrestrial Applications. V. Workshop on “Remote sensing 
and Problems of the Hydrosphere” : (2nd : 1979 : New 
Orleans, La.) VI. Series. OCLC 08159249 


82-6134 


NAS 1.55:2135 


Time-of-day corrections to aircraft noise metrics / editors, Sher- 


man A. Clevenson, William T. Shepherd. — Washington, 
D.C. : National Aeronautics and Space Administration, Scien- 
tific and Technical Information Office ; [Springfield, Va. : 
For sale by the National Technical Information Service], 
1980. x, 68 p. ; 27 cm.— (NASA conference publication ; 

2135) “Proceedings of a workshop sponsored by the Federal 
Aviation Administration, Washington D.C., and the NASA 
Langley Research Center, Hampton, Virginia, and held at 
Langley Research Center March 11-12, 1980.” Includes bib- 
liographical references. @Item 830-H-10 (microfiche) 1. 
Airport noise — Measurement — Congresses. 2. Aijirport 
noise — Standards — Congresses. 3. Airports — Environmen- 
tal aspects. I. Clevenson, Sherman A. II. Shepherd, Wil- 
liam T. III. United States. Federal Aviation Administration. 
IV. United States. National Aeronautics and Space Adminis- 
tration. Scientific and Technical Information Office. V. 
Langley Research Center. VI. Workshop on Time-of-day 
corrections to Aircraft Noise Metrics (1980: Langley Re- 
search Center.) VII. Series. OCLC 06989752 
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NAS 1.55:2170/pt.1-2 


1980 Aircraft safety and operating problems / Joseph W. 


Stickle. — Washington, D.C. : National Aeronautics and 
Space Administration, Scientific and Technical Information 
Office : [Springfield, Va. : for sale by the National Technical 
Information Service], 1981. 2 pts. (viii, 791 p.) : ill., maps ; 
27 cm.— (NASA conference publication ; 2170) “Proceed- 
ings of a NASA conference held at Langley Research Center, 
Hampton, Virginia, November 5-7, 1980.” Includes biblio- 
graphical references. @Item 830-H-10 (microfiche) 1. 
Aeronautics — Safety measures— Congresses. I. Stickle, 
Joseph W. II. United States. National Aeronautics and 
Space Administration. Scientific and Technical Information 
Office. III. Langley Research Center. IV. NASA Aircraft 
Safety and Operating Problems Conference (1980 : Langley 
Research Center) V. Series. OCLC 07588807 
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NAS 1.55:2177 


Goddard Space Flight Center Battery Workshop (13th : 1980) 


The 1980 Goddard Space Flight Center Battery Workshop 
: a workshop held at Goddard Space Flight Center, Green- 
belt, Maryland, November 18-20, 1980. —- Washington, D.C. : 
National Aeronautics and Space Administration ; [Springfield, 
Va. : For sale by the National Technical Information Serv- 
ice], 1981. x, 452 p. : ill. ; 27 cm.— (NASA conference 
publication ; 2177) @ltem 830-H-10 (microfiche) 1. Space 
vehicles — Batteries — Congresses. I. United States. National 
Aeronautics and Space Administration. II. Goddard Space 
Flight Center. III. Title. IV. Series. OCLC 07583370 
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82-6137 82-6141 


NAS 1.55:2183 


NAS 1.60:1481 
High Reynolds number research, : a workshop / edited by 


Vaughan, Victor L. 


L.Wayne McKinney and Donald D. Baals. — Washington, 
D.C. : National Aeronautics and Space Administration. Scien- 
tific and Technical Information Branch ; [Springfield, Va. : 
For sale by National Technical Information Service], 1981. 
vi, 320 p. : ill. ; 27 cm.— (NASA conference publication ; 
2183) “Proceedings of a workshop held at NASA Langley 
Research Center, Hampton, Virginia.” Includes bibliograph- 
ical referencess. 1. Aerodynamics, Transonic — Congresses. 
2. Reynolds number— Congresses. 3. Transonic wind 
tunnel — Con; I. McKinney, L. Wayne. II. Baals, 
Donald D. III. Joint Institue for Advancement of Flight 
Sciences. IV. Langley Research Center. V. Workshop on 
High Reynolds Number Research (1980: Hampton, Va.) VI. 
Series. TL571 b . W67 1980 81-604040 OCLC 07910680 


82-6138 


NAS 1.55:2189 

Ozone trend detectability / Janet W. Campbell, editor. — Wash- 
ington, D.C. : National Aeronautics and Space Administra- 
tion, Scientific and Technical Information Branch ; [Spring- 
field, Va. : for sale by the National Technical Information 
Service], 1981. v, 106 p. : ill. ; 27 cm.— (NASA conference 
publication ; 2189) “Langley ‘Research Center.” “Proceed- 
ings of a NASA symposium held at Boulder, Colorado, July 
28-29, 1977.” Bibliography: p. 90-91. @lItem 830-H-10 (mi- 
crofiche) 1. Atmospheric ozone — Congresses. 2. Chuoro- 
fluoromethane — Congresses. I. Campbell, Janet W. II. 
United States. National Aeronautics and Space Administra- 
tion. Scientific and Technical Information Branch. III. 
Langley Research Center. IV. Symposium on Ozone Trend 
Detectability (1977 : Boulder, Colo.) V. Series. 81-602594 
OCLC 07766918 


82-6139 


NAS 1.60:1477 


Castle, Claude B 


Light airplane crash tests at three rolls angles / Claude B. 
Castle and Emilio Alfaro-Bou. — Washington, D.C. : National 
Aeronautics and Space Administration, Scientific and Techni- 
cal Information Branch ; [Springfield, Va. : for sale by the 
National Technical Information Service], 1979.  iii,[73] p. : 
ill. ; 27 cm.— (NASA technical paper ; 1477) “October 
1979”—Cover. “Langley Research Center.” Includes bib- 
liographical references. @lItem 830-H-15 (microfiche) 1. 
Strains and stresses. 2. Airplanes— Flight testing. 3. 
Strains and stresses. I. ALfaro-Bou, Emilio. II. United 
States. National Aeronautics and Space Administration. Scien- 
tific and Technical Information Branch. III. Langley Re- 
search Center. IV. Title. V. Series. OCLC 08094034 


82-6140 


NAS 1.60:1478 
Powell, Clemans A. 

Laboratory study of annoyance to combined airplane and 
road-traffic noise / Clemans A. Powell. — Washington, D.C. : 
National Aeronautics and Space Administration, Scientific 
and Technical Information Branch ; [Springfield, Va. : For 
sale by the National Technical Information Service], 1979. 
37 p. : ill. ; 27 cm. — (NASA technical paper ; 1478) “Sep- 
tember 1979”—Cover. “Langley Research Center.” “In- 
cludes bibliographical referenes. @Item 830-H-15 (micro- 
fiche) 1. Airplanes — Noise — Psychological aspects. 2. 
Airport noise — Psychological aspects. 3. Traffic noise — 
Psychological aspects. 4. Noise — Experiments. I. United 
States. National Aeronautics and Space Administration. Scien- 
tific and Technical Information Branch. II. Langiey Re- 
search Center. III. Title. IV. Series. OCLC 08151300 


ee eee ee eee oes yee 
Vaughan Jr. and Emilio Alfaro-Bou. — — Washington, D.C. 
National Aeronautics and Space Administration, 

and Technical Information Branch ; aaa Verte 
sale by the National Technical Information Service], 1979. 
iii, 58 p. : ill. ; 27 cm.— (NASA technical paper ; 1481) 
“November 1979”—Cover. “Langley Research Center” In- 
cludes bibliographical references. @Item 830-H-15 (micro- 
fiche) 1. Stability of airplanes— Testing. 2. Airplanes — 
Testing. 3. Pitching (Aerodynamics). 4. Strains and stress- 
es. I. ALfaro-Bou, Emilio. II. United States. National 
Aeronautics and Space Administration. Scientific and Techni- 
cal Information Branch. III. Langley Research Center. IV. 
Title. V. Series. OCLC 08093947 


82-6142 


NAS 1.60:1493 


Urasek, Donald C. 


Performance of two-stage fan having low-aspect-ratio, first- 
stage rotor blading / Donald C. Urasek, William T. Gorrell, 
Walter S. Cunnan. — Washington, D.C. : National Aeronau- 
tics and Space Administration, Scientific and Technical Infor- 
mation Branch ; (Springfield, Va. : For sale by the National 
Technical Information Service], 1979. 129 p. : ill. ; 27 cm. — 

(NASA technical paper ; 1493) (AVRADCOM technical 
paper ; 78-49) “August 1979”—Cover. Includes biblio- 
graphical references. “Lewis Research Center.” “Propul- 
sion Laboratory, AVRADCOM Research and Technology 
Laboratories”. @lItem 830-H-15 (microfiche) 1. Fans (Ma- 
chinery) — Performance — Testing. 2. Turboengines — 
Blades — Testing. I. Gorrell, William T. II. Cunnan, 
Walter S. III. United States. National Aeronautics and 
Space Administration. Scientific and Technical Information 
Branch. IV. Propulsion Laboratory (U.S.) V. Title. VI. 
Series. VII. Series: USAAVRADCOM-TR ; 78-49. OCLC 
08142334 


82-6143 


NAS 1.60:1494 


Anderson, Seth B. 


A comparison of the V/STOL handling qualities of the 
VAK-191B with requirements of AGARD report 577 and 
MIL-F-83300 / Seth B. Anderson. — Washington, D.C. : Na- 
tional Aeronautics and Space Administration, Scientific and 
Technical Information Branch ; [Springfield, Va. : For sale by 
the National Technical Information Service], 1979. 35 p. : 
ill. : 27 cm.— (NASA technical paper ; 1494) “July 
1979”—Cover. Includes bibliographical references. “Ames 
Research Center.” @lItem 830-H-15 (microfiche) 1. Air- 
planes — Handling characteristics. 2. Stability of airplanes. 
I. United States. National Aeronautics and Space Administra- 
tion. Scientific and Technical Information Branch. II. Ames 
Research Center. III. Title. IV. Series. OCLC 08103602 


82-6144 


NAS 1.60:1504 


Wilson, R. Gale. 


Spatial-frequency response of the limb infrared monitor of 
the stratosphere / R. Gale Wilson, Anthony Jalink, Jr., and 
William M. Kahlbaum, Jr. — Washington, D.C. : National 
Aeronautics and Space Administration, Scientific and Techni- 
cal Information Branch ; [Springfield, Va. : for sale by the 
National Technical Information Service], 1979. 49 p. : ill. ; 
27 cm. — (NASA technical paper ; 1504) “August, 1979”"— 
Cover. Includes bibliographical references. “Langley Re- 
search Center.” @Item 830-H-15 (microfiche) 1. Air— 
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Pollution. 2. Stratosphere. 3. Astronautics in meteorology. 
I. Jalink, Antony. II. Kahlbaum, William M. III. United 
States. National Aeronautics and Space Administration. Scien- 
tific and Technical Information Branch. IV. Langley Re- 
search Center. V. Title. VI. Series. OCLC 05588521 


82-6145 


fiche) 1. Airplanes — Flight testing. I. United States. Na- 
tional Aeronautics and Space Administration. Scientific and 
Technical Information Branch. II. Langley Research Center. 
Ill. Title. IV. Series. OCLC 08094929 


82-6149 


NAS 1,60:1540 
ict: NAS 1.60:1508 Parrish, Russell V. 


Theoretical and experimental investigation of ground-in- 
duced effects for a low-aspect-ratio highly swept arrow-wing 
configuration / Poel L. Coe, Jr. and James L. Thomas. — 
Washington, D.C. : National Aeronautics and Space Admin- 
istration, Scientific and Technical Information Branch ; 
(Springfield, Va. : For sale by The National Technical Infor- 
mation Service], 1979. 100 p. : ill. ; 27 cm. — (NASA tech- 
nical paper ; 1508) “September 1979”—Cover. Includes 
bibliographical references. @lItem 830-H-15 (microfiche) 1. 
Airplanes — Wings, Swept-back. 2. Ground-cushion phe- 
nomenon. 3. Stability of airplanes, Longitudinal. I. 
Thomas, James L. (James Lee), 1952- II. United States. Na- 
tional Aeronautics and Space Administration. Scientific and 
Technical Information Branch. III. Langley Research 
Center. IV. Title. V. Series. OCLC 05921756 


82-6146 


NAS 1.60:1512 
Smith, Allan G. 

Application of the concept of dynamic trim control to 
automatic landing of Carrier aircraft / Allan Smith and 
George Meyer. — Washington, D.C. : National Aeronautics 
and Space Administration, Scientific and Technical Informa- 
tion Office ; [Springfield, Va. : For sale by the National 
Technical Information Service], 1980. 82 p. : ill. ; 27 cm. — 
(NASA technical paper ; 1512) “April 1980”°—Cover. 
“Ames Research Center.” Includes bibliographical refer- 
ences. @lItem 830-H-15 (microfiche) 1. Airplanes, Military. 
2. Airplanes — Control systems — Testing. 3. Airplanes — 
Landing — Testing. I. Meyer, George, 1934- II. United 
States. National Aeronautics and Space Administration. Scien- 
tific and Technical Information Office. III. Ames Research 
Center. IV. Title. V. Series. OCLC 08151325 


Application of modified profile analysis to function testing 
of the motion/no-motion issue in an aircraft ground-handling 
simulation / Russell V. Parrish, Burnell T. McKissick and 
George G. Steinmetz. — Washington, D.C. : National Aero- 
nautics and Space Administration, Scientific and Technical 
Information Branch ; (Springfield, Va. : for sale by the Na- 
tional Technical Information Service], 1979. 21 p. : ill. ; 27 
cm.— (NASA technical paper ; 1540) “Langley Research 
Center.” “December 1979”—Cover. Includes bibliograph- 
ical references. @Item 830-H-15 (microfiche) 1. Air- 
planes — Flight testing. I. McKissick, Burnell T. II. Stein- 
metz, George G. III. United States. National Aeronautics 
and Space Administration. Scientific and Technical Informa- 
tion Branch. IV. Langley Research Center. V. Title. VI. 
Series. OCLC 08095011 


82-6150 


NAS 1.60:1541 


Parrish, Russell V. 


Application of modified profile analysis to function testing 
of simulated CTOL transport touchdown-performance data / 
Russell V. Parrish and Burnell T. McKissick. — Washington, 
D.C. : National Aeronautics and Space Administration, Scien- 
tific and Technical Information Branch ; [Springfield, Va. : 
for sale by the National Technical Information Service], 1979. 
16 p. : ill. ; 27 cm.— (NASA technical paper ; 1541) 
“Langley Research Center.” “November 1979”—Cover. 
Includes bibliographical references. @lItem 830-H-15 (micro- 
fiche) 1. Airplanes — Flight testing. I. McKissick, Burnell 
T. II. United States. National Aeronautics and Space Ad- 
ministration. Scientific and Technical Information Branch. 
III. Langley Research Center. IV. Title. V. Series. 
OCLC 08094862 


82-6147 82-6151 


NAS 1,.60:1522 NAS 1.60:1544 


Walz, Joseph E. Brainard, William A. 


Load concentration due to missing members in planar faces 
of a large space truss / Joseph E. Walz. — Washington, D.C. 

: National Aeronautics and Space Administration, Scientific 
and Technical Information Branch ; [Springfield, Va. : For 
sale by the National Technical Information Service], 1979. 
36 p. : ill. ; 27 cm.— (NASA technical paper ; 1522) 
“Langley Research Center.” “October 1979”—Cover. In- 
cludes bibliographical references. @Item 830-H-15 (micro- 
fiche) 1. Stress concentration. 2. Space frame structures. 
3. Finite element method. I. United States. National Aero- 
nautics and Space Administration. Scientific and Technical 
Information Branch. II. Langley Research Center. III. 
Title. IV. Series. OCLC 07984535 


82-6148 


NAS 1,60:1537 
Parrish, Russell V. 

Experiments in sensing transient rotational accelaration cues 
on a flight simulator / Russell V. Parrish. — Washington, 
D.C. : National Aeronautics and Space Administration, Scien- 
tific and Technical Information Branch ; [Springfield, Va. : 
for sale by the National Technical Information Service], 1979. 
21 p. : ill. ; 27 cm.— (NASA technical paper ; 1537) 
“Langley Research Center.” “October 1979”—Cover. In- 
cludes bibliographical references. @lItem 830-H-15 (micro- 
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Evaluation and auger analysis of a zinc-dialkyl-dithiophos- 
phate antiwear additive in several diester lubricants / William 
A. Brainard and John Ferrante. — Washington, D.C. : Nation- 
al Aeronautics and Space Administration, Scientific and 
Technical Information Branch ; [Springfield, Va. : For sale by 
the National Technical Information Service], 1979. 12 p. : 
ill. ; 27 cm.— (NASA technical paper ; 1544) “Lewis Re- 
search Center.” “October 1979”—Cover. Includes biblio- 
graphical references. @lItem 830-H-15 (microfiche) 1. Lu- 
brication and lubricants. I. Ferrante, John, 1936- II. United 
States. National Aeronautics and Space Administration. Scien- 
tific and Technical Information Branch. III. Lewis Research 
Center. IV. Title. V. Series. OCLC 08161996 


82-6152 


NAS 1.,60:1556 


McArdle, Jack G. 


Static test-stand performance of the YF-102 turbofan engine 
with several exhaust configurations for the Quiet Short-haul 
Research Aircraft (QSRA) / Jack G. McArdle, Leonard 
Homyak, and Allan S. Moore. — Washington, D.C. : National 
Aeronautics and Space Administration, Scientific and Techni- 
cal Information Branch ; [Springfield, Va. : For sale by the 
National Technical Information Service], 1979. 59 p. : ill. ; 
27 cm.— (NASA technical paper ; 1556) “Lewis Research 





Center.” “November 1979”—Cover. Includes bibliograph- 
ical references. @Item 830-H-15 (microfiche) 1. Air- 
planes — Turbine- i 2. Exhaust systems. I. 
Homyak, Leonard. II. Moore, Allan S. III. United States. 
National Aeronautics and Space Administration. Scientific 
and Technical Information Branch. IV. Lewis Research 
Center. V. United States. National Aeronautics and Space 
Administration. cn VI. Title. VII. Series. OCLC 
08124077 
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report ; 80-A-1) te 1980.” @Item 830-H-15 (micro- 
fiche) 1 Geometry. 2. Euler angles. 3. Rotors (Helicop- 
ters) — Design and construction. I. Ormiston, Robert A. II. 
Peters, D. III. United States. National Aeronautics and 
Space Administration. Scientific and Technical Information 
Office. IV. Title. V. Series. VI. Series. OCLC 08107025 


82-6157 


NAS 1.60:1576 


McCurdy, David A. 
Effects of sound level fluctuations on annoyance caused by 
aircraft-flyoter noise / David A. McCurdy. — Washington, 


82-6153 


NAS 1.60:1557 
Stephens, Joseph R. 


Mechanical properties and oxidation and corrosion resist- 
ance of reduced chromium 304 stainless steel alloys / Joseph 
R. Stephens, Charles A. Barrett, and Charles A. Gyorgak. — 
Washington, D.C. : National Aeronautics and Space Admin- 
istration, Scientific and Technical Information Branch ; 
[Springfield, Va. : For sale by the National Technical Infor- 
mation Service], 1979. [20] p. : ill. ; 27 cm.— (NASA 
technical paper ; 1557) “Lewis Research Center.” “No- 
vember 1979”—Cover. Includes bibliographical references. 
@ltem 830-H-15 (microfiche) 1. Metallurgy — United States. 
2. Corrosion and anti-corrosives. I. Barrett, Charles A. II. 
Gyorgak, Charles A. III. United States. National Aeronau- 
tics and Space Administration. Scientific and Technical Infor- 
mation Branch. IV. Lewis Research Center. V. Title. VI. 
Series. OCLC 08140052 


82-6154 


NAS 1.60:1559 
Weinberg, Irving. 

Annealing of radiation damage in 0.1- and 2-ohm-centi- 
meter silicon solar cells / Irving Weinberg and Clifford K. 
Swartz.— Washington, D.C. : National Aeronautics and 
Space Administration, Scientific and Technical Information 
Branch ; [Springfield, Va. For sale by the National Technical 
Information Service], 1979. 10 p. : ill. ; 27 cm.— (NASA 
technical paper ; 1559) “October 1979.” @Item 830-H-15 
(microfiche) 1. Solar batteries. I. Swartz, Clifford K. II. 
United States. National Aeronautics and Space Administra- 
tion. Scientific and Technical Information Branch. III. Title. 


D.C. : National Aeronautics and Space Administration, Scien- 
tific and Technical Information Branch ; [Springfield, Va. : 
For sale by the National Technical Information Service], 
1979. 37 p. : ill. ; 27 cm.— (NASA technical paper ; 1576) 
“December 1979”—Cover. “Langley research Center.” In- 
cludes bibliographical references. @lItem 830-H-15 (micro- 
fiche) 1. Airplane sounds — Psychological aspects. 2. Psy- 
choacoustics. 3. Sound—Experiments. I. United States. 
National Aeronautics and Space Administration. Scientific 
and Technical Information Branch. II. Langley Research 
Center. III. Title. IV. Series. OCLC 08140143 


82-6158 


NAS 1.60:1661 


Gartrell, Luther R. 


A scanning laser-velocimeter technique for measuring two- 
dimensional wake-vortex velocity distributions / Luther R. 
Gartrell and David B. Rhodes. — Washington, D.C. : Nation- 
al Aeronautics and Space Administration, Scientific and 
Technical Information Office ; [Springfield, Va. : for sale by 
the National Technical Information Service], 1980. 40 p. : 
ill. ; 27 cm.— (NASA technical paper ; 1661) “May 
1980”—Cover. “Langley Research Center.” Includes bib- 
liographical references. @Item 830-H-15 (microfiche) 1. 
Laser Doppler velocimeter— Testing. 2. Fluid dynamic 
measurements. I. Rhodes, David B. II. United States. Na- 
tional Aeronautics and Space Administration. Scientific and 
Technical Information Office. III. Langley Research Center. 
IV. Title. V. Series. OCLC 08099664 


IV. Series. OCLC 08107100 
82-6155 


82-6159 
NAS 1.60:1677 
NAS 1,60:1560 Sisk, Thomas R. 


Holdeman, J. D. Precision controllability of the FY-17 airplane / Thomas R. 


Procedures for estimating the frequency of commercial air- 
line flights encountering high cabin ozone levels / James D. 
Holdeman. — Washington, D.C. : National Aeronautics and 
Space Administration, Scientific and Technical Information 
Branch ; [Springfield, Va. : For sale by the National Techni- 
cal Information Service], 1979. iv, 49 p. : ill. ; 1979.— 
(NASA technical paper ; 1560) “Lewis Research Center.” 
“October 1979”—Cover. Includes bibliographical references. 
@ltem 830-H-15 (microfiche) 1. Aeronautics, Commercial — 
United States. I. United States National Aeronautics and 
Space Administration. Scientific and Technical Information 
Branch. II. Lewis Research Center. III. Title. IV. Series. 
OCLC 08164629 


Siskand Neil Matheny. — Washington, D.C. : National Aero- 
nautics and Space Administration, Scientific and Technical 
Information Office ; [Springfield, Va. : For sale by the Na- 
tional Technical Information Service], 1980. 31 p. : ill. ; 27 
cm.— (Hugh L. NASA technical paper ; 1677) “May 
1980.”—Cover. “Dryden Flight Research Center.” In- 
cludes bibliographical references. @Item 830-H-15 (micro- 
fiche) 1. Airplanes — Handling characteristics — Testing. 2. 
Airplanes — Control surfaces— Testing. 3. Airplanes — 
Control systems — Testing. I. Matheny, Neil W. II. United 
States. National Aeronautics and Space Administration. Scien- 
tific and Technical Information Office. III]. Hugh L. Hugh 


L. Dryden Flight Research Center. IV. Title. V. Series. 
OCLC 08151249 
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82-6156 
NAS 1.60:1566 
Hodges, Dewey H. 


NAS 1.60:1683 
On the nonlinear deformation geometry of Euler-Bernoulli 


Stallings, Robert L. 


beams / Dewey H. Hodges and Robert A. Ormiston ; David 
A. Peters. — Washington, D.C. : National Aeronautics and 
Space Administration, Scientific and Technical Information 
Office ; [Springfield, Va. For sale by the National Technical 
Information Service], 1980. vii, 50 p. : ill. ; 27 cm— 
(NASA technical paper ; 1566) (AVRADCOM technical 


Effect of Reynolds number on stability characteristics of a 
cruciform wing-body at supersonic speeds / Robert L. Stall- 
ings, Jr., Milton Lamb, and Carolyn B. Watson. — Washing- 
ton, D.C. : National Aeronautics and Space Administration, 
Scientific and Technical Information Office ; [Springfield, Va. 
: for sale by the National Technical Information Service], 
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1980. [108] p. : ill. ; 27 cm.— (NASA technical paper ; 
1683) “July 1980”—Cover. Includes bibliographical refer- 
ences. “Langley Research Center.” @Item 830-H-15 (mi- 
crofiche) 1. Airplanes — Wings, 2. Stability of airplanes. 
I. Lamb, Milton. II. Watson, Carolyn B. III. United States. 
National Aeronautics and Space Administration. Scientific 
and technical Information Office. IV. Langley Research 
Center. V. Title. VI. Series. OCLC 08093858 


82-6161 


and Space Administration. Scientific and Technical Informa- 
tion Branch. II. Jeske, James A. III. Ames Research 
Center. IV. Title. V. Series. OCLC 08151227 


82-6165 
NAS 1.60:1802 
Avery, Don E. 

Performance of a Haynes 188 metallic standoff thermal 
protection system at Mach 7 / Don E. Avery. — Washington, 
D.C. : National Aeronautics and Space Administration, Scien- 
tific and Technical Information Branch ; [Springfield, Va. : 
for sale by the National Technical Information Service], 1981. 
48 p. : ill. ; 27 cm. — (NASA technical paper ; 1802) “April 
1980”—Cover. “Langley Research Center.” Includes bib- 
liographical references. @Item 830-H-15 (microfiche) 1. 
Shielding (Heat) 2. Space vehicles. I. United States Nation- 
al Aeronautics and Space Administration. Scientific and 
Technical Information Branch. II. Langley Research Center. 
III. Title. IV. Series. OCLC 08099116 


82-6166 


NAS 1.60:1687 
Fralick, Gustave C. 

Dynamic behavior of a beam drag-force anemometer / 
Gustave C. Fralick. — Washington, D.C. : National Aeronau- 
tics and Space Administration, Scientific and Technical Infor- 
mation Office ; [Springfield, Va. : For sale by the National 
Technical Information Service], 1980. 13 p. : ill. ; 28 cm. — 
(NASA technical paper ; 1687) “Lewis Research Center.” 
“May 1980”—Cover. Includes bibliographical references. 
@ltem 830-H-15 (microfiche) 1. Anemometer. I. United 
States. National Aeronautics and Space Administration. Scien- 
tific and Technical Information Office. II. Lewis Research 
Center. III. Title. IV. Series. OCLC 08161969 


82-6162 


NAS 1.60:1806 
Wear, Jerrold D. 

Performance of semi-transpiration cooled liner in high tem- 
perature-rise combustor / Jerrold D. Wear, Arthur M. Trout 
and John M. Smith. — Washington, D.C. : National Aeronau- 
tics and Space Administration, Scientific and Technical Infor- 
mation Branch ; [Springfield, Va. : For sale by the National 
Technical Information Service], 1981. 17 p. : ill ; 27 cm. — 
(NASA technical paper ; 1806) “March 1981”—Cover. 

Scientific and Technical Information Branch, 1980. 67 p. : “Lewis Research Center.” Includes bibliographical refer- 
ill. ; 27 cm.— (NASA technical paper ; 1704) “Langley ences. @Item 830-H-15 (microfiche) 1. Combustion re- 
Research Center.” “August 1980”—Cover. Includes biblio- search. I. Trout, Arthur M. II. Smith, John M. (John 
graphical references. @Item 830-H-15 (microfiche) 1. Milton), 1922- III. United States. National Aeronautics and 
Aerodynamics. I. Putnam, Lawrence E. (Lawrence Elwood) Space Administation. Scientific and Technical Information 
Il. Re, Richard J. III. United States. National Aeronautics Branch. IV. Lewis Research Center. V. Title. VI. Series. 
and Space Administration. Scientific and Technical Informa- OCLC 08148521 

tion Branch. IV. Langley Research Center. V. Title. VI. 
Series. OCLC 08162143 


82-6163 


NAS 1.60:1704 
Mason, Mary L. 

The effect of throat contouring on two-dimensional con- 
verging-diverging nozzles at static conditions / Mary L. 
Mason, Lawrence E. Putnam, and Richard J. Re. — Washing- 
ton, D.C. : National Aeronautics and Space Administration, 


82-6167 


NAS 1.60:1808 


NAS 1.60:1706 Schuller, Frederick T. 


Powell, Clemans A. 


Annoyance due to mltiple airplane noise exposure / Cle- 
mans A. Powell. — Washington, D.C. : National Aeronautics 
and Space Administration, Scientific and Technical Informa- 
tion Branch ; [Springfield, Va. : For sale by the National 
Technical Information Service], 1980. 39 p. : ill. ; 27 cm. — 
(NASA technical paper ; 1706) “August 1980”—Cover. In- 
cludes bibliographical references. “Langley Research 
Center.” @ltem 830-H-15 (microfiche) 1. Noise pollution. 
2. Airplanes — Noise. 3. Noise — Measurement. I. United 
States. National Aeronautics and Space Administration. Scien- 
tific and Technical Information Branch. II. Langley Re- 
search Center. III. Title. IV. Series. OCLC 08140177 


82-6164 


NAS 1.60:1773 
Chen, Robert T. N. 

Kinematic properties of the helicopter in coordinated turns 
/ Robert T.N. Chen and James A. Jeske. — Washington, D.C. 
: National Aeronautics and Space Administration, Scientific 
and Technical Information Branch ; (Springfield, Va. : For 
sale by the National Technical Information Service], 1981. 
v, 35 p. : ill. ; 27 cm.— (NASA technical paper ; 1773) 
“April 1981”"—Cover. “Ames Research Center.” Includes 
bibliographical references. @lItem 830-H-15 (microfiche) 1. 
Helicopters — Flight Testing. 2. Helicopters — Handling 
characteristics — Testing. 3. Stability of helicopters — Test- 
ing. 4. Kinematics. I. United States. National Aeronautics 
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Performance of jet- and inner-ring-lubricated 35-millimeter- 
bore ball bearings operating to 2.5 million DN / Frederick T. 
Schuller and Hans R. Signer. — Washington, D.C. : National 
Aeronautics and Space Administration, Scientific and Techni- 
cal Information Branch ; [Springfield, Va. : For sale by the 
National Technical Information Service], 1981. 17 p. : ill ; 
27 cm.— (NASA technical paper ; 1808) “February 
1981”—Cover. “Lewis Research Center.” Includes biblio- 
graphical references. @lItem 830-H-15 (microfiche) 1. Ball- 
bearings — Evaluation. I. Signer, Hans R. II. United 
States. National Aeronautics and Space Administration. Scien- 
tific and Technical Information Branch. III. Lewis Research 
Center. IV. Title. V. Series. OCLC 08157589 


82-6168 


NAS 1.60:1809 


Ensign, C. Robert. 


MEGAIG6 - computer program for analysis and extrapola- 
tion of stress-rupture data / C. Robert Ensign. — Washington, 
D.C. : National Aeronautics and Space Administration, Scien- 
tific and Technical Branch ; [Springfield, Va. : For sale by 
the National Technical Information Service], 1981. 44 p. : 
ill. ; 27 cm.— (NASA technical paper ; 1809) “Lewis Re- 
search Center.” “May 1981”—Cover. @Item 830-H-15 
(microfiche) 1. Thermal stresses. I. United States. National 
Aeronautics and Space Administration. Scientific and Techni- 
cal Information Branch. II. Lewis Research Center. III. 
Title. IV. Series. OCLC 08158540 





82-6169 
NAS 1.60:1810 
Haas, Jeffrey E. 
Se ee eS ee 6 ae 
meter-tip-diameter aircraft engine starter turbine / Jeffrey E. 
Hines, Richerd J. Roelke, Paul Hermann. — Washington, D.C. 
: National Aeronautics and Space Administration, Scientific 


and Technical Branch ; (Springfield, Va. : For sale by the 
National Technical Information Service], 1981. 16 p. : ill. ; 
27 cm.— (NASA technical paper ; 1810) (AVRADCOM 
technical report ; 80-C-17) “Propulsion Laboratory, AV- 
RADCOM Research and Technology Laboratories, Lewis 
Research Center.” “March 1981”—Cover. @lItem 830-H- 
15 (microfiche) 1. Airplanes — Motors — Evaluation. I. 
Roelke, Richard J. II. Hermann, Paul. III. United States. 
National Aeronautics and Space Administration. Scientific 


Branch; [Springfield, Va. : For sale by the National Technical 
Information service], 1981. 101 p. : ill. ; 27 cm.— (NASA 
i Research Center.” “June 


bibliographical references. 
@ltem 830-H-15 ‘ (microfiche) 1. Aerofoils — Testing. 2. 
Laminar Flow. 3. Turbulence. I. United States. National 
Aeronautics and Space Administration. Scientific and Techni- 
cal Information Branch. II. Langley Research Center. III. 
Title. IV. Series. OCLC 08151274 


and Technical Information Branch. IV. Propulsion Labora- 
tory (U.S.) V. Title. VI. Series. VII. Series: USAAV- 
RADCOM-TR ; 80-C-17. OCLC 08158157 


82-6170 


82-6174 


Farley, Gary L. 
Effects of static tensile load on the thermal expansion of 
Gr/PI composite material / Gary L. Farley. — Washington, 
D.C. : National Aeronautics and Space Administration, Scien- 


NAS 1.60:1867 


NAS 1.60:1839 
Simoneau, Robert J. 


Depressurization and two-phase flow of water containing 
high levels of dissolved nitrogen gas. — Washington, D.C. : 
National Aeronautics and Space Administration, Scientific 
and Technical Information Branch; [Springfield, Va. : Forsale 
by the National Technical Information Service], 1981 43 p. : 
ill. ; 27 cm.— (NASA technical paper ; 1839) “Lewis Re- 
search Center.” “July 1981”—Cover. Includes bibliograph- 
ical references. @lItem 830-H-15 (microfiche) 1. Hydrodyn- 
amics. 2. Water—Nitrogen content— Experiments. I. 
United States. National Aeronautics and Space Administra- 
tion. Scientific and Technical Information Branch. II. Lewis 
Research Center. III. Title. IV. Series. OCLC 08159309 


82-6171 


NAS 1.60:1841 
Haggard, John B. 

Forced and natural convection in Laminar-Jet diffusion 
flames / John B. Haggard, Jr. — Washington, D.C. : National 
Aeronautics and Space Administration, Scientific and Techni- 
cal Information Branch ; [Springfield, Va. : For sale by the 
National Technical Information Service], 1981. 21 p. : ill. ; 
27 cm.— (NASA technical paper ; 1841) Includes biblio- 
graphical references. @Item 830-H-15 (microfiche) 1. La- 
minar flow. 2. Convection (Astrophysics) I. United States. 
National Aeronautics and Space Administration. Scientific 
and Technical Information Branch. II. Lewis Research 
Center. III. Title. IV. Series. OCLC 08159266 


82-6172 


NAS 1.60:1842 
Cooper, Larry P. (Larry Phillip), 1950- 

Analysis of effect of flameholder characteristics on lean, 
premixed, partially vaporized fuel-air mixture quality and ni- 
trogen oxides emissions/ Larry P. Cooper. — Washington, 
D.C. : National Aeronautics and Space Administration, Scien- 
tific and Technical Information Branch; [Springfield, Va. : 
For sale by the National Technical Information Service], 
1981. 15 p. : ill. ; 27 cm.— (NASA technical paper ; 1842) 
“May 1981”— Cover. “Lewis Research Center.” Includes 
bibliographical references. @lItem 830-H-15 (microfiche) 1. 
Combustion research. 2. Combustion engineering. I. United 
States. National Aeronautics and Space Administraion. Scien- 
tific and Technical Information Branch. II. Lewis Research 
Center. III. Title. IV. Series. OCLC 08159230 


Aerospace Mechanisms Symposium (15th : 1981 


tific and Technical Information Branch ; [Springfield, Va. : 
For sale by the National Technical Information Service], 
1981. 32 p. : ill. ; 27 cm.— (NASA technical paper ; 1867) 
(AVRADCOM technical report ; 81-B-2) “Structures Labo- 
ratory, AVRADCOM Research and Technology Laborato- 
ries.” Includes bibliographical references. @lItem 830-H-15 
(microfiche) 1. Composite materials — Testing. 2. Laminat- 
ed materials — Testing. 3. Strains and Stresses. I. United 
States. National Aeronautics and Space Administration. Scien- 
tific and Technical Information Branch. II. Army Research 
and Technology Laboratories (U.S.). Structures Laboratory. 
Ill. Title. IV. Series. V. Series: USAAVRADCOM-TR ; 
81-B-2. OCLC 08151289 


82-6175 


NAS1.55:2138/pt.1-2 


Heterodyne systems and technology : proceedings of an interna- 


tional conference held at Williamsburg, Virginia, March 25- 
27, 1980.— Washington, D.C. : National Aeronautics and 
Space Administration, Scientific and Technical Information 
Branch ; [Springfield, Va. : For sale by the National Techni- 
cal Information Service], 1980. 2 v. (x, 581 p.) : ill. ; 27 
cm.— (NASA conference publication ; 2138) Includes bib- 
liographical references. 1. Heterodyning (Electronics) — 
Congresses. 2. Lasers in aeronautics — Congresses. I. 
United States. National Aeronautics and Space Administra- 
tion. Scientific and Technical Information Branch. II. Inter- 
national Conference on Heterodyne Systems and Technology 
(1980 : Williamsburg, Va.) III. Series. 81-601695 OCLC 
06699749 


82-6176 


NAS1.55:2181 
: Marshall 
Space Flight Center, Ala.) 

15th Aerospace Mechanisms Symposium. — Washington, 
D.C. : National Aeronautics and Space Administration, Scien- 
tific and Technical Information Branch ; [Springfield, Va. : 
For sale by the National Technical Information Service], 
1981. ix, 439 p. : ill. ; 27 cm.— (NASA conference publica- 
tion ; 2181) “Co-sponsored by National Aeronautics and 
Space Administration, California Institute of Technology, and 
Lockheed Missile and Space Company, Inc. Includes biblio- 
graphical references. @Item 830-H-10 (microfiche) 1. 
Space vehicles — Design and construction — Congresses. 2. 
Space flight — Congresses. I. United States. National Aero- 
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National Science Foundation 


Information Branch. II. California Institute of Technology. 
Ill. Lockheed Aircraft Corporation. IV. Title. V. Series. 
OCLC 08029495 


UNITED STATES POSTAL SERVICE 
Washington, DC 20260 


82-6180 
P 1.1981 
United States Postal Service. 

Angesl report of the Postmester. General. [Washington, 
D.C. : U.S. Postal Service, U.S. Postal Service, 475 L’En- 
fant Plaza West, S.W., Washington, D.C., 20260 v.: ill. ; 29 
cm. Began with 1971/72. Title from cover. Description 
based on: Fiscal year 1980. Report covers fiscal year 1981. 
@ltem 835 ISSN 0362-8450 Continues: United States. Post 
Office Dept. Annual report of the Postmaster General ISSN 
0362-8450 1. United States Postal Service — Periodicals. 2. 
Postal service— United States— Periodicals. I. Title. 
HE6315 79-644203 //r81 353.0087/3 OCLC 02147733 


82-6181 


NATIONAL SCIENCE FOUNDATION 
Washington, DC 20550 


82-6177 
NS 1.18:28/final 
NS 1.18:29/final 
Federal funds for research and development. Washington, D.C. 
: National Science Foundation : For sale by the Supt. of 
Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., 
Washington, DC 20402 vv. : ill. ; 28 cm. (Surveys of science 
resources series) Annual $4.25 (v.28) $4.25 (v.29) Began 
with v. 27, 1977/79. “NSF-80-315” “NSF-81-306”" Vol. 
XXVIII, final report covering fiscal years 1978, 1979, and 
1980; v. XXIX, final report covering fiscal years 1979, 1980, 
and 1981. Description based on: v. 28 (fiscal years 1978, 
1979, and 1980) Each issue covers three fiscal years with the 
table volume appearing approximately one year before the 


P 1.10/5:981 
United States Postal Service. 
International mail manual. —[Washington, D.C.] : United 
States Postal Service : [Supt. of Docs., U.S. G.P.O., distribu- 
tor], 1981-1 v. (loose-leaf) : ill., 1 map ; 28cm. Cover title. 


report volume. Published in two volumes: report volume, 
and detailed statistical tables volume. @Item 834-N S/N 
038-000-00460-3 (v.28) ; 038-000-00479-4 (v.29) ISSN 0198- 
8700 Main series: Surveys of science resources series Con- 
tinues: Federal funds for research, development, and other 
scientific activities ISSN 0083-2359 1. Federal aid to re- 
search — United States — Periodicals. 2. Science — Research 
grants — United States — Periodicals. I. National Science 
Foundation (U.S.) II. Series. Q180.USF36 80-643468 // 
1812 338.973 OCLC 05802765 


“Replaces Publication 42, International mail”—Prelim. p. 3. 
“Issue 1 contains IMM revisions published in Postal bulletins 
through October 6, 1981”—Prelim. p. 3. “November 13, 
1981.” @Item 839 S/N 039-000-81002-6 @ GPO $34.00 
(U.S., includes basic manual and supplementary material for 
an indeterminate period) $42.50 (foreign) 1. United States 
Postal Service — Handbooks, manuals, etc. 2. Postal serv- 
ice — Interational cooperation. 3. Postal service — United 
States — Handbooks, manuals, etc. I. Title. OCLC 
08102058 


82-6182 
82-6178 P 1.10/8:982 
National five digit zip code and post office directory / prepared 


by the Retail Operations Division, Delivery Services Depart- 


NS 1.22:Ac 1/2/980 
Academic science, scientists and engineers / National Science 


Foundation. [Washington, D.C.] : The Foundation, [1979- 
National Science Foundation, Washington, D.C., 20550 v. : 
ill. ; 29 cm. (Surveys of science resources series) Annual 
Jan. 1979- Title from cover. “Detailed statistical tables.” 
“NSF 81-307.” Jan. 1980. @Item 834-T ISSN 0730-1456 
Main series: Surveys of science resources series Continues: 
Human resources for scientific activities at universities and 
colleges 1. Scientists — Employment — United States — Sta- 
tistics — Periodicals. 2. Engineers — Employment — United 
States — Statistics — Periodicals. I. National Science Foun- 
dation (U.S.) II. Series. [DNLM 1. Engineering — United 
States — statistics. 2. Research Support — statistics. 3. Sci- 
ence — United States — statistics. 4. Universities — United 
States — statistics. W2N37a] OCLC 06029998 


82-6179 


NS 1.30/2:979 

Federal support to universities, colleges and selected nonprofit 
institutions. Washington, D.C. : National Science Foundation 
: For sale by the Supt. of Docs., U. S. G.P.O., Supt. of 
Docs., U.S. Govt. Print. Off., Washington, D.C., 20402 v. : 
ill. ; 28 cm. (Surveys of science resources series) Annual 
$6.50 Began with 1969. At head of title: A report to the 
President and Congress. “NSF 81-308.” Final report cov- 
ering fiscal year 1979. Description based on: Fiscal year 
1979. @Item 834-C S/N 038-000-00478-6 Main series: 
Surveys of science resources series Continues: Federal sup- 
port to universities and colleges ISSN 0565-8233 1. Federal 
aid to higher education — United States — Statistics — Perio- 
dicals. I. National Science Foundation (U.S.) II. Series. 
378 [379] OCLC 01249482 
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ment. Washington, D.C. : U.S. Postal Service : [Supt. of 
Docs., U.S. G.P.O., distributor], 1981- Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 v. : maps ; 28 
cm. Annual $9.00 1982- 1982. @Item 839-A-3 S/N 
039-000-00265-5 Continues: National zip code and post office 
directory ISSN 0191-6971 1. Zip code— United States — 
Directories. 2. Postal service — United States — Directories. 
I. United States Postal Service. Retail Operations Division. 
OCLC 08135572 


PRESIDENT OF THE UNITED STATES 


82-6183 


Pr 39.8:T 41/As 7/v.1-4 


United States. President’s Commission on the Accident at Three 


Mile Island. Technical Assessment Task Force. 

Reports of the Technical Assessment Task Force. — Wash- 
ington, D.C. : President’s Commission on the Accident at 
Three Mile Island : For sale by the Supt. of Docs., U.S. 
G.P.O., 1979-1980. 4 v. : ill. ; 27 cm. Cover title: Staff 
reports to the President’s Commission on the Accident at 
Three Mile Island. Oct. 1979. Includes bibliographical ref- 
erences. Contents: v. 1. Technical staff analysis reports sum- 
mary; Summary sequence of events — v. 2. Chemistry, ther- 
mal dynamics, core damage; WASH 1400 reactor safety 
study; Alternative event sequences — v. 3. Selection, training, 
qualification, and licensing of Three Mile Island reactor oper- 
ating personnel; Technical assessment of operating, abnormal, 
and emergency procedures; Control room design and per- 
formance — v. 4. Quality assurance; Condensate polishing 
system; Closed emergency feedwater valves; Pilot-operated 





relief valve design and performance; Containment: Transport 
of radioactivity from the TMI-2 core to the environs; Iodine 
filter performance; Recovery: TMI-2 cleanup and decontami- 
nation. @lItem 851-J S/N 052-003-00728-2 (v.1) ; 052-003- 
00729-1 (v.2) ; 052-003-00730-4 (v.3) ; 052-003-00731-2 (v.4) 
$5.00 (v.1) $7.00 (v.2) $7.00 (v.3) $8.50 (v.4) 1. Three Mile 
Island Nuclear Power Plant (Pa.) 2. Atomic power-plants — 
Pennsylvania — Accidents. I. Title. II. Title: Staff reports 
to the President’s Commission on the Accident at Three Mile 
Island. 81-603779 OCLC 05973855 


82-6184 
Pr 40.8:H 81/F 49/980 
United States. President’s Commission on Housing. 

Financing the housing needs of the 1980s : a preliminary 
report on housing finance / The President’s Commission on 
Housing. — Washington, D.C. : The Commission, 1982. viii, 
55 p.:ill.; 28cm. “January 1982.” @lItem 851-J 1. Hous- 
ing policy — United States. I. Title. OCLC 08093950 

82-6185 
Pr 40.8:M 31/Im 7 
President’s Management Improvement Council (U.S.) 

Management improvements in the Immigration and Natu- 
ralization Service : final report / President’s Management 
Improvement Council ; Department of Justice, Immigration 
and Naturalization Service. —[Washington, D.C.?] : The 
Council, [1981] -1 v. (various pagings) ; 28 cm. Cover title. 
“September 1981.” 1. United States. Immigration and Natu- 
ralization Service — Management. 2. United States — Emmi- 
gration and immigration. I. United States. Immigration and 
Naturalization Service. II. Title. 81-603773 OCLC 
08129841 


MANAGEMENT AND BUDGET OFFICE 
Executive Office of the President 
Washington, DC 20503 


PrEx 2.8:981/app. 
PrEx 2.8:982/app. 
PrEx 2.8:983/app. 
United States. Office of Management and Budget. 

[The budget of the United States Government. Appendix 
(Dept. ed.)] The budget of the United States Government. 
Appendix. [Dept. ed.] [Washington, D.C.] : Executive Office 
of the President of the U.S., Office of Management and 
Budget : [For sale by the Supt. of Docs., U.S. G.P.O., Supt. 
of Docs., U.S. Govt. Print. Off., Washington, D.C. 20402 v. 
: ill. ; 29 cm. Annual $15.00 (FY 1981) $17.00 (FY 1982) 
17.00 (FY 1983) Began with 1971/72. Spine title: Budget 
of the U.S. Government FY 1983- Title from cover. Title 
varies slightly. Description based on: Fiscal year 1981. Re- 
ports cover fiscal years 1981, 1982, and 1983. @lItem 853 
S/N 041-001-00186-7 (FY 1981) ; 041-001-00209-0 (FY 1982) ; 
041-001-00241-3 (FY 1983) Other editions available: United 
States. Office of Management and Budget. Budget of the 
United States Government. Appendix Document edition 
Continues: United States. Bureau of the Budget. Budget of 
the United States Government. Appendix (Dept. ed.) 1951/ 
52-1970/71 1. Budget— United States — Periodicals. I. 
Title. OCLC 02862105 

82-6187 
PrEx 2.8:982 
PrEx 2.8:983 
United States. Office of Management and Budget. 

[Budget of the United States Government (Dept. ed.)] 
Budget of the United States Government. [Dept. ed.] Wash- 
ington, D.C. : Executive Office of the President, Office of 


Government Publications — April 1982 


Management and Budget : For sale by the Supt. of Docs., 
U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., Wash- 
ington, DC 20402 v. : ill. ; 24 cm. Annual $7.00 (FY 
1982) $7.50 (FY 1983) Began with 1971/72. Spine title: 
Budget of the U.S. Government FY 1983- Title varies 
slightly. Description based on: Fiscal year 1982. Reports 
cover fiscal years 1982 and 1983. @lItem 853 S/N 041-001- 
00207-3 (FY 1982) ; 041-000-00239-1 (FY 1983) ISSN 0163- 
2000 Other editions available: United States. Office of Man- 
agement and Budget. Budget of the United States Govern- 
ment Document edition Continues: United States. Bureau of 
the Budget. Budget of the United States Government (Dept. 
ed.) ISSN 0163-2000 Related records: United States. Office 
of Management and Budget. Budget of the United States 
Government. Appendix (Dept. ed.) 1. Budget — United 
States — Periodicals. I. Title. HJ2051.A59 70-611049 // 
182 353.007/22 OCLC 00932137 


82-6188 


PrEx 2.8/2:982 


United States. Office of Management and Budget. 


The United States budget in brief. [Washington, D.C.] : 
Executive Office of the President, Office of Management and 
Budget : [For sale by the Supt. of Docs., U.S. G.P.O., Supt. 
of Docs., U.S. Govt. Print. Off., Washington, D.C. :0402_ v. 
: ill. (some col.) ; 24cm. Annual $3.50 Began with 1971/ 
72. Cover title: U.S. budget in brief 1971/72-19 Title from 
cover. Description based on: FY 1982. Report covers fiscal 
year 1982. @lItem 855-A S/N 041-001-00210-3 Continues: 
United States. Bureau of the Budget. Budget in brief 1962/63- 
1970/71 1. Budget — United States — Periodicals. I. Title. 
OCLC 01227628 


82-6189 


PrEx 2.8/5:982 


United States. Office of Management and Budget. 


Special analyses, budget of the United States Government. 
Washington, D.C. : Executive Office of the President, Office 
of Management and Budget : For sale by the Supt. of Docs., 
U.S. G.P.O., Supt. of Docs., U.S. Govt. Print. Off., Wash- 
ington, D.C. 20402 v.: ill.; 24cm. Annual $6.50 Began 
with 1971/72. Description based on: Fiscal year 1982. 
Report covers fiscal year 1982. @lItem 855-B S/N 041-001- 
00208-1 ISSN 0362-9163 Continues: United States. Bureau 
of the Budget. Special analyses, budget of the United States 
ISSN 0565-0801 1. Budget— United States — Periodicals. 
a Title. HJ2051.U52a 74-611023 //t82 —353.007/22 
OCLC 01241142 


CENTRAL INTELLIGENCE AGENCY 
Executive Offiee-of the President 
Washington, DC 20505 


82-6190 


PrEx 3.10/4:Af 3/980 


United States. Central Intelligence Agency. 


Afghanistan / Central Intelligence Agency. Scale 
1:2,500,000 ; Lambert conformal conic projection, standard 
parallels 12°N and 38°N (E 56°—E 78°/N 42°—N 28°). [Wash- 
ington] : The Agency : For sale by the Supt. of Docs., U.S. 
G.P.O., [1980] 1 map : col. ; 61 x 76 cm., in envelope 16 x 
24 cm. Relief shown by shading and spot heights. Enve- 
lope title: Map of Afghanistan-reference. “504637 10-80 
(544990).” @Item 856-A-1 S/N 041-015-00141-8 @ GPO 
$3.50 1. Afghanistan— Maps. I. Title. II. Title: Map of 
Afghanistan-reference. G7630 1980.U5 81-692539 /MAPS 
OCLC 07716389 
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State Department 


82-6191 
PrEx 3.10/4:B 43 
[United States. Central Intelligence Agency.] 

Benin. Scale 1:1,500,000 (E 1°—E 4°/N 12°—N 6°). Wash- 
ington, D.C. : [Central Intelligence Agency] : For sale by the 
Supt. of Docs., U.S. G.P.O., [19817] 1 map : col. ; 51 x 26 
cm., in envelope 16 x 26 cm. Relief shown by shading and 
spot heights. Envelope title: Map of Benin. Includes loca- 
tion map, comparative area map, “aS “Population 
and tribal groups,” “Vegetation,” “Economic activity.” 
“77258 5-70” @Item 856-A-1 oN 041-015-00147-7 @ 
GPO $3.50 1. Benin—Maps. 2. Benin— Economic con- 
ditions — Maps. 3. Benin — Population— Maps. 4. Ethno- 
logy — Benin — Maps. 5. Phytogeography — Benin — Maps. 
L Title. IL. Title: Map of Benin. OCLC 07858130 


82-6192 
PrEx 3.10/4:G 11 
[United States. Central Intelligence Agency.] 

Gabon. Scale 1:1,690,000 (E 8°—E 14°/N 2°—S 4°). Wash- 
ington, D.C. : [Central Intelligence Agency] : For sale by the 
Supt. of Docs., U.S. G.P.O., [19817] 1 map : col. ; 43 x 42 
cm., in envelope 16 x 24 cm. Relief shown by shading and 
spot heights. Envelope title: Map of Gabon. “Summary 
map, figure 55.” Includes location map, comparative area 
map, and maps of “Population,” “Ethnic groups,” “Economic 
activity,” and “Vegetation.” “56867 6-68.” @Item 856-A-1 

S/N 041-015-00145-1 @ GPO $3.50 1. Ethnology — 
Gabon — Maps. My Phytogeography — Gabon — Maps. 3. 
Gabon — Maps. 4. Gabon — Population — Maps. 5. 
Gabon— Economic conditions— Maps. I. Title. OCLC 
08139586 


82-6193 


PrEx 3.10/4:G 94/977 
[United States. Central Intelligence Agency.] 
Guinea. Scale 1:4,000,000 ; Lambert conformal proj., stand- 


ard parallels 8°and 32°(W 14°—W 8°/N 13°—N 7°). [Washing- 
toa, D.C.? : Central Intelligence Agency, 1977] 1 map : col. 

; 17 x22 cm. “502719 9-77 (542154).” @lItem 856-A-1 1. 
Guinea — Maps. I. Title. OCLC 08166636 


82-6194 
PrEx 3.10/4:M 58/3 
[United States. Central Intelligence Agency.] 

The Middle East. Scale 1:4,500,000 ; Lambert conformal 
conic proj. (E 20°—E 65°/N 42°—N 7°). Washington, D.C. : 
[Central Intelligence Agency] : For sale by the Supt. of 
Docs., U.S. G.P.O., [1980] 1 map : col. ; 87 x 97 cm.,, in 
envelope 25 x 31 cm. Relief shown by spot heights, shading 
and bathymetric isolines. Envelope title: Map of the Middle 
East. Includes location map. “504216 (5439987) 2-80.” S/ 
N 041-015-00131-1 @ GPO $3.50 1. Near East — Maps. I. 
Title. Il. Title: Map of the Middle East. OCLC 07859591 


82-6195 
PrEx 3.10/4:N 56/2 
[United States. Central Intelligence Agency.] 

Niger. Scale [ca. 1:8,500,000] (0°—E 16°/N 28°—N 12°). 
Washington, D.C. : [Central Intelligency Agency] : For sale 
by the Supt. of Docs., U.S. G.P.O., [19817] 1 map : col. ; 18 
x 22 cm., on sheet 39 x 51 cm., in envelope 16 x 24 cm. 
Relief shown by shading and spot heights. Envelope title: 
Map of Niger. Includes location map, comparative area 
map, and maps of “Population” and “Economic activity.” 
“59203 4-69.” @Item 865-A-1 S/N 041-015-00146-9 @ 
GPO $3.50 1. Niger—Maps. 2. Niger — Population — 

3. Niger — Economic conditions — Maps. I. Title. 
II. Title: Map of Niger. OCLC 08134456 
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82-6196 


PrEx 3.10/4:So 8 a/2 


[United States. Central Intelligence 


Agency.] 

Southwest Asia. Scale 1:3,000,000 ; Lambert conformal 
conic projection, standard parallels 38°N and 12°N (B 42°—E 
78°/N 44°—N 22°).—— [Washington : Central Intelligence 
Agency : Supt. of Docs., U.S. G.P.O. [distributor], 1980] 1 
map : col. ; 84x 109 cm. Relief shown by shading and spot 
heights. Depths shown by gradient tints and soundings. In- 
cludes glossary. “504679 11-80 (544991).” @ltem 856-A-1 
S/N 041-015-00139-6 @ GPO $3.50 1. Near East — Maps. 
I. Title. G7420 1980.U52 81-692538 /MAPS OCLC 
07716382 


STATE DEPARTMENT 
Washington, DC 20520 


82-6197 


S 1.2:F 76 s/11/981 


Information for married applicants / Foreign Service of the 


United States of America ; [editor, Virginia L. Taylor]. — 
Washington, D.C. : Dept. of State, Family Liaison Office, 
[1981] 10 p.; 22x 10cm. Cover title. “Released January 
1981”—P. 2 of cover. “U.S. Department of State, U.S. De- 
partment of Commerce, and U.S. International Communica- 
tion Agency”—P. 2 of cover. 1. Married people — United 
States. 2. United States — Diplomatic and consular service. 
I. Taylor, Virginia L. II. United States. Dept. of State. III. 
United States. Dept. of Commerce. IV. United States. Inter- 
national Communication Agency. V. United States. Dept. of 
State. Family Liaison Office. VI. United States. Foreign 
Service. OCLC 08138310 


82-6198 


S 1.69:194 


Travel to Greece / U.S. Department of State, Bureau of Con- 


sular Afairs, Passport Services. — Washington, D.C. : Pass- 
port Services : For sale by the Supt. of Doc., U.S. G.P.O., 
1980. [4] p. ; ill. ; 27 cm.— (Department of State publica- 
tion ; 9137. Department and Foreign Service series ; 194) 
“August 1980.”—p. [4] @lItem 863 S/N 044-000-01805-5 @ 
GPO $1.75 1. Greece — Description and travel. I. United 
States. Passport Services. II. Series: Department of State 
publication ; 9137. III. Series: Department of State publica- 
tion. Department and Foreign Service series ; 194. OCLC 
07983257 


82-6199 


S 1,69:246 


Tips for travelers to the People’s Republic of China / United 


States Department of State, Bureau of Consular Affairs. — 
Washington, D.C. : The Bureau : For sale by the Supt. of 
Docs., U.S. G.P.O., 1981. 1 folded sheet (6 p.) ; 22 cm. — 
(Department of State publication ; 9199. Department and For- 
eign Service series ; 246) “May 1981.” @lItem 863 S/N 
044-000-01849-7 @ GPO $1.75 1. China — Description and 
travel. I. United States. Bureau of Consular Affairs. II. 
Series: Department of State publication ; 9199. III. Series: 
Department of State publication. Department and Foreign 
Service series ; 246. OCLC 07983235 





S 1.70:149 

United States contributions to international organizations. 
(Washington, D.C.] : Bureau of International Organization 
Affairs : For sale by the Supt. of Docs., U.S. G.P.O., Supt. 
of Docs., U.S. Govt. Print. Off., Washington, D.C. 20402 v. 
; 23 cm. (Dept. of State publication ; 9140. International 
organization and conference series ; 149) Annual $4.50 
Began with 1951/52. 28th annual report covering fiscal year 
1979. Description based on: 28th annual report (fiscal year 
1979) @Item 882-B S/N 044-000-01824-1 Main series: 
Department of State publication. International organization 
and conference series 1. Economic assistance, American — 
Periodicals. 2. International agencies — Finance — Periodi- 
cals. I. United States. Dept. of State. Bureau of International 
Organization Affairs. II. Series: Department of State publi- 
cation ; 9140. III. Series: Department of State publication. 
International organization and conference series ; 149. 
OCLC 03257295 


82-6201 


S 1.71/4:98 
Shulman, Marshall Darrow. 

U.S.-Soviet relations : an overview : October 16, 1979. — 
Washington, D.C. : U.S. Dept. of State, Bureau of Public 
Affairs, Office of Public Communication, Editorial Division, 
[1979] 6 p. ; 28 cm.— (Current policy ; no. 98) Caption 
title. “October 1979”—P. 6. 1. United States — Foreign re- 
lations — Soviet Union — Addresses, essays, lectures. 2. 
Soviet Union — Foreign relations — United States — Address- 
es, essays, lectures. I. United States. Dept. of State. Office of 
Public Communication. Editorial Division. II. Title. III. 
Series: United States. Dept. of State. Bureau of Public Affairs. 
Current policy ; no. 98. OCLC 08102324 


82-6202 


S 1.71/4:116 
McHenry, Donald F. 

Statement to U.N. on Iran : December 1, 1979 / Ambasso- 
dor McHenry. — Washington, D.C. : U.S. Dept. of State, 
Bureau of Public Affairs, Office of Public Communications, 
Editorial Division, [1979] [2] p. ; 28 cm. — (Current policy ; 
no. 116) Caption title. “December 1979”"—P. [2] 1. 
United States— Foreign relations — Addresses, essays, lec- 
tures. 2. Iran Hostage Crisis, 1979-1981 — Addresses, essays, 
lectures. I. United States. Dept. of State. Office of Public 
Communication. Editorial Division. II. Title. III. Series: 
United States. Dept. of State. Bureau of Public Affairs. Cur- 
rent policy ; no. 116. OCLC 08091218 


82-6203 


S 1.71/4:123 
Carter, Jimmy, 1924- 

Soviet invasion of Afghanistan : January 4, 1980 / Presi- 
dent Carter.— Washington, D.C. : U.S. Dept. of State, 
Bureau of Public Affairs, Office of Pubiic Communication, 
Editorial Division, [19807] [2] p. ; 28 cm. — (Current policy 
; no. 123) Caption title. 1. United States — Foreign rela- 
tions — Soviet Union — Addresses, essays, lectures. 2. Soviet 
Union — Foreign relations — Addresses, essays, lectures. 3. 
Afghanistan — History — Soviet Occupation, 1979- I. United 
States. Dept. of State. Office of Public Communication. Edi- 
torial Division. II. Title. III. Series: United States. Dept. of 
State. Bureau of Public Affairs. Current policy ; no. 123. 
OCLC 08102348 


82-6204 


S 1.71/4:139 
Carter, Jimmy, 1924- 

National security goals : February 19, 1980 / President 
Carter. — Washington, D.C. : U.S. Dept. of State, Bureau of 


Government Publications — April 1982 


vision, [1980] 3 p. ; 28 cm.— (Current policy ; no. 139) 
Caption title. “February 1980”—P. 3. 1. United States — 
Foreign relations — Addresses, essays, lectures. I. United 
States. Dept. of State. Office of Public Communication. Edi- 
torial Division. II. Title. III. Series: United States. Dept. of 
State. Bureau of Public Affairs. Current policy ; no. 139. 
OCLC 08143857 


82-6205 


S 1.71/4:177 


Muskie, Edmund S., 1914- 


Foreign policy and the role of the secretary : May 7, 1980 
/ by Secretary State-Designate Muskie. — Washington, D.C. : 
U.S. Dept. of State, Bureau of Public Affairs, Office of Public 
Communications, Editorial Division, [1980] [2] p. ; 28 cm. — 

(Current policy ; no. 177) Caption title. “May 1980”—P. 
[2] 1. United States — Foreign relations — Addresses, essays, 
lectures. 2. United States. Dept. of State — Addresses, 
essays, lectures. I. United States. Dept. of State. Office of 
Public Communication. Editorial Division. [I. Title. III. 
Series: United States. Dept. of State. Bureau of Public Affairs. 
Current policy ; no. 177. OCLC 08102404 


82-6206 


S 1.71/4:185 


Christopher, Warren. 


Resources and foreign policy : May 28, 1980. — Washing- 
ton, D.C. : U.S. Dept. of State, Bureau of Public Affairs, 
Office of Public Communication, Editorial Division, [1980] 3 
p- ; 28 cm.— (Current policy ; no. 185) Caption title. 
“June 1980”—P. 3. 1. United States — Foreign relations — 
Addresses, essays, lectures. I. United States. Dept. of State. 
Office of Public Communication. Editorial Division. II. 
Title. III. Series: United States. Dept. of State. Bureau of 
Public Affairs. Current policy ; no. 185. OCLC 08143175 


82-6207 


S 1.71/4:186 


Christopher, Warren. 


Kampuchean relief : May 26, 1980.— Washington, D.C. : 
U.S. Dept. of State, Bureau of Public Affairs, Office of Public 
Communication, Editorial Division, [1980] [2] p. ; 28 cm. — 
(Current policy ; no. 186) Caption title. “June 1980”—P. 
[2] 1. United States — Foreign relations — Cambodia — Ad- 
dresses, essays, lectures. 2. Cambodia — Foreign relations — 
United States — Addresses, essays, lectures. I. United States. 
Dept. of State. Office of Public Communication. Editorial 
Division. II. Title. III. Series: United States. Dept. of 
State. Bureau of Public Affairs. Current policy ; no. 186. 
OCLC 08143145 


82-6208 


S 1.71/4:188 


Muskie, Edmund S., 1914- 


The Middle East, outlook for peace : June 9, 1980 / Secre- 
tary Muskie.— Washington, D.C. : U.S. Dept. of State, 
Bureau of Public Affairs, Office of Public Communication, 
Editorial Division, [1980] 3 p. ; 28 cm.— (Current policy ; 
no. 188) Caption title. “June 1980."—P. 3. 1. United 
States — Foreign relations — Near East — Addresses, essays, 
lectures. 2. Near East— Foreign relations — United 
States — Addresses, essays, lectures. I. United States. Dept. 
of State. Office of Public Communication. Editorial Division. 
II. Title. III. Series: United States. Dept. of State. Bureau of 
Public Affairs. Current policy ; no. 188. OCLC 08102258 
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82-6209 
S 1.71/4:252 
Muskie, Edmund S., 1914- 

Refugees, the U.S. response : December 5, 1980 / Secretary 
Muskie. — Washington, D.C. : U.S. Dept. of State, Bureau of 
Public Affairs, Office of Public Communication, Editorial Di- 
vision, [1980] 3 p. ; 28 cm.— (Current policy ; no. 252) 
Caption title. “December 1980”—P. 3. @Item 877-C 1. 
United States — Foreign relations — Addresses, essays, lec- 
tures. 2. Refugees — United States — Addresses, essays, lec- 
tures. 3. Refugees — Addresses, essays, lectures. I. United 
States. Dept. of State. Office of Public Communication. Edi- 
torial Division. II. Title. III. Series: United States. Dept. of 
State. Bureau of Public Affairs. Current policy ; no. 252. 
OCLC 08102300 


82-6210 
S 1.71/4:258 
Haig, Alexander Meigs, 1924- 

News conference : January 28, 1981 / Secretary Haig. — 
Washington, D.C. : U.S. Dept. of State, Bureau of Public 
Affairs, Office of Public Communication, Editorial Division, 
[1981] 6 p. ; 28 cm.— (Current policy ; no. 258) Caption 
title. “January 1981”—P. 6. 1. United States — Foreign re- 
lations — Addresses, essays, lectures. I. United States. Dept. 
of State. Office of Public Communication. Editorial Division. 
Il. Title. III. Series: United States. Dept. of State. Bureau of 
Public Affairs. Current policy ; no. 258. OCLC 08143939 

82-6211 
S 1.71/4:264 
Haig, Alexander Meigs, 1924- 

Security and development assistance : March 19, 1981 / 
Secretary Haig. — Washington, D.C. : U.S. Dept. of State, 
Bureau of Public Affairs, Office of Public Communication, 
Editorial Division, [1981] 3 p. ; 28 cm.— (Current policy ; 
no. 264) Caption title. “March 1981”—P. 3. [Item 877-C] 
@ltem 877-C 1. United States— Foreign relations — Ad- 
dresses, essays, lectures. I. United States. Dept. of State. 
Office of Public Communication. Editorial Division. II. 
Title. III. Series: United States. Dept. of State. Bureau of 
Public Affairs. Current policy ; no. 264. OCLC 08143253 

82-6212 
S$ 1.71/4:271 
Haig, Alexander Meigs, 1924- 

Interview on “Meet the press” : March 29, 1981 / Secre- 
tary Haig. — Washington, D.C. : U.S. Dept. of State, Bureau 
of Public Affairs, Office of Public Communication, Editorial 
Division, [1980] 3, [1] p. ; 28 cm.— (Current policy ; no. 
271) “April 1980."—P. [4] Caption title. [Item 877-C] 
@ltem 877-C 1. United States—Foreign relations — 
Poland — Addresses, lectures, essays. 2. Poland — Foreign 
relations — United States — Addresses, lectures, essays. 3. 
United States— Foreign relations — Addresses, lectures, 
essays. I. United States. Dept. of State. Office of Public 
Communication. Editorial Division. II. Title. III. Series: 
United States. Dept. of State. Bureau of Public Affairs. Cur- 
rent policy ; no. 271. OCLC 08122269 

82-6213 
S 1.71/4:275 
Haig, Alexander Meigs, 1924- 

A new direction in U.S. foreign policy : April 24, 1981 / 
Secretary Haig. — Washington, D.C. : U.S. Dept. of State, 
Bureau of Public Affairs, Office of Public Communication, 
Editorial Division, [1981] 3 p. ; 28 cm.— (Current policy ; 
no. 275) Caption title. “April 1981”—P. 3. @lItem 877-C 
1. United States — Foreign relations — Addresses, essays, lec- 
tures. I. United States. Dept. of State. Office of Public Com- 
munication. Editorial Division. II. Title. III. Series: United 
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States. Dept. of State. Bureau of Public Affairs. Current 
policy ; no. 275. OCLC 08143307 


82-6214 


S 1.71/4:276 


Haig, Alexander Meigs, 1924- 


NATO and restoring U.S. leadership : May 9, 1981 / Secre- 
tary Haig. — Washington, D.C. : U.S. Dept. of State, Bureau 
of Public Affairs, Office of Public Communication, Editorial 
Division, [1981] 3 p. ; 28 cm.— (Current policy ; no. 276) 
Caption title. “May 1981”—P. 3. @lItem 877-C 1. United 
States — Foreign relations — Addresses, essays, lectures. 2. 
North Atlantic Treaty Organization — Addresses, essays, lec- 
tures. I. United States. Dept. of State. Office of Public Com- 
munication. Editorial Division. II. Title. III. Series: United 
States. Dept. of State. Bureau of Public Affairs. Current 
policy ; no. 276. OCLC 08143052 


82-6215 


S 1.71/4:277 


Haig, Alexander Meigs, 1924- 


Foreign policy and the American spirit : May 16, 1981 / 
Secretary Haig. — Washington, D.C. : U.S. Dept. of State, 
Bureau of Public Affairs, Office of Public Communication, 
Editorial Division, [1981] [2] p. ; 28 cm.— (Current policy ; 
no. 277) Caption title. “May 1981”—P. [2] @lItem 877-C 
1. United States — Foreign relations — Addresses, essays, lec- 
tures. I. United States. Dept. of State. Office of Public Com- 
munication. Editorial Division. II. Title. III. Series: United 
States. Dept. of State. Bureau of Public Affairs. Current 
policy ; no. 277. OCLC 08143409 


82-6216 


S 1.71/4:305 


Haig, Alexander Meigs, 1924- 


A strategic approach to American foreign policy : August 
11, 1981 / Secretary Haig. — Washington, D.C. : U.S. Dept. 
of State, Bureau of Public Affairs, Office of Public Communi- 
cation, Editorial Division, [1981] 3, [1] p. ; 28 cm.— (Cur- 
rent policy ; no. 305) Caption title. “August 1981”—P. [1] 
@ltem 877-C 1. United States— Foreign relations — Ad- 
dresses, essays, lectures. I. United States. Dept. of State. 
Office of Public Communication. Editorial Division. II. 
Title. III. Series: United States. Dept. of State. Bureau of 
Public Affairs. Current policy ; no. 305. OCLC 08143391 


82-6217 


S 1.119/2:W 89/980 


Status of the world’s nations. [Washington, D.C.] : Bureau of 


Intelligence and Research, U.S. Dept. of State : For sale by 
the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. Govt., 
Print. Off., Washington, D.C. 20402 v. ; 28 cm. (Geographic 
bulletin) (Department of State publication ; 8735) $2.00 
Began with 1963. Sept. 1980. Description based on: 1980. 
Vols. for 196 -19 were issued by the Dept. of State’s Office of 
the Geographer; 1973- by the Dept.’s Bureau of Intelligence 
and Research. @lItem 876-A S/N 044-000-01799-7 Main 
series: Geographic bulletin Main series: Department of State 
publication 1. Self-determination, National — Periodicals. I. 
United States. Dept. of State. Bureau of Intelligence and 
Research. II. United States. Dept. of State. Office of the 
Geographer. III. Series. IV. Series. OCLC 02208248 





82-6218 


S 1.123:T 15/981 

Background notes, Tanzania / United States Department of 
State, Bureau of Public Affairs ; [editor, Joanne Reppert 
Reams]. — Washington, D.C. : U.S. Dept. of State, Bureau of 
Public Affairs, Office of Public Communication, Editorial Di- 
vision : For sale by the Supt. of Docs., U.S. G.P.O., 1981. 8 
p. : ill., 2 maps ; 28 cm. — (Department of State publication ; 
8097) Caption title. “September 1981”— P. 1. Bibliogra- 
phy: p. 7. @Item 862-B S/N 044-000-92653-9 @ GPO 
$1.75 1. Tanzania— Description and travel. I. Reams, 
Joanne Reppert, 1950- II. United States. Dept. of State. 
Bureau of Public Affairs. III. United States. Dept. of State. 
Bureau of Public Affairs. Editorial Division. IV. Series: De- 
partment of State publication ; 8097. V. Series: Department 
of State publication. Background notes series. OCLC 
07983213 


82-6219 


S 1.123:Un 33/981 

Background notes, U.S.S.R. / United States Department of 
State, Bureau of Public Affairs ; [editor, Joanne Reppert 
Reams]. — Washington, D.C. : U.S. Dept. of State, Bureau of 
Public Affairs, Office of Public Communications, Editorial 
Division : For sale by the Supt. of Docs., U.S. G.P.O., 1981. 
15 p. : ill, 2 maps ; 28 cm.— (Department of State publica- 
tion ; 7842. Background notes series) Caption title. “ 
tember 1981”— P. 1. Bibliography: p. 3. @lItem 862-B S/ 
N 044-000-92655-5 @ GPO $1.75 1. Soviet Union — De- 
scription and travel. I. Reams, Joanne Reppert, 1950- II. 
United States. Dept. of State. Bureau of Public Affairs. III. 
United States. Dept. of State. Bureau of Public Affairs. Edito- 
rial Division. IV. Series: Department of State publication ; 
7842. V. Series: Department of State publication. Back- 
ground notes series. OCLC 07983143 


82-6220 


S 1,123:Up 6 v/981 
Background notes, Upper Volta / United States Department of 
State, Bureau of Public Affairs ; [editor, Joanne Reppert 
Reams]. — Washington, D.C. : U.S. Dept. of State, Bureau of 
Public Affairs, Office of Public Communications, Editorial 
Division : For sale by the Supt. of Docs., U.S. G.P.O., 1981. 
p. : 2 maps ; 28 cm.— (Department of State publication ; 
8201. Background notes series) Caption title. “August 
1981”—P. 1. Bibliography: p. 4. @lItem 862-B S/N 044- 
000-92654-7 @ GPO $1.75 1. Upper Volta — Description 
and travel. I. Reams, Joanne Reppert, 1950- II. United 
States. Dept. of State. Bureau of Public Affairs. III. United 
States. Dept. of State. Bureau of Public Affairs. Editorial 
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82-6222 


S 1.128:In 3 


Freedom of information / Department of State, Bureau of 


Public Affairs. — [Washington, D.C.] : The Bureau ; [19797] 
[2] p. ; 27 cm.— (Gist) “November 1978.” 1. Freedom of 
information — United States. I. United States. Dept. of 
State. Bureau of Public Affairs. II. Series. OCLC 07980181 


82-6223 


S 7.12/3:978 


Digest of United States practice in international law. Washing- 


ton, D.C. : Office of the Legal Adviser, Dept. of State : For 
sale by the Supt. of Docs., U.S. Govt. Print. Off., v. ; 24 
cm. (Department of State publication ; 9162) Annual 
$21.00 Began with vol. for 1973. 1978. Description based 
on: 1978. Prepared by: Arthur W. Rovine, 1973-1974; Elea- 
nor C. McDowell, 1975-1976; John A. Boyd, 1977; Marian L. 
Nash, 1978-. @Item 864-A S/N 044-000-01762-8 ISSN 
0095-3369 Main series: Department of State publication 1. 
International law — Yearbooks. 2. United States — Foreign 
relations — Yearbooks. I. United States. Dept. of State. 
Office of the Legal Adviser. II. Rovine, Arthur W. III. 
McDowell, Eleanor C. IV. Boyd, John A., 1942- V. Nash, 
Marian Lloyd. VI. Series. JX21.R68 79-645897 //r812 
341/.0973 OCLC 04916863 


82-6224 


S 9.10:9982 


Commission of the European Communities. 


[Treaties, etc. United States, 1979 Apr 12. Protocols, etc., 
1980 Oct. 28] Trade, Tokyo round of the multilateral trade 
negotiations : agricultural products : agreement between the 
United States of America and the European communities 
done at Geneva April 12, 1979 with related letter signed at 
Washington October 28, 1980. — [Washington, D.C.] : Dept. 
of State : For sale by the Supt. of Docs., U.S. G.P.O., 1981. 
13 p. ; 24 cm. — (Treaties and other international acts series ; 
9982) @Item 899 S/N 044-000-93091-9 @ GPO $2.00 1. 
Tariff on farm produce — United States. 2. Tariff on farm 
produce— Europe. 3. Tariff—Law and legislation. I. 
United States. Treaties, ect. Commission of the European 
Communities, 1979 Apr. 12. Proctocols, etc. 1980 Oct. 28. 
II. United States. Dept. of State. III. Title. IV. Series. 
OCLC 07985398 


INTERNATIONAL DEVELOPMENT AGENCY 


State Dept. 
Washington, DC 20523 


Division. IV. Series: Department of State publication ; 8201. 
V. Series: Department of State publication. Background notes 
series. OCLC 07983183 china 
82-6221 


S 1.127:L 61/981 S 18.2:N 92 


Liberia, post report / United States Department of State. — Durch, Jane. 


Revised May 1981.— Washington, D.C. : Foreign Affairs 
Information Management Center, Publishing Services Divi- 
sion : For sale by the Supt. of Docs., U.S. G.P.O., 1981. 16 
p. : ill., map ; 28 cm.— (Department of State publication ; 
9185. Department and Foreign Service series ; 232) Cover 
title. Bibliography: p. 16. @Item 869-C S/N 044-000- 
01854-3 @ GPO $2.50 1. Liberia — Description and travel. 
2. United States — Diplomatic and consular service — Liberia. 
I. United States. Dept. of State. II. Foreign Affairs Informa- 
tion Management Center (U.S.) Publishing Services Division. 
III. Series: Department of State publication ; 9185. IV. 
Series: Department of State publication. Department and For- 
eign Service series ; 232. OCLC 07981704 


Nuptiality patterns in developing countries : implications 
for fertility / by Jane S. Durch. — Washington, D.C. : Popu- 
lation Reference Bureau, Inc., [1980] 43 p. : col. ill. ; 23 
cm.— (Reports on the World Fertility Survey ; 1) Cover 
title. “December 1980”—P. 1. “Office of Population, 
United States Agency for International Development”—P. 2 
of cover. Bibliography: p. 42-43. “Prepared under contract 
AID/DSPE-C-0024"—P. 2 of cover. 1. Underdeveloped 
areas — Population. 2. Fertility — Statistics. 3. Marriage 
customs and rites — Statistics. I. Population Reference 
Bureau. II. United States. Agency for International Devel- 
opment. Office of Population. III. Title. IV. Series. 
OCLC 07150166 
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SMITHSONIAN INSTITUTION 
Washington, DC 20560 
82-6226 


Heppner, John B. 

Classification of the superfamily Sesioidea 
(Lepidoptera:Ditrysia) / John B. Heppner and W. Donald 
Duckworth. — Washington : Smithsonian Institution Press, 
[1981] iii, 144 p. : ill. ; 26 cm. — (Smithsonian contributions 
to zoology ; no. 314) Bibliography: p. 59-84. Includes 
index. @Item 910-D 1. oe — Classification. 
2. Brachodidae — Classification. 3. Choreutidae — Classifica- 
tion. 4. Insects — Classification. 1. Duckworth, W. Donald. 
Il. Title. Ill. Series. QL1.S54 no. 314 79-607130 
[QL561.S47] 591s [595.78/1] OCLC 05990205 


82-6227 


SI 1.27:314 


SI 1.27:327 
Litte, Marcia. 

Social biology of the Polistine wasp Mischocyttarus labiatus 

: survival in a Colombian rain forest / Marcia Litte. — Wash- 
ington : Smithsonian Institution Press, [1981] iii, 27 p. : ill. ; 
28 cm.— (Smithsonian contributions to zoology ; no. 327) 
Bibliography: p. 27. @lItem 910-D 1. Mischocyttarus labia- 
tus — Behavior. 2. Social behavior in animals. 3. Insects — 
Behavior. 4. Insects—Colombia. I. Title. II. Series. 
QL1.S54 no. 327 81-607071 [QL568.V5] 591s [595.79/8 
¢2 19] OCLC 07463340 


82-6228 
SI 1.27:335 


Lewis, Julian J. 

The subterranean Asellids (Caecidotea) of Illinois : (Crusta- 
cea, Isopoda, Asellidae) / Julian J. Lewis and Thomas E. 
Bowman. — Washington : Smithsonian Institution Press, 
[1981] iii, 66 p. : ill, maps ; 28 cm.— (Smithsonian contri- 
butions to zoology ; no. 335) Bibliography: p. 61-66. 


@ltem 910-D 1. Asellidae. 2. Crustacea — Illinois. I. 
Bowman, Thomas E. II. Title. III. Series. QL1.S54 no. 
335 80-606896 [QL444.M34] 591 ss [595.3/72] OCLC 
07738886 


82-6229 
SI 1.27:337 
Olson, Storrs L. 

The relationships of the Pedionomidae (Aves : Charadrif- 
formes) / Storrs L. Olson and David W. Steadman. — Wash- 
ington : Smithsonian Institution Press, [1981] iii, 25 p. : ill. ; 
28 cm.— (Smithsonian contributions to zoology ; no. 337) 
Bibliography: p. 24-25. @lItem 910-D 1. Pedionomus tor- 
quatus — Classification. 2. Pedionomus torquatus — Anato- 
my. 3. Birds— Classification. 4. Birds— Anatomy. I. 
Steadman, David W. II. Title. III. Series. QL1.S54 no. 
337 81-000412 [QL696.C465] 591 s [598/33 ¢2 19] 
OCLC 07204879 


82-6230 
SI 1.27:338 
Kensley, Brian Frederick. 

On the zoogeography of Southern African Decapod Crus- 
tacea, with a distributional checklist of the species / Brian 
Kensley. — Washington : Smithsonian Institution Press, [1981] 
iii, 64 p. : ill, maps ; 28 cm. — (Smithsonian contributions to 
zoology ; no. 338) Bibliography: p. 51-64. @lItem 910-D 
1. Decapoda (Crustacea) — Africa, Southern. 2. Crustacea — 
Geographical distribution. 3. Crustacea— Africa, South- 
ern — Geographical distribution. I. Title. II. Series. 
QL1.S54 no. 338 81-607972 [QL444.M33] 591 s [595.3/ 
840968 ¢2 19] OCLC 07463408 
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82-6231 
SI 1.29:48 
Smith, Alan P. 

Growth and population dynamics of Espeletia (Compositae) 
in the Venezuelan Andes / Alan P. Smith. — Washi 
D.C. : Smithsonian Institution Press, [1981] iii, 45 p. : ill., 1 
map ; 28 cm.— (Smithsonian contributions to botany ; no. 
48) Bibliography: p. 44-45. @lItem 910-E 1. Espeletia. 2. 
Growth (Plants) 3. Plant populations— Andes. 4. Plant 
populations — Venezuela. 5. Alpine flora— Andes. 6. 
Alpine flora— Venezuela. 7. Botany — Andes — Ecology. 
8. Botany — Venezuela— Ecology. I. Title. II. Series. 
QK1.S2747 no. 48 81-607061 [QK495.C74] 581 s [583/ 
55 ¢2 19] OCLC 07463324 


82-6232 
SI 1.29:49 
Palmer, Patricia G. 

A scanning electron microscope survey of the epidermis of 
East African grasses, I / Patricia G. Palmer and Alice E. 
Tucker. — Washington : Smithsonian Institution Press, [1981] 
iv, 84 p. : ill. ; 28 cm. — (Smithsonian contributions to botany 
; no. 49) Bibliography: p. 34. Includes index. @lItem 910- 
E 1. Grasses— Africa, East — Anatomy — Atlases. 2. 
Grasses — Anatomy — Atlases. 3. Leaves — Anatomy — At- 
lases. 4. Epidermis— Atlases. 5. Ultrastructure (Biol- 
ogy) — Atlases. I. Tucker, Alice E. II. Title. III. Series. 
QK1.S2747 no. 49 80-019201 [QK495.G74] 581 s [584/ 
.909676 ¢2 19] OCLC 06581357 


82-6233 
SI 1.29:50 
Nowicke, Joan W. 

Pollen morphology and phylogenetic relationships of the 
Berberidaceae / Joan W. Nowicke and John J. Skvarla. — 
Washington : Smithsonian Institution Press, [1981] iii, 83 p. : 
ill. ; 28 cm. — (Smithsonian contributions to botany ; no. 50) 
Bibliography: p. 28-30. @lItem 910-E 1. Berberidaceae. 2. 
Palynotaxonomy. I. Skvarla, John J. II. Title. III. Series. 
QK1.S2747 no. 50 80-021960 [QK495.B45] 581 s [583/ 
.117 ¢2 19] OCLC 06735438 


82-6234 
SI 1.30:42 
Doescher, Rex A. 

Living and fossil brachiopod genera, 1775-1979 : lists and 
bibliography / Rex A. Doescher. — Washington : Smithsoni- 
an Institution Press, [1981] iii, 238 p. ; 28 cm. — (Smithsoni- 
an contributions to paleobiology ; no. 42) Bibliography: p. 
187-238. @lItem 910-G 1. Brachiopoda. 2. Brachiopoda, 
Fossil. 3. Brachiopoda— Bibliography. 4. Brachiopoda, 
Fossil — Bibliography. I. Title. II. Series. QE701.S56 no. 
42 80-607773 [QL395] 560 s [594/88 ¢2 19] OCLC 
06710719 


82-6235 
SI 1.33:27/pt.1-2 
Murie, James R. 

Ceremonies of the Pawnee / James R. Murie ; edited by 
Douglas R. Parks. — Washington : Smithsonian Institution 
Press, [1981] 2 v. (viii, 497 p.) : ill. ; 27 cm. — (Smithsonian 
contributions to anthropology ; no. 27) Bibliography: p. 471- 
474. Includes indexes. Contents: pt. 1. The Skiri — pt. 2. 
The South bands. @Item 921-A S/N 047-000-00360-1 (2 
pts.) @ GPO $13.00 (2 pts. ) 1. Pawnee Indians — Rites 
and ceremonies. 2. Indians of North America — Great 
Plains — Rites and ceremonies. 3. Pawnee Indians — Music. 
4. Indians of North America—Great Plains — Music. I. 
Parks, Douglas R. II. Title. III. Series. OCLC 08140796 
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82-6236 Dept. of the Treasury. Office of the Secretary. 


circular, public debt series ; no. 8-81. OCLC 08142967 
82-6241 


SI 1.33:28 
Ortner, Donald J. 

Identification of pathological conditions in human skeletal 
remains / Donald J. Ortner and Walter G.J. Putschar. — 
Washington : Smithsonian Institution Press, [1981] xi, 479 p. 
, [1] page of plates : ill. ; 27 cm. — (Smithsonian contributions 
to anthropology ; no. 28) Bibliography: p. 457-479. @Item 
921-A 1. Paleopathology. 2. Bones— Diseases. I. Puts- 
char, Walter G. J. II. Title. III. Series). [DNLM 1. Bone 
and bones — Pathology. QZ11.5 O77i] GNI1.S54 no. 28 
80-607929 [R134.8] OCLC 06532983 


82-6237 


T 1.4/3:9-81 
United States. Dept. of the Treasury. Office of the 
United States of America, bonds of 2001. — Wash- 
ington : Dept. of the Treasury, Office of the Secretary, 1981. 
3 p. ; 27 cm.— (Department circular, public debt series ; no. 
9-81) Caption title. “March 18, 1981.” @Item 924 1. Se- 
curities— United States. 2. Bonds— United States. 3. 
Debts, Public — United States. I. Title. II. Title: Treasury 
bonds of 2001. III. Series: United States. Dept. of the Treas- 
ury. Office of the Secretary. Department circular, public debt 
series ; no. 9-81. OCLC 08100031 


82-6242 


SI 1.41:11 
Sohm Abyssal Plain : evaluating proximal sediment provenance 
/ Daniel Jean Stanley ... [et al.].— Washington : Smithsonian 


Institution Press, [1981] iii, 48 p. : ill, maps ; 27 cm.— T 1.4/3:10-81 


(Smithsonian contributions to the marine sciences ; no. 11) 
Bibliography: p. 46-48. @Item 910-M 1. Marine sedi- 
ments — Sohm Plain (Atlantic Ocean) I. Stanley, Daniel J. 
GC383.S64 81-607056 551.46/4 ¢2 19 OCLC 07555394 


TREASURY DEPARTMENT 
Washington, DC 20220 


82-6238 


T 1.2:D 44/3/v.1-4 

The costs and benefits of participations in the Treasury’s direct 
deposit program / prepared for Bank Administration Institute 
.. [et al.] ; by Peat Marwick, Mitchell & Co. and Electronic 
Banking, Inc. — Park Ridge, Ill. : The Institute, c1981. 4v.: 
ill. ; 28 cm. “United States Department of the Treasury.” 
Contents: v. 1. Summary of the study — v. 2. The cost 
difference between receiving a social security check and a 
direct deposit payment — v. 3. Customer assessment of the 
Treasury’s dierect deposit program and the program’s effect 
on account balances — v. 4. Finanical institution assessment 
of the Treasury’s direct deposit program. @Item 925 1. 
Electronic funds transfers — United States. 2. Bank depos- 
its — United States. I. United States. Dept. of the Treasury. 
II. Bank Administration Institute. III. Peat, Marwick, Mitch- 
ell, and Company. IV. Electronic Banking, inc. 81-066888 
OCLC 08134085 


82-6239 


T 1.4/3:7-81 
United States. Dept. of the Treasury. Office of the Secretary. 
United States of America, treasury notes of March 31, 1983, 
series P-1983. — Washington : Dept. of the Treasury, Office 
of the Secretary, 1981. 4 p. ; 27 cm.— ent circu- 
lar, public debt series ; no. 7-81) Caption title. Includes 
supplement to Dept. circular, public debt series-no. 7-81. 
“March 12, 1981.” @Item 924 1. Securities — United 


United States. Dept. of the Treasury. Office of the 


Secretary. 
United States of America, treasury notes of April 15, 1988, 
series D-1988. — Washington : Dept. of the Treasury, Office 
of the Secretary, 1981. 4 p. ; 27 cm.— it circu- 
lar, public debt series ; no. 10-81) Caption title. Includes 
supplement to Dept. circular, public debt series-no. 10-81. 
“March 18, 1981.” @lItem 924 1. Securities — United 
States. 2. Debts, Public — United States. I. Title. II. Title: 
Treasury notes of April 15, 1988. III. Series: United States. 
Dept. of the Treasury. Office of the Secretary. Department 
circular, public debt series ; no. 10-81. OCLC 08102454 


82-6243 


T 1.4/3:11-81 


United States. Dept. of the Treasury. Office of the Secretary. 


United States of America, treasury notes of April 30, 1983, 
series Q-1983. — Washington : Dept. of the Treasury, Office 
of the Secretary, 1981. 4 p. ; 27 cm.— (Department circu- 
lar, public debt series ; no. 11-81) Caption title. Includes 
supplement to Dept. circular, public debt series-no. 11-81. 
“April 16, 1981.” @Item 924 1. Securities — United States. 
2. Debts, Public — United States. I. Title. II. Title: Treas- 
ury notes of April 30, 1983. III. Series: United States. Dept. 
of the Treasury. Office of the Secretary. ent circular, 
public debt series ; no. 11-81. OCLC 08102429 


82-6244 


T 1.4/3:12-81 


United States. Dept. of the Treasury. Office of the Secretary. 


United States of America, treasury notes of May 15, 1984, 
series K-1984. — Washington : Dept. of the Treasury, Office 
of the Secretary, 1981. 4 p. ; 27 cm.— (Department circu- 
lar, public debt series ; no. 12-81) Caption title. Includes 
supplement to Dept. circular, public debt series-no. 12-81. 
“April 30, 1981.” 1. Securities — United States. 2. Debts, 


Public — United States. I. Title. II. Title: Treasury notes of 
May 15, 1984, series K-1984. III. Series: United States. Dept. 
of the Treasury. Office of the Secretary. t circular, 
public debt series ; no. 12-81. OCLC 08142926 


States. 2. Debts, Public — United States. I. Title. II. Title: 
Treasury notes of March 31, 1983. III. Series: United States. 
Dept. of the Treasury. Office of the Secretary. Department 
circular, public debt series ; no. 7-81. OCLC 08142804 


82-6240 82-6245 


T 1.4/3:8-81 


T 1.4/3:13-81 
United States. Dept. of the Treasury. Office of the Secretary. 


United States. Dept. of the Treasury. Office of the Secretary. 


United States of America, treasury notes of March 31, 1985, 
series G-1985. — Washington : Dept. of the Treasury, Office 
of the Secretary, 1981. 4 p. ; 27 cm.— (Department circu- 
lar, public debt series ; no. 8-81) Caption title. Includes 
supplement to Dept. circular, public debt series-no. 8-81. 
“March 12, 1981.” @Item 924 1. Securities — United 
States. 2. Debts, Public — United States. I. Title. II. Title: 
Treasury notes of March 31, 1985. III. Series: United States. 


United States of America, treasury notes of May 15, 1991, 
series A-1991.— Washington : Dept. of the Treasury, Office 
of the Secretary, 1981. 4 p. ; 27 cm.— (Department circu- 
lar, public debt series ; no. 13-81) Caption title. Includes 
supplement to Dept. circular, public debt series-no. 13-81. 
“April 30, 1981.” @Item 924 1. Securities — United States. 
2. Debts, Public — United States. I. Title. II. Title: Treas- 
ury notes of May 15, 1991. III. Series: United States. Dept. 
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Internal Revenue Service — Treasury Dept. 


of the Treasury. Office of the Secretary. Department circular, ury notes of June 30, 1985. III. Series: United States. Dept. 
it 


public debt series ; no. 13-81. OCLC 08142771 of the Treasury. Office of the Secretary. 
82-6246 public debt series ; no. 18-81. OCLC 08142942 


T 1.4/3:14-81 82-6251 
United States. Dept. of the Treasury. Office of the Secretary. 

United States of America, treasury bonds of 2006-2011. — United States. Dept. of the Treasury. Office of the q 
Washington : Dept. of the Treasury, Office of the Secretary, United States of America, treasury bonds of 2001. — Wash- 
1981. 4 p. ; 27 cm.— (Department circular, public debt ington : Dept. of the Treasury, Office of the Secretary, 1982. 
series ; no. 14-81) Caption title. Includes supplement to 4 p. ; 27 cm. — (Department circular, public debt series ; no. 
Dept. circular, public debt series-no. 14-81. “April 30, 1981.” 19-81) Caption title. Includes supplement to Dept. circular, 
@ltem 924 1. Securities— United States. 2. Bonds— public debt series-no. 19-81. “June 18, 1981.” @Item 924 
United States. 3. Debts, Public — United States. I. Title. 1. Securities — United States. 2. Bonds — United States. 3. 
Il. Title: Treasury bonds of 2006-2011. III. Series: United Debts, Public — United States. I. Title. II. Title: Treasury 


States. Dept. of the Treasury. Office of the Secretary. Depart- bonds of 2001. III. Series: United States. Dept. of the Treas- 
ment circular, public debt series ; no. 14-81. OCLC ury. Office of the Secretary. Department circular, public debt 
08100008 


series ; no. 19-81. OCLC 08142715 
82-6247 


T 1.4/3;19-81 


boa teresa — T 1.4/3:20-81 

United States. Dept. of the Treasury. Office of the Secretary. — tjniseg States. Dept. of the Treasury. Office of the Secretary. 
United States of America, treasury notes of May 31, 1983, United States of Ameri notes of July 15, 1988 
series R-1983. — Washington : Dept. of the Treasury, Office ~— harson, Wentury ly 15, 1968, 
of the Secretary, 1981. 4 p. ; 27 cm. — (Department circu- eS oe yer See Oe eee See 
; Bon ~cae tg Xetra. a of the Secretary, p. ; 27 cm.— (Department circu- 
p- one _ — pttes gis EE ana OE. lar, public debt series ; no. 20-81) Caption title. Includes 
“May 14, 1981.” @ltem 924" |. Securities — United States. *UPPlement to Me ang adh gt mlb eh 83 
2. Debts, Public— United States. I. Title. I. Title: Treas- nei Dati.” Shite S08 Secustties — Unie States. 
ury notes of May 31, 1983. III. Series: United States. Dept. . notes of July 15, 1988. III ‘edie United Sunes Dept 
of the Treasury. Office of the Secretary. Department circular, po Treasury. Office of the Secretary. ont pies oie, 

SE CR ate 5 an I. Cust See public debt series ; no. 20-81. OCLC 08142749 

82-6248 


T 1.4/3:16-81 82-6253 se ety 
United States. t. of the Treasury. Office of the Secretary. $ A/S 
United  Toateys America, treasury notes of November 15, United States. Dept. of the Treasury. Office of the Secretary. 
1986, series E-1986.— Washington : Dept. of the Treasury, United States of America, treasury notes of July 31, 1983, 
Office of the Secretary, 1981. 4 p. ; 27 cm.— (Department series T-1983.— Washington : Dept. of the Treasury, Office 
circular, public debt series ; no. 16-81) Caption title. In- of the Secretary, 1981. 4 p. ; 27 cm.— (Department circu- 
cludes supplement to Dept. circular, public debt series-no. 16- lar, public debt series ; no. 21-81) Caption title. Includes 
81. “May 21, 1981.” @lItem 924 1. Securities — United supplement to Dept. circular, public debt Series-no. 21-81. 
States. 2. Debts, Public — United States. I. Title. II. Title: “July 16, 1981.” @Item 924 1. Securities — United States. 
Treasury notes of November 15, 1986. III. Series: United 2. Debts, Public — United States. 1 Title. Il. Title: Treas- 
States. Dept. of the Treasury. Office of the Secretary. Depart- ury notes of July 31, 1983. III. Series: United States. Dept. 
ment circular, public debt series ; no. 16-81. OCLC of the Treasury. Office of the Secretary. Department circular, 
08091158 public debt series ; no. 21-81. OCLC 08142689 
82-6249 
T 1.4/3:17-81 INTERNAL REVENUE SERVICE 
United States. Dept. of the Treasury. Office of the Secretary. Treasury Dept. 
United States of America, treasury notes of June 30, 1983, Washington, DC 20224 
series S-1983.— Washington : Dept. of the Treasury, Office 
of the Secretary, 1982. 4 p. ; 27 cm.— (Department circu- 82-6254 
lar, public debt series ; no. 17-81) Caption title. Includes ; T 22,19/2:F 22/981 
supplement to Dept. circular, public debt series-no. 17-81. United States. Internal Revenue Service. : 
“June 11, 1981.” @Item 924 1. Securities — United States. Farmer's tax guide. — Rev. Oct. 81. — [Washington, D.C.?] 
2. Debts, Public — United States. I. Title. Il. Title: Treas- : Dept. of the Treasury, Internal Revenue Service, 1981. 76 
ury notes of June 30, 1983. III. Series: United States. Dept. p. : forms ; 27 cm.— (Publication ; 225) Caption title. 
of the Treasury. Office of the Secretary. Department circular, “For use in preparing 1981 returns.” Includes bibliograph- 
public debt series ; no. 17-81. OCLC 08099992 ical references and index. @lItem 956-A 1. Income tax — 
United States. 2. Farmers — Taxation — United States. I. 
62-4290 Title. IL. Series: Publication (United States. Internal Reve- 
T 14/3:18-81 nue Service) ; 225. OCLC 08138979 
United States. Dept. of the Treasury. Office of the Secretary. 
United States of America, treasury notes of June 30, 1985, 82-6255 
series H-1985.— Washington : Dept. of the Treasury, Office T 22.44/2:554/14 
of the Secretary, 1982. 4 p. ; 27 cm.— (Department circu- United States. Internal Revenue Service. 
lar, public debt series ; no. 18-81) Caption title. Includes Tax benefits for older Americans. — Rev. Nov. 81.— 
supplement to Dept. circular, public debt series-no. 18-81. (Washington, D.C.?] : Dept. of the Treasury, Internal Reve- 
“June 11, 1981.” @Item 924 1. Securities — United States. nue Service : For sale by the Supt. of Docs., U.S. G.P.0., 
2. Debts, Public — United States. I. Title. II. Title: Treas- 1981. 48 p. : forms ; 27 cm.— (Publication ; 554) Caption 
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title. “For use in preparing 1981 returns.” Includes biblio- 
graphical references and index. @Item 964-B S/N 048-004- 
01834-9 @ GPO $3.00 1. Aged — Taxation — United 
States. 2. Income tax — United States. I. Title. II. Series: 
Publication (United States. Internal Revenue Service) ; 554. 
OCLC 08139014 


82-6256 


T 22.44/2:567/14 
United States. Internal Revenue Service. 

Tax information on U.S. Civil Service retirement and dis- 
ability. — Rev. Nov. 81. — [Washington, D.C.?] : Dept. of the 
Treasury, Internal Revenue Service : For sale by the Supt. of 
Docs., U.S. G.P.O., 1981. 7 p. : forms ; 27 cm.— (Publica- 
tion ; 567) Caption title. “For use in preparing 1981 re- 
turns.” @lItem 964-B S/N 048-004-01835-7 @ GPO $1.75 
1. Civil service pensions — Taxation— United States. 2. 
Income tax — United States. I. Title. II. Series: Publication 
(United States. Internal Revenue Service) ; 567. OCLC 
08139046 


82-6257 


T 22.44/2:903/4 
United States. Internal Revenue Service. 

Energy credits for individuals. — Rev. Nov. 81. —[Wash- 
ington, D.C.?] : Dept. of the Treasury, Internal Revenue 
Service : For sale by the Supt. of Docs., U.S. G.P.O., 1981. 
4 p.: 1 form ; 27 cm.— (Publication ; 903) Caption title. 
“For use in preparing 1981 returns.” S/N 048-004-01836-5 
@ GPO $1.75 1. Tax credits— United States. 2. Income 
tax — United States. 3. Energy tax credits — United States. 
I. Title. II. Series: Publication (United States. Internal Reve- 
nue Service) ; 903. OCLC 08138949 
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Washington, DC 20590 


82-6258 


TD 1.2:B 47/4/980-2 
Moran, Katie. 

Bicycle transportation for energy conservation / Katie 
Moran ; prepared for U.S. Department of Transportation, 
Office of the Secretary. — Washington, D.C. : The Office ; 
Springfield, Va. : National Technical Information Service 
[distributor, 1980] 127 p. in various pagings : ill. ; 28 cm. 
Cover title. “Mountain Bicyclists’ Association, Inc.” 
“Technical report.” “May 1980.” Bibliography: Appendix 
A. “Contract no. DOT OS-90092.” “DOT-P-80-092.” 
@ltem 982-C-1 1. Cycling — United States. 2. Bicycles — 
United States. 3. Energy conservation — United States. 4. 
Commuting — United States. I. United States. Dept. of 
Transportation. Office of the Secretary. II. Mountain Bicy- 
clists’ Association. III. Title. OCLC 07002999 


82-6259 


TD 1,2:Ec 7/3 
The Effect of economic regulation on fuel-use efficiency in 
private trucking operations. —[Washington, D.C.] : U.S 
Dept. of Transportation, Office of the Secretary of Transpor- 
tation ; Springfield, Va. : National Technical Information 
Service [distributor, 1980] 98 p. : forms ; 28 cm. Cover 
title. “Policy and Management Associates, Inc.”—1st prelim. 
p- “April 1980.” Bibliography: p. 69-71. Contract no.: 
DOT-OS-90023. @lItem 982-C-1 (microfiche) 1. Transpor- 
tation, Automotive — United States — Freight — Energy con- 
sumption. 2. Freight and freightage— United States — 
Energy consumption. I. United States. Dept. of Transporta- 
tion. Office of the Secretary. II. Policy and Management 
Associates. OCLC 08122796 
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82-6260 
TD 1.2:H 34 

Evaluation of the feasibility of a single-beam headlighting 
system / R. Halstead-Nussloch ... [et al.] ; prepared for U.S. 
Department of Transportation, National Highway Traffic 
Safety Administration. — Washington, D.C. : The Administra- 
tion : Springfield, Va. : Available to the U.S. public through 
the National Technical Information Service, [1979] xi, 165 p. 
: ill. ; 28 cm. Cover title. “Final report.” “December 
1979.” Bibliography: p. 107-112. “Contract no. DOT-HS-7- 
01554.” “DOT-HS-805-219.” @Item 982-C-1 (microfiche) 
1. Automobiles— United States— Lighting. I. Halstead- 
Nussloch, R. II. United States. National Highway Traffic 
Safety Administration. OCLC 06083387 


82-6261 
TD 1.2:L 23 
United States. Dept. of Transportation. Office of the Assistant 
Secretary for Policy and International Affairs. 

Landside transportation at ports : a preliminary assessment 
of transportation connectivity problems at U.S. ports / Office 
of the Assistant Secretary of Transportation for Policy and 
International Affairs.—[Washington, D.C.?] : The Office, 
[1980] 1 v. (various pagings) : maps ; 28 cm. Cover title. 
“July 1980.” Includes bibliographical references. @Item 
982-C-1 (microfiche) 1. Transportation— United States — 
Planning. 2. Port districts— United States. 3. United 
States Commerce. I. Title. OCLC 08126074 


82-6262 
TD 1.2:N 81 E/2/advance 

Two-year report on the Northeast Corridor. — [Washington, 
D.C.2] : U.S. Dept. of Transportation, [1978] 172 p: ill. ; 28 
cm. Cover title. “Advance copy.” “February 1978.” In- 
cludes bibliographical references. @Item 982-C-1 (micro- 
fiche) 1. Railroads— Northeastern States— Planning. I. 
United States. Dept. of Transportation. OCLC 04023618 


82-6263 
TD 1.2:O0c 1/2 
Donovan, Leo J. 
A study of ocean rate disparities / Transportation Consult- 

ing Division, Booz, Allen & Hamilton Inc. ; prepared for U.S. 
Department of Transportation, Office of the Assistant Secre- 
tary for Policy and International Affairs. — Washington, D.C. 
: The Office ; Springfield, Va. : National Technical Informa- 
tion Service [distributor, 1978] 1 v. (various pagings) ; 28 
cm. Cover title. “Appendices.” “June 1978.” Contract 
no.: DOT-TSC-1124. “Report no. DOT-P-78-003.” @lItem 
982-C-1 (microfiche) 1. Shipping — United States — Rates. 
I. United States. Dept. of Transportation. Office of the Assist- 
ant Secretary for Policy and International Affairs. II. Booz, 
Allen & Hamilton Inc. Transportation Consulting Division. 
III. Title. OCLC 08150845 


82-6264 
TD 1.2:Sa 1/4 
Carlson, Lloyd E. 
Safety compliance test program FMVSS 212, 219, 301-75, 
NCAP, accident investigation division data / Lloyd E. Carl- 
m ; prepared for U.S. Department of Transportation, Na- 
tional Highway Traffic Safety Administration. — Washington, 
D.C. : The Administration ; Springfield, Va. : National Tech- 
nical Information Service, [distributor, 1979] v, 78 p. : ill. ; 
28 cm. Cover title. “Final report.” “Mobility Systems 
and Equipment Company.” “December 1979.” “DOT HS- 
805 246.” “Contract no. DOT HS-9-02136." @lItem 982-D- 
1 (microfiche) 1. Automobiles— United States — Crash- 
worthiness. I. United States. National Highway Traffic 
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Transportation Department 


Safety Administration. 
Company. III. Title. 
82-6265 


II. Mobility Systems and Equipment 
OCLC 06182967 


TD 1.2:T 76/3 

A Study of trucking service in six small communities / by 
Karen L. Borlaug ... [et al.].—[Washington, D.C.?] : U.S 
Dept. of Transportation, Office of Transportation Regulation, 
Office of the Secretary, [1979] x, 237 p. : maps ; 27 cm. 
“November 30, 1979.” Includes bibliographical references. 
@ltem 982-C-1 (microfiche) 1. Transportation, Auto- 
motive — United States — Freight. I. Borlaug, Karen L. II. 
United States. Dept. of Transportation. Office of Transporta- 
tion Regulation. OCLC 05873322 


82-6266 
TD 1.8:F 31 
United States. Federal Highway Administration. Construction 
and Maintenance Division. 

FHWA maintenance review manual. — Rev. May 1980. — 
[Washington, D.C. : Federal Highway Administration], Engi- 
neering and Traffic Operations, Office of Highway Oper- 
ations, Construction and Maintenance Division, [1980] i, 148 
p. : ill. ; 28 cm. “January 1979.” @Item 982-C-5 (micro- 
fiche) 1. Roads— United States— Maintenance and 
repair — Inspection. I. Title. OCLC 08161493 

82-6267 
TD 1.8:Se 2 
United States. Dept. of Transportation. 

Department of Transportation physical security manual. — 
Washington, D.C : U.S. Dept. of Transportation, [1977] 1 v. 
(various pagings) : ill. ; 27 cm. Cover title. “11-29-77.” 
“DOT 1600.26.” @Item 982-C-5 (microfiche) 1. United 
States. Dept. of Transportation— Security measures. I. 
Title. OCLC 08123019 

82-6268 
TD 1.20/2:77-64 


Banowetz, Roger A. 

Field evaluation of miles-per-gallon meters / Roger A. 
Banowetz and Louis J. Bintz ; prepared for U.S. Department 
of Transportation, Office of the Secretary, Office of the As- 
sistant Secretary for Systems Development and Technology, 
Office of Systems Engineering. — Washington, D.C. : The 


Office ; Springfield, Va. : National Technical Information 
Service [distributor, 1977] 35 p. in various pagings : ill. ; 27 
cm. “Final report.” “Automobile Club of Southern Califor- 
nia.” “November 1977.” Includes bibliographical refer- 
ences. “Report no. DOT-TSC-OST-77-64.” “Contract no. 
DOT-TSC-1160”—lst prelim. p. @lItem 982-I-5 (microfiche) 
1. Automobiles— United States—Fuel consumption. 2. 
Flow meters. 3. Analysis of variance. I. Bintz, L. J. II. 
United States. Dept. of Transportation. Office of Systems 
Engineering. III. Automobile Club of Southern California. 
IV. Title. OCLC 03693068 


82-6269 
TD 1.20/2:78-20 
Witten, John M. 
Rail transportation requirements for coal movement in 1985 
/ John M. Witten, Samir A. Desai ; prepared for U.S. Depart- 
ment of Transportation, Office of the Secretary, Assistant 
Secretary for Policy and International Affairs, Office of Inter- 
modal Transportation. — Washington, DC : Office of Inter- 
modal Transporation ; Springfield, Va. : National Technical 
Information Service (distributor, 1978] 1 v. (various pagings) 
: ill, map ; 27 cm. “Input Output Computer Services, Inc.” 
“Final report.” “December 1978.” Includes bibliographical 
references. Contract no. DOT-TSC-1282. Noe ay no. 
DOT-OST-78-20.” @Item 982-I-5 (microfiche) 1. Coal — 
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United States — Transportation. 2. Railroads — United 
a oT — United States — 
Planning. I. Desai, Samir A. II. United States. Office of 
Intermodal Transportation. III. Input Output Computer 
Services, inc. IV. Title. OCLC 04613331 


82-6270 
TD 1.20/2:78-21 
Witten, John M. 

Water transportation requirements for coal movement in 
1985 / John M. Witten, Samir A. Desai ; prepared for U.S. 
Dept. of Transportation, Office of the Secretary, Assistant 
Secretary for Policy and International Affairs, Office of Inter- 
modal Transportation. — Washington, DC : Office of Inter- 
modal Transportation ; Springfield, Va. : National Technical 
Information Service [distributor, 1978] 1 v. (various pagings) 
: ill. ; 27 cm. “Input Output Computer Services, Inc.” 
“Final report.” “December 1978.” Includes bibliographical 
references. Contract no.: DOT-TSC-1282. “Report no. 
DOT-TSC-OST-78-21.” @Item 982-I-5 (microfiche) 1. 
Water transfer — United States. 2. Coal— United States — 
Transportation. 3. Energy facilities— United States. I. 
Desai, Samir A. II. United States. Office of Intermodal 
Transportation. III. Input Output Computer Services, inc. 
IV. Title. OCLC 04621435 


82-6271 
TD 1.20/2:79-1/v.1-4 
Bronzini, Michael S. 

Freight transportation energy use / Michael S. Bronzini ; 
prepared for U.S. Department of Transportation, Research 
and Special Program Administration, Office of Transportation 
Programs Bureau, Office of Systems Engineering. — Washing- 
ton, DC : Office of Systems Engineering ; Springfield, Va. : 
National Technical Information Service [distributor, 1979] 4 
v. : ill. ; 27 cm. v. 2 has Roger C. Miller as joint author. 
“CACI, Inc.-Federal.” “Final report.” “July 1979.” In- 
cludes bibliographical references. Contents: v. 1. Summary 
and baseline results — v. 2. Methodology and program docu- 
mentation — v. 3. Freight network and operations database 
— v. 4. Analysis of selected energy conservation options. 
Contract no.: DOT-TSC-1252-1. “Report no. DOT-TSC- 
OST-79-1,I-IV.” @lItem 982-I-5 (microfiche) 1. Transporta- 
tion — United States — Energy conservation. 2. Freight and 
freightage — United States — Energy conservation. I. Miller, 
Roger C. II. United States. Dept. of Transportation. Office 
of Systems Engineering. III. CACI, Inc. - Federal. IV. 
Title. OCLC 05537779 


82-6272 
TD 1.20/7:10/6 

Models of urban settlement and structure as dynamic self-orga- 
nizing systems / by P.M. Allen ... [et al.] ; prepared for the 
U.S. Department of Transportation under contract TSC-1640 
between D.O.T. and Universite Libre de Bruxelles. — Wash- 
ington, D.C. : U.S. Dept. of Transportation, Research and 
Special Programs Administration, Systems Analysis Division, 
1981. 1 v. (various pagings) : ill. ; 28 cm. “Final report.” 
“February 1981”—Cover. Includes bibliographical refer- 
ences. “Contract no. TSC-1640.” “DOT/RSPA/DPB-10/ 
6”—Cover. @Item 982-I-13 1. Cities and towns— 
Growth — Mathematical models. 2. Urbanization — Math- 
ematical models. 3. Urban transportation — Mathematical 
models. 4. Land use, Urban — Mathematical models. I. 
Allen, Peter M. (Peter Murray), 1944- II. United States. 
Dept. of Transportation. Research and Special Programs Ad- 
ministration. Systems Analysis Division. III. United States. 
Dept. of Transportation. IV. Universite libre de Bruxelles. 
OCLC 07424070 
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82-6273 82-6276 


TD 1.20/7:20-78-13 


TD 1.20/7:50/80/1 
TD 1.20/7:50/80/2 
Combustion of drops and sprays of no. 2 diesel oil and its 


Husted, Robert A. 
Energy in transportation / by Robert A. Husted. — [Wash- 


ington, D.C.] : Dept. of Transportation, Research and Special 
Programs Administration, Office of Systems Engineering ; 

Springfield, Va. : National Technical Information Service 
[distributor, 1978] ii, 39 p. : ill. ; 26cm. Cover title. “May 
1978.” Includes bibliographical references. “Report no. 
DOT-RSPA-DPB-20-78-13.”  @Item 982-I-13 (microfiche) 
1. Transportation — Energy conservation. I. United States. 


Dept. of Transportation. Office of Systems Engineering. II. 
Title. OCLC 04234900 


82-6274 


TD 1.20/7:20/79/2 

An Equilibrium analysis of selected intercity freight markets : 
trucks with double trailers vs. TOFC shuttle trains as energy 
conservation alternatives / Massachusetts Institute of Tech- 
nology, Center for Transportation Studies ; prepared for U.S. 
Department of Transportation under an extension of FEA 
project 50154 for the Federal Energy Administration, Office 
of Transportation Policy Research. — Washington, D.C. : The 
Office ; Springfield, Va. : National Technical Information 
Service [distributor, 1978] 1 v. (various pagings) : ill. ; 28 
cm. Cover title. “Final report.” “December 1978.” In- 
cludes bibliographical references. Contract no.: PNDGCO- 
04-50154-00. “DOT-RSPA-DPB-20-79-2.”. “CTS report 
number 77-25 @ltem 982-I-13 (microfiche) 1. Business lo- 
gistics— United States. 2. Piggyback transportation — 
Energy conservation. 3. Delivery of goods. 4. Freight and 
freightage — United States — Energy conservation. I. United 
States. Federal Energy Administration. Office of Transporta- 
tion Policy Research. II. Massachusetts Institute of Technol- 
ogy. Center for Transportation Studies. III. Title: Trucks 
with double trailers vs. TOFC shuttle trains as energy conser- 
vation alternatives. OCLC 05854236 


82-6275 


TD 1,20/7:50/79/28 

Investigation of the basic forces involved in the adhesion of ice 
to highway surfaces / prepared for U.S. Department of 
Transportation, Research & Special Programs Administration, 
Office of University Research. — Washington, D.C. : The 
Office ; Springfield, Va. : National Technical Information 
Services [distributor, 1979] xi, 109 p. : ill. ; 28 cm. Cover 
title. “Physics Department, South Dakota School of Mines 
and Technology”—Ist prelim. p. “Interim report.” “Sep- 
tember 1979.” Includes bibliographical references. “Con- 
tract no. DOT-OS-70072.” “DOT/RSPA/DPB-50/79/28.” 
@ltem 982-I-13 (microfiche) 1. Roads— United States — 
Snow and ice control. I. United States. Dept. of Transpor- 
tation. Office of University Research. II. South Dakota 
School of Mines and Technology. Physics Dept. OCLC 
05808383 


; Springfield, 

oe Toque Information Service ’ [distributor], 
on 2 v. : ill. ; 28 cm. Cover title. “Final report.” 
“January 1980.” Includes bibliographical references. Con- 
tents: v. I. Experimental.—v. II. Theoretical. “Under con- 
tract: DOT-RC-82011.” “DPT/RSPA/DPB-/80/1” (v. I 
“DPT/RSPA/DPB-50/80/2” (v. ID) @Item 982-I-13 1. 
Diesel motor— Combustion. 2. Emulsions. I. United 


States. Dept. of Transportation. Office of University Re- 
search. OCLC 06327386 


82-6277 


TD 1.20/7:50/80/5 


The Impact of labor-management relations on productivity and 


efficiency in urban mass transit : employee attitudes, with- 
drawal behavior, and bargaining unit structure. — Washing- 
ton, D.C. : U.S. Dept. of Transportation, Research & Special 
Programs Administration, Office of University Research ; 
Springfield, Va. : National Technical Information Service 
[distributor], 1980. xv, 236 p.; 28 cm. Cover title. “Final 
report.” “March 1980.” Includes bibliographies. “Under 
contract: DOT-RC-82002.” “DOT-RSPA-DPB-50/80/5.” 
@ltem 982-I-13 1. Industrial relations — United States. 2. 
Collective bargining — Transportation — United States. 3. 
Labor productivity — United States. I. United States. Dept. 
of Transportation. Office of University Research. OCLC 
06361625 


82-6278 


TD 1.20/7:50/80/7 


Interactions between energy supply and transportation-related 


energy use / prepared for U.S. Department of Transportation, 
Research & Special Programs Administration, Office of Uni- 
versity Research. — Washington, D.C. : The Office ; Spring- 
field, Va. : National Technical Information Service [distribu- 
tor], 1980- v. : ill. ; 28 cm. Cover title. “Final report.” 
“January 1980.” Bibliography: p. 80-84. “Under contract: 
DOT-RC-82003.”  “DOT-RSPA-DPB-50/80/7” (v.D 
@ltem 982-I-13 1. Gasoline — Prices— United States — 
Mathematical models. 2. Automobiles— United States — 
Fuel consumption — Mathematical models. 3. Energy 
policy — United States. I. United States. Dept. of Transpor- 
tation. Office of University Research. OCLC 06542606 


82-6279 


TD 1.20/7:50/81/8 


The Impact of technological change in transportation networks 


on regional productivity and development. — Washington, 
D.C. : U.S. Dept. of Transportation, Research & Special 
Programs Administration, Office of University Research ; 
Springfield, Va. : National Technical Information Service 
[distributor], 1981. 235 p. in various pagings : ill., maps ; 28 
cm. Cover title. “Final report.” Bibliography: p. 199-209. 
“Under contract DOT-RC-92038.” “DOT-RSPA-DPB-50/ 
81/8.” @Item 982-I-13 1. Urban transportation — Texas — 
Houston region. 2. Express highways— Economic as- 
pects — Texas — Houston. 3. Local transit — Economic as- 
pects — Texas— Houston. 4. Houston region (Tex.) 
(Tex.) — conditions. conditions. I. United States. Dept. of 
Transportation. Office of University Research, OCLC 
07711224 
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Transportation Department 


TD 1.20/7:50/81/14 

A Dynamic model of the urban process. — Washington, D.C. : 
U.S. Dept. of Transportation, Research & Special Program 
Administration, Office of University Research ; Springfield, 
Va. : National Technical Information Service [distributor], 
1981. xi, 184 p. : ill, maps ; 28 cm. Cover title. “Final 
report.” “March 1981.” Bibliography: p. 164-184. “Under 
contract DOT-RC-82016.” “DOT-RSPA-DPB-50/81/14.” 
@ltem 982-I-13 1. Land use, Urban— United States — 
Mathematical models. 2. Cities and towns — United 
States — Growth — Mathematical models. 3. Urban trans- 
portation — United States — Mathematical models. I. United 
States. Dept. of Transportation. Office of University Re- 
search. OCLC 07432218 


82-6281 


TD 1.20/8:79-19 
National Conference on Rural Public Transportation (4th : 1979 
: Vail, Colo.) 

Proceedings of the Fourth National Conference on Rural 
Public Transportation : held in June 1979 in Vail, Colorado / 
Sponsored by U.S. Department of Transportation, Office of 
the Secretary [and] Transportation Research Board. — [Wash- 
ington, D.C.?] : The Office : U.S. Dept. of Transportation, 
Technology Sharing Program [distributor], 1980. v, 154 p. : 
ill. ; 28 cm. “Issued September 1979.” Includes bibliogra- 
phies. “DOT-I-79-19”"—Cover. @lItem 982-I-15 1. Local 
transit— United States— Congresses. 2. United States — 
Rural conditions — Congresses. I. United States. Urban 
Mass Transportation Administration. Office of the Secretary. 
Il. National Research Council (U.S.). Transportation Re- 
search Board. III. Title. IV. Title: Rural public transporta- 
tion. OCLC 07480020 


82-6282 


TD 1.20/8:80-32 

Efficiency and equity implications of alternative transit fare 
policies / prepared by School of Architecture and Urban 
Planning, University of California, Los Angeles ; prepared for 
U.S. Department of Transportation, Urban Mass Transporta- 
tion Administration, University Research and Training Pro- 
gram and Office of the Secretary technology sharing pro- 
gram. — Washington, D.C. : The Administration ; Springfield, 
Va. : National Technical Information Service [distributor], 
1980. 1 v. (various pagings) : ill, maps ; 28 cm. “Septem- 
ber 1980.” Bibliography: p. 179-187. “DOT-I-80-32.” 
@ltem 982-I-15 1. Local transit — California— Fares. 2. 
Urban transportation policy — California. I. United States. 
Dept. of Transportation. Office of the Secretary. II. Univer- 
sity of California, Los Angeles. School of Architecture and 
Urban Planning. OCLC 06794524 


82-6283 


TD 1.20/8:80-35 - 38 


Mass transit management : a handbook for small cities / pre- 


pared by Institute for Urban Transportation, Indiana Universi- 
ty ; prepared for U.S. Department of Transportation, Urban 
Mass Transportation Administration, Office of Planning, Man- 
agement, and Demonstration ; [Smerk, George M. and Rose- 
mary B. Gerty, editor]. — Rev. ed. — Washington, D.C. : The 
Administration ; Springfield, Va. : National Technical Infor- 
mation Service [distributor] ; [Washington, D.C.?] : Distribut- 
ed by the Secretary, Technology Sharing Program, 1980. 4 
v. : ill, forms ; 28 cm. “September 1980.” Includes biblio- 
graphical references. Contents: v. 1. Goals, support and fi- 
nance — v. 2. Management control — 3. Operations — v. 4. 
Marketing. Contract no. IN 09 8002/8003/8004. “DOT-I- 
35”—Pt. I. p. 4 of cover. “DOT-I-36”—Pt. II. p. 4 of cover. 
“DOT-I-37”—Pt. III. p. 4 of cover. “DOT-I-38”—Pt. IV. p. 
4 of cover. @Item 982-I-15 1. Local transit — United 
States— Management. 2. Urban transportation — United 


States — Management. I. Smerk, George M. II. Gerty, 
Rosemary B. III. United States. Urban Mass Transportation 
Administration. Office of Planning, Management, and Demon- 
strations. IV. Indiana University, Bloomington. Institute of 
Urban Transportation. OCLC 07088098 


82-6284 


TD 1.20/8:80-40 


Parking and traffic enforcement / prepared by Public Technol- 


ogy, Inc., secretariat to the Urban Consortium for Technol- 
ogy Initiatives ; supported by U.S. Department of Transporta- 
tion. — Washington, D.C. : The Department : For sale by the 
Supt. of Docs., U.S. G.P.O., 1981. v, 22 p. ; 28 cm.— 
(Information bulletin) “A report of the Transportation Task 
Force of the Urban Consortium for Technology Initiatives” — 
Cover. “September 1980.” Bibliography: p. 21-22. @lItem 
982-I-15 S/N 050-001-00223-0 @ GPO $2.75 1. Auto- 
mobile parking — United States. 2. Traffic flow — United 
States. I. United States. Dept. of Transportation. II. Public 
Technology, inc. III. Urban Consortium for Technology Ini- 
tiatives. Transportation Task Force. IV. Series: Information 
bulletin (Urban Consortium for Technology Initiatives. Trans- 
portation Task Force) OCLC 08005062 


82-6285 


TD 1.20/8:81-17 


Cost analysis for social service agency transportation providers 


/ prepared by Center for Transportation Research, the Uni- 
versity of Texas at Austin ; prepared for U.S. Department of 
Transportation, University Research and Training Program, 
Urban Mass Transportation Administration under grants TX- 
11-0009 & TX-11-0013. — Washington, D.C. : U.S. Dept. of 
Transportation, Urban Mass Transportation Administration, 
Office of the Secretary of Transportation : Distributed by 
Technology Sharing Program, Office of the Secretary : For 
sale by the Supt. of Docs., U.S. G.P.O., [1981] xix, 130 p. : 
forms ; 28 cm. “January 1981.” Bibliography: p. 129-130. 
“DOT-1-81-17”—Cover. @ltem 982-I-15 (microfiche) S/N 
050-001-00218-3 @ GPO $6.50 1. Paratransit services — 
United States — Costs. 2. Social service — United States — 
Costs. I. United States. Urban Mass Transportation Admin- 
istration. II. United States. Urban Mass Transportation Ad- 
ministration. University Research and Training Program. 
III. University of Texas at Austin. Center for Transportation 
Research. OCLC 07981564 





NATIONAL TRANSPORTATION SAFETY 
BOARD 
Washington, DC 20594 


82-6286 
TD 1.120:HSS-81-2 
United States. National Transportation Safety Board. 

Special study : fatalities and injuries associated with riding 
in cargo areas of pickup trucks. — Washington, D.C. : Nation- 
al Transportation Safety Board ; Springfield, Va. : National 
Technical Information Service [distributor], 1981. ii, 19 p. : 
ill. ; 28cm. “Adopted: September 9, 1981”—P. [1] “NTSB- 
HSS-81-2.” @Item 982-I-23 1. Campers and coaches, 
Trucks — Accidents. 2. Vans— United States. 3. Traffic 
accident investigation. 4. Traffic safety — United States. I. 
Title. OCLC 07934399 


82-6287 
TD 1.120:PSS-80-1 
United States. National Transportation Safety Board. 

An analysis of accident data from plastic pipe natural gas 
distribution systems : special study. — Washington, D.C. : Na- 
tional Transportation Safety Board ; Springfield, Va. : Nation- 
al Technical Information Service [distributor, 1980] ii, 31 p. 
: forms ; 26 cm. “Adopted: September 19, 1980”—P. [1] 
Includes bibliographical references. “NTSB-PSS-80-1.” 
@lItem 982-I-23 1. Pipe, Plastic. 2. Pipe lines — United 
States — Accidents. 3. Gas, Natural — United States — Pipe 
line failures. I. Title. OCLC 06929084 


82-6288 
TD 1.125:80-5 
United States. National Transportation Safety Board. 

Safety effectiveness evaluation of traffic barrier systems. — 
Washington, D.C. : National Transportation Safety Board ; 
[Springfield, Va. : National Technical Information Service 
distributor, 1980] ii, 41 p.: ill. ; 26cm. “Adopted: Septem- 
ber 30, 1980”—P. [1] Includes bibliographical references. 
“NTSB-SEE-80-5.” @Item 982-I-22 1. Roads— United 
States — Guard fences — Testing. 2. Roads — United 
States — Safety measures. I. Title. OCLC 07035298 


82-6289 
TD 1.125:81-2 
Safety effectiveness evaluation : federal and state enforcement 
efforts in hazardous materials transportation by truck. — 
Washington, D.C. : National Transportation Safety Board ; 
Springfield, Va. : National Technical Information Service 
[distributor], 1981. ii, 109 p. : ill, forms ; 26cm. “Adopted: 
February 19, 1981”—P. [1] “NTSB-SEE-81-2.” [Item 982- 
I-]_ 1. Hazardous substances — Transportation — Law and 
legislation — United States. 2. Motor vehicles — United 
States — Inspection. I. United States. National Transporta- 
tion Safety Board. OCLC 07413374 
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FEDERAL HIGHWAY ADMINISTRATION 


Transportation Dept. 
Washington, DC 20590 


82-6290 
TD 2.2:C 73/6 

Communications with county governments / prepared for Fed- 
eral Highway Administration, Secondary and Local Roads 
Branch. — Washington, D.C. : The Branch, [1980] 1 v. (var- 
ious pagings) ; 28 cm. Cover title. “National Association of 
Counties Research, Inc.”—Iist prelim. p. “Final report.” 
“June 1980.” Contract no. DOT-FH-11-9479. @Item 982- 
G-5 (microfiche) 1. Intergovernmental fiscal relations — 
United States. 2. Intergovernmental tax relations — United 
States. 3. Federal aid to transportation — United States. I. 
United States. Federal Highway Administration. Secondary 
and Local Roads Branch. II. National Association of Coun- 
ties Research. OCLC 07109587 


82-6291 
TD 2.2:D 46/4 

Design of urban streets : a training course / prepared for Feder- 
al Highway Administration, Department of Transportation ; 
prepared by JHK & Associates under contract DOT-FH-11- 
9196. — [Washington, D.C.?] : The Administration, [1977] 1 
v. (various pagings) : ill. ; 28 cm. At head of title: Student 
workbook. “September 1977.” Includes bibliographical ref- 
erences. @Item 982-G-5 (microfiche) 1. Roads — United 
States — Design. 2. Urban transportation — United States — 
Planning. I. United States. Federal Highway Administra- 
tion. II. JHK & Associates. OCLC 08122655 


82-6292 
TD 2.2:H 53/22 

Evaluation of highway safety projects : summary. — [Washing- 
ton, D.C.?] : U.S. Dept. of Transportation, Federal Highway 
Administration, [1978] 37 p. : ill. ; 28 cm. Cover title. 
“October 1978.” @lItem 982-G-5 (microfiche) 1. Traffic 
safety— United States. 2. Highway planning — United 
States. 3. Road construction — United States — Safety meas- 
ures — Evaluation. I. United States. Federal Highway Ad- 
ministration. OCLC 04203609 


82-6293 
TD 2.2:N 21/2 
Comeau, Clifford M. 

National highway inventory and performance summary 
from the 1976 National highway inventory and performance 
study. —[Washington, D.C.] : U.S. Dept. of Transportation, 
Federal Highway Administration, Office of Highway Plan- 
ning ; Springfield, Va. : National Technical Information Serv- 
ice [distributor, 1977] 1 v. (various pagings) : ill. ; 28 cm. 
Cover title. “December 1977.” Chiefly tables. @Item 
982-G-5 (microfiche) 1. Highway planning — United States. 
2. Roads — United States — Design. I. United States. Office 
of Highway Planning. II. Title. OCLC 03937005 


82-6294 
TD 2.2:N 69/text 

Fundamentals and abatement of highway traffic noise : textbook 
and training course. —[Washington, D.C.?] Dept. of Trans- 
portation, Federal Highway Administration, [1980] 1 v. (var- 
ious pagings) : ill. ; 27 cm. Cover title. “September 1980.” 
@ltem 982-G-5 (microfiche) 1. Traffic noise — United 
States. 2. Traffic noise — United States— Measurement. 3. 
Noise pollution — United States. I. United States. Federal 
Highway Administration. OCLC 08150780 
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82-6295 
TD 2.2:P 69/977 

Planning and environment : highway engineer training program, 

November 8-17, 1977. — [Washington, D.C.] : U.S. Dept. of 
‘Transportation, Federal Highway Administration, [1977] 

[47] p. : ill. ; 27 cm. Cover title. @Item 982-G-5 (micro- 
fiche) 1. Highway planning — United States. I. United 
States. Federal Highway Administration. II. Title: Highway 
engineer training program. OCLC 08146674 

82-6296 

TD 2.2:Q 2/3 

Practical application of statistical quality control in *ighway 
construction for engineers and technicians / prepared by the 
Sigma Partership under contract no. DOT-FH-11-9435 for 
U.S. Department of Transportation, Federal Highway Admin- 
istration. — [Washington, D.C.?] : The Administration, [1979] 
1 v. (various pagings) : ill. ; 28 cm. “October 1979.” In- 
cludes bibliographical references. @lItem 982-G-5 (micro- 
fiche) 1. Road construction — United States — Quality con- 
trol. I. United States. Federal Highway Administration. II. 
Sigma Partnership. OCLC 08161294 


82-6297 
TD 2.2:Sp 3/4 
Lyles, R. W. 


Evaluation of speed monitoring systems / submitted by 
Richard W. Lyles ; submitted to Materials and Research 
Division, Maine Department of Transportation, and Office of 
Highway Planning, Procedural Development Branch, and 
Office of Research, Systems Requirement and Evaluation 
Group, Federal Highway Administration, U.S. Department of 
Transportation. — [Washington, D.C.?] : U.S. Dept. of Trans- 
portation, Federal Highway Administration, Office of High- 
way Planning, [1980] iii, 118 p. : ill. ; 28 cm. On cover: 
Current state of the art. “April 1980”—Cover. Bibliogra- 
phy: p. 75-78. @lItem 982-G-5 (microfiche) 1. Speed 
limits — United States. 2. Radar in speed limit enforce- 
ment — United States — Evaluation. 3. Detectors — Evalua- 


tion. I. Maine. Dept. of Transportation. Material and Re- 
search Division. II. United States. Office of Highway Plan- 
ning. Procedural Development Branch. III. United States. 
Federal Highway Administration. Office of Research. Sys- 
tems Requirement and Evaluation Group. IV. United States. 
Office of Highway Planning. V. Title. OCLC 08160894 


82-6298 


TD 2.2:V 24 
Value engineering for highways : textbook and training course / 
prepared and presented by Olympic Engineering Corporation 
under contract no. DOT-11-8750 for the United States De- 
partment of Transportation, Federal Highway Administra- 
tion. — [Washington, D.C.?] : The Administration, [19797] 1 
v. (various pagings) : ill. ; 28 cm. On cover: Getting the 
most out of our common cents. “Reprinted December 
1979.” @Item 982-G-5 (microfiche) 1. Value analysis (Cost 
control) 2. Highway engineering — United States. 3. Road 
construction — United States. I. United States. Federal 
Highway Administration. II. Olympic Engineering Corpora- 
tion. OCLC 08174674 
82-6299 
TD 2.2:V 53/3 
Ellis, George W. 

The determination of vehicular cold and hot operating frac- 
tions for estimating highway emissions / by George W. Ellis, 
William T. Camps, Alton Treadway ; prepared for Federal 
Highway Administration, Office of Environmental Policy. — 
Washington, D.C. : The Office, 1978. 1 v. (various pagings) 
: ill. ; 28 cm. “September 1978.” Includes bibliographical 
references. “Basic agreement no. DOT-FH-11-9207.” 
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“Task order no. 2.” @Item 982-G-5 1. Automobiles — 
United States — Pollution control devices. 2. Motor vehi- 
cles — United States — Pollution control devices. 3. Air — 
Pollution — United States— Measurement. 4. Air quality 
management — United States. I. Camps, William T. II. 
Treadway, Alton. III. United States. Federal Highway Ad- 
ministration. Office of Environmental Policy. IV. Alabama. 
State Highway Dept. V. Title. OCLC 05044667 


82-6300 
TD 2.8:H 62 

Historic and archeological preservation : an orientation 
guide. — [Washington, D.C.?] : U.S. Dept. of Transportation, 
Federal Highway Administration, [19797] 1 v. (various pag- 
ings) : ill. ; 28cm. Cover title. @ltem 982-G-2 (microfiche) 
1. Historic sites — United States — Conservation and restora- 
tion. 2. Highway planning— United States. 3. Archaeo- 
logy and state— United States. I. United States. Federal 
Highway Administration. OCLC 08146625 


82-6301 
TD 2.8:P 84/participant 

Participant’s notebook for positive guidance. / U.S. Department 
of Transportation, Federal Highway Administration, Office of 
Traffic Operations. —[Washington, D.C.?] : The Office, 
[1977] 1 v. (various pagings) : ill. ; 28 cm. “June 1977.” 
@ltem 982-G-2 (microfiche) 1. Traffic engineering — United 
States. I. United States. Federal Highway Administration. 
Office of Traffic Operations. OCLC 08161458 


82-6302 
TD 2.8:P 41 

Performance investment analysis process : user’s guide. — Wash- 
ington, D.C. : U.S. Dept. of Transportation, Federal Highway 
Administration, Office of Highway Planning, Program Man- 
agement Division, [1978] 1 v. (various pagings) : ill. ; 27 cm. 
“August 1978.” @lItem 982-G-2 (microfiche) 1. Highway 
planning — United States— Data processing. 2. Roads — 
Economic aspects— United States— Data processing. I. 
United States. Office of Highway Planning. Program Manage- 
ment Division. OCLC 04522877 


82-6303 
TD 2.8:R 13/participant/rev. 

Participant notebook for a training course in railroad-highway 
grade crossing improvement programs / prepared for Federal 
Highway Administration, U.S. Department of Transportation 
by the Texas Transportation Institute, Texas A and M Uni- 
versity. — Rev. 6/78. — (ange D.C.?] : The Adminis- 
tration, [1978] ix, 253 p. : ill. ; 28 cm. “April 1978.” In- 
cludes bibliographical references. “Contract no. DOT - FH- 
11 - 8822.” @Item 982-G-2 (microfiche) 1. Railroads — 
United States — Crossings. I. United States. Federal High- 
way Administration. II. Texas Transportation Institute. III. 
Title: Railroad-highway grade crossing improvement pro- 
grams. OCLC 08157260 
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82-6304 82-6308 


TD 2.8:St 9 
Student workbook for training course on water supply 
Sinica Lak Ok Hint sation te Ole wen 


TD 2.30:79-116 
Peet rein nactianene Cee re at, 
Federal Highway Administration, Offices of Research & De- 


areas / by Environmental Laboratory, U.S. Army Engineer 
Waterways Experiment Station ; prepared for U.S. Depart- 
ment of Transportation, Federal "Highway Administration. — 

Washington, D.C. : The Administration, [1979] 1 v. (various 
pagings) : ill. ; “January 1979.” @Item 982-G-2 
(microfiche) 1. Water-supply engineering. 2. Roadside rest 
areas — United States. 3. Sewage disposal — United States. 
I. United States. Federal Highway Administration. II. U.S. 
Army Engineer Waterways Experiment Station. Environmen- 
tal Laboratory. III. Title: Water supply and wastewater 


treatment and disposal systems for safety rest areas. OCLC 
08146326 


82-6305 


TD 2.8:T 67/10 

A Short course on guide for selecting, locating and designing 
traffic barriers / prepared by the Texas Transportation Insti- 
tute. — [Washington, D.C.?] : U.S. Dept. of Transportation, 
Federal Highway Administration, [1980] iii, 160 p. : ill., 28 
cm. “Instructors guide.” “June 1980.” @Item 982-G-2 
(microfiche) 1. Roads — United States — Design. 2. 
Roads— United States— Location. 3. Roads — United 
States— Guard fences. 4. Roads— United States — Crash 
cushions. I. United States Federal Highway Administration. 
II. Texas Transportation Institute. III. Title: Guide for se- 


velopment Division, Environmental Division. — Washington, 
D.C. : The Administration ; Springfield, Va. : Available to 
the public through the National Technical Information Serv- 
ice, 1980. 1 v. (various pagings) : ill. ; 28 cm. Cover title. 
“Final report.” “August 1980.” Includes bibliographical 
references. “Report no. FHWA-RD-79-116.” @lItem 982- 
G-11 1. Roads— United States—Subgrades. I. United 
States. Federal Highway Administration. Environmental Divi- 
sion. OCLC 06785072 


82-6309 


TD 2.30:79-128 


Carlson, Lloyd E. 


Safety assessment of Denver Type I and Standard Type II 
Barricades via full scale tests : executive summary / prepared 
for Federal Highway Administration, Offices of Research & 
Development, Structures and Applied Mechanics Division. — 
Washington : The Administration ; Springfield, Va. : Nation- 
al Technical Information Service [distributor, 1980. ii, 15 p. : 
ill. ; 28 cm. Cover title. “Final report.” “August 1980.” 
“Report no. FHWA/RD-79-128.” @Item 982-D-11 1. 
Roads — United States — Guard fences. 2. Roads — United 
States — Safety measures. 3. Automobiles — United States — 
Crashworthiness. I. United States. Federal Highway Ad- 
ministration. Structures and Applied Mechanics Division. II. 
Title. OCLC 06805644 


lecting, locating, and designing traffic barriers. OCLC 
08161251 62-6510 
TD 2.30:79-139 
TD 2.30:79-140 
Laboratory evaluation of existing breakaway structures / pre- 
pared for Federal Highway Administration, Offices of Re- 
search & Development, Structures & Applied Mechanics Di- 
vision. — Washington, D.C. : The Administration ; Spring- 
field, Va. : National Technical Information Service [distribu- 
tor], 1980- v. : ill. ; 28 cm. Cover title. “Final report.” 


82-6306 
TD 2.27:10 

Capacity charts for the hydraulic design of highway culverts / 
prepared by the Hydraulics Branch, Bridge Division, Office 
of Engineering, Federal Highway Administration. — Wash- 
ington, D.C. : U.S. Dept. of Transportation, Federal Highway 
Amaia, [1972] : 50.p. : chants ; 27 prneeiSs = yeveaiic “June 1980.” Includes bibliographical references. Contents: 
engineering circular ; no. 10) Cover title. “November ots: Du iieeaietinenenes — v. 2. Technical results. “Report 
1972.” “Reprint of March 1965 publication.” 1. Hydraulic wa FHW ey ahaa wv 1) “Repo om FHW A-RD-79- 
sracturen — United Sates — Eesign and contraction. 2. 140” (v.2) @lItem 982-G-11 1. Automobiles — United 
Culverts — Design and construction. I. United States. Feder- States — Crashworthiness — Testing. 2. Traffic signs and 
al Highway Administration. Il. United States. Federal High- signals — United States — Break-away supports. 3. Traffic 
way Administration. Bridge Division. Hydraulics Branch. safety — United States. I. United States, Federal Highway 
III. Series. OCLC 08101850 Administration. Structures and Applied Mechanics Division. 


82-6307 OCLC 08091028 


TD 2.30:79-71 
Mathematical model to correlate frost heave of pavements with 
laboratory predictions / prepared for Federal Highway Ad- 


82-6311 


TD 2.30:80/020 
Habib, Philip A. 


ministration, Offices of Research & Development, Materials 
Division. — Washington, D.C. : The Administration ; Spring- 
field, Va. : National Technical Information Service [distribu- 
tor], 1980. iv, 49 p. : ill. ; 28 cm. Cover title. “Interim 
report.” “August 1980.” Bibliography: p. 29-31. “Report 
no. FHWA/RD-79-71.” @Item 982-G-11 1. Pavements — 
United States— Frost damage — Mathematical models. 2. 
Concrete, Effect of temperature on — Mathematical models. 
3. Hydraulic structures— United States. I. United States. 
Federal Highway Administration. Materials Division. 
OCLC 08151449 


Curbside pickup and delivery operations and arterial traffic 
impacts / prepared for Federal Highway Administration, Of- 
fices of Research & Development, Traffic Systems Divi- 
sion. — Washington, D.C. : The Adminstration ; Springfield, 
Va. : National Technical Information Service [distributor], 
1981. xv, 114 p. : ill, 1 map, 1 form ; 28 cm. Cover title. 
“Final report.” “February 1981.” Includes bibliographical 
references. “Report no. FHWA/RD-80/020. @lItem 982- 
G-11 1. Truck parking — United States. 2. Traffic engi- 
neering — United States. 3. Traffic flow — United States. 
4. Freight and freightage — United States. I. United States. 
Federal Highway Administration. Traffic Systems Division. 
II. Title. OCLC 07396881 
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82-6312 82-6316 

TD 2.30:80/025 

Improving the distribution and reducing the magnitude of pave- 
ment damage / prepared for Federal Highway Administra- 
tion, Offices of Research & Development, Structures and 
Applied Mechanics Division. — Washington, D.C. : The Ad- 
ministration ; Springfield, Va. : National Technical Informa- 


TD 2.30:80/62 
Evaluation of priority treatments for high occupancy vehicles / 
prepared fpr Federal Highway Administration, Offices of Re- 
search & Development, Traffic Systems Division. — Washing- 
ton, D.C. : The Division ; Springfield, Va. : Available 
through the National Technical Information Service, 1981. 
tion Service [distributor], 1980. vi, 62 p. : ill. ; 28 cm. iv, 118 p. : ill, maps ; 28 cm. Cover title. Spine title: 
Cover title. “Final report.” “August 1980.” Bibliography: Evaluation of HOV treatments. “Final report.” “January 
p. 62. “Report no. FHWA/RD-80/025.” @Item 982-G-11 1981.” Bibliography: p. 96-105. “Report no. FHWA/RD- 
1. Pavements — United States— Live loads. 2. Strains and 80/062.” @Item 928-G-11 1. Bus lanes — Evaluation. 2. 
stresses. I. United States. Federal Highway Administration. Traffic engineering — United States. 3. Car pools — United 
Structures and Applied Mechanics Division. OCLC States. I. United States. Federal Highway Administration. 
06819827 Traffic Systems Division. II. Title: Priority treatments for 
high occupancy vehicles. III. Title: Evaluation of HOV 
treatments. OCLC 07412849 


82-6313 
TD 2.30:80/040 

A Comparison of methods for evaluating network traffic control 
systems / prepared for Federal Highway Administration, Of- 
fices of Research & Development, Traffic Systems Divi- 
sion. — Washington, D.C. : The Administration ; Springfield, 
Va. : National Technical Information Service [distributor], 
1980. iii, 43 p. : ill. ; 28 cm. Cover title. “Final report.” 
“June 1980.” Includes bibliographical references. “Report 
no. FHWA/RD-80/040. @Item 982-G-11 1. Electronic 
traffic controls — Evaluation. 2. Traffic signs and signals — 
Louisiana — New Orleans — Evaluation. 3. Traffic safety — 
Louisiana — New Orleans. I. United States. Federal High- 
way Administration. Traffic Systems Division. OCLC 
06661343 


82-6317 
TD 2.30:80/063 
Vehicle accidents in highway work zones / Federal Highway 
Administration, Offices of Research & Development, Traffic 
Systems Division. — Washington, D.C. : The Administration ; 
Springfield, Va. : National Technical Information Service 
[distributor], 1981. v, 44 p. : ill. ; 28 cm. Cover title. 
“Final report.” “December 1980.” Bibliography: p. 43-44. 
“Report no. FHWA/RD-80/063.” @lItem 982-G-11 1. 
Traffic accident investigation. 2. Traffic accidents — Virgin- 
ia — Statistics. 3. Traffic safety— Virginia. I. United 
States. Federal Highway Administration. Traffic Systems Di- 
vision. OCLC 07163631 
82-6314 
TD 2.30:80-049 oom 
Robinson, Ferrol O. 


Feasibility of demand incentives for non-motorized travel : 


TD 2.30:80/086 
Lieberman, E. 


appendices / prepared for Federal Highway Administration, 
Offices of Research and Development, Environmental Divi- 
sion. — Washington, D.C. : The Division, [1981] ii, 349 p. : 


Integrated traffic simulation model, phase I / prepared for 
Federal Highway Administration, Office of Research & De- 
velopment, Traffic Systems Division. — Washington, D.C. : 


The Administration ; Springfield, Va. : National Technical 
Information Service (distributor], 1981- v. : ill. ; 28 cm. 
Cover title. “Final report.” “September 1980.” Includes 
bibliographical references. v. 1. Executive summary. 
“Report no. FHWA/RD-80/086 @lItem 982-G-11 1. Com- 
munication and traffic — United States. 2. Traffic engineer- 
ing — United States — Simulation methods. 3. Information 
storage and retrieval systems. I. United States. Federal 
Highway Administration. Traffic Systems Division. II. Title. 
OCLC 07295358 


ill., forms ; 28 cm. “Barton-Aschman Associates, Inc., and 
Cambridge Systematics, Inc.”—lIst prelim. p. “February 
1981.” Contract no.: DOT-OS-60183. “Report no. FHWA/ 
RD-80/049.”  @lItem 982-G-11 (microfiche) 1. Walking — 
United States— Public opinion. 2. Cycling — United 
States — Public opinion. 3. Choice of transportation. I. 
United States. Federa! Highway Administration. Office of the 
Associate Administrator for Research and Development. En- 
vironmental Division. II. Barton-Aschman Associates. III. 
Cambridge Systematics. IV. Title. OCLC 08173639 


82-6315 82-6319 


TD 2.30:80/059 TD 2.30:80/095 

Temporary barriers used in construction zones / prepared for 
Highway Administration, Offices of Research & Develop- 
ment, Structures and Applied Mechanics Division. — Wash- 
ington, D.C. : The Administration ; Springfield, Va. : Nation- 
al Technical Information Service [distributor, 1980] 118 p. in 
various pagings : ill. ; 28 cm. Cover title. “Final report.” 
“December 1980.” Includes bibliographical references. 
“Report no. FHWA/RD-80/095.” @Item 982-G-11 1. 
Roads — United States — Guard fences. 2. Road construc- 
tion — United States. 3. Roads— United States — Safety 
measures. I. United States. Federal Highway Administration. 
Structures and Applied Mechanics Division. OCLC 
07457349 


Young, W. T. 

Evaluation of highway culvert coating performance / pre- 
pared for Federal Highway Administration, Offices of Re- 
search & Development, Structures & Applied Mechanics Di- 
vision. — Washington, D.C. : The Administration ; Spring- 
field, Va. : National Technical Information Service [distribu- 
tor], 1980. v, 152 p. : ill. ; 28 cm. Cover title. “Final 
report.” “June 1980.” Includes bibliographical references. 
“Report no. FHWA/RD-80/059.” @Item 982-G-11 1. Cul- 
verts— United States—Corrosion. 2. Hydraulic  struc- 
tures — United States— Corrosion. 3. Coating processes — 
Testing. I. United States. Federal Highway Administration. 
Structures and Applied Mechanics Division. II. Title. 
OCLC 06783550 
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82-6320 


TD 2.30:80/104 

Criteria for removing traffic signals, technical report / prepared 
for Federal Highway Administration, Offices of Research & 
Development, Traffic Systems Division. — Washington, D.C. 
: The Administration ; Springfield, Va. : National Technical 
Information Service [distributor], 1980. viii, 145 p. : ill, 1 
map, forms ; 28 cm. Cover title. “Final report.” “Septem- 
ber 1980.” Includes bibliographical references. “Report no. 
FHWA/RD-80/104.” @lItem 982-G-11 1. Traffic signs and 
signals — United States. 2. Traffic engineering — United 
States. 3. Traffic safety — United States. I. United States. 
Federal Highway Administration. Traffic Systems Division. 
OCLC 07003581 


82-6321 


TD 2.30:80/105 

Development of criteria to designate routes for transporting 
hazardous materials / prepared for Federal Highway Admin- 
istration, Offices of Research & Development, Traffic Sys- 
tems Division.— Washington, D.C. : The Administration ; 
Springfield, Va. : National Technical Information Service 
[distributor], 1980. ix, 228 p. : maps ; 28 cm. Cover title. 
Spine title: Route criteria for hazardous materials. “Final 
report.” “September 1980.” Includes bibliographical refer- 
ences. Report no. FHWA/RD-80/105.” @Item 982-G-11 
1. Hazardous substances — United States — Transportation. 
2. Materials handling. I. United States. Federal Highway 
Administration. Traffic Systems Division. OCLC 07064988 


82-6322 


TD 2.30:80/125 

Evaluation of wood lignin as a substitute or extender of asphalt 
/ prepared for Federal Highway Administration, Offices of 
Research & Development, Materials Division. — Washington, 
D.C. : The Administration ; Springfield, Va. : National Tech- 
nical Information Service [distributor], 1980. xiii, 238 p. : ill., 
1 map ; 28 cm. Cover title. “Final report.” “October 
1980.” Includes bibliographical references. “Report no. 
FHWA/RD-80/125.” @Item 982-G-11 1. Pavements, As- 
phalt — United States — Design and construction. 2. Lignin. 
3. Pavements, Wooden — Design and construction. I. United 
States. Federal Highway Administration. Materials Division. 
OCLC 07063061 
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Strains and stresses— Testing. 3. Structural design — Test- 
ing. I. United States. Federal Highway Administration. 
Structures and Applied Mechanics Division. II. Title. 
OCLC 08093291 


82-6325 


TD 2.30:80/151 


Motorist aid citizens radio service as a wide area communica- 


tion system / prepared for Federal Highway Administration, 
Offices of Research & Development, Traffic Systems Divi- 
sion sion. — Washington, D.C. : The Administration ; Springfield, 

: National Technical Information Service ‘[distributor], 
eel: vi, 116 p. : ill, maps, forms ; 28 cm. Cover title. 
“Final report.” “November 1980.” Bibliography: p. 88. 
“Report no. FHWA/RD-80-151.”  @Item 982-G-11 1. Citi- 
zens band radio— United States. 2. Radiotelephone — 
United States. 3. Microwave communication systems — 
United States. I. United States. Federal Highway Adminis- 
tration. Traffic Systems Division. OCLC 07106999 


82-6326 


TD 2.30:80/160 


Methods for assessment of stream-related hazards to highways 


and bridges / prepared for Federal Highway Administration, 
Offices of Research & Development, Environniental Divi- 
sion. — Washington, D.C. : The Administration ; Springfield, 

a. : National Technical Information Service [distributor], 
1981. xi, 241 p. : ill, maps ; 28 cm. “Final report.” 
“March 1981.” Includes bibliographies. “Report no. 
FHWA/RD-80/160.” @Item 982-G-11 1. Higiway engi- 
neering —- United States. 2. Stream channelization — United 
States. I. United States. Federal Highway Administration. 
Environmental Division. OCLC 07457533 


82-6327 


TD 2.30:81/030 


Improving the residential street environment / prepared for 


Federal Highway Administration, Offices of Research & De- 
velopment, Environmental Division.— Washington, D.C. : 
The Administration ; Springfield, Va. : National Technical 
Information Service [distributor], 1981. ii, 12 p. : ill. ; 28 cm. 
Cover title. “Executive summary.” “May 1981.” “Report 
no. FHWA/RD-81/030.” @Item 982-G-11 (microfiche) 1. 


82-6323 Streets — Environmental aspects— United States. 2. City 
traffic — United States. 3. Neighborhood. I. United States. 
Federal Highway Administration. Environmental Division. 


OCLC 07789649 
82-6328 


TD 2.30:80/129 

Investigation of the use of coal refuse-fly ash compositions as 
highway base course material / prepared for Federal High- 
way Administration, Offices of Research & Development, 
Materials Division. — Washington, D.C. : The Administration 
; Springfield, Va. : National Technical Information Service 
[distributor], 1981. vii, 57 p. : ill. ; 28 cm. Cover title. 
“Final report.” “June 1981.” “Report no. FHWA/RD-80/ 
129.” Bibliography: p. 12-13. @lItem 982-G-11 (microfiche) 
1. Coal ash. 2. Fly ash. 3. Waste products — United States. 
I. United States. Federal Highway Administration. Materials 
Division. OCLC 07789931 


82-6324 


TD 2.30:84/042 - 046 
Constituents of highway runoff / Federal Highway Administra- 
tion, Office of Research & Development, Environmental Di- 
vision. — Washington, D.C. : The Administration ; Spring- 
field, Va. : National Technical Information Service [distribu- 
tor], 1981- v.: ill. ; 28 cm. Cover title. “Final report.” 
“February 1981.” Includes bibliographical references. Con- 
tents: v. I. State-of-the art report — v. II. Procedural manual 
for monitoring of highway runoff — v. III. Predictive proce- 


TD 2.30:80/149 dure for determining pollutant characteristics in highway 


May, Richard W. 


Interpreting dynamic surface deflections in the granular 
base layer of the pavement structure. — Washington, D.C. : 
Federal Highway Administration, Offices of Research & De- 
velopment, Structures and Applied Mechanics Division ; 
Springfield, Va. : National Technical Information Service 
[distributor, 1981] ix, 126 p. : ill, 1 map ; 28 cm. Cover 
title. “Interim report.” “February 1981.” Bibliography: p. 
123-126. “Report no. FHWA/RD-80/149.” @Item 982-G- 
11 (microfiche) 1. Pavements — Maryland — Live loads. 2. 


runoff — v. IV. Characteristics of runoff from operating 
highways — v. V. Highway runoff data storage program and 
computer user’s manual. Report no. FHWA/RD-81-042” (v. 
I) Report no. FHWA/RD-81-043” (v. II) Report no. 
FHWA/RD-81-044” (v. IID Report no. FHWA/RD-81- 
045” (v. IV) Report no. FHWA/RD-81-046” (v. V) 
@ltem 982-G-11 1. Roads— United States— Design. 2. 
Water — Pollution— United States. 3. Runoff — United 
States. I. United States. Federal Highway Administration. 
Environmental Division. OCLC 07431653 
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82-6329 
TD 2.30/4:78-205 
Steward, John E. 

Guidelines for use of fabrics in construction and mainte- 
nance of low-volume roads / by John E. Steward, Ron Wil- 
liamson, John Mohney. — Repr. Aug. 1980. — Portland, Or. : 
USDA, Forest Service, 1978. 1 v. (various pagings) : ill. ; 28 
cm. “Reprinted by: U.S. Department of Transportation, 
Federal Highway Administration, Offices of Research and 
Development, Implementation Division”—Cover. “Prepared 
by: Forest Service (Pacific Northwest Region), U.S. Depart- 
ment of Agriculture.” “June 1977.” Includes bibliograph- 
ical references. “Report no. FHWA-TS-78-205”—Cover. 
1. Road construction — United States. 2. Roads — United 
States — Maintenance and repair. 3. Filter cloth. 4. Textile 
fabrics. I. Williamson, Ron. II. Mohney, John. III. United 
States. Federal Highway Administration. Implementation Di- 
vision. IV. United States. Forest Service. Pacific Northwest 
Region. V. Title. OCLC 08116199 


82-6330 
TD 2.30/4:80-221 
Symposium on Design & Construction of Slurry Walls as Part 
of Permanent Structures (1979 : Cambridge, Mass.) 
Proceedings from the Symposium on Design & Construc- 
tion of Slurry Walls as as [sic] Part of Permanent Struc- 
tures. — Washington, D.C. : U.S. Dept. of Transportation, 
Federal Highway Administration : For sale by Supt. of Docs., 
U.S. G.P.O. ; Springfield, Va. : National Technical Informa- 
tion Service [distributor], 1980. ii, 412 p. : ill, maps ; 28 cm. 
Cover title: Slurry walls for underground transportation facil- 
ities. “Submitted to: John M. Hooks, Federal Highway Ad- 
ministration.” “Compiled and produced by: Chi Associates, 
Inc.” “B. Dennis, editor.” “Sponsored by: U.S. Depart- 
ment of Transportation, Federal Highway Administration” — 
Cover. “Final report”’—Cover. “March 1980.” Includes 
bibliographies. “Report No. FHWA-TS-80-221”—Cover. 


@ltem 982-G-19 S/N 050-001-00199-3 @ GPO $9.50 1. 


Highway Administration ; Springfield, Va. : National Techni- 
cal Information Service, [distributor], 1981. ix, 116 p. : ill. ; 
28 cm.— (1977 nationwide rtation study ; 
no. 2) “Report no. 2.” “December 1980.” “DTFH-61-80- 
C-00047”—P. i. “HHP-44/6-81(3 M)”—P. 4 of cover. 
“FHWA/PL81-003”—P. i. “Office of Highway Planning”— 
Cover. 1. Automobile ownership. 2. Automobiles — United 
States — Purchasing. I. United States. Federal Highway Ad- 
ministration. II. United States. Office of Highway Planning. 
III. Title. IV. Series. 81-602743 OCLC 07636193 


82-6333 


TD 2.36:81-3 


Kirk, Keith G. 


Handbook of geophysical cavity-locating techniques with 
emphasis on electrical resistivity / prepared by Keith G. Kirk, 
Eberhard Werner. —[Washington, D.C.] : U.S. Dept. of 
Transportation, Federal Highway Administration, 1981. viii, 
175 p. : ill. ; 28 cm. “Implementation package.” “April 
1981.” Bibliography: p- 141-175. “FHWA-IP-81-3.” 
@ltem 982-G-15 1. Earth resistance — Handbooks, manuals, 
etc. 2. Caves— United States — Location — Handbooks, 
manuals, etc. 3. Tunnel detection — Handbooks, manuals, 
etc. I. Werner, Eberhard. II. United States. Federal High- 
way Administration. III. Title. IV. Title: Geophysical 
cavity-locating techniques. OCLC 07433915 


82-6334 


TD 2.40:1-12 


Sunwoo, I. Paul. 


Analytical aerial triangulation : Georgia project. — Arling- 
ton, Va. : Dept. of Transportation, Federal Highway Admin- 
istration, Region 15, [1977] iv, 20 p. : ill, maps ; 27 cm. — 
(Demonstration project ; no. 1) Cover title. “December 
1977.” “Report no. FHWA-DP-1-12.” @Item 982-G-25 
(microfiche) 1. Triangulation. 2. Aerial triangulation. 3. 
Aerial photogrammetry. 4. Aerial photography in road sur- 
veying — Georgia. I. United States. Federal Highway Ad- 


Tunneling — Congresses. 2. Tunnel lining — Congresses. 3. 
Slurry — Congresses. I. Dennis, B. II. United States. Fed- 
eral Highway Administration. III. Chi Associates. IV. 
Title. V. Title: Slurry walls for underground transportation 
facilities. VI. Title: Design & construction of slurry walls as 
as [sic] part of permanent structures. OCLC 06952543 


ministration. Region 15. II. Title. III. Series: Demonstra- 
tion project (United States. Federal Highway Administration. 
Region 15) ; no. 1. OCLC 03879306 

82-6335 

TD 2.48:6 

Prestressed Concrete Segmental Bridge Construction Seminar 

(1978 : Little Rock, Ark.) 
Prestressed concrete segmental bridges : a compilation of 

papers presented at Prestressed Concrete Segmental Bridge 


82-6331 
TD 2.30/4:81-202 
Workshop on the ConnDOT Brine Deicing System (1980 : 


Hartford, Conn.) 

Proceedings of the Workshop on the ConnDOT Brine 
Deicing System: Hartford, Connecticut, March 11-12, 1980: a 
project in cooperation with the U.S. Department of Transpor- 
tation, Federal Highway Administration, Implementation Di- 
vision / prepared by research staff. — Washington, D.C. : The 


Construction Seminar, Little Rock, Arkansas, October 26-27, 
1978 / sponsored by Region 4 ... of the Federal Highway 
Administration ... [et al.] ; compiled by Walter Podolny, Jr. — 
Washington, D.C. : Bridge Division, Office of Engineering, 
Federal Highway Administration, U.S. Dept. of Transporta- 
tion : Federal Highway Administration, Office of Engineer- 


Division : Distributed by the Federal Highway Administra- ing, Bridge Division [distributor, 1979] v, 211 p. : ill. ; 27 
tion, Implementation, 1981. 1 v. (various pagings) : ill. ; 28 cm.— (Structural engineering series ; 6) “August, 1979”— 
cm. “State of Connecticut, Department of Transporta- Cover. Includes bibliographical references. @Item 982-G- 
tion”—Cover. “April 1980.” “Research report 396-6-8-2.” 20 1. Bridge construction — United States — Congresses. 2. 
“FHWA TS-81-202”—Cover. @lItem 982-G-19 1. Deicing Bridges, Concrete— United States— Congresses. I. Po- 
chemicals — Congresses. 2. Roads — Connecticut — Snow dolny, Walter. II. United States. Federal Highway Adminis- 
and ice control— Congresses. I. United States. Federal tration. Region 4. III. United States. Federal Highway Ad- 
Highway Administration. Implementation Division. II. Con- ministration. Bridge Division. IV. Title. V. Series. OCLC 
necticut. Dept. of Transportation. III. Title. OCLC 05523921 
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United States. Office of Highway Planning. Program Manage- 
ment Division. 
State energy conservation activities / prepared by Program 
Management Division, Federal Highway Administration. — 
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Kuzmyak, J. Richard. 


Household vehicle ownership / [J. Richard Kuzmayak]. — 
Washington, D.C. : U.S. Dept. of Transportation, Federal 
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Washington, D.C. : U.S. Dept. of Transportation, Federal © FEDERAL RAILROAD ADMINISTRATION 
Highway Administration, 1980. ii, 126 p. : ill. ; 28 cm.— 


(Statewide transportation planning and management series ; 
rept. 2) “June 1980.” Includes bibliographical references. Washington, DC 20590 
@ltem 982-H-1 1. Transportation — United States—Energy > 634 
conservation. 2. Energy conservation— United States. I. TD 3.2:N 81/9 
United States. Federal Highway Administration. II. Title. Northeast corridor improvement project : executive summary of 
III. Series. OCLC 07061012 programmatic environmental impact statement. — Washing- 
ton, D.C. : U.S. Dept. of Transportation, Federal Railroad 
MOTOR CARRIER SAFETY BUREAU Administration, Northeast Corridor Project, [1977] 16 p. : 
Transportation Dept. ill., 1 map ; 27cm. Cover title. “September 1977.” @lItem 
701-B (microfiche) 1. Railroads— Northeastern States — 
Washington, DC 20390 Planning. 2. Railroads — Northeastern States — Cost of op- 
82-6337 eration. 3. Railroads — Environmental aspects — Northeas- 
TD 2.302:S1 3 tern States. I. United States. Federal Railroad Administra- 
Slips & falls : truck related personal injury accidents. — Wash- tion. Northeast Corridor Project. OCLC 08160698 
ington, D.C. : U.S. Dept. of Transporation, Federal Highway 
Administration, Bureau of Motor Carrier Safety, [1977] vi, 82-6341 TD 3.2:R 13/9 
45 p.; 27cm. Cover title. @ltem 689-A-2 (microfiche) 1. . eee: ithe 
n ‘ : . United States. Federal Railroad Administration. 
Workers’ compensation — United States— Costs. 2. High- ; : 2 " 
way transport workers — United States. I. United States. Improving the rate of progress in the implementation of 
Bureau of Motor Carrier Safety. II. Title: Truck related an on of Coniinihde: tl cana eee ot ke arwor 4 
ee py Sone TL yee! tion, Federal Railroad Administration, [1979] 1 v. (various 
82-6338 pagings) : ill. ; 28 cm. Cover title. “December 1979.” 
TD 2.309:78-2 @ltem 701-B (microfiche) 1. Minority business enter- 
Motor carrier accident investigation : Central Transport, Inc., prises—Law and legislation— United States. 2. Rail- 
accident, March 14, 1978, near Bethesda, Maryland. — [Wash- roads — United States — Employees. I. Title. OCLC 
ington, D.C.] : U.S. Dept. of Transportation, Federal High- 08150911 
way Administration, Bureau of Motor Carrier Safety : Bureau 
of Motor Carrier Safety, Federal Highway Administration [ 82-6342 
distributor], 1979. 13 p. : ill. ; 27 cm.— (Report ; 78-2) a 
@ltem 689-A-3 (microfiche) 1. Motor-trucks — Accidents. eR een, a corridors : analysis of potential improvements, 
2. Traffic accidents — Maryland — Bethesda. I. United supp pera report on pon yee: / vy he US. rege 
States. Bureau of Motor Carrier Safety. II. Title: Central net al Rentoul Padelent Gospel Serine 
Trans Inc., accident, March 14, 1978, near Bethesda, Pe a 
seniae. ~) pain Ah esa (United rg sainnig | D.C.] : The Administration, [1980] vii, 42 p. : ill. ; 28 cm. 
Motor Carrier Safety) ; 78-2. OCLC 08173115 Cover title. “April 1980.” Includes bibliographical refer- 
: ences. @Item 701-B (microfiche) 1. Railroads — United 
82-6339 States — Passenger traffic. I. United States. Federal Railroad 
TD 2.309:78-3 Administration. II. Amtrak. OCLC 08150616 
Motor carrier accident investigation : Cardinal Surveys Compa- 
ny and McCaulley Independent School district, accident, De- $2-6343 TD 3.2:R 26 
cember 8, 1978, Roby, Texas. —[Washington, D.C.] : U.S. a ' ‘ 
Dept. of Transportation, Federal Highway Administration, Report a the regulatory wo tae la yore wheel 
Bureau of Motor Carrier Safety : Bureau of Motor Carrier talization and regulatory a nontiet Sits sshington, 
Safety, Federal Highway Administration [distributor, 19807] sal or Bs pera lseada wed oY naan 
A Tarra i vig ed hay r pase f ae pape bibliographical references. @ltem 701-B ee a 
Texas— Roby. I. United States. Bureau of Motor Carrier Railroads and state— United States. 2. road a 
Safety. II. Title: Cardinal Surveys Company and McCaulley United States. 3. Int _ — eens L Bs States. 
Independent School district, accident, December 8, 1978, Federal Railroad Administration. OCLC 061 
Roby, Texas. III. Series: Report (United States. Bureau of 82-6344 


Motor Carrier Safety) ; 78-3. OCLC 08174550 TD 3.8:C 76 


Manual on construction management essentials. — Washington, 
D.C. : Minority Business Resources Center, Federal Railroad 
Administration, U.S. Dept. of Transportation, [1980] 111 p. : 
ill. ; 28 cm. Cover title. “February 1980.” Includes bib- 
liographies. @lItem 701-F (microfiche) 1. Construction in- 
dustry — United States— Management. I. United States. 
Federal Railroad Administration. Minority Business Resource 
Center. OCLC 08161427 
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TD 3.8:N 31 

Manual on contract negotiation techniques. — Washington, D.C. 
: Minority Business Resource Center, Federal Railroad Ad- 
ministration, U.S. Dept. of Transportation, [1980] 1 v. (var- 
ious pagings) ; 28 cm. Cover title. “February 1980.” Bib- 
liography: p. 59. @ltem 701-F (microfiche) 1. Negotiation. 
2. Contracts — United States. I. United States. Federal Rail- 
road Administration. Minority Business Resource Center. 
OCLC 08161533 


82-6346 
TD 3.8:R 13 

Benefit-cost guidelines : rail branch line continuation assistance 
program / produced for the Office of State Assistance Pro- 
grams, Office of Federal Assistance, Federal Railroad Admin- 
istration, by the Transportation Systems Center assisted by 
SG Associates. — Washington, D.C. : Federal Railroad Ad- 
ministration, [1980] 1 v. (various pagings) : ill. ; 28 cm. 
“January 11, 1980.” Bibliography: p. C-1-C-3. @lItem 701- 
E (microfiche) 1. Railroads— United States — Branch 
lines — Finance. 2. Federal aid to transportation — United 
States. I. United States. Federal Railroad Administration. 
II. United States. Federal Railroad Administration. Office of 
Federal Assistance. III. United States. Federal Railroad Ad- 
ministration. Office of State Assistance Programs. IV. Trans- 
portation Systems Center. V. SG Associates. OCLC 
08150579 


82-6347 
TD 3.8:R 13/2 
Manual on the railroad spike industry.— Washington, D.C. : 
Minority Business Center, Federal Railroad Administration, 
U.S. Dept. of Transportation, [1980] 1 v. (various pagings) : 
ill., forms ; 28 cm. “February 1980.” Includes bibliograph- 
ical references. @lItem 701-F (microfiche) 1. Nails and 
spikes. 2. Railroads— United States—Track. 3. Rail- 
roads— United States— Rails—Fastenings. I. United 
States. Federal Railroad Administration. Minority Business 
Resource Center. OCLC 08173710 


82-6348 
TD 3.15:76/278 
Yin, Sheng K. 

Theoretical manual and users’ guide : longitudinal-vertical 
train action model / Sheng K. Yin ; prepared for U.S. De- 
partment of Transportation, Federal Railroad Administration, 
Office of Research and Development. — Washington, DC : 
The Office ; Springfield, Va. : National Technical Information 
Service [distributor, 1980] iii, 63 p. : ill, charts ; 28 cm. 
Cover title. “School of Engineering and Applied Science, 
Washington University.” “April 1980.” Includes biblio- 
graphical references. Contract no. DOT-OS-40106. 
“Report no. FRA/ORD-76/278.” @lItem 701-C (microfiche) 
1. Car-couplings — Mathematical models. 2. Railroads — 
United States —Cars— Dynamics. 3. Railroads — United 
States — Safety appliances. I. United States. Federal Rail- 
road Administration. Office of Research and Development. 
II. Washington University (Saint Louis, Mo.). School of Engi- 
neering and Applied Science. III. Title. IV. Title: Longitu- 
dinal-vertical train action model. OCLC 06297624 


82-6349 


TD 3.15:77/39 


Rail teen systems analysis and technology survey / W.D. 


. [et ryan te prepared for U.S. Department of Transpor- 
hog Federal Railroad Administration, Office of Research 
and Development. — Washington, DC : The Office ; Spring- 
field, Va. : National re Information Service [distribu- 
tor, 1977] xiv, 214 p. ; 26 cm. “Battelle Columbus 
Laboratories.” “Final ae ” “September 1977.” In- 
cludes bibliographical references. Contract no.: DOT-TSC- 
979. “Report no. FRA/ORD-77/39.” @lItem 701-C (mi- 
crofiche) 1. Railroads — United States — Rails — Inspection. 
I. Kaiser, W. D. II. United States. Federal Railroad Admin- 
istration. Office of Research and Development. III. Battelle 
Memorial Institute. Columbus Laboratories. OCLC 
03568533 


82-6350 


TD 3.15:77/45/v.1-2 


Potential means of cost reduction in grade crossing motorist- 


warning control equipment / C.L. Duvivier ... [et al.] ; pre- 
pared for U.S. Department of Transportation, Federal Rail- 
road Administration, Office of Research and Development. — 
Washington, D.C. : The Administration ; Springfield, Va. : 
National Technical Information Service [distributor, 1977] 2 
v. : ill. ; 27 cm. “Final report.” “December 1977.” In- 
cludes bibliographical references. Contents: v. I. Overview, 
technology survey and relay alternatives / C.L. Duviver ... 
[et al.] — v. II. Comparison of solid state and relay devices 
and techniques / F. Ross Holmstrom. “Report no. FRA/ 
ORD-77/45.1.” “Report no. FRA/ORD-77/45.I1.”  @Item 
701-C (microfiche) 1. Railroads— United States — Cross- 
ings. 2. Railroads — United States— Track. 3. Railroads — 
United States — Maintenance and repair. I. DuVivier, C. L. 
II. United States. Federal Railroad Administration. Office of 
Research and Development. OCLC 03819690 
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TD 3.15:77-62 


Raposa, Frank L. 


Cost effectiveness of research and development related to 
railroad electrification in the United States / Frank L. 
Raposa, Curtis H. Spenny ; prepared for U.S. Department of 
Transportation, Federal Railroad Administration, Office of 
Research and Development. — Washington, D.C. : The Office 
; Springfield, Va. : National Technical Information Service 
[distributor], 1978. 1 v. (various pagings) : ill. ; 27 cm. 
Cover title. “Interim report.” “U.S. Department of Trans- 
portation, Transportation Systems Center.” “December 
1977.” Includes bibliographical references. “Report no. 
FRA-ORD-77-62.” @Item 701-C (microfiche) 1. Rail- 
roads — United States — Electrification — Research. I. 
Spenny, Curtis H. II. United States. Federal Railroad Ad- 
ministration. Office of Research and Development. III. 
Transportation Systems Center. IV. Title. OCLC 03789861 
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TD 3.15:77/74 


Dow, Arthur L. 


Improved passenger equipment evaluation program : tech- 
nology review / prepared for U.S. Department of Transporta- 
tion, Federal Railroad Administration, Office of Research and 
Development. — Washington, D.C. : The Office ; Springfield, 
Va. : National Technical Information Service [distributor, 
1977] iii, 27 p. : ill. ; 28 cm. Cover title. “Unified Indus- 
tries, Incorporated.” “Semiannual report.” “October 1977.” 
Includes bibliographical references. Contract no.: DOT-FR- 
74249. “Report no. FRA/ORD-77-74.”. @Item 701-C (mi- 
crofiche) 1. Railroads — United States — Passenger-cars. 2. 
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Railroads — United States — Cars — Construction. I. United 
States. Federal Railroad Administration. Office of Research 
and Development. II. Unified Industries, Incorporated. _ III. 
Title. OCLC 08173816 
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Detectors. I. Lucas, J. R. II. Tomlinson, F. H. IIL. 
United States. Federal Railroad Administration. Office of Re- 


search and Development. IV. SKF Industries. V. Title. 
OCLC 04759105 


TD 3.15:78/01 82-6357 
Katz, R. (Roger) 

TLV status report / R. Katz ; prepared for U.S. Depart- 

ment of Transportation, Federal Railroad Aimanieion, 


TD 3.15:78/25 
An Experimental evaluation of techniques for measuring the 


Office of Research and Development. — Washington, D.C. 
The Office ; Springfield, Va. : National Technical Dathedsion 
Service [distributor, 1977] xiii, 142 p. : ill. ; 28 cm. Cover 
title. “Technical report.” “METREK Division of the 
MITRE Corporation.” “October 1977.” Includes biblio- 
graphical references. “Report no: FRA/ORD 78/01.” 
Contract no. DOT-FR 54090. @lItem 701-C (microfiche) 1. 
Magnetic levitation vehicles. 2. Ground-effect machines. 3. 
High speed ground transportation. I. United States. Federal 
Railroad Administration. Office of Research and Develop- 
ment. II. Mitre Corporation. Metrek Division. III. Title. 
OCLC 04053075 
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TD 3.15:78/02 
Katz, R. (Roger) 

Vibration aspects of ride quality modeling for the DOT 
PTACV— theory and experiment / Roger Katz ; prepared 
for U.S. Department of Transportation, Federal Railroad Ad- 
ministration, Office of Research and Development. — Wash- 
ington, D.C. : The Office ; Springfield, Va. : National Techni- 
cal Information Service [distributor, 1977] ix, 51 p. : ill. ; 28 
cm. Cover title. “Technical report.” “METREK Division 
of the MITRE Corporation.” “December 1977.” Includes 
bibliographical references. “Report no. FRA/ORD/78/02.” 
Contract no.: DOT-FR-54090. @lItem 701-C (microfiche) 
1. Ground-effect machines — Mathematical models. 2. Ac- 
celeration (Mechanics) 3. Vibration tests. I. United States. 
Federal Railroad Administration. Office of Research and De- 
velopment. II. Mitre Corporation. Metrek Division. III. 
Title. OCLC 04058662 
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TD 3.15:78/03 

Phase IIIc-test and demonstration (PTACV) / J. Dallas ... [et 
al.] ; prepared for U.S. Department of Transportation, Feder- 
al Railroad Administration. — Washington, D.C. : The Ad- 
ministration ; [Springfield, Va. : National Technical Informa- 
tion Service, distributor, 1977] 1 v. (various pagings) : ill. ; 
28 cm. Cover title. “Rohr Industries, inc.” “Final 
report.” “November 1977.” Bibliography: B-2 - B-7. 
“Contract number DOT-FR-54089.” “FRA/ORD-78/03.” 
@ltem 701-C (microfiche) 1. High speed ground transporta- 
tion — United States. 2. Ground-effect machines. I. Dallas, 
J. II. United States. Federal Railroad Administration. III. 
Rohr Industries, inc. OCLC 08147218 
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Allen, G. E. 


Prevention of roller bearing-initiated burnoffs in railroad 
freight car journals / G. E. Allen, J. R. Lucas, F. H. Tomlin- 
son ; prepared for U.S. Department of Transportation, Feder- 
al Railroad Administration, Office of Research and Develop- 
ment. — Washington, DC : The Office ; Springfield, Va. : 
National Technical Information Service [distributor, 1979] 1 
v. (various pagings) : ill. ; 27 cm. “SKF Industries, Inc.” 
“Final report.” “January 1979.” Bibliography: p. 8-1-8-2. 
“Contract no. DOT-TSC-935.” “Report no. FRA/ORD- 
78-16.” @lItem 701-C (microfiche) 1. Railroads — United 
States — Freight-cars. 2. Roller bearings — Lubrication. 3. 


dynamic compliance of railroad track / prepared for U.S. 
Department of Transportation, Federal Railroad Administra- 
tion, Office of Research and Development. — Washington, 
D.C. : The Office ; Springfield, Va. : National Technical 
Information Service [distributor, 1978] xiv, 121 [6] p. : ill. ; 
28 cm. Cover title. “Battelle Columbus Laboratories” _P. 
i. “Final report.” “Phase I.” “July 1978.” Includes bib- 
liographical references. Contract no. DOT-FR-30051. 
“Report no. FRA/ORD-78/25.” @lItem 701-C (microfiche) 
1. Railroads — United States — Track. I. United States. Fed- 
eral Railroad Administration. Office of Research and Devel- 
opment. II. Battelle Memorial Institute. Columbus Laborato- 
ries. OCLC 04262515 
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TD 3.15:78/26 


Paul, B. (Burton), 1931- 


An improved numerical method for counterformai contact 
stress problems / by B. Paul and J. Hashemi ; prepared for 
the Department of Transportation, Program of University Re- 
search. — Washington, D.C. : The Department ; Springfield, 
Va. : National Technical Information Service [distributor, 
1977] [ii], 62 p. : ill. ; 28 cm. Cover title. “Department of 
Mechanical Engineering & Applied Mechanics, University of 
Pennsylvania”—Ist prelim. p. “July 1977.” Bibliography: 
p. 42. Contract no. DOT-OS-60144. “Report no. FRA- 
ORD-78-26.” “Technical report no. 3.” @lItem 701-C (mi- 
crofiche) 1. Car-wheels. 2. Railroads — United States — 
Rails. 3. Strains and stresses. I. Hashemi, J. II. United 
States. Dept. of Transportation. Office of University Re- 
search. III. University of Pennsylvania. Dept. of Mechanical 
Engineering and Applied Mechanics. IV. Title. OCLC 
04273816 
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TD 3.15:78-29 


Shapiro, Stephen M. 


Engineering data on selected high speed passenger trucks / 
Stephen M. Shapiro ; prepared for U.S. Department of Trans- 
portation, Federal Railroad Administration, Office of Re- 
search And Development. — Washington, DC : The Office ; 
Springfield, Va. : National Technical Information Service 
[distributor, 1978] vii, 116 p. : ill. ; 27 cm. “The Budd 
Company, Technical Center.” “Final report.” “July 1978.” 
Includes bibliographical references. Contract no. DOT-TSC- 
1222. “Report no. FRA/ORD-78-29.” @Item 701-C (mi- 
crofiche) 1. Car trucks (Railroads) 2. Railroads — Cars. I. 
United States. Federal Railroad Administration. Office of Re- 
search and Development. II. Budd Company. Technical 
Center. III. Title. OCLC 04340093 
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Design and analysis of a track compliance measurement system 
/ prepared for U.S. Department of Transportation, Federal 
Railroad Administration, Office of Research and Develop- 
ment. — Washington, D.C. : The Office ; Springfield, Va. : 
National Technical Information Service (distributor, 1978] 1 
v. (various pagings) : ill. ; 28 cm. Cover title. “Battelle 
Columbus Laboratories’—P. i. “Phase II final report.” 
“November 1978.” Includes bibliographical references. 
Contract no.: DOT-FR-30051. “Report no. FRA/ORD-78/ 
57." @lItem 701-C (microfiche) 1. Railroads — United 
States — Track — Testing. I. United States. Federal Railroad 
Administration. Office of Research and Development. II. 
Battelle Memorial Institute. Columbus Laboratories. OCLC 
04506825 


82-6361 
TD 3.15:79/19 

Tests of the AMTRAK SDP-40F train consist conducted on 
Chessie System track / P. Tong ... [et al.] ; prepared for U.S. 
Department of Transportation, Federal Railroad Administra- 
tion, Office of Research and Development. — Washington, 
D.C. : The Office ; Springfield, Va. : National Technical 
Information Service [distributor], 1979. 250 p. in various 
pagings : ill. ; 28 cm. Cover title. “Final report.” “May 
1979.” Bibliography: p. 7-1-7-4. “Report no. FRA-OR&D- 
79/19." @Item 701-C (microfiche) 1. Locomotives — 
United States— Performance. I. Tong, Pin. II. United 
States. Federal Railroad Administration. Office of Research 
and Development. III. Transportation Systems Center. 
OCLC 05131378 


82-6362 
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Walsh, E. J. 

Evaluation of silicone fluid for replacement of PCB cool- 
ants in railway industry / E.J. Walsh, D.E. Voytik ; prepared 
for U.S. Department of Transportation, Federal Railroad Ad- 
ministration, Office of Research and Development. — Wash- 
ington, DC : The Office ; Springfield, Va. : National Techni- 
cal Information Service [distributor, 1979] viii, 46 p. : ill. ; 
28 cm. “Westinghouse Electric Corporation.” ‘Final 
report.” “June 1979.” Includes bibliographical references. 
Contract no. DOT-TSC-1294. “Report no. FRA/ORD-79/ 
37.” @Item 701-C (microfiche) 1. Polychlorinated biphen- 
yls— Environmental aspects— United States. 2. Rail- 
roads — United States— Electric equipment — Cooling. 3. 
Silicon compounds — Evaluation. I. Voytik, D. E. II. 
United States. Federal Railroad Administration. Office of Re- 
search and Development. III. Westinghouse Electric Corpo- 
ration. IV. Title. OCLC 05266834 
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O'Neill, Daniel J. (Daniel Joseph), 1955- 
EMC considerations in classification yard design / Daniel 
J. O’Neill of IIT Research Institute under contract to Depart- 
ment of Defense, Electromagnetic Compatibility Analysis 
Center ; prepared for U.S. Department of Transportation, 
Federal Railroad Administration, Office of Research and De- 
velopment. — Washington, DC : The Office ; Springfield, Va. 
: National Technical Information Service [distributor, 1980] 
xii, 124 p. : ill. ; 28cm. Cover title. “Final report.” “Jan- 
uary 1980.” Contract no. AR-74311. “FRA/ORD-80/12.” 
@ltem 701-C (inicrofiche) 1. Railroads — Yards — Automa- 
tion. 2. Railroads — United States — Freight classification. 
3. Electromagnetic measurements. I. United States. Federal 
Railroad Administration. Office of Research and Develop- 
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Compatibility Analysis Center (U.S.) IV. Title. OCLC 
06207029 
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Haque, I. 


Users’ manual for lateral stability computer programs for 
railway freight car models / I. Haque, E. H. Law and N. K. 
Cooperrider ; prepared for U.S. Department of Transporta- 
tion, Federal Railroad Administration, Office of Research and 
Development. — Washington, D.C. : The Office ; Springfield, 
Va. : National Technical Information Service [distributor, 
1980] 1 v. (various pagings) : ill. ; 28 cm. Cover title. 
“Interim report.” “Prepared in cooperation with Association 
of American Railroads Research Center”—lst prelim. p. 
“Clemson University, Dept. of Mech. Engr.”—Ist prelim. p. 
“Arizona State University, Dept. of Mech. Engr.”—1st prelim 
p. “April 1980.” Includes bibliographical references. Con- 
tract no. DOT-OS-40018. “Report no. FRA-OR&D-80/30.” 
@ltem 701-C (microfiche) 1. Railroads — United States — 
Freight-cars— Data processing. 2. Railroads — United 
States — Data processing. I. Law, E. H. II. Cooperrider, 
N. K. III. United States. Federal Railroad Administration. 
Office of Research and Development. IV. Clemson Univer- 
sity. Dept. of Mechanical Engineering. V. Arizona State 
University. Dept. of Mechanical Engineering. VI. Associ- 
ation of American Railroads. Research Center. VII. Title. 
OCLC 06281835 
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Nylund, E. E. 


Identification and evaluation of off-track train detection 
systems for grade crossing applications / E.E. Nylund, P.C. 
Holtermann ; prepared for U.S. Department of Transporta- 
tion, Federal Railroad Administration. — Washington, D.C. : 
The Administration ; Springfield, Va. : National Technical 
Information Service [distributor, 1980] xi, 105 p. : ill. ; 28 
cm. Cover title. “GARD, INC.” “Final report.” “April 
1980.” Includes bibliographical references. Contract no. 
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Electric equipment. I. Holtermann, P.C. II. United States. 
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Cooperrider, N. K. 
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analysis computer program / N.K. Cooperrider, E.H. Law. — 
Washington, D.C. : U.S. Dept. of Transportation, Federal 
Railroad Administration, Office of Research and Develop- 
ment ; Springfield, Va. : National Technical Information 
Service [distributor, 1980] 31, A-22 p.: ill. ; 28 cm. Cover 
title. “Arizona State University, Dept. of Mechanical Engi- 
neering”—1Ist prelim. p. “Clemson University, Dept. of Me- 
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Approved aircraft inspection program. — Washington, D.C. : 
Dept. of Transportation, Federal Aviation Administration, 
1981. 5, 1 p. ; 28 cm. Caption title. “Advisory circular.” 
“FAR guidance material.” “9/17/81.” “AC 135-10.” 
@ltem 431-A-27 1. Airplanes— Inspection. 2. Airworthi- 
ness certificates — United States. I. United States. Federal 
Aviation Administration. OCLC 07934293 


82-6412 
TD 4.8/5:150/5100-14 

Architectural, engineering and planning consultant services for 
airport grant projects. — Washington, D.C. : Dept. of Trans- 
portation, Federal Aviation Administration, 1981. 34 p. in 
various pagings ; 28 cm. Caption title. “Advisory circular.” 
“1/13/81.” Cancels AC 150/5100-9, dated July 1, 1972. 
“AC 150/5100-14.” @Item 431-A-27 1. Airports —Con- 
tracts and specifications — United States. 2. Consulting engi- 
neers— United States—Selection and appointment. 3. 
Transportation consultants — United States— Selection and 
appointment. I. United States. Federal Aviation Administra- 
tion. OCLC 07224680 


82-6413 
TD 4.8/5:150/5150-2 A 
United States. Federal Aviation Administration. 

Federal surplus personal property for public airport pur- 
poses. — Reprinted 5/1/78 incorporated CHGS 1 & 2.— 
[Washington, D.C.?] : Dept. of Transportation, Federal Avi- 
ation Administration, 1978. 1 v. (various pagings) : ill., maps, 
forms ; 27 cm. “Advisory circular.” “5/1/78.” Cancels 
AC 150/5150-2, dated June 27, 1968. “AC no. 150/5150- 
2A.” @tem 431-A-27 (microfiche) 1. Surplus government 
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property — United States. 2. Airports— United States. I. 
Title. OCLC 08151165 


82-6414 
TD 4.8/5:150/5280-1/2 

Airport operations manual. — Reprint incorporates change 1. — 
[Washington, D.C.?] : Dept. of Transportation, Federal Avi- 
ation Administration, 1981. 32 p. in various pagings : ill., 
forms ; 28 cm. Caption title. “Advisory circular.” “16 
Jun. 72.” “AC no. 150/5280-1/2.” @lItem 431-A-27 1. 
Airports — Safety regulations— United States. I. United 
States. Federal Aviation Administration. OCLC 08097291 


82-6415 
TD 4.8/5:150/5300-6 A 
United States. Federal Aviation Administration. 

Airport design standards : general aviation airports : basic 
and general transport. — Washington, D.C. : Dept. of Trans- 
portation, Federal Aviation Administration, 1981. vi, 33 p. : 
ill. ; 28 cm. “Advisory circular.” “2/24/81.” Cancels 
(AC) 150/5300-6, dated July 14, 1969. “AC 150/5300-6A.” 
@ltem 431-A-27 1. Airports — United States — Design and 
construction. 2. Aeronautics — United States — Safety meas- 
ures. I. Title. OCLC 07520715 


82-6416 
TD 4.8/5:150/5340-1 E 

Marking of paved areas on airports. — Washington, D.C. : 
Dept. of Transportation, Federal Aviation Administration, 
1981. 10, 14 p. : ill. ; 28 cm. Caption title. “Advisory 
circular.” “11/14/80.” Cancels AC 150/5340-1D, dated 
Jan. 19, 1973. “AC 150/5340-1E.” @lItem 431-A-27 1. 
Airports — United States — Runways. I. United States. Fed- 
eral Aviation Administration. OCLC 07608378 


82-6417 
TD 4.8/5:150/5340-20 

Installation details and maintenance standards for reflective 
markers for airport runway and taxiway centerlines. — [Wash- 
ington, D.C.?] : Dept. of Transportation, Federal Aviation 
Administration, [1969] 4, [4] p. : ill. ; 27 cm. Caption title. 
“Advisory circular.” “2/17/69. “AC 150/5340-20.” 
@ltem 431-A-27 1. Airports— United States — Runways. 
2. Airports— United States— Lighting. I. United States. 
Federal Aviation Administration. OCLC 06209285 


82-6418 
TD 4.8/5:150/5345-7 D 

Specification for L-824 underground electrical cable for airport 
lighting circuits. — Washington, D.C. : Dept. of Transporta- 
tion, Federal Aviation Administration, 1981. 6 p. in various 
pagings ; 28 cm. Caption title. “Advisory circular.” “5S/ 
19/81.” Cancels AC 150/5345-7C, dated Feb. 4, 1976. “AC 
150/5345-7D.” @Item 431-A-27 1. Airports — United 
States — Electric equipment. 2. Airports — United States — 
Lightning. I. United States. Federal Aviation Administra- 
tion. OCLC 07602560 


82-6419 
TD 4.8/5:150/5345-26 B 

Specification for L-823 plug and receptacle, cable connectors. — 
Washington, D.C. : Dept. of Transportation, Federal Avi- 
ation Administration, 1981. 14 p. in various pagings : ill. ; 28 
cm. Caption title. “Advisory circular.” “1/28/81.” Can- 
cels AC 150/5345-26A, dated May 4, 1971. “AC 150/5345- 
26B.” @Item 431-A-27 1. Airports— United States — 
Lighting. 2. Landing aids (Aeronautics) I. United States. 
Federal Aviation Administration. OCLC 07346752 
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82-6420 
TD 4.8/5:150/5345-39 B 

FAA specification L-853, runway and taxiway retroreflective 
markers. — Washington, D.C. : Dept. of Transportation, Fed- 
eral Aviation Administration, 1981. 7 p. ; 28 cm. Caption 
title. “Advisory circular.” “12/9/80.” Cancels AC 150/ 
5345-39A dated Sept. 17, 1971. “AC 150/5345-39B.” 
@ltem 431-A-27 1. Airports— United States — Runways. 
2. Airports — United States— Lighting. I. United States. 
Federal Aviation Administration. OCLC 07369863 


82-6421 
TD 4.8/5:150/5345-42 B 

Specification for airport light base and transformer housings, 
junction boxes, and accessories. — Washington, D.C. : Dept. 
of Transportation, Federal Aviation Administration, 1981. 
17 p. in various pagings : ill. ; 28 cm. Caption title. “Advi- 
sory circular.” “9/21/81.” Cancels AC 150/5345-42A, 
dated 10/4/73. “AC 150/5345-42B.” @Item 431-A-27 1. 
Airports — Lighting. 2. Airports — Contracts and specifica- 
tions. 3. Landing aids (Aeronautics) I. United States. Fed- 
eral Aviation Administration. OCLC 07928840 


82-6422 
TD 4.8/5:150/5345-51 
Specification for discharge-type flashing light equipment. — 
Washington, D.C. : Dept. of Transportation, Federal Avi- 
ation Administration, 1981. 14 p. ; 28 cm. Caption title. 
“Advisory circular.” “8/14/81.” “AC —_‘150/5345-51.” 
@ltem 431-A-27 1. Airports— United States — Lighting. 
2. Landing aids (Aeronautics) I. United States. Federal Avi- 
ation Administration. OCLC 07865456 


82-6423 
TD 4.8/5:150-5370-2 B 

Operational safety on airports during construction. — Washing- 
ton, D.C. : Dept. of Transportation, Federal Aviation Admin- 
istration, [1981] 12 p. in various pagings ; 28 cm. Caption 
title. “Advisory circular.” “10/9/81.” “AC 150/5370- 
2B.” @Item 431-A-27 1. Airports— United States — 
Design and construction. 2. Airports— United States — 
Safety measures. I. United States. Federal Aviation Admin- 
istration. OCLC 08101933 


82-6424 
TD 4.8/5:150/5370-6 A 

Construction progress and inspection report-airport develop- 
ment aid program. — Washington, D.C. : Dept. of Transpor- 
tation, Federal Aviation Administration, 1981. 4 p. in var- 
ious pagings : 1 form ; 28 cm. Caption title. “Advisory 
circular.” “3/6/81.” Cancels AC 150/5370-6, dated 3/16/ 
70. “AC 150/5370-6A.” @Item 431-A-27 1. Airports — 
United States — Buildings. 2. Airports— United States — 
Inspection. I. United States. Federal Aviation Administra- 
tion. OCLC 08097327 


82-6425 
TD 4.8/5:150/5380-5 A 

Debris hazards at civil airports. — Washington, D.C. : Dept. of 
Transportation, Federal Aviation Administration, 1981. 1 p. 
in various pagings : ill. ; 28 cm. Caption title. “Advisory 
circular.” “2/25/81.” Cancels AC 150/5380-5, dated 3/8/ 
71. “AC 150/5380-5A.” @Item 431-A-27 1. Airports — 
Safety measures. I. United States. Federal Aviation Admin- 
istration. OCLC 07497327 
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82-6426 
TD 4.8/5:170-6 C 

Use of radionavigational land test stations and signal gener- 
ators. — Washington, D.C. : Dept. of Transportation, Federal 
Aviation Administration, 1981. 10 p. in various pagings ; 28 
cm. Caption title. “Advisory circular.” “2/13/81.” Can- 
cels AC 170-6B dated 3/14/78. “AC 170-6C.” @Item 431- 
A-27 1. Aeronautical radio stations — United States. 2. 
Radio beacons. 3. Signal generators. I. United States. Fed- 
eral Aviation Administration. OCLC 07369916 


82-6427 
TD 4.8/5:183.29-1 N 

Designated engineering representatives. — Washington, D.C. : 
Dept. of Transportation, Federal Aviation Administration, 
1980. 13 p. ; 28 cm. Caption title. “Advisory circular.” 
“8/7/80.” Cancels AC 183.29-1 M, effective Sept. 24, 1979. 
“AC 183.29-1N.” @Item 431-A-27 1. Aeronautical engi- 
neers — United States. 2. Consulting engineers — United 
States. I. United States. Federal Aviation Administration. 
OCLC 08101619 


82-6428 
TD 4.8/5:183.29-1 P 

Designated engineering representatives. — Washington, D.C. : 
Dept. of Transportation, Federal Aviation Administration, 
1981. 15 p. ; 28 cm. Caption title. “Advisory circular.” 
“7/21/81.” Cancels AC 183.29-1N, effective Aug. 7, 1980. 
“AC 183.29-1P.” @lItem 431-A-27 1. Flight engineering. 
2. Flight engineers — United States. I. United States. Feder- 
al Aviation Administration. OCLC 08101648 


82-6429 
TD 4.19:980 

FAA air traffic activity. Washington, D.C. : U.S. Dept. of 
Transportation, Federal Aviation Administration, Information 
and Statistics Division, Office of Management Systems : For 
sale by the Supt. of Docs., U.S. G.P.O. ; Springfield, Va. : 
Available to the public through the National Technical Infor- 
mation Service, Supt. of Docs., U.S. Govt. Print. Off., 
Washington, D.C. 20402 National Technical Information 
Service, Springfield, Va. 22161 v.: map ; 26cm. Annual, 
1977-  Semiannual, -1976 $7.50 Other title: FAA air traffic 
activity and terminal area relationships 1975 Spine title: Air 
traffic activity Fiscal year 1980- Description based on: 
Fiscal year 1980. Separate reports issued for calendar and 
fiscal years, -1976. Report cover fiscal year 1980. 19 -1966, 
issued by the Administration under its earlier name: U.S. 
Federal Aviation Agency. @lItem 431-C-1 S/N 050-007- 
00579-2 1. Airports — United States — Traffic control — Sta- 
tistics — Periodicals. 2. Air traffic control — United 
States — Statistics — Periodicals. 3. Instrument flying — Sta- 
tistics — Periodicals. I. United States. Federal Aviation Ad- 
ministration. II. United States. Federal Aviation Agency. 
III. United States. Federal Aviation Administration. Informa- 
tion and Statistics Division. Information Operations Branch. 
OCLC 03137638 





82-6430 


TD 4.23/11:79-59 

Powered-lift aircraft handling qualities in the presence of natu- 
rally-occurring and computer-generated heric distur- 
bances / Wayne F. Jewell ... [et al.] ; prepared for U.S. 
Department of Transportation, Federal Aviation Administra- 
tion, Systems Research & Development Service. — Washing- 
ton, D.C. : The Service ; Springfield, Va. : National Techni- 
cal Information Service [distributor, 1979] xiv, 74 p. : ill. ; 
28cm. Cover title. “Final report.” “Systems Technology, 
Inc.” “National Aeronautical Establishment.” “May 1979.” 
Includes bibliographical references. Contract no. DOT- 
FA77WA-3936, Mods 1 & 8. “Report no. FAA-RD-79-59.” 
1. Airplanes — Handling characteristics. 2. Atmospheric tur- 
bulence. 3. Wind shear — United States. I. Jewell, Wayne 
F. II. United States. Federal Aviation Administration. Sys- 
tems Research and Development Service. III. Systems 
Technology, inc. IV. National Aeronautical Establishment 
(Canada) OCLC 08116023 
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82-6434 


TD 4.32/6:78-8 


Haines, Andrew L. 


Parameters of future ATC systems relating to airport ca- 
pacity/delay / prepared for U.S. Department of Transporta- 
tion, Federal Aviation Administration, Office of Systems En- 

gineering Management. — Washington, DC. : The Office ; 

Springfield, Va. : 

[distributor, 1978] 23 p. in various pagings ; 28 cm. Cover 
title. “The Mitre i Metrek Division” —1st 
prelim. p. “April 1978.” Includes bibliographical refer- 
ences. Contract no. DOT-FA-78WA-4075. “Report no. 
FAA-EM-78-8.” @lItem 431-A-20 (microfiche) 1. Air traf- 
fic control — United States. 2. Airports— United States — 
Planning. 3. Airports — United States — Traffic control. I. 
United States. Federal Aviation Administration. Office of Sys- 
tems Engineering Management. II. Mitre Corporation. 
Metrek Division. III. Title. OCLC 06636190 


82-6431 82-6435 
TD 4.32/6:78-2 TD 4.32/6:78-9 
Gilsinn, Judith F. Koenig, Steven E. 


Problems in worldwide standardization of the units of 
height measurement. — Washington, D.C. : U.S. Dept. of 
Transportation, Federal Aviation Administration, Office of 
Systems Engineering Management ; Springfield, Va. : Nation- 
al Technical Information Service [distributor, 1978] 20 p. ; 


Analysis of runway occupancy times at major airports / 
prepared for U.S. Department of Transportation, Federal 
Aviation Administration, Office of Systems Engineering Man- 
agement. — Washington, D.C. : The Office ; Springfield, Va. : 


National Technical Information Service [distributor, 1978] 1 
v. (various pagings) : ill. ; 28 cm. Cover title. “Mitre Cor- 
poration, Metrek Division”—P. [ii] “May 1978.” Includes 
bibliographical references. Contract no.: DOT-FA78WA- 
4075. “Report no. FAA-EM-78-9.” @Item 431-A-20 (mi- 
crofiche) 1. Airports— United States — Runways. 2. Air- 
ports — United States — Planning. I. United States. Federal 
Aviation Administration. Office of Systems Engineering Man- 
agement. II. Mitre Corporation. Metrek Division. III. 
Title. OCLC 04700901 


28cm. Cover title. “National Bureau of Standards, Depart- 
ment of Commerce”—P. [i] “February 1978.” Includes bib- 
liographical references. Contract no.: DOT-FA76WAI-594. 
“Report no. FAA-EM-78-2.” @lItem 431-A-20 (microfiche) 
1. Altitudes— Measurement. 2. Altimeter. 3. Metric 
system — United States. I. United States. Federal Aviation 
Administration. Office of Systems Engineering Management. 
II. United States. National Bureau of Standards. III. Title. 
OCLC 04178180 


82-6432 
TD 4.32/6:78-6 
Economic analysis of future civil air navigation systems. — 
Washington, D.C. : U.S. Dept. of Transportation, Federal 


82-6436 
TD 4.32/6:78-14 
ATC accommodation of fuel conservative turbojet operations / 


Aviation Administration, Office of Systems Engineering Man- 
agement ; Springfield, Va. : National Technical Information 
Service [distributor, 1977] 33 p. in various pagings : ill. ; 27 
cm. Cover title. “Mitre Corporation, Metrek Division”’— 
lst prelim. p. “December 1977.” Includes bibliographical 
references. Contract no. DOT-FA-78-WA-4075. “Report 
no. FAA-EM-78-6.” @lItem 431-A-20 (microfiche) 1. Navi- 
gation (Aeronautics) — Economic aspects. 2. Electronics in 
aeronautics. 3. Electronics in navigation. I. United States. 
Federal Aviation Administration. Office of Systems Engineer- 
ing Management. II. Mitre Corporation. Metrek Division. 
OCLC 04181164 


82-6433 


TD 4.32/6:78-7 
Dunlay, William J. 

Airport improvement task force delay study : data collec- 
tion, reduction and analysis / prepared for U.S. Department 
of Transportation, Federal Aviation Administration, Office of 
Systems Engineering Management. — Washington, D.C. : The 
Office ; Springfield, Va. : National Technical Information 
Service [distributor, 1977] 46 p. : ill. ; 28 cm. Cover title. 
“November 1977.” Bibliography: p. 46. Contract no. 
Order WI-77-2412-1. “Report no. FAA-EM-78-7.” @Item 
431-A-20 (microfiche) 1. Airports — United States — Design 
and construction — Data processing. I. United States. Feder- 
al Aviation Administration. Office of Systems Engineering 
Management. II. Title. OCLC 08165526 


prepared for U.S. Department of Transportation, Federal 
Aviation Administration, Office of Systems Engineering Man- 
agement. — Washington, D.C. : The Office ; Springfield, Va. : 
National Technical Information Service [distributor, 1978] 1 
v. (various pagings) : ill. ; 28 cm. Cover title. “The Mitre 
Corporation, Metrek Division”—1st prelim. p. “May 1978.” 
Includes bibliographical references. Contract no.: DOT- 
FA78WA-4075. “Report no. FAA-EM-78-14.” @Item 431- 
A-20 (microfiche) 1. Air traffic control — United States. 2. 
Jet transports — Landing. 3. Jet transports — Take-off. I. 
United States. Federal Aviation Administration. Office of Sys- 
tems Engineering Management. II. Mitre Corporation. 
Metrek Division. OCLC 06637324 


82-6437 


TD 4.32/6:79-15 

Software impact of selected en route ATC computer replace- 
ment strategies. — Washington, D.C. : U.S. Dept. of Trans- 
portation, Federal Aviation Administration ; Springfield, Va. : 
National Technical Information Service [distributor, 1979] 
99 p. in various pagings : ill. ; 28 cm. Cover title. “Final 
report.” ‘“Logicon, Inc."—P. i. “December 1979.” In- 
cludes bibliographical references. Contract no. DOT- 
FA79WA-4313. “Report no. FAA-EM-79-15.” @ltem 431- 
A-20 (microfiche) 1. Air traffic control — United States — 
Data processing. I. United States. Federal Aviation Admin- 
istration. II. Logicon, inc. OCLC 06039756 


Page 253 





Federal Aviation Administration — Transportation Dept. 


82-6438 (U.S.) III. Institute for Defense Analyses. IV. Title. 


TD 4.32/6:80-10 OCLC 07062624 


ATARS implementation tradeoff study / prepared for U.S. De- 
partment of Transportation, Office of Systems Engineering 
Management, Federal Aviation Administration. — Washing- 
ton, D.C. : The Office ; Springfield, Va. : National Technical 
Information Service [distributor, 1980] 101 p. : ill. ; 28 cm. 
Cover title. “July 1980.” Includes bibliographical refer- 
ences. “Report no. FAA-EM-80-10.” @lItem 431-A-20 (mi- 
crofiche) 1. Air traffic control— United States — Data 
Processing — Costs. 2. Airplanes — Collision avoidance. I. 
United States. Federal Aviation Administration. Office of Sys- 
tems Engineering Management. OCLC 06780229 


82-6439 


82-6442 
TD 4.32/8:80-16 
Robinson, G. D. 

The perturbation of some atmospheric mechanisms by emis- 
sions from aircraft / G.D. Robinson ; prepared for High 
Altitude Pollution Program. — Washington, D.C. : U.S. Dept. 
of Transportation, Federal Aviation Administration, Office of 
Environment and Energy ; Springfield, Va. : National Techni- 
cal Information Service [distributor], 1980. vii, 96 p. : ill. ; 
28 cm. Cover title. “The Center for the Environment and 

Man, Inc.”—lIst prelim. p. “Final report.” “November 
le ok mane 1979.” Bibliography: p. 91-96. Contract no. DOT- 

Interim report on the conflict monitoring analysis of paral- FA77WA-4055. “Report no. FAA-EE-80-16.” @ltem 431- 


lel route spacing in the high altitude conus airspace / Arthur A-20 1. Aircraft exhaust emissions — United States. 2. 


P. Smith, III ; prepared for U.S. Department of Transporta- 
tion, Federal Aviation Administration, Office of Systems En- 
gineering Management. — Washington, D.C. : The Office ; 
Springfield, Va. : National Technical Information Service 
[distributor, 1980] 2 v. : ill. ; 28 cm. Cover title. “The 
Mitre Corporation.” “July 1980.” Includes bibliographical 
references. Contract no.: DOT-FA80WA. “Report no. 
FAA-EM-80-16.”. “MTR-79W00235.” @Item 431-A-20 
(microfiche) 1. Airplanes— Collision avoidance. 2. Air 
traffic control — United States. 3. Radar air traffic control 
systems. I. United States. Federal Aviation Administration. 
Office of Systems Engineering Management. II. Mitre Cor- 
poration. III. Title. OCLC 07072942 


82-6440 
TD 4.32/8:80-06 
Bauer, E. (Ernest), 1927- 

A study of stratosphere-to-troposphere transfer using radio- 
active tracer data in a one-dimensional parameterization / 
Institute for Defense Analyses, Ernest Bauer ; prepared for 
High Altitude Pollution Program, U.S. Department of Trans- 
portation, Federal Aviation Administration, Office of Envi- 
ronment and Energy. — Washington, D.C. : The Program ; 
Springfield, Va. : National Technical Information Service 
[distributor], 1980. 1 v. (in various pagings) : ill. ; 28 cm. 
Cover title. “Final report.” “February 1980.” Bibliogra- 
phy: p. B-1-B-6. Contract no. DOT FA 77WA 3965. 
“Report no. FAA-EE-80-06.” @lItem 431-A-20 1. Strato- 
spheric circulation — United States. 2. Radioactive pollution 
of the atmosphere. 3. Radioactive tracers. I. High Altitude 
Pollution Program (U.S.) II. Institute for Defense Analyses. 
III. Title. OCLC 07062654 


82-6441 
TD 4.32/8:80-13 
Hidalgo, Henry. 

On the applicability of two- and one-dimensional parame- 
terizations of atmospheric tracer transports to prognostic pho- 
tochemical models of the stratosphere / Henry Hidalgo ; 

prepared for High Altitude Pollution Program, U.S. Depart- 
ment of Transportation, Federal Aviation Administration, 
Office of Environment and Energy. — Washington, D.C. : 
The Program ; Springfield, Va. : National Technical Informa- 
tion Service [distributor], 1980. 93 p. in various pagings ; 28 
cm. Cover title. “Institute for Defense Analyses Paper P- 
1473.” “Final report.” “April 1980.” Bibliography: p. 45- 
48. Contract no.: DOT-FA-77WA3965. “Report no. FAA- 
EE-80-13.” @lItem 431-A-20 1. Stratospheric circulation — 
United States. 2. Atmospheric ozone — United States. I. 
United States. Federal Aviation Administration. Office of En- 
vironment and Energy. II. High Altitude Pollution Program 
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Air — Pollution — United States — Mathematical models. I. 
United States. Federal Aviation Administration. Office of En- 
vironment and Energy. II. High Altitude Pollution Program 
(U.S.) III. Center for the Environment and Man. IV. Title. 
OCLC 06756791 


82-6443 


TD 4.32/8:80-45 


Tsang, Wing. 


Disproportionation reactions of small inorganic radicals in 
the context of intermediate complex formation / Wing 
Tsang. — Washington, D.C. : U.S. Dept. Of Transportation, 
Federal Aviation Administration, Office of Environment and 
Energy ; Springfield, Va. : National Technical Information 
Service [distributor], 1981. 65 p. ; 28 cm. Cover title. 
“October 1980.” Includes bibliographical _ references. 
“FAA-EE-80-45.” @Item 431-A-20 1. Atmosphere. 2. 
Troposphere. I. United States. Federal Aviation Administra- 
tion. Office of Environment and Energy. II. Title. OCLC 
07470998 


82-6444 


TD 4.32/11:79-9 


Piloted flight simulation study of low-level wind shear, phase 3 : 


all-weather landing systems, engineering services support pro- 
ject, task 2 / W.B. Gartner ... [et al.] ; prepared for U.S. 
Dept. of Transportation, Federal Aviation Administration, 
Systems Research and Development Service. — Washington, 
D.C. : The Service ; Springfield, Va. : National Technical 
Information Service [distributor, 1978] viii, 115 p. : ill. ; 28 
cm. Cover title. “SRI International.” “Interim report.” 
“March 1978.” Includes bibliographical references. Con- 
tract no. DOT FA75WA-3650. “Report no. FAA-RD-79-9.” 
1. Flight simulators. 2. Wind shear — United States. I. 
Gartner, W. B. II. United States. Federal Aviation Adminis- 
tration. Systems Research and Development Service. III. 
SRI International. IV. Title: All-weather landing systems, 
engineering services support project, task 2. OCLC 
06660455 





82-6445 


TD 4.32/14:80-2 

TD 4.32/14:80-2 A 

Evaluation of safety programs with respect to the causes of 
general aviation accidents / prepared for U.S. Department of 
Transportation, Federal Aviation Administration, Office of 
Aviation System Plans. — Washi , D.C. : The Adminis- 
tration ; Springfield, Va. : National Technical Information 
Service, [distributor], 1980. 2 v. : ill. ; 28 cm. Cover title. 
“May 1980.” Includes bibliographical references. Contents: 
v. I. Technical report — v. II. Appendices. “Report no. 
ASP 80-2” (v. 1.) “Report no. ASP 80-2A” (v. II.) @lItem 
431-A-29 1. Aeronautics— United States— Accidents. 2. 
Aeronautics — United States — Safety measures. I. United 
States. Federal Aviation Administration. Office of Aviation 
System Plans. OCLC 07395503 


TD 4.48:Ai 7/draft 
United States. Federal Aviation Administration. 

Metropolitan Washington airport policy : draft environmen- 
tal impact statement. — Washington, D.C. : U.S. Dept. of 
Transportation, Federal Aviation Administration, [1978] xvi, 
318 p., 63 leaves of plates (some folded) ; 28 cm. Caption 
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Avistion Medicine. — Washington, D.C. : The Administration 

; Springfield, Va. : National Technical Information Service 
[distributor, 1978] 1 v. (various pagings) : ill. ; 26 cm. 
Cover title. “March 1978.” Includes bibliographical refer- 
ences. “FAA-AM-78-12.” @Item 431-E-4 (microfiche) 1. 
Airplanes — Crashworthiness. 2. Airplanes —- Seats. 3. 
Children’s accidents — United States — Prevention. I. Trout, 
Edwin M. II. United States. Office of Aviation Medicine. 
Ill. Title. OCLC 06612154 


82-5334 


TD 4.210:78-19 


The effects of altitude and two decongestant-antihistamine prep- 


arations on physiological functions and performance / E. A. 
Higgins ... [et al.] ; prepared for U.S. Department of Trans- 
portation, Federal Aviation Administration, Office of Avi- 
ation Medicine. — Washington, D.C. : The Administration ; 

Springfield, Va. : National Technical Information Service 
[distributor, 1978] 13 p. ; 27 cm. Cover title. “April 
1978.” Bibliography: p. 13. “FAA-AM-78-19.” @Item 
431-E-4 (microfiche) 1. Drugs— United States — Physio- 
logical effect. 2. Altitude, Influence of — United States. I. 
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D-55-80.” @lItem 931-A-3 (microfiche) 1. Ships — Maneu- 
verability. 2. Optimum ship routing. 3. Aids to naviga- 
tion — United States. I. Cuong, Hua Tu. II. United States. 
Coast Guard. Office of Research and Development. III. 
University of Michigan. Dept. of Naval Architecture and 
Marine Engineering. IV. Title. OCLC 07290558 
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Classification of intact stability standards for dynamically 
supported craft / prepared for U.S. Department of Transpota- 
tion, United States Coast Guard, Office of Research and De- 
velopment. — Washington, D.C. : The Office ; Springfield, 
Va. : National Technical Information Service [distributor, 
1979] v, 114 p. : ill. ; 28 cm. Cover title. “Final report.” 
“Band, Lavis & Associates, Inc.”—Ist prelim. p. “October 
1979.” Bibliography: p. 108-114. Contract no. : DOT-CG- 
806510-A. “Report no. CG-D-76-79.” @Item 931-A-3 (mi- 
crofiche) 1. Hydrofoil boats — Stability. 2. Stability of 
ships. I. United States. Coast Guard. Office of Research and 
Development. II. Band, Lavis & Associates. III. Title. 
OCLC 06395222 


Commercial data sources for transportation planning / 
Robert C. Stuart ; prepared for U.S. Department of Transpor- 
tation, Federal Highway Administration, Urban Mass Trans- 
portation Administration. — Washington, D.C. : The Adminis- 
tration, 1979. 119 p. in various pagings : ill.; 28cm. “Final 
report.” “June 30, 1979.” Bibliography: p. 46-49. @Item 
982-H-2 (microfiche) 1. Transportation planning — Informa- 
tion services — United States. 2. Urban transportation — In- 
formation services — United States. I. United States. Federal 
Highway Administration. II. United States. Urban Mass 
Transportation Administration. III. Title. OCLC 06511699 
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/ prepared by Center for Transportation Research, the Uni- 
versity of Texas at Austin ; prepared for U.S. Department of 
Transportation, University Research and Training Program, 
Urban Mass Transportation Administration. — Washington, 
D.C. : The Administration : Distributed by Technology Shar- 
ing Program, Office of the Secretary : For sale by the Supt. 
of Docs., U.S. G.P.O., 1981. xix, 130 p. : forms ; 28 cm. 
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services — Costs. 2. Social service—Costs. I. United 
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Research and Training Program. II. University of Texas at 
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Transportation Administration. — Washington, D.C. : The 
Administration, 1981. 56 p. : ill. ; 28 cm. “December 
1980”—Cover. @Item 982-H-2 1. Handicapped — United 
States — Transportation. 2. Handicapped — Services for — 
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tion Administration, Office of the Secretary ; Springfield, Va. 
: National Technical Information Service [distributor, 1979] 
xii, 255 p. : ill. ; 27 cm. “The Urban Land Institute.” In- 
cludes bibliographical references. Contract no.: DC-06-0183. 
@ltem 982-H-2 (microfiche) 1. Real estate development — 
Canada— Case Studies. 2. Real estate development — 
United States — Case studies. 3. Local transit — Canada — 
Case studies. 4. Local transit — United States — Case stud- 
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retary. II. United States. Urban Mass Transportation Admin- 
istration. Office of Policy and Program Development. III. 
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ods Demonstrations, [1980] 10 leaves : ill., 1 map ; 28 cm. — 
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Tennessee Valley Authority — Officials and employees — 
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3. Van pools— Tennessee. I. United States. Urban Mass 
Transportation Administration. Office of Service and Meth- 
ods Demonstrations. II. Tennessee Valley Authority. III. 
Series: UMTA/TSC project evaluation series. OCLC 
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and sample forms. — Washington, D.C. : Dept. of Transporta- 
tion, Urban Mass Transportation Administration, Planning, 
Management and Demonstrations, Office of Transit Manage- 
ment, [197-7] 76 p. in various pagings : forms ; 28 cm. 
Cover title. @lItem 982-H-3 (microfiche) 1. Local transit — 
United States — Accounting. I. United States. Urban Mass 
Transportation Administration. Administration. Office of 
Transportation Management. OCLC 07743263 
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[Springfield, Va. : National Technical Information Service, 
distributor] 1978. 120, 4, 9 p. : ill. ; 28 cm. Cover title: 
Symposium proceedings, Community Development and Pas- 
senger Transportation. “November 8-9, 1977.” “Sponsored 
by U.S. Department of Transportation, Urban Mass Transpor- 
tation Administration, Office of Service and Methods Demon- 
stration”—Cover. “Report no. UMTA-DC-06-0106-78-1.” 
@ltem 982-I-5 (microfiche) 1. Urban transportation — 
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States — Congresses. I. United States. Urban Mass Transpor- 
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D.C.) Ill. Title. IV. Title: Symposium proceedings, Com- 
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Conceptual study of handicapped facilities for new subway 
station designs : final report / William Collins, Delon Hamp- 
ton ; prepared for U.S. Department of Transportation, Urban 
Mass Transportation Administration, Office of Technology 
Development and Deployment. — Washington, D.C. : The 
Office ; Springfield, Va. : National Technical Information 
Service [distributor], 1981. vi, 53 p. : ill. ; 28 cm. Cover 
title. “September 1980.” Bibliography: p. 53. “Report no. 
UMTA-DC-0182-80-1.”, @Item  982-I-5 1. Subways — 
United States — Design and construction. 2. Local transit — 
United States — Stations. 3. Elevators — United States. 4. 
Handicapped — Transportation. 5. Architecture and the 
handicapped — United States. I. Hampton, Delon. II. 
United States. Urban Mass Transportation Administration. 
Office of Technology Development and Deployment. III. 
Title. OCLC 07271428 
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Wattleworth, Joseph A. 


Report II-2 : evaluation of the effects of the I-95 exclusive 
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movements / Joseph A. Wattleworth, Kenneth G. Courage, 
Charles E. Wallace ; prepared for Department of Transporta- 
tion in cooperation with U.S. Department of Transportation, 
Urban Mass Transportation Administration and Federal High- 
way Administration.— Washington, D.C. : Urban Mass 
Transportation Administration ; Springfield, Va. : National 
Technical Information Service [distributor, 1978] 72 p. in 
various pagings : ill., maps ; 28 cm. — (UMTA project evalu- 
ation series) “Final report.” “I-95/NW 7th Avenue Bus/ 
Car Pool Systems Demonstration Project.” “Service and 
Methods Demonstration Program”—Cover. “Transportation 
Research Center, Department of Civil Engineering, Universi- 
ty of Florida.” “September, 1978.” Includes bibliographical 
references. Contract no.: B.I. 484192/193. “Report no. 
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of Transportation. IV. United States. Federal Highway Ad- 
ministration. V. United States. Urban Mass Transportation 
Administration. VI. University of Florida. Transportation 
Research Center. VII. Title. VIII. Title: Service and Meth- 
ods Demonstration Program. IX. Series: UMTA/TSC pro- 
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prepared for U.S. Department of Transportation, Urban Mass 
Transportation Administration.— Washington, D.C. : The 
Administration ; Springfield, Va. : National Technical Infor- 
mation Service [distributor], 1981. 1 v. (various pagings) ; 28 
cm. Cover title. “ATE Management and Service Compa- 
ny, Inc.” “Final report.” “November 1980.” Bibliogra- 
phy: p. [101]. Contract no.: DTUM60-80-C-72029. “Report 
no. UMTA-IT-06-0232-80-1.” @lItem 982-I-5 1. Local tran- 
sit— United States — Cost of Operation. 2. Buses — United 
States — Maintenance and repair. 3. Local transit — United 
States— Management. I. Savage, A. E. (Alfred E.) II. 
Stark, R. C. (Robert C.) III. United States. Urban Mass 
Transportation Administration. IV. ATE Management and 
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An Analysis of user cost and service trade-offs in transit and 


paratransit services. — Washington, D.C. : U.S. Dept. of 


Information Service [distributor], 1980. 1 v. (various pag- 
ings) : ill., forms ; 28 cm.— (UMTA/TSC evaluation series.) 
Cover title. “Final report.” “Service and Methods Demon- 
stration Program.” “Cambridge Systematics, Inc.”—Ist 
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Noise assessment of the Port Authority Transit Corporation 
Lindenwold rail transit line / R. Spencer, E. Hinterkeuser ; 
prepared for U.S. Department of Transportation, Office of 
Technology and Deployment, Office of Rail and Construction 
Technology. — Washington, DC : Office of Rail and Con- 
struction Technology ; Springfield, Va. : National Technical 
Information Service [distributor], 1978. 1 v. (various pag- 
ings) : ill. ; 27 cm. Cover title. “The Boeing Vertol Com- 
pany.” Interim report. “October 1978.” Includes biblio- 
graphical references. Contract no.: DOT-TSC-850. 
“Report no. UMTA-MA-06-0025-78-9.”  @Item 982-I-5 (mi- 
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keuser, E. II. United States. Urban Mass Transportation Ad- 
ministration. Office of Rail and Construction Technology. 
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TD 7.11:MA-06-0025-79-3/v.1-2 
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SLRV engineering tests at Department of Transportation, 
Transportation Test Center : final test report / prepared by 
Boeing Vertol Company, Surface Transportation Systems ; 
prepared for U.S. Department of Transportation, Urban Mass 
Transportation Administration, Office of Technology Devel- 
opment and Deployment, Office of Rail and Construction 
Technology. — Washington, D.C. : The Administration ; 
Springfield, Va. : National Technical Information Service 
[distributor, 1979-] v. : ill. ; 28 cm. Cover title. “Final 
report.” “June 1979.” Contents: v. 1. Introduction. — v. II. 
Performance and power consumption tests. — v. IV. Data 
logs. Contract no. DOT-TSC-1062. “Report no. UMTA- 
MA-06-0025-79-3, I.” “Report no. UMTA-MA-06-0025-79-4, 
II.” “Report no. UMTA-MA-06-0025-79-6, IV.” @Item 
982-I-5 (microfiche) 1. Electric railroads — United States — 
Cars— Testing. 2. Railroads— United States — Fuel — 
Testing. I. United States. Urban Mass Transportation Ad- 
ministration. Office of Technology Development and Deploy- 
ment. II. United States. Urban Mass Transportation Admin- 
istration. Office of Rail and Construction Technology. III. 
Boeing Vertol Company. Surface Transportation Systems. 
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Establishing innovative taxicab services : a guidebook / by 
Gorman Gilbert, Connie A. Garber and James F. Foerster. — 
Washington, D.C. : U.S. Dept. of Transportation, Urban 
Mass Transportation Administration, University Research and 
Training Program ; Springfield, Va. : National Technical In- 
formation Service [distributor, 1977] 68 p. in various paging 
; 28 cm. “Department of City and Regional Planning, Uni- 
versity of North Carolina.” “August 1977.” Bibliography: 
p. [61-63]. Contract no. NC-11-0005. “UMTA-NC-11- 
0005”—Cover. @Item 982-I-5 (microfiche) 1. Taxicabs — 
United States. 2. Paratransit services— United States. I. 
Garber, Connie A. II. Foerster, James F. III. United 
States. Urban Mass Transportation Administration. University 
Research and Training Program. IV. University of North 
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V. Title. OCLC 03861313 


82-6492 
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Study of operator absenteeism and workers’ compensation 


trends in the urban mass transportation industry / prepared by 
Peat, Marwick, Mitchell & Co. ... [et al.] under the direction 
of the Port Authority of Allegheny County. — Washington, 
D.C. : U.S. Dept. of Transportation, Urban Mass Transporta- 
tion Administration, Office of Planning, Management & Dem- 
onstrations ; Springfield, Va. : National Technical Information 
Service [distributor], 1981. 1 v. (various pagings) : ill., forms 
; 28 cm. On cover: Transportation management program. 
“Final report.” “March 1980.” Bibliography: p. A.1-A.30. 
“Under grant PA-06-0050." “UMTA-PA-06-0050-80-1”— 
Cover. @lItem 982-I-5 1. Local transit — United States — 
Labor productivity. 2. Local transit — United States — Em- 
ployees. 3. Absenteeism (Labor)— United States. 4. Bus 
drivers — United States. I. United States. Urban Mass Trans- 
portation Administration. Office of Planning, Management, 
and Demonstrations. II. Peat, Marwick, Mitchell, and Com- 
pany. III. Port Authority of Allegheny County. IV. Title: 
Transportation management program. OCLC 07403313 
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vestigation. I. Chi, Lotta II. United States. National High- 
way Traffic Safety Administration. III. Chi Associates. IV. 
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Orange County, dual mode planning case study / prepared by 
Alan M. Voorhees & Associates, Inc. in enociation with 
Dave Systems, Inc., DTM, Inc., VTM, Inc. ; prepared for 
U.S. Department of Transportation Administration, Office of 
ee ee eS (Washington, D.C.] : The 
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Office ; Springfield, Va. : National Technical Information 
Service [distributor], 1980. 2 v.: ill, maps ; 28cm. “June 
1977.” Includes bibliographical references. Contents: v. 1. 
Executive summary and planning analysis — v. 2. Methodolo- 
gy. “Contract no. DOT-UT-40029.” “UMTA-VA-06-0030- 
80-1.” “UMTA-VA-06-0030-80-2.” @Item 982-I-5 1. 
Local transit — California — Orange County — Planning. I. 
United States. Urban Mass Transportation Administration. 
Office of Planning Methods and Support. II. Alan M. Voor- 
hees & Associates. III. Dave Systems, Inc. OCLC 
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mental, and safety hazards associated with air bag use and 
disposal / Arthur D. Little, Inc. ; prepared for U.S. Depart- 
ment of Transportation, National Highway Traffic Safety Ad- 
ministration. — Washington, D.C. : The Administration ; 
Springfield, Va. : National Technical Information Service 
[distributor, 1979] 1 v. (various pagings) : ill. ; 28 cm. 
Cover title. “Final report.” “August 1979.” Includes bib- 
liographical references. “DOT HS-805-184.” “Contract no. 
DOT HS-8-01995.” @ltem 982-D-1 (microfiche) 1. Air bag 
restraint systems. I. United States. National Highway Traffic 
Safety Administration. II. Arthur D. Little, Inc. OCLC 


05903336 
82-6498 


82-6494 
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Urban Mass Transportation Administration ; Springfield, Va. : 
National Technical Information Service [distributor], 1981. 
vii, 58, [26] p. : ill. ; 28cm. “Report by Warren, McVeigh & 
Griffin.” Cover title: Management planning, Wisconsin in- 
surance study. “May 1980.” @ltem 982-I-5 1. Wisconsin. 
Dept. of Transportation. 2. Insurance, Automobile — Wis- 
consin. I. United States. Urban Mass Transportation Admin- 
istration. II. Warren, McVeigh & Griffin. III. Title: Vehi- 
cle insurance study. IV. Title: Management planning, Wis- 
consin insurance study. OCLC 06513572 
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[et al.] ; prepared for U.S. Department of Transportation, 
National Highway Traffic Safety Administration. — Washing- 
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Technical Information Service [distributor, 1980] vi, 64 p. ; 
28 cm. Cover title. “Final report.” “The University of 
Michigan, Highway Safety Research Institute.” “April 
1980.” Bibliography: p. 63-64. “DOT HS-805 453.” “Con- 
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United States. National Highway Traffic Safety Administra- 
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M. Chi, E. Neal, J.R. Tucker ; prepared for U.S. Department 
of Transportation, National Highway Traffic Safety Adminis- 
tration. — Washington, D.C : The Administration ; Spring- 

tion. — Washington, D.C. : The Administration ; Springfield, field, Va. : National Technical Information Service [distribu- 
Va. : National Technical Information Service [distributor, tor, 1977] ix, 132 p. : ill. ; 28 cm. Cover title. “Final 
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vestigation. 2. Traffic accidents — Mathematical models. I. States. National Highway Traffic Safety Administration. IV. 
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Scope and impact of new automotive technology on the inspec- 
pig etree ge ote tes Nana te 
; prepared for U.S. Department of Transportation, Na- 
ional Highway Traffic Safety Administration. — Washington, 
D.C. : The Administration ; Springfield, Va. : National Tech- 
nical Information Service [distributor, 1980] 77 p. in various 
pagings : ill. ; 28 cm. Cover title. “Final report.” “Booz, 
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Stephen Baum ; prepared for U.S. Department of Transporta- 
tion, National Highway Traffic Safety Administration. — 
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Va. : National Technical Information Service [distributor, 
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[distributor, .1979] iii, 373 p. : ill. ; 28 cm. Cover title. 
Tri-level study, modification : task 3, validity assessment of cash of perm Insitute, The bane of 

a aap gene oe Mallee Asse mescl pag Ra eel DOT HS-7-01602." “DOT HS-804 142.” @ltem 982-D-1 

Highway Tat ap yt el gas -- 2 ree (microfiche) 1. Tractor trailer combinations — Stability. I. 

y ic Safety A tration. — Washington, D.C. in. R. D. IL Uni Nati : 
: The Administration ; Springfield, Va. : National Technical Erviy B.D. H. Unies State, Remon Manesy Talic 
2 Peeyneey Safety Administration. II. U: f Mi High- 

Information Service [distributor], 1979. 107 p. in various ety m. Ill. University of Michigan. 

pagings : 1 form ; 28 cm. Cover title. “Final report.” way Safety Research Institute. OCLC 05803429 

“Printed May 1979.” Bibliography: p. 72-73. “Contract no. 82-6539 

DOT-HS-034-3-535.”. “DOT HS-805 087.” @Item 982-D-1 

(microfiche) 1. Traffic accident investigation. 2. Drinking 

and traffic accidents. I. Treat, John R. II. United States. 

National Highway Traffic Safety Administration. cn III. 

Title. OCLC 05785361 


82-6535 


TD 8.2:T 73/2/task 3 
Shinar, David. 


TD 8.2:Z 7 
Smith, Russell L. (Russell Lesley), 1930- 

Perceived importance of zones surrounding a vehicle and 
learning to use a convex mirror effectively / Russell L. 
Smith, Marlene C. Bardales, William J. Burger ; prepared for 
U.S. Department of Transportation, National Highway Traf- 
fic Safety Administration. — Washington, D.C. : The Admin- 
istration ; Springfield, Va. : National Technical Information 
Service [distributor, 1978] 1 v. (various pagings) : ill. ; 28 
cm. Cover title. “Final report.” “Vector Research, a divi- 
sion of Vector Enterprises, Inc.” “September 1978.” Bib- 
liography: p. 80-82. “DOT HS-803-713.” “Contract no. 
DOT HS-7-01791.” @ltem 982-D-1 (microfiche) 1. Auto- 
mobile driving. 2. Automobiles— Rearview mirrors. I. 
Bardales, Marlene C. II. Burger, William J. III. United 
States. National Highway Traffic Safety Administration. IV. 


TD 8.2:T 73/2/task 6 
McDonald, Stephen T. 

Tri-level study, modification : task 6, a final report on 
supplemental causation assessments through hypothesis testing 
/ Stephen T. McDonald ; prepared for U.S. Department of 
Transportation, National Highway Traffic Safety Administra- 
tion. — Washington, D.C. : The Administration ; Springfield, 

a. : National Technical Information Service [distributor], 
1979. 70 p. in various pagings : ill. ; 28 cm. Cover title. 
“Final report.” “Printed May 1979.” Includes bibliograph- 
ical references. “Contract no. DOT HS-034-3-535.” “DOT Vector Research, Inc. V. Title. OCLC 04589866 
HS-805 098.” @ltem 982-D-1 (microfiche)@RB@ 1. Traf- 82-6540 
fic accident investigation. I. United States. National High- 


way Traffic Safety Administration. II. Title OCLC 1.00 siuart A TD 8.5/2:10/4 
07985511 Fee phon 


Driver licensing laws affecting handicapped drivers / by 
82-6536 Stuart A. Liner ; prepared for the U.S. Department of Trans- 
portation, National Highway Traffic Safety Administration, 
under contract no. DOT-HS-8-01952. — Washington, D.C. : 
The Administration, 1981. 57 p. ; 28 cm.— (Traffic laws 
commentary ; v. 10, no. 4) “National Committee on Uniform 
Traffic Laws and Ordinances.” “June 1981”— Cover. “Oc- 
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TD 8.2:Un 3 
Spell, Langston A. 
The uniform traffic ticket study / Langston A. Spell ; 
prepared for U.S. Department of Transportation, National 
Highway Traffic Safety Administration. — Washington, D.C. 





Veterans Administration 


tober 1981”—P. 4 of Cover. “DOT HS 805 987”—P. 4 of 
Cover. 1. Automobile drivers, Physically handicapped. 2. 
Automobile drivers’ tests— Law and legislation — United 
States. I. United States. National Highway Traffic Safety 
Administration. II. National Committee on Uniform Traffic 
Laws and Ordinances. III. Title. IV. Series. 81-603957 
OCLC 08164526 


82-6541 


TD 8.5/2:10/6 
English, John W. 

Supplement to bicycling laws in the United States / by 
John W. English, Arthur J.R. Denis ; prepared for the U.S. 
Department of Transportation, National Highway Traffic 
Safety Administration, under contract no. DTHN22-81-C- 
05098. — Washington, D.C. : The Administration, 1981. 138 
p. ; 28 cm.— (Traffic laws commentary ; v. no. 10, no. 6) 
“National Committee on Uniform Traffic Laws and Ordin- 
ances.” “Supplement to bicycling laws in the United States, 


82-6544 


TD 8.8:V 53/4/v.2-4 
TD 8.8:V 53/4/v.8 


Improvement of mathematical models for simulation of vehicle 


handling / prepared for U.S. Department of Transportation, 
National Highway Traffic Safety Administration. — Washing- 
ton, D.C. : The Administration ; Springfield, Va. : National 
Technical Information Service [distributor, 1979-] v. : ill. ; 
28 cm. Cover title. “Final report.” “College of Engineer- 
ing, The University of Michigan.” “May 1979”— (v. 2) 
“March 1980”— (v. 3) “July 1979”"—(v. 4) “April 1980”— 
(v. 8) Contents: v. 2. Programmers’ guide for the five degree 
of freedom models / B. Mitchell, R. Abrams, R.A. Scott — v. 
3. Technical manual for the five degree of freedom models / 
B. Mitchell, R.A. Scott — v. 4. Users’s guide for the general 
simulation / W. R. Garrot ... [et al.] — v. 8. Summary report 
/ W.R. Garrot, R.A. Scott. “Contract no. DOT HS-7- 
01715.” “DOT-HS-805-363”— (v. 2) “DOT-HS-805-364”— 
(v. 3) “DOT-HS-805-365”— (v. 4) “DOT-HS-805-371”— 
(v. 8) @ltem 982-D-3 (microfiche) 1. Automobiles — Han- 


dling characteristics — Mathematical models. I. Mitchell, B. 
II. United States. National Highway Traffic Safety Adminis- 
tration. III. University of Michigan. College of Engineering. 
OCLC 06526977 


1974-1980”— Cover. “August 1981”—Cover. “October 
1981”—P. 4 of cover. “DOT HS 806 043”—P. 4 of cover. 
1. Cycling — Law and legislation — United States. I. Denis, 
Arthur J. R. II. United States. National Highway Traffic 
Safety Administration. III. National Committee on Uniform 
Traffic Laws and Ordinances. IV. Title. V. Series. 81- 
603958 OCLC 08164540 


VETERANS ADMINISTRATION 
Washington, DC 20420 


82-6545 
82-6542 VA 1.16/2:El 2 
Electrohydraulic nephrolithotripsy videorecording / Veterans 
Administration Medical Center, Wilmington, DE. Wilming- 
ton, DE : The Center ; Washington : Distributed by National 
Audiovisual Center, 1981. 1 videorecording (10 min.) : sd., 


TD 8.8:Em 3/15 
Davis, Charles, 1943- 
Emergency medical services communications design manual 
/ Charles Davis, Sandra Callahan, Frank Pethel ; prepared 


for U.S. Department of Transportation, National Highway col. Title from data sheet. Intended audience: Physicians 
and nursing personnel. Issued as cassette (U-matic 3/4 in. or 
Beta 1/2 in. or VHS 1/2 in.) or reei (1 in. or 2 in.) Electro- 


Traffic Safety Administration. — Washington, D.C. : The Ad- 
ministration ; Springfield, Va. : National Technical Informa- 
tion Service [distributor], 1981. vi, 151 p. : ill. ; 28 cm. 
Cover title. “Systech Corporation.” “Final report.” “No- 
vember 1980.” Includes bibliographical references. ‘“Con- 
tract no. DOT HS-9-02306.” “Contract no. DTNH22 80-C- 
05161.” “DOT HS-805 749.” @Item 982-D-3 1. Emer- 
gency medical services— United States — Communication 
systems. I. Callahan, Sandra. II. Pethel, Frank. III. 
United States. National Highway Traffic Safety Administra- 
tion. IV. Systech Corporation. V. Title. OCLC 07294959 


82-6543 


hydraulic nephrolithotripsy is performed in patients with bi- 
lateral renal calculus. 1. Kidneys—Calculi. 2. Surgery, 
Operative. I. Veterans Administration Medical Center (Wil- 
mington, Del.) II. National Audiovisual Center. 81-707393 
OCLC 07681850 


82-6546 
VA 1,16/2:El 2/2 

Electrohydraulic cystolithotripsy videorecording / Veterans 
Administration Medical Center, Wilmington, DE. Wilming- 
ton, DE : The Center ; Washington : Distributed by National 
Audiovisual Center, 1981. 1 videorecording (10 min.) : sd., 
col. Title from data sheet. Intended audience: Physicians 
and nursing personnel. Issued as cassette (U-matic 3/4 in. or 
Beta 1/2 in. or VHS 1/2 in.) or reel (1 in. or 2 in.) Electro- 

to prevent motor vehicle injuries. —[Washington, D.C.] : hydraulic cystolithotripsy is performed in patients with blad- 

U.S. Dept. of Transportation, National Highway Traffic der calculus. 1. Bladder —Calculi. 2. Surgery, Operative. 

Safety Administration, [1980] iii, 191 p. : ill. ; 28cm. Cover I. Veterans Administration Medical Center (Wilmington, 

title. Bibliography: p. 158-159. @lItem 982-D-3 (microfiche) Del.) II. National Audiovisual Center. 81-707392 OCLC 

1. Traffic safety — United States. 2. Automotive medicine. 07907129 

3. Medicine, Preventive. I. United States. National Highway 

Traffic Safety Administration. OCLC 08093548 


TD 8.8:P 92 
An Ounce of prevention : how medical professionals can work 


CONGRESS 


82-6547 
X 96-1:H.doc.42 
American Legion. 

Proceedings of the ... National Convention of the American 
Legion. [Washington, D.C.? : U.S. G.P.O., v. ; 24 cm. 
(House document / 96th Congress, Ist session ; no. 96-42) 
Annual 60th, New Orleans, La., Aug. 22-24, 1978. Descrip- 
tion based on: 60th (1978) @lItem 996-A, 996-B (microfiche) 
Main series: House document (United States. Congress. 
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Government Publications — April 1982 


House) 1. American Legion — Periodicals. I. Title. I. 
Series: House document (United States. Congress (96th, Ist 
session : 1979). House) ; no. 96-42. OCLC 02871050 


SENATE REPORTS 


Senate reports are available from the Senate Document Room 
unless otherwise indicated. 


X 96-2:H.rp.1558 
United States. Congress. House. Committee on House Adminis- 


tration. 

Report on the activities of the Committee on House Ad- 
ministration of the House of Representatives during the ... 
Congress. Washington : U.S. G.P.O.,  v. ; 24 cm. (Report / 
96th Congress, 2d session, House ; no. 96-1558) 96th Con- 
gress. Description based on: 96th Congress. @lItem 1008-C, 
1008-D (microfiche) Main series: United States. Congress. 
House. Report 1. United States. Congress. House. Commit- 
tee on House Administration — Periodicals. 2. United States. 
Congress. House — Periodicals. I. Title. II. Series: United 
States. Congress (96th, 2nd session : 1980). House. Report ; 
no. 96-1558. OCLC 08119291 


82-6549 


X 96-2:H.rp.1561 
United States. Congress. House. Committee on Interior and 
Insular Affairs. 

Legislative and review activities of the Committee on Inte- 
rior and Insular Affairs of the House of Representatives 
during the ... Congress pursuant to clause 1(d) of rule XI of 
the rules of the House of Representatives. Washington : U.S. 
G.P.O., v. ; 24 cm. (Report / 96th Congress, 2d session, 
House ; no. 96-1561) 96th Congress. Description based on: 
96th Congress. @lItem 1008-C, 1008-D (microfiche) ISSN 
0149-0850 Main series: United States. Congress. House. 
Report 1. United States. Congress. House. Committee on 
Interior and Insular Affairs — Periodicals. 2. Natural re- 
sources — Law and legislation — United States — Periodicals. 
Key Title: Legislative and review activities of the Committee 
on Interior and Insular Affairs of the House of Representa- 
tives I. Title. II. Series: United States. Congress (96th, 2nd 
session : 1980). House. Report ; no. 96-1561. KF31.8.1515 
77-647T15 //182 346/.73/046 OCLC 02902531 


Y¥ 1.1/5:97-31 


Report on the activities of the Committee on Commerce, 
Science, and Transportation. Washington : U.S. G.P.O.,  v. ; 
23-26 cm. (Report / 97th Congress, Ist session, Senate ; no. 
97-31) Began with 95th Congress, 1977/78. 96th 
Description based on: [96th Congress] @lItem 1008-C, 1008- 
D (microfiche) ISSN 0273-4915 Main series: United States. 
Congress. Senate. Report Formed by the union of United 
States. Congress. Senate. Committee on Aeronautical and 
Space Sciences. Report of activities ISSN 0099-1775and 
United States. Congress. Senate. Committee on Commerce. 
Activity report of the Committee on Commerce 1. United 
States. Congress. Senate. Committee on Commerce, Science, 
and Transportation — Periodicals. 2. Commercial law — 
United States — Periodicals. 3. Science and law — Feriodi- 
cals. 4. Transportation—Law and legislation — United 
States — Periodicals. I. Title. II. Series: United States. 
Congress (97th, Ist session : 1981). Senate. Report ; no. 97-31. 
KF30.8.C697 80-641807 //182 328.73/07658 OCLC 
05052734 


82-6552 


¥ 1.1/5:97-34 


United States. Congress. Senate. Committee on Armed Services. 


Report on the activities of the Committee on Armed Serv- 
ices, United States Senate. Washington : U.S. G.P.O.,  v. ; 24 
cm. (Report / 97th Congress, Ist session, Senate ; no. 97-34) 
97th Congress, Ist and 2nd session. Description based on: 
97th Congress, Ist and 2nd session. @Item 1008-C, 1008-D 
(microfiche) ISSN 0363-0706 Main series: United States. 
Congress. Senate. Report 1. United States. Congress. Senate. 
Committee on Armed Services— Periodicals. 2. Military 
law — United States— Periodicals. I. Title. II. Series: 
United States. Congress (97th, Ist session : 1981). Senate. 
Report ; no. 97-34. KF30.8.A77 76-640342 //r82 343/.73/ 
01 OCLC 02417444 


82-6550 
X 96-2:H.rp.1566 62-4855 
United States. Congress. House. Committee on Interstate and 


Foreign Commerce. 


Y 1,1/5:97-190 
United States. Congress. Senate. Committee on Appropriations. 


Report on the activity of the Committee on Interstate and 
Foreign Commerce, House of Representatives, for the ... Con- 
gress. Washington, D.C. : U.S. G.P.O.,_ v. ; 24 cm. (Report / 
96th Congress, 2d session, House ; no. 96-1566) Annual 
Began in 1947. Interim report issued at the end of each first 
session of a Congress. 96th Congress. Description based 
on: 96th Congress, Ist session (1980). @lItem 1008-C, 1008-D 
(microfiche) ISSN 0277-1640 Main series: United States. 
Congress. House. Report 1. United States. Congress. House. 
Committee on Interstate and Foreign Commerce — Periodi- 
cals. 2. Interstate commerce — Periodicals. 3. United 
States — Commerce — Periodicals. Key Title: Report on the 
activity of the Committee on Interstate and Foreign Com- 
merce, House of Representatives, for the I. Title. II. 
Series: United States. Congress (96th, 2nd session : 1980). 
House. Report ; no. 96-1566. PAR 81-641399 OCLC 
02872053 


Allocation to subcommittees of budget totals from the first 
concurrent resolution, fiscal year 1982 : report. — [Washing- 
ton, D.C. : U.S. G.P.O., 1981] 4 p. ; 24 cm.— (Report / 
97th Congress, Ist session, Senate ; no. 97-190) Caption title. 
“September 14, 1981.” @Item 1008-C, 1008-D (microfiche) 
1. United States. Congress. Senate. Committee on Appropri- 
ations — Appropriations and expenditures. I. Title. II. 
Series: United States. Congress (97th, Ist session : 1981). 
Senate. Report ; no. 97-190. OCLC 08115906 


82-6554 


Y 1,1/5:97-212 


United States. Congress. House. Committee on the Judiciary. 


Puangpaka Vertrees and Puangtip Vertrees : report (to 
accompany S. 175). — [Washington, D.C. : U.S. G.P.O., 1981] 
7 p. ; 24cm. — (Report / 97th Congress, Ist session, Senate ; 
no. 97-212) Caption title. “October 20, 1981.” @Item 
1008-C, 1008-D (microfiche) 1. Vertrees, Puangpaka, 1958- 
2. Vertrees, Puangtip, 1960- I. Title. II. Series: United 
States. Congress (97th, Ist session : 1981). Senate. Report ; no. 
97-212. OCLC 08120689 
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Senate Reports 


82-6555 
Y 1.1/5:97-215 
United States. Congress. Senate. Committee on the Judiciary. 
Michael Whitlock : report (to accompany S. 555). — [Wash- 
ington, D.C. : U.S. G.P.O., 1981] 7 p. ; 24 cm.— (Report / 
97th Congress, Ist session, Senate ; no. 97-215) Caption title. 
“October 20, 1981.” @ltem 1008-C, 1008-D (microfiche) 1. 
Whitlock, Michael, 1954- I. Title. II. Series: United States. 
Congress (97th, Ist session : 1981). Senate. Report ; no. 97- 
215. OCLC 08116206 


82-6556 
Y 1.1/5:97-220 
United States. Congress. Senate. Committee on the Judiciary. 
Juan Esteban Ramirez : report (to accompany S. 167). — 
(Washington, D.C. : U.S. G.P.O., 1981] 10 p. ; 24 cm. — 
(Report / 97th Congress, Ist session, Senate ; no. 97-220) 
Caption title. “October 20, 1981.” @lItem 1008-C, 1008-D 
(microfiche) 1. Ramirez, Juan Esteban, 1958- I. Title. II. 
Series: United States. Congress (97th, Ist session : 1981). 
Senate. Report ; no. 97-220. OCLC 08116288 


82-6557 
Y 1,1/5:97-226 
United States. Congress. Senate. Committee on the Judiciary. 
Yaeko Howell : report (to accompany S. 280). — [Washing- 
ton, D.C. : U.S. G.P.O., 1981] 11 p. ; 24 cm.— (Report / 
97th Congress, Ist session, Senate ; no. 97- 226) Caption title. 
“October 20, 1981.” @Item 1008-C, 1008-D (microfiche) 1. 
Howell, Yaeko, 1928- I. Title. II. Series: United States. 
Congress (97th, Ist session : 1981). Senate. Report ; no. 97- 
226. OCLC 08115713 


82-6558 
Y 1,1/5:97-231 
United States. Congress. Senate. Committee on the Judiciary. 
Junior Edmund Moncrieffe : report (to accompany ER. 
688). — [Washington, D.C. : U.S. G.P.O., 1981] 4 p. ; 24 
cm.— (Report / 97th Congress, Ist session, Senate ; no. 97. 
321) Caption title. “October 20, 1981.” @lItem 1008-C, 
1008-D (microfiche) 1. Moncrieffe, Junior Edmund, 1962- 
I. Title. II. Series: United States. Congress (97th, Ist session 
: 1981). Senate. Report ; no. 97-231. OCLC 08116218 
82-6559 
Y 1,1/5:97-237 
United States. Congress. Senate. Committee on the Judiciary. 
Kai-Mee Chen : report (to accompany H.R. 2010). — 
[Washington, D.C. : U.S. G.P.O., 1981] 8 p. ; 24 cm.— 
(Report / 97th Congress, Ist session, Senate ; no. 97-237) 
Caption title. “October 20, 1981.” @lItem 1008-C, 1008-D 
(microfiche) 1. Chen, Kai-Mee, 1979- I. Title. II. Series: 
United States. Congress (97th, Ist session : 1981). Senate. 
Report ; no. 97-237. OCLC 08105981 
82-6560 
Y 1,1/5:97-238 
United States. Congress. Senate. Committee on the Judiciary. 
Hanife Frantz : report (to accompany H.R. 2185). — [Wash- 
ington, D.C. : U.S. G.P.O., 1981] 4 p. ; 24 cm. — (Report / 
97th Congress, Ist session, Senate ; no. 97-238) Caption title. 
“October 20, 1981.” @ltem 1008-C, 1008-D (microfiche) 1. 
Frantz, Hanife, 1950- I. Title. II. Series: United States. 
Congress (97th, Ist session : 1981). Senate. Report ; no. 97- 
238. OCLC 08105963 
82-6561 
Y 1,1/5:97-243 
United States. Congress. Senate. Committee on Energy and 
Natural Resources. 
Providing for reinstatement and validation of U.S. oil and 
gas lease numbered ES 20644 : report (to accompany S. 
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1605). — [Washington, D.C. : U.S. G.P.O., 1981] 5 p. ; 24 
cm.— (Report / 97th Congress, Ist session, Senate ; no. 97- 
243) Caption title. “October 22, 1981.” @lItem 1008-C, 
1008-D (microfiche) 1. Oil and gas leases — United States. 
I. Title. II. Series: United States. Congress (97th, Ist session 
: 1981). Senate. Report ; no. 97-243. OCLC 08106063 


82-6562 
Y 1,1/5:97-244 
United States. Congress. Senate. Committee on Energy and 
Natural Resources. 

Providing for reinstatement and validation of United States 
oil and gas lease numbered M 16402 (ND) ACQ : report (to 
accompany S. 383). — [Washington, D.C. : U.S. G.P.0., 1981] 
5 p. ; 24 cm. — (Report / 97th Congress, Ist session, Senate ; 
no. '97-244) Caption title. “October 22, “Tosi” z @ltem 


1008-C, 1008-D (microfiche) 1. Oil and gas leases — United 
II. Series: United States. Congress (97th, 
1981). Senate. Report ; no. 97-244. OCLC 


States. I. Title. 
Ist session : 
08107449 


82-6563 
Y 1,1/5:97-245 
United States. Congress. Senate. Committee on Energy and 
Natural Resources. 
Providing for reinstatement and validation of U.S. oil and 
gas lease numbered M-15450 (ND) : report (to accompany S. 
— [Washington, D.C. : U.S. G.P.O., 1981] 5 p. ; 24 
cm.— (Report / 97th Congress, Ist session, Senate ; no. 97- 
245) Caption title. “October 22, 1981.” @lItem 1008-C, 
1008-D (microfiche) 1. Oil and gas leases — United States. 
I. Title. II. Series: United States. Congress (97th, Ist session 
: 1981). Senate. Report ; no. 97-245. OCLC 08107359 


82-6564 
Y 1,1/5:97-246 
United States. Congress. Senate. Committee on Energy and 
Natural Resources. 

Providing for reinstatement and validation of United States 
oil and gas lease numbered OR-13713 : report (to accompany 
S. 1457). — [Washington, D.C. : U.S. G.P.O., 1981] 5 p. ; 24 
cm.— (Report / 97th Congress, Ist session, Senate ; no. 97- 
246) Caption title. “October 22, 1981.” @ltem 1008-C, 
1008-D (microfiche) 1. Oil and gas leases — United States. 
I. Title. II. Series: United States. Congress (97th, Ist session 
: 1981). Senate. Report ; no. 97-246. OCLC 08115782 


82-6565 
Y 1,1/5:97-247 

United States. Congress. Senate. Committee on Energy and 

Natural Resources. 
Providing for reinstatement and validation United States oil 

and gas lease numbered W-46102 : report (to accompany S. 
651). —[Washington, D.C. : U.S. G.P.O., 1981] 6 p. ; 24 
cm.— (Report / 97th Congress, Ist session, Senate ; no. 97- 
247) Caption title. “October 22, 1981.” @Item 1008-C, 
1008-D (microfiche) 1. Oil and gas leases — United States. 
I. Title. II. Series: United States. Congress (97th, Ist session 
: 1981). Senate. Report ; no. 97-247. OCLC 08105913 


82-6566 
Y 1,1/5:97-265 

United States. Congress. Senate. Committee on Appropriations. 
Departments of Commerce, Justice, and State, the Judici- 
ary, and related agencies appropriation bill, 1982 : report (to 
accompany H.R. 4169). — [Washington, D.C. : U.S. G.P.O., 
1981] 97 p. ; 24cm.— (Report / 97th Congress, ist session, 
Senate ; no. 97-265) Caption title. “October 30, 1981.” 
@ltem 1008-C, 1008-D (microfiche) 1. United States — Ap- 
propriations and expenditures, 1982. I. Title. II. Series: 





United States. Congress (97th, Ist session : 
Report ; no. 97-265. OCLC 07965333 


82-6567 


1981). Senate. 


Y 1.1/5:97-290 
United States. Congress (97th, Ist session : 1981). Senate. 

Agriculture and Food Act of 1981 : conference report (to 
accompany S. 884). — [Washington, D.C. : U.S. G.P.O., 1981] 
278 p. ; 24 cm.— (Report / 97th Congress, Ist session, 
Senate ; no. 97-290) Caption title. “December 10, 1981.” 
@ltem 1008-C, 1008-D (microfiche) 1. Food supply — 
United States. 2. Agriculture and state — United States. 3. 
Agricultural price supports— United States. I. Title. II. 
Series: United States. Congress (97th, Ist session : 1981). 
Senate. Report ; no. 97-290. OCLC 08099901 


SENATE EXECUTIVE REPORTS 


Senate reports are available from the Senate Document Room 
unless otherwise indicated. 


82-6568 
Y 1.1/6:97-22 
United States. Congress. Senate. Committee on the Judiciary. 
Nomination of Sandra Day O’Connor : report together 
with additional, supplemental, and separate views (to accom- 
pany the nomination of Sandra Day O’Connor). — [Washing- 
ton, D.C. : U.S. G.P.O., 1981] 8 p. ; 24 cm.— (Executive 
report / 97th Congress, Ist session, Senate ; no. 97-22) Cap- 
tion title. “September 18, 1981.” @lItem 1008-C, 1008-D 
(microfiche) 1. O’Connor, Sandra Day, 1930- 2. United 
States. Supreme Court — Appointments, promotions, salaries, 
etc. I. Title. II. Series: United States. Congress (97th, Ist 
session : 1981). Senate. Executive rept. ; no. 97-22. OCLC 
07983177 


HOUSE DOCUMENTS 


House documents are available from the House Documents 
Room unless otherwise indicated. 


82-6569 
Y 1,1/7:97-113 
United States. Congress. House. Office of the Clerk. 

Report of the Clerk of the House from ... Washington : 
U.S. G.P.O.,  v. ; 24 cm. (House document ; no. 97-113) 
Quarterly, July/Sept. 1977- Semiannual, 1970-Jan./June 1977 
Began with Jan./Jun 1970. July 1-Sept. 30, 1981. Descrip- 
tion based on: July 1978 to Sept. 1978. Covers receipts and 
expenditures of appropriations and other funds. @lItem 996- 
A, 996-B (microfiche) ISSN 0272-8575 Main series: House 
document (United States. Congress. House) 1. United States. 
Congress. House — Officials and employees — Periodicals. 2. 
United States. Congress. House — Appropriations and ex- 
penditures — Periodicals. Key Title: Report of the Clerk of 
the House I. Title. II. Series: House document (United 
States. Congress (97th, Ist session : 1981). House) ; no. 97-113. 
JK1431.US4a 80-648427 //t81  328.73/0761 OCLC 
02986388 


82-6570 
Y 1,1/7:97-124 
United States. Office of Management and Budget. 

[Budget of the United States Government (Doc. ed.)] 
Budget of the United States Government. Doc. ed. Washing- 
ton, D.C. : U.S. G.P.O.,_ v. : ill. ; 24 cm. (House document ; 
no. 97-124) Annual Began with 1971/72. Spine title: 
Budget of the U.S. Government FY 1983- Title varies 
slightly. Information incorrect in publication as to sale by 
Supt. of Docs. Only dept. ed. for sale. Description based on: 
Fiscal year 1983. Report covers fiscal year 1983. @Item 
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996-A, 996-B (microfiche) ISSN 0163-2000 Main series: 
House document (United States. Congress. House) Other 
editions available: United States. Office of Management and 
Budget. Budget of the United States Government Depart- 
mental edition ISSN 0163-2000 Continues: United States. 
Bureau of the Budget. Budget of the United States Govern- 
ment (Doc. ed.) Related records: United States. Office of 
Management and Budget. Budget of the United States Gov- 
ernment. Appendix (Doc. ed.) 1. Budget — United States — 
Periodicals. I. Title. II. Series: House document (United 
States. Congress (97th, 2nd session : 1982). House) ; no. 97- 
124. OCLC 06018330 


82-6571 
Y 1,1/7:97-125 
United States. Office of Management and Budget. 

[Budget of the United States Government. Appendix (Doc. 
ed.)] Budget of the United States Government. Appendix. 
Doc. ed. Washington : U.S. G.P.O., v. ; 29 cm. (House 
document ; no. 97-125) Began with 1971/72. Spine title: 
Budget of the U.S. Government FY 1983- Title varies 
slightly. Information incorrect in publication as to sale by 
Supt. of Docs. Only dept. ed. for sale. Description based on: 
Fiscal year 1983. Report covers fiscal year 1983. @Item 
996-A, 996-B (microfiche) Main series: House document 
(United States. Congress. House) Other editions available: 
United States. Office of Management and Budget. Budget of 
the United States Government. Appendix Departmental edi- 
tion Continues: United States. Bureau of the Budget. Budget 
of the United States Government. Appendix (Doc. ed.) 1951/ 
52-1970/71 1. Budget— United States — Periodicals. I. 
Title. II. Series: House document (United States. Congress 
(97th, 2nd session : 1982). House.) ; no. 97-125. OCLC 
06018645 


HOUSE REPORTS 


House reports are available from the House Documents Room 
unless otherwise indicated. 


82-6572 
Y 1,1/8:97-240 
United States. Congress. House. Committee on the Judiciary. 
Mrs. Frieda Simonson : report (to accompany H.R. 
1608). — [Washington, D.C. : U.S. G.P.O., 1981] 5 p. ; 24 
cm.— (Report / 97th Congress, Ist session, House of Repre- 
sentatives no. 97-240) Caption title. “September 22, 
1981.” @Item 1008-C, 1008-D (microfiche) 1. Simonson, 
Frieda. I. Title. II. Series: United States. Congress (97th, 
Ist session : 1981). House. Report ; no. 97-240. OCLC 
08107388 


82-6573 
Y 1,1/8:97-242 
United States. Congress. House. Committee on the Judiciary. 
S. Sgt. Anne M. Fisher, U.S. Army Reserve : report (to 
accopany H.R. 3127).—[Washington, D.C. : U.S. G.P.O., 
1981] 5 p. ; 24. cm.— (Report / 97th Congress, Ist session, 
House of Representatives ; no. 97-242) Caption title. “Sep- 
tember 22, 1981.” @ltem 1008-C, 1008-D (microfiche) 1. 
Fisher, Anne Reeploeg. I. Title. II. Series: United States. 
Congress (97th, Ist session : 1981). House. Report ; no. 97- 
242. OCLC 08115696 


82-6574 
Y 1,1/8:97-246 
United States. Congress. House. Committee on the Judiciary. 
Laszlo Revesz : report (to accompany H.R. 1352).— 
(Washington, D.C. : U.S. G.P.O., 1981] 22 p. ; 24 cm.— 
(Report / 97th Congress, Ist session, House of Representa- 
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tives ; no. 97-246) Caption title. “September 23, 1981.” 
@ltem 1008-C, 1008-D (microfiche) 1. Revesz, Laszlo. I. 
Title. II. Series: United States. Congress (97th, Ist session : 
1981). House. Report ; no. 97-246. OCLC 08123130 

82-6575 

Y 1,1/8:97-249 
United States. Congress. House. Committee on the Judiciary. 
Maria Gloria (Joy) C. Villa : report (to accompany H.R. 

1977). —[Washington, D.C. : U.S. G.P.O., 1981] 12 p. ; 24 
cm.— (Report / 97th Congress, Ist session, House of Repre- 
sentatives ; no. 97-249) Caption title. “September 23, 
1981.” @ltem 1008-C, 1008-D (microfiche) 1. Villa, Maria 
Gloria C. I. Title. II. Series: United States. Congress (97th, 
Ist session : 1981). House. Report ; no. 97-249. OCLC 
08115645 


82-6576 
Y 1,1/8:97-256/pt.1 

United States. Congress. House. Committee on Ways and 

Means. 
Reduction of export credit subsidies in world trade : report 

(to accompany H. Con. Res. 95 ... referred jointly to the 
Committee on Banking, Finance, and Urban Affairs, the Com- 
mittee on Foreign Affairs, and the Committee on Ways and 
Means) (including cost estimate of the Congressional Budget 
Office). —[Washington, D.C. : U.S. G.P.O., 1981] v. ; 24 
cm.— (Report / 97th Congress, ist session, House of Repre- 
sentatives ; no. 97-256/pt.1-) Caption title. “September 25, 
1981.” @Item 1008-C, 1008-D (microfiche) 1. Export 
credit. 2. Subsidies. I. United States. Congress. House. 
Committee on Banking, Finance, and Urban Affairs. II. 
United States. Congress. House. Committee on Foreign Af- 
fairs. III. Title. IV. Series: United States. Congress (97th, 
Ist session : 1981). House. Report ; no. 97-256/pt.l- OCLC 
08115690 


82-6577 
Y 1,1/8:97-259 


United States. Congress. House. Committee on Rules. 
Providing for the consideration on H.R. 4612 : report (to 
accompany H. Res. 232). — [Washington, D.C. : U.S. G.P.O., 
1981] [1] leaf ; 24 cm.— (Report / 97th Congress, Ist ses- 


sion, House of Representatives ; no. 97-259) Caption title. 
“September 30, 1981.” @lItem 1008-C, 1008-D (microfiche) 
1. Bills, Legislative-— United States. I. Title. II. Series: 
United States. Congress (97th, Ist session : 1981). House. 
Report ; no. 97-259. OCLC 08099857 

82-6578 

Y 1,1/8:97-274 

United States. Congress. House. Committee on, Merchant 
Marine and Fisheries. 

Authorization of coastwise trading privileges to the vessel 
“Capt Tom” : report (to accompany H.R. 1797) (including 
cost estimate of the Congressional Budget Office). — Wash- 
ington : U.S. G.P.O., 1981. 5 p. ; 24cm. — (Report / 96th [i 
e. 97th] Congress, Ist session, House of Representatives ; no. 
97-274) Caption title. “October 15, 1981.” @lItem 1008-C, 
1008-D (microfiche) 1. Capt Tom (Ship) 2. Coastwise ship- 
ping — United States. I. Title. II. Series: United States. 
Congress (97th, Ist session : 1981). House. Report ; no. 97- 
274. OCLC 08125889 

82-6579 
Y 1,1/8:97-275 
United States. Congress. House. Committee on Merchant 
Marine and Fisheries. 

Restoration of coastwise trading privileges to the vessel 
“Sky Lark” : report (to accompany H.R. 3126) (including 
cost estimate of the Congressional Budget Office). — [Wash- 
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ington, D.C. : U.S. G.P.O., 1981] 6 p. ; 24 cm.— (Report / 
97th Congress, Ist session, House of tatives ; no. 97- 
275) Caption title. “October 15, 1981.” @Item 1008-C, 
1008-D (microfiche) 1. Sky Lark (Ship) 2. Coastwise ship- 
ping — United States. I. Title. II. Series: United States. 

(97th, ist session : 1981). House. Report ; no. 97- 
275. OCLC 08105945 


82-6580 
Y 1,1/8:97-288 
United States. Congress. House. Committee on the Judiciary. 
Yick Bong Au Yeung : report (to accompany H.R. 825). — 

[Washington, D.C. : U.S. G.P.O., 1981] 6 p. ; 24 cm.— 
(Report / 97th Congress, Ist session, House of Representa- 
tives ; no. 97-288) Caption title. “October 22, 1981.” 
@ltem 1008-C, 1008-D (microfiche) 1. Au Yeung, Yick 
Bong, 1946- I. Title. II. Series: United States. 
(97th, 1st session : 1981). House. Report ; no. 97-288. OCLC 
08129920 


82-6581 
¥ 1,1/8:97-289 
United States. Congress. House. Committee on the Judiciary. 
Felipe B. Manalo and Maria Monita A. Manalo : report (to 
accompany H.R. 1783). —[Washington, D.C. : U.S. G.P.O., 
1981] 7 p. ; 24 cm.— (Report / 97th Congress, Ist session, 
House of Representatives ; no. 97-289) Caption title. “Oc- 
tober 22, 1981.” @lItem 1008-C, 1008-D (microfiche) 1. 
Manalo, Felipe B., 1937-2. Manalo, Maria Monita A., 1939- 
I. Title. II. Series: United States. Congress (97th, Ist session 
: 1981). House. Report ; no. 97-289. OCLC 08115736 


82-6582 
Y 1,1/8:97-290 
United States. Congress. House. Committee on the Judiciary. 
Isabelita Clima Portilla : report (to accompany H.R. 
1841). — [Washington, D.C. : U.S. G.P.O., 1981] 22 p. ; 24 
cm.— (Report / 97th Congress, Ist session, House of Repre- 
sentatives ; no. 97-290) Caption title. “October 22, 1981.” 
@ltem 1008-C, 1008-D (microfiche) 1. Portilla, Isabelita 
Clima, 1963- I. Title. II. Series: United States. Congress 
(97th, Ist session : 1981). House. Report ; no. 97-290. OCLC 
08120651 


82-6583 
Y 1,1/8:97-291 
United States. Congress. House. Committee on the Judiciary. 
Maria Cecilia Gabella-Ossa : report (to accompany H.R. 
2342) — [Washington, D.C. : U.S. G.P.O., 1981] 4 p. ; 24 
cm. — (Report / 97th Congress, Ist session, House of Repre- 
sentatives ; 97-291) Caption title. “October 22, 1981.” 
@ltem 1008-C, 1008-D (microfiche) 1. Gabella-Ossa, Maria 
Cecilia, 1956- I. Title. II. Series: United States. Congress 
(97th, Ist session : 1981). House. Report ; no. 97-291. OCLC 
08122232 


82-6584 
Y 1,1/8:97-295 
United States. Congress. House. Committee on Merchant 
Marine and Fisheries. 

Commerical Fisheries Research and Development Act 
Amendments : report (to acocmpany H.R. 3942) (including 
cost estimate of the Congressional Budget Office). — [Wash- 
ington, D.C. : U.S. G.P.O., 1981] 25 p. ; 24 cm.— (Report 
/ 97th Congress, Ist session, House of Representatives ; no. 
97-295) Caption title. “October 27, 1981.” @lItem 1008-C, 
1008-D (microfiche) 1. Fisheries — Research — United 
States. 2. Fishery law and legislation — United States. I. 
Title. II. Series: United States. Congress (97th, Ist session : 
1981). House. Report ; no. 97-295. OCLC 08164554 





Y 1,1/8:97-298 
United States. Congress. House. Committee on Armed Services. 
Authorization to secretary of the Army to return certain 
works of art to the Federal Republic of Germany : report (to 
accompany H.R. 4625) (including cost estimate of the Con- 
gressional Budget Office).—[Washington, D.C. : US. 
G.P.O., 1981] 5 p. ; 24 cm.— (Report / 97th Congress, Ist 
session, House of Representatives ; no. 97-298) Caption title. 
“October 27, 1981.” @ltem 1008-C, 1008-D (microfiche) 1. 
Art— Germany (West) 2. United States — Relations — Ger- 
many (West) 3. Germany (West) — Relations — United 
States. I. Title. II. Series: United States. Congress (97th, 
Ist session : 1981). House. Report ; no. 97-298. OCLC 
08115834 


82-6586 


¥ 1,1/8:97-303 
United States. Congress. House. Committee on Rules. 
Amending House Rule XLVII of the Rules of the House of 
Representatives relating to limitation on outside earned 
income : report (to accompany H. Res. 251). — [Washington, 
D.C. : U.S. G.P.O., 1981] 21 p. ; 24 cm.— (Report / 97th 
Congress, Ist session, House of Representatives ; no. 97-303) 
Caption title. “October 27, 1981.” @Item 1008-C, 1008-D 
(microfiche) 1. United States. Congress. House — Salaries, 
pensions, etc. I. Title. II. Series: United States. Congress 
(97th, 1st session : 1981). House. Report ; no. 97-303. OCLC 
* 08122838 


82-6587 


Y 1,1/8:97-308/pt.1 
United States. Congress. House. Committee on Interior and 
Insular Affairs. 

Expanding the membership of the United States Holocaust 
Memorial Council from sixty to sixty-five and for other pur- 
poses : report (to accompany S. 1672 ... referred jointly to the 
Committee on House Administration, Interior and Insular Af- 
fairs, and Post Office and Civil Service) (including the cost 
estiamte of the Congressional Budget Office). — [Washington, 
D.C. : U.S. G.P.O., 1981-]_ v. ; 24 cm.— (Report / 97th 
Congress, Ist session, House of Representatives ; no. 97-308/ 
pt.l1) Caption title. “November 2, 1981.” @lItem 1008-C, 
1008-D (microfiche) 1. United States Holocaust Memorial 
Council. I. United States. Congress. House. Committee on 
Post Office and Civil Service. II. United States. Congress. 
House. Committee on House Administration. III. Title. IV. 
Series: United States. Congress (97th, Ist session : 1981). 
House. Report ; no. 97-308/pt.1. OCLC 08125865 


82-6588 


Y 1,1/8:97-324 
United States. Congress. House. Committee on Public Works 
and Transportation. 

International organization headquarters site : report (to ac- 
company H.R. 4716) (including cost estimate of the Congres- 
sional Budget Office). — [Washington, D.C. : U.S. G.P.O., 
1981] 10 p. ; 24cm.— (Report / 97th Congress, Ist session, 
House of Representatives ; no. 97-324) Caption title. “No- 
vember 12, 1981.” @Item 1008-C, 1008-D 
(microfiche)@RB@ 1. Embassy buildings — Washington 
(D.C.) 2. United States — Foreign relations. I. Title. II. 
Series: United States. Congress (97th, Ist session : 1981). 
House. Report ; no. 97-324. OCLC 08115738 


82-6589 


Y 1,1/8;97-329 
United States. Congress. House. Committee on Rules. 

Providing for the consideration of House Joint Resolution 
357 : report (to accompany H. Res. 271). — [Washington, 
D.C. : U.S. G.P.O., 1981] [1] leaf ; 24 cm. — (Report / 97th 
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Congress, Ist session, House of Representatives ; no. 97-329) 
Caption title. “November 13, 1981.” @lItem 1008-C, 1008- 
D (microfiche) 1. Bills, Legislative— United States. I. 
Title. II. Series: United States. Congress (97th, Ist session : 
1981). House. Report ; no. 97-329. OCLC 08105807 


82-6590 
Y 1,1/8:97-330 
United States. Congress. House. Committee on Rules. 
Providing for the consideration of House Joint Resolution 

349 : report (to accompany H. Res. 272). — [Washington, 
D.C. : U.S. G.P.O., 1981] [1] leaf ; 24 cm. — (Report / 97th 
Congress, Ist session, House of Representatives ; no. 97-330) 
Caption title. “November 13, 1981.” @lItem 1008-C, 1008- 
D (microfiche) 1. Bills, Legislative— United States. I. 
Title. II. Series: United States. Congress (97th, 1st session : 
1981). House. Report ; no. 97-330. OCLC 08115947 


82-6591 
Y 1.1/8:97-334 
United States. Congress. House. Committee on Public Works 
and Transportation. 

Bus Regulatory Reform Act of 1981 : report (to accompany 
H.R. 3663) (including cost estimate of the Congressional 
Budget Office). —[Washington, D.C. : U.S. G.P.O., 1981] 
98 p. ; 24 cm. — (Report / 97th Congress, ist session, House 
of Representatives ; no. 97-334) Caption title. “November 
17, 1981.” @lItem 1008-C, 1008-D (microfiche) 1. Bus 
lines — United States. I. Title. II. Series: United States. 
Congress (97th, ist session : 1981). House. Report ; no. 97- 
334. OCLC 08122891 


82-6592 
Y 1,1/8:97-350/pt.1 
United States. Congress. House. Committee on Interior and 
Insular Affairs. 

Providing for a waiver of law pursuant to the Alaska Natu- 
ral Gas Transportation Act : report together with dissenting 
views (to accompany H.J. Res. 341) (including the cost esti- 
mate of the Congressional Budget Office). — [Washington, 
D.c. : U.S. G.P.O., 1981-] v. : ill, 1 map ; 24 cm.— 
(Report / 97th Congress, Ist session, House of Representa- 
tives ; no. 97-350/pt.1) Caption title. “November 20, 1981.” 
@ltem 1008-C, 1008-D (microfiche) 1. Gas, Natural — Law 
and legislation — United States. 2. Gas, Natural — Alaska — 
Transportation. I. Title. II. Series: United States. Congress 
(97th, Ist session : 1981). House. Report ; no. 97-350/pt.1. 
OCLC 08106169 


82-6593 
Y 1,1/8:97-352 
United States. Congress (97th, Ist session : 1981). House. 
Making further continuing appropriations for the fiscal year 

ending September 30, 1982, and for other purposes : confer- 
ence report (to accompany H.J. 357). — [Washington, D.C. : 
U.S. G.P.O., 1981] 43 p. ; 24 cm.— (Report / 97th Con- 
gress, Ist session, House of Representatives ; no. 97-352) 
Caption title. “November 21, 1981.” @lItem 1008-C, 1008- 
D (microfiche) 1. United States— Appropriations and ex- 
penditures, 1982. I. Title. II. Series: United States. Con- 
gress (97th, Ist session : 1981). House. Report ; no. 97-352. 
OCLC 08123644 


82-6594 
Y¥ 1.1/8:97-355 
United States. Congress. House. Committee on Merchant 
Marine and Fisheries. 
Semi-paratus, the United States Coast Guard, 1981 : over- 
sight report of the Committee on Merchant Marine and Fish- 
eries together with additional views. — Washington : U.S. 
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G.P.O., 1981. vii, 126 : ill. ; 24 cm.— (Report / 97th Con- 
gress, Ist session, House of Representatives ; no. 97-355) 
“December 3, 1981.” “Serial No. 97-C.” @Item 1008-C, 
1008-D (microfiche\@RB@ 1. United States. Coast Guard. 
I. Title. II. Series: United States. Congress (97th, Ist session 
: 1981). House. Report ; no. 97-355. OCLC 08123804 


82-6595 


Y 1.1/8:97-377 
United States. Congress (97th, Ist session : 1981). House. 
Agriculture and Food Act of 1981 : conference report (to 
accompany S. 884). — [Washington, D.C. : U.S. G.P.O., 1981] 
278 p. ; 24cm. — (Report / 97th Congress, Ist session, House 
of Representatives ; no. 97-377) Caption title. “December 
9, 1981.” @Item 1008-C, 1008-D (microfiche) 1. Food 
supply — United States. 2. Agriculture and state — United 
States. 3. Agricultural price supports— United States. I. 
Title. II. Series: United States. Congress (97th, Ist session : 
1981). House. Report ; no. 97-377. OCLC 08093880 


82-6596 


Y 1,1/8:97-386 
United States. Congress (97th, Ist session : 1981). House. 

Older Americans Act amendments of 1981 : conferences 
report (to accompany S. 1086).— [Washington, D.C. : U.S. 
G.P.O., 1981] 41 p. ; 24cm. — (Report / 97th Congress, Ist 
session, House of Representatives ; no. 97-386) Caption title. 
“December 10, 1981.” @lItem 1008-C, 1008-D (microfiche) 
1. Aged — Government policy — United States. 2. Old age 
assistance — United States. I. Title. II. Series: United 
States. Congress (97th, Ist session : 1981). House. Report ; no. 
97-386. OCLC 08123781 


82-6597 


Y 1,1/8:97-395 
United States. Congress. House. Committee on Government Op- 
erations. 

Silver prices and the adequacy of federal actions in the 
marketplace, 1979-80 : seventeenth report / by the Committee 
on Government Operations together with separate and dis- 
senting views. — Washington : U.S. G.P.O. 1981. v, 173 p. : 
ill. ; 24 cm.— (House report ; no. 97-395) “December 11, 
1981.” G.P.O. sales information incorrect in publication. 
@ltem 1008-C, 1008-D (microfiche) 1. Silver — Prices — 
United States. 2. Commodity exchanges — Government 
policy — United States. I. Title. II. Series: United States. 
Congress (97th, Ist session : 1981). House. Report ; no. 97- 
395. 81-604043 OCLC 08150519 


82-6598 


Y 1,1/8:97-398 
United States. Congress. House. Committee on Government Op- 
erations. 

International shortwave broadcasting and direct broadcast 
satellites : Voice of America, Radio Free Europe/Radio Lib- 
erty, Radio Marti : twentieth report / by the Committee on 
Government Operations. — Washington : U.S. G.P.O., 1981. 
v, 25 p. ; 24 cm. — (House report ; no. 97-398) “December 
11, 1981.” Includes bibliographical references. @Item 
1008-C, 1008-D (microfiche) 1. Radio, Short wave. 2. Arti- 
ficial satellites in telecc ication. 3. Voice of America 
(Radio program) 4. RFE/RL, inc. I. Title. II. Series: 
United States. Congress (97th, Ist session : 1981). House. 
Report ; no. 97-398. 81-604044 OCLC 08148977 





82-6599 


Y 1.1/8;97-399 
United States. Congress. House. Committee on Government Op- 
erations. 


Compensating and rehabilitating injured federal workers : 
twenty-first report / by the Committee on Government Oper- 
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ations together with additional views. — Washington : U.S. 
G.P.O., 1981. v, 39 p. ; 24 cm.— (House report ; no. 97- 
399) “December 11, 1981.” Includes bibliographical refer- 
ences. @Item 1008-C, 1008-D (microfiche) 1. United 
States — Officials and employees — Accidents. 2. Rehabilita- 
tion — United States. 3. Worker’s compensation — United 
States. I. Title. II. Series: United States. Congress (97th, 
Ist session : 1981). House. Report ; no. 97-399. OCLC 
08123900 


82-6600 


Y 1,1/8:97-408 


United States. Congress (97th, Ist session : 1981). House. 


Municipal wastewater treatment construction grants amend- 
ments of 1981 : conference report (to accompany H.R. 
4503). — [Washington : U.S. G.P.O., 1981] 27 p. ; 24 cm. — 
(Report / 97th Congress, Ist session, House of Representa- 
tives ; no. 97-408) Caption title. “December 14, 1981.” 
@ltem 1008-C, 1008-D (microfiche) 1. Water — Pollution — 
Law and legislation — United States. I. Title. II. Series: 
United States. Congress (97th, Ist session : 1981). House. 
Report ; no. 97-408. OCLC 08123669 


HOUSE OF REPRESENTATIVES 


82-6601 


Y 1.2:F 49 


United States. Congress. House. Committee on Standards of 


Official Conduct. 

Instructions for completing financial disclosure statement 
required by Ethics in Government Act of 1978 for use by 
members, officers, and employees of the Legislative branch / 
Committee on Standards of Official Conduct, U.S. House of 
Representatives. — Washington : U.S. G.P.O., 1980. iii, 48 p. 
; 24 cm. “February 1980.” 1. Financial disclosure — Law 
and legislation — United States. 2. United States. Congress. 
House — Ethics. I. Title. 81-603063 OCLC 06720365 


82-6602 


Y 1,2/5:976/supp.3/v.3-4 


United States. 


[[Laws, etc.]] United States code. Supplement / prepared 
and published under authority of Title 2, U.S. code, section 
285b, by the Office of the Law Revision Counsel of the 
House of Representatives. Washington : The Office : For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 v. ; 27 cm. 
Annual $24.00 (v.3) $24.00 (v.4) Began with 1940 ed. 
Issues prior to 1976 ed. were classed: Y 4.J 89/1:Un 3/3/ 
“Containing the general and permanent laws of the United 
States.” 1976 ed., suppl. III, covering the 95th and 96th 
Congress, Ist session, Jan. 4, 1977-Jan. 8, 1980, v. 3 and 4. 
Description based on: Suppl. III, v. 3 (1976 ed.) Contents: v. 
3. Title 42-50. The public health and welfare to War and 
national defense — v. 4. Popular names, tables and index. 
Published by the Committee on Revision of the Laws, 1940- ; 
by the Committee on the Judiciary of the House of Repre- 
sentatives, 1946-74. Updates United States code between edi- 
tions. @Item 991 S/N 052-001-00165-6 (v.3) ; 052-001- 
00166-4 (v.4) Continues: United States. Code of the laws of 
the United States of America of a general and permanent 
character. Supplement 1. Law— United States — Periodi- 
cals. I. United States. Congress. House. Office of the Law 
Revision Counsel. II. United States. Congress. House. Com- 
mittee on the Judiciary. III. United States. Congress. House. 
Committee on Revision of the Laws. IV. Title. OCLC 
05003916 





Y 1.2/5:976/supp.4/v.1 


United States. 


[[Laws, etc.]] United States code. Supplement / prepared 
and published under authority of Title 2, U.S. code, section 
285b, by the Office of the Law Revision Counsel of the 
House of Representatives. Washington : The Office : For sale 
by the Supt. of Docs., U.S. G.P.O., Supt. of Docs., U.S. 
Govt. Print. Off., Washington, D.C. 20402 v. ; 27 cm. 
Annual $30.00 Began with 1940 ed. Issues prior to 1976 
ed. were classed: Y 4.J 89/1:Un 3/3/ “Containing the gener- 
al and permanent laws of the United States.” 1976 ed., 
suppl. IV, covering the 95th and 96th Congress, v. 1. De- 
scription based on: Suppl. III, v. 3 (1976 ed.) Contents: v. 1. 
Title 1-15. General provisions to Commerce and trade. Pub- 
lished by the Committee on Revision of the Laws, 1940- ; by 
the Committee on the Judiciary of the House of Representa- 
tives, 1946-74. Updates United States code between editions. 
@ltem 991 S/N 052-001-00183-4 Continues: United States. 
Code of the laws of the United States of America of a general 
and permanent character. Supplement 1. Law — United 
States — Periodicals. I. United States. Congress. House. 
Office of the Law Revision Counsel. II. United States. Con- 
gress. House. Committee on the Judiciary. III. United 
States. Congress. House. Committee on Revision of the Laws. 
IV. Title. OCLC 05003916 


SENATE 


82-6604 


Y 1,3:H 35/2/978/supp.6 

Cumulative index of congressional committee hearings (not con- 
fidential in character). Supplement. [Washington, D.C.?] : 
U.S. Senate Library, U.S. Senate Library, Washington, D.C. 
20510 v.;30cm. Biennial Began with Sth, Jan. 14, 1975/ 
Oct. 1, 1976. Running title: Index of congressional commit- 
tee hearings 6th, 95th Congress, Jan. 4, 1977-Oct. 15, 1978. 
Description based on: 95th Congress (Jan. 4, 1977 throught 
Oct. 15, 1978) 6th. @lItem 998 ISSN 0192-5814 Contin- 
ues: Cumulative index of congressional committee hearings 
not confidential in character. Quadrennial supplement 1. 
Legislative hearings — United States — Indexes — Periodicals. 
I. United States. Congress. Senate. Library. [DNLM 1. 
Catalogs, Library — United States. 2. Government Publica- 
tions — United States—bibliography. 3. Legislation — 
United States — bibliography. Z 1223.Al1 US6CA] OCLC 
04990872 


HOUSE CONCURRENT RESOLUTIONS 


82-6605 


Y 3.A 17/5:10/2 g 

Study of automotive emission control technology, motor vehi- 
cles emissions technology : final report / prepared under task 
1 of mobile source emission analysis contract for the National 
Commission on Air Quality ; prepared by Energy and Envi- 
ronmental Analysis, Inc.— [Washington, D.C.?] : The Com- 
mission, [1980] 1 v. (various paging) ; 28 cm. “Contractors: 
Falcon Research and Development/Energy and Environmen- 
tal Analysis”—2nd prelim. p. “June 30, 1980.” Bibliogra- 
phy: p. 3-42. “2g.” @Item 1089 (microfiche) 1. Auto- 
mobiles — United States— Pollution control devices. I. 
United States. National Commission on Air Quality. II. 
Energy & Environmental Analysis, inc. III. Falcon Re- 
search and Development Co. OCLC 08173766 


Government Publications — April 1982 


ADVISORY COMMISSION ON 
INTERGOVERNMENTAL RELATIONS 


Washington, DC, 20575 


82-6606 
Y 3.Ad 9/8:1/976 
Y 3.Ad 9/8:1/977 
United States. Advisory Commission on Intergovernmental Re- 
lations. 

Annual report. Washington, D.C : Advisory Commission 
on Intergovernmental Relations, Advisory Commission on 
Intergovernmental Relations, Washington, D.C., 20575 v. ; 
27 cm. Other title: ACIR, the year in review 1974/75- De- 
scription based on: 17th (1976) 17th, Jan. 1976; 18th, Jan. 
1977. ISSN 0082-8610 1. Federal government — United 
States — Periodicals. 2. United States. Advisory Commission 
on Intergovernmental Relations — Periodicals. Key Title: 
Annual report - Advisory Commission on Intergovernmental 
Relations I. Title. JK325.A2 62-062329 /L//R82 353 
OCLC 01236164 


82-6607 
Y 3.Ad 9/8:2 F 31/10/Australia 

Studies in comparative federalism : Australia : an information 
report. — Washington, D.C. : Advisory Commission on Inter- 
governmental Relations : [For sale by the Supt. of Docs., U.S. 
G.P.O.], 1981. vii, 60 p. : ill. ; 28 cm. “August 1981.” 
Includes bibliographical references. “M-129.” @lItem 1049- 
D_ S/N 052-004-00097-7 @ GPO $4.50 1. Federal govern- 
ment — Australia. I. United States. Advisory Commission on 
Intergovernmental Relations. 82-601014 OCLC 08015291 


82-6608 
Y 3.Ad 9/8:2 F 31/10/Canada 
Leach, Richard H. 

Studies in comparative federalism : Canada : an information 
report. — Washington, D.C. : Advisory Commission on Inter- 
governmental Relations : [For sale by the Supt. of Docs., U.S. 
G.P.O.], 1981. vii, 95 p. : ill. ; 28 cm. “ July 1981.” In- 
cludes bibliographical references. “M-127.” @lItem 1049-D 
S/N  052-004-00093-4 $5.00 1. Federal government — 
Canada. I. United States. Advisory Commission on Inter- 
governmental Relations. II. Title. 81-603487 OCLC 
07753070 


82-6609 
Y 3.Ad 9/8:2 F 52/5 
United States. Advisory Commission on Intergovernmental Re- 
lations. 

Fiscal management of federal pass-through grants : the need 
for more uniform requirements and procedures. — Washing- 
ton, D.C. : Advisory Commission on Intergovernmental Rela- 
tions, [1981] ix, 84 p. : ill. ; 27 cm. “September 1981.” 
Includes bibliographical references. “A Commission report.” 
“A-102.” @Item 1049-D 1. Economic assistance, Domes- 
tic — United States. 2. Intergovernmental fiscal relations — 
United States. I. Title. 81-604036 OCLC 07825499 


82-6610 
Y 3.Ad 9/8:2 P 29 
United States. Advisory Commission on Intergovernmental Re- 
lations. 

Payments i in lieu of taxes on federal real property : a com- 
mission report. — Washington, D.C. : Advisory Commission 
on Intergovernmental Relations, 1981. xi, 145 p. : ill. ; 27 
cm. “September 1981.” “A-90.” @Item 1049-D 1. Tax- 
ation and government property — United States. 2. Real 
property and taxation— United States. 81-603986 OCLC 
07865286 
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National Commission on Air Quality 


NATIONAL COMMISSION ON AIR QUALITY 82-6616 wig seaside 

Washington, DC 20003 Summary statement of work : study of the inspection/mainte- 
nance program. — [Washington, D.C.? : National Commission 
Y 3.Ai 7/5:2 C 82 on Air Quality, 19807] 2 p. ; 28 cm. Caption title. “Con- 
Cost methodology evaluation panel, summary statement of tractor: Energy & Environmental Analysis, Inc.” “8/25/80.” 
work. — [Washington, D.C.? : National Commission on Air “29.” @lItem 1089 (microfiche) 1. Automobiles — Testing. 
Quality, 1980?] 6 leaves ; 28 cm. Caption title. “7/17/80.” 2. Automobiles — Motors — Exhaust gas. I. United States. 
@ltem 1089 (microfiche) 1. Air pollution control industry — National Commission on Air Quality. II. Energy and Envi- 
United States — Costs. I. United States. National Commis- ronmental Analysis, inc. III. Title: Study of the inspection/ 

sion on Air Quality. OCLC 08160740 maintenance program. OCLC 08160711 


82-6612 


82-6611 


ia oeciiandins NUCLEAR REGULATORY COMMISSION 
Thuillier, Richard H. Washington, DC 20555 
Study of the adequacy of air monitoring : phase Il—analy- 82-6617 
sis of EPA regulations on ambient air quality monitoring / by Y 3.N 88:2 lo 6 
Richard H. Thuillier ; prepared for National Commission on Ionizing radiation category of the suggested state regulations for 
Air Quality. — Rev. 1 Mar. 1980. — Washington, D.C. : The control of radiation / prepared by Conference of Radiation 
Commission, [1980] iv, 11 leaves ; 28 cm. Cover title. Cauteel Den Directors, Inc. ... [et al.]. — [Washington 
“SRI International.” “Contract 8-AQ-7405.” “SRI project D.C] : Us Nuclear Regulatory Commission, [1978] 1 ~ 
10006.” @ltem 1089 (microfiche) 1. Air quality manage- (looseleaf) - 27 cm. Cover title. “October 1978.” @ltem 
ment. 2. Air— Pollution—Law and _ legislation — United 1051-H-1 i Ionizing radiation— Safety regulations — 
States. 3. Air quality monitoring stations — United States. : : ce 
I. United States. National Commission on Air Quality. IL United States. | 1. U.S. Necheer Regeintory Commission. Il. 


SRI International. III. Title. OCLC 08117330 Se ee Sa 
82-6613 


Four corners regional study : air pollution control costs and U.S. Nuclear Regulatory Camabeien 
technology considerations / submitted to National Commis- " Baliie daaemens saute tim guide / US. Nuclear Regula- 
sion on Air Quality. — Washington, D.C. : The Commission, tory Commission. — [Washington, D.C.?] : The Commission, 
[1980] 1 v. (various pagings) : ill. ; 28 cm. “Preliminary [19807] [10] p. ; 21 cm. “NUREG/BR-0004."—P. 4 of 
rough draft.” “Systems Analysis & Assessment Division, cover. @ltem 1051-H-18 1. U.S. Nuclear Regulatory Sum 
Les Alamos Scientific Laboratory. November 15, 1900. mission — Archives. 2. Atomic energy — Information serv- 
Includes bibliographical references. @lItem 1089 (micro- ices — United States. I. Title. OCLC 07983286 
fiche) 1. Air pollution control industry — Estimates — bi E 
United States. I. United States. National Commission on Air 82-6619 
Quality. II. Los Alamos Scientific Laboratory. Systems Y 3.N 88:10/0550 
Analysis & Assessment Division. OCLC 08161231 Standard distribution for unclassified U.S. Nuclear Regulatory 
82-6614 Commission publications. — Washington, D.C. : Division of 
Y 3.Ai 7/5:10/14 L Technical Information and Document Control, Office of Ad- 
FE F + ‘ ministration, U.S. Nuclear Regulatory Commission, [1978] 1 
our corners regional study : phase II, task 1, alternative meas- v. (loose-leaf) ; 27 cm. “August 1978.” “NUREG-0550.” 
ures (draft methodology) : NCAQ staff summary. — [Wash- @ltem 1051-H-2 (microfiche) 1. U.S. Nuclear Regulatory 
ington, D.C.? : National Commission on Air Quality, 19807] Comadnten, 2. Asenie energy — United States. 3. Mailing 
10 p. in various pagings ; 28 cm. Caption title. “Contrac- lists — United States. I U.S. Nuclear Regulatory Casinte- 
tor: Los Alamos Scientific Laboratory.” “8/80.” Includes sica. Division of Technical Sefecuention and Dacumentetion 
bibliographical references. “14L.” @Item 1089 (micro- Ganteck OCLC 07983270 
fiche) 1. Air quality — United States. 2. Air — Pollution — ‘ 
United States. I. United States. National Commission on Air 82-6620 
Quality. II. Los Alamos Scientific Laboratory. III. Title: Y 3.N 88:10/0550/rev.1 
Alternative measures (draft methodology) OCLC 08173847 Standard distribution for unclassified U.S. Nuclear Regulatory 
82-6615 Commission publications. — Rev. 1.— Washington, D.C. : Di- 
Y 3.Ai 7/5:10/19 b vision of Technical Information and Document Control, 
Stoler, Mark, 1951- ; Office of Administration, U.S. Nuclear Regulatory Commis- 
A ae ne . : sion, [1979] 1 v. (loose-leaf) ; 27 cm. “January 1979.” 
n institutional assessment of the implementation and en- “NUREG-0550.” @ltem 1051-H-2 (microfiche) 1 US 
forcement of the Clean Air Act : Houston case study (draft) / probe asc Regulato Ceeniniak 5 Metin ondeinen 
by Mark Stoler and Mark Hunsberger ; prepared for National United States. 3 Mailing lists — United States. L U atte. 
——- jr ll gy “4 Oe ae clear Regulatory Commission. Division of Technical Informa- 
Washington, D.C. : The Commission, [1980] 1 v. (various tion and Documentation Control. OCLC 05512838 
pagings) : ill. ; 28 cm. “22 October 1980.” Includes biblio- 82-6621 
graphical references. @lItem 1089 (microfiche) 1. Air qual- Y 3.N 88:10/0584/draft 
ity management — Texas — Houston. 2. Air pollution con- Wood, R. S. (Robert S.) 
trol industry — Texas — Houston. I. Hunsberger, Mark. II. Assuring the availability of funds for decommissioning nu- 
United States. National Commission on Air Quality. III. clear facilities / Robert S. Wood. — Washington, D.C. : U.S. 
Urban Systems Research & Engineering. IV. HMM Asso- Nuclear Regulatory Commission, Office of Nuclear Reactor 
ciates. V. Title. OCLC 08161224 Regulation, Antitrust & Indemnity Group, [1979] [50] p. ; 28 
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cm. At head of title: draft. “July 1979.” @Item 1051-H-2 
(microfiche) 1. Nuclear facilities — United States — Decom- 
missioning. I. U.S. Nuclear Regulatory Commission. Office 
of Nuclear Reactor Regulation. Antitrust and Indemnity 
Group. II. Title. OCLC 07850620 


82-6622 


Y 3.N 88:25/0091 
Lorenz, R. A. 

Fission product source terms for the LWR loss-of-coolant 
accident : summary report / R.A. Lorenz, J.L. Collins, A.P. 
Malinauskas ; prepared for the U.S. Nuclear Regulatory Com- 
mission, Office of Nuclear Regulatory Research under inter- 
agency agreements DOE 40-551-75 and 40-552-75 ; prepared 
by the Oak Ridge National Laboratory, Chemical Technol- 
ogy Division. —[Washington, D.C.?] : The Commission ; 
Springfield, Va. : Available from National Technical Informa- 
tion Service, 1978. iv, 9 p.: ill. ; 28 cm. “Date published: 
June 1978.” Includes bibliographical references. “NRC 
FIN no.  8BO0127.” “Contract no. W-7405-eng-26.” 
“NUREG/CR-0091.” “ORNL/NUREG/TM-206.”  @Item 
1051-H-11 (microfiche) 1. Fission products. 2. Light water 
reactors — United States — Accidents. I. Collins, J. L. II. 
Malinauskas, A. P. III. U.S. Nuclear Regulatory Commis- 
sion. Office of Nuclear Regulatory Research. IV. Oak Ridge 
National Laboratory. Chemical Technology Division. V. 
Title. OCLC 08097807 


82-6924 


Y¥ 3.N 88:25/0205 


Adams, R. E. 


Sodium oxide aerosol study : NSPP runs 101-105, data 
record report / R.E. Adams, T.S. Kress, L.F. Parsly, Jr. ; 
prepared for the U.S. Nuclear Regulatory Commission, Office 
of Nuclear Regulatory Research under interagency agree- 
ments DOE 40-551-75 and 40-552-75 ; prepared by the Oak 
Ridge National Laboratory, Engineering Technology Divi- 
sion. — [Washington, D.C.?] : The Commission ; Springfield, 
Va. : Available from National Technical Information Service, 
1978. v, 79 p.: ill. ; 28cm. “Date published - April 1978.” 
Includes bibliographical references. “NUREG/CR-0205”— 
Cover. “ORNL/NUREG/TM-179.” “Contract no. W- 
7405-eng-26.” @lItem 1051-H-11 (microfiche) 1. Liquid 
metal cooled reactors — Accidents. 2. Sodium compounds. 
3. Aerosols. I. Kress, T. S. II. Parsly, L. F. Il. US. 
Nuclear Regulatory Commission. Office of Nuclear Regula- 
tory Research. IV. Oak Ridge National Laboratory. Engi- 
neering Technology Division. V. Title. OCLC 08129602 


82-6623 


Y 3.N 88:25/0230 


Gottula, Richard C. 


LOFT transient (blowdown) critical heat flux tests / by 
Richard C. Gottula ; prepared for the U.S. Nuclear Regula- 
tory Commission and Department of Energy, Idaho Oper- 
ations Office under contract no. EY-76-C-07-1570. — [Wash- 
ington, D.C.?] : The Commission ; Springfield, Va. : Availa- 
ble from National Technical Information Service, [1978] 1 v. 
(various pagings) : ill. ; 28 cm. “EG&G Idaho, Inc.” 
“Idaho National Engineering Laboratory’—Cover. “April 
1978.” Includes bibliographical references. “NUREG/CR- 
0230”—Cover. “TREE-NUREG-1240.” @lItem 1051-H-11 
(microfiche) 1. Nuclear fuel rods — Testing. 2. Pressurized 
water reactors— Blowdown. 3. Pressurized water reac- 
tors — Critical heat flux. I. United States. Dept. of Energy. 
Idaho Operations Office. II. Idaho National Engineering 
Laboratory. III. Title. OCLC 08147012 
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82-6624 


Y 3.N 88:25/0253 


Cook, Beverly A. 


Postirradiation examination data report for gap conduc- 
tance test series : test GC 2-3 / by Beverly A. Cook ; 
prepared for the U.S. Nuclear Regulatory Commission and 
Department of Energy, Idaho ions Office, under con- 
tract no. BY-76-COF 1570. — [Wadhington, D.C.?] : The 
Commission ; Springfield, Va. : Available from National 
Technical Information Service, [1978] xiii, 191 p. : ill. ; 28 
cm. “EG&G Idaho, Inc.” “Idaho National Engineering 
Laboratory”—Cover. “July 1978.” Includes bibliographical 
references. “NUREG/CR-0253.” “TREE-1231.” @Item 
1051-H-11 (microfiche) 1. Nuclear fuel rods— Testing. I. 
United States. Dept. of Energy. Idaho Operations Office. II. 
EG&G Idaho. III. Idaho National En 


gineering Laboratory. 
IV. U.S. Nuclear Regulatory Commission. V. Title. OCLC 
08146966 


82-6625 


Y 3.N 88:25/0257 


Clemons, V. D. 


PWR blowdown heat transfer separate-effects program : 
thermal-hydraulic test facility experimental data report for 
test 169 / V.D. Clemons, R.A. Hedrick, M.D. White ; pre- 
pared by the Oak Ridge National eon 
Technology Division. — [Washington, D.C.?] : U.S. Nuclear 
Regulatory Commission ; Springfield, Va. : Available from 
National Technical Information Service, 1978. xix, 29 p. : ill. 
; 28 cm. “Prepared for the U.S. Nuclear Regulatory Com- 
mission, Office of Nuclear Regulatory Research under inter- 
agency agreements DOE 40-551-75 and 40-552-75.” “Date 
published - August 1978.” “Contract no. W-7405-eng-26.” 
“NRC FIN no. BO125.” “NUREG/CR-0257.” “ORNL/ 
NUREG/TM-232.” @lItem 1051-H-11 (microfiche) 1. 
Heat — Transmission. 2. Pressurized water reactors — Blow- 
down — Testing. 3. Pressurized water reactors— Loss of 
coolant. I. Hedrick, R. A. II. White, M. D. (Max D.) III. 
U.S. Nuclear Regulatory Commission Office of Nuclear Reg- 
ulatory Research. IV. Oak Ridge National Laboratory. En- 
gineering Technology Division. V. Title. OCLC 08076899 


82-6626 


Y 3.N 88:25/0260 


Ambrosek, Richard G. 


Critical heat flux tests of a simulated power burst facility 
rod bundle / Richard G. Ambrosek, Robert P. Wadkins, 
Michael W. Young. —[Washington, D.C.] : U.S. Nuclear 
Regulatory Commission ; Springfield, Va. : Available from 
National Technical Information Service, 1978. vii, 63 p. : ill. 
; 28 cm. “Prepared for U.S. Nuclear Regulatory Commis- 
sion under contract no. EY-76-C-07-1570.” “Idaho National 
Engineering Laboratory.” “Date published: August 1978.” 
Includes bibliographical references. “NUREG/CR-0260.” 
“TREE-1170.” @Item 1051-H-11 (microfiche) 1. Nuclear 
fuel rods — Thermal properties. 2. Nuclear reactors — Math- 
ematical models. I. Wadkins, Robert P. II. Young, Michael 
W. Ill. U.S. Nuclear Regulatory Commission. IV. Idaho 
National Engineering Laboratory. V. Title. OCLC 
08150988 


82-6627 


Y 3.N 88:25/0265 


Jacoby, Marshall S. 


Experiment data report for LOFT nonnuclear test L1-5 : 
(isothermal test with core 1 installed) / by Marshall S. Jacoby 
; prepared for the U.S. Nuclear Regulatory Commission and 
Department of Energy, Idaho Operations Office under con- 
tract no. EY-76-C-07-1570.—[Washington, D.C.?] : Th 
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Commission ; Springfield, Va. : Available from National 
Technical Information Service, [1978] xxiii, 271 p. : ill. ; 28 
cm. “EG&G Idaho, Inc.” “Idaho National Engineering 
Laboratory”—Cover. “June 1978.” Includes bibliograph- 
ical references. “NUREG/CR-0265”—Cover. “TREE- 
NUREG-1215.” @Item 1051-H-11 (microfiche) 1. Pressur- 
ized water reactors — Emergency core cooling systems. I. 
United States. Dept. of Energy. Idaho Operations Office. II. 
EG&G Idaho. III. Idaho National Engineering Laboratory. 
IV. U.S. Nuclear Regulatory Commission. V. Title. OCLC 
08147046 


82-6628 


Includes bibliographical references. “NRC FIN no. A6038.” 
“NUREG/CR-0467.” “TREE-1226.” @Item  1051-H-11 
(microfiche) 1. Pressurized water reactors — Blowdown. 2. 
Pressurized water reactors— Emergency core cooling sys- 
tems. I. Sackett, Kenneth E. II. Stanger, Kris. III. United 
States. Dept. of Energy. Idaho Operations Office. IV. 
EG&G Idaho. V. U.S. Nuclear Regulatory Commission. 
VI. Idaho National Engineering Laboratory. VII. Title. 
OCLC 08142595 


82-6631 
Y 3.N 88:25/0514 
Y 3.N 88:25/0275 Parkhurst, Benjamin R. 


Bonzon, Lloyd L. 


An experimental investigation of synergisms in class 1 com- 
ponents subjected to LOCA typetests / Lloyd L. Bonzon ; 
prepared for Research Support Branch, Office of Water Re- 
actor Safety Research, U.S. Nuclear Regulatory Commission 
under Interagency Agreement DOE-40-550-75. — Washing- 
ton, D.C. : The Commission ; Springfield, Va. : Available 
from National Technical Information Service, 1978. 1 v. 
(various pagings) : ill. ; 28 cm. “This report documents a 
part of the Qualification Testing Evaluation (QTE) Program 
being conducted by Sandia Laboratories”—Cover. “Sandia 
Laboratories.” “Date published: August 1978.” Includes 
bibliographical references. “NRC FIN no. A-1051-8.” 
“NUREG/CR-0275.” “SAND78-0067.”  @lItem 1051-H-11 
(microfiche) 1. Pressurized water reactors — Loss of cool- 
ant. 2. Pressurized water reactors— Safety measures. I. 
U.S. Nuclear Regulatory Commission. Office of Water Reac- 
tor Safety Research. Research Support Branch. II. Sandia 
Laboratories. III. Title. OCLC 08122155 

82-6629 
Y 3.N 88:25/0426/v.2 
Endres, G. W. R. 

Final report, September 1975-September 1978 : radiation 
dose to construction workers at operating nuclear power 
plant sites / G.W.R. Endres, D.B. Shipler. — Washington, 
D.C. : U.S. Nuclear Regulatory Commission ; Springfield, 
Va. : Available from National Technical Information Service, 
[1978-] v. : ill. ; 28 cm. “Pacific Northwest Laboratory.” 
“Prepared for Division of Safeguards, Fuel Cycle, and Envi- 
ronmental Research, Environmental Effects Research Branch, 
U.S. Nuclear Regulatory Commission ... under DOE contract 
EY-76-C-06-1830.” “December 1978.” Contents: v. 2. Ap- 

A-F. “NRC FIN no. B2073.” “NUREG/CR-0426 
VOL 2.” “PNL-2773 VOL 2.” @lItem 1051-H-11 (micro- 
fiche) 1. Radiation dosimetry. 2. Atomic power-plants — 
United States — Safety measures. I. Shipler, D. B. II. Pa- 
cific Northwest Laboratory. III. U.S. Nuclear Regulatory 
Commission. Division of Safeguards, Fuel Cycle, and Envi- 
ronmental Research. Environmental Effects Research Branch. 
IV. Title. V. Title: Radiation dose to construction workers 
at operating nuclear power plant sites. OCLC 07981501 
82-6630 
Y 3.N 88:25/0467 
Esparza, Vincente. 

Experiment data report for Semiscale mod-3 integral blow- 
down and reflood heat transfer test S-07-6 : (baseline test 
series) / by Vincente Esparza, Kenneth E. Sackett, Kris 
Stanger ; prepared for the U.S. Nuclear Regulatory Commis- 
sion and the U.S. Department of Energy, Idaho Operations 
Office under contract no. EY-76-C-07-1570. — [W. 

D.C.?] : The Commission ; Springfield, Va. : Available from 
National Technical Information Service, 1979. xxix, 263 p. : 

ill. ; 28 cm. “EG&G Idaho, Inc.” “Idaho National Engi- 
neering Laboratory”—Cover. “Published January 1979.” 
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An environmental assessment of cooling reservoirs / by 
Benjamin R. Parkhurst and Howard A. McLain ; prepared 
for the U.S. Nuclear Regulatory Commission, Office of Nu- 
clear Reactor Regulation under interagency agreement DOE 
40-544-75 ; prepared by the Oak Ridge National Labora- 
tory. — Washington, D.C. : The Commission ; Springfield, 
Va. : Available from National Technical Information Service, 
1978. ix, 80 p. : ill. ; 28 cm.— (Environmental Sciences 
Division publication ; no. 1042.) “Date published: December 
1978.” Bibliography: p. 69-80. “Contract no. W-7405-eng- 
26.” “NRC FIN no. _ 8B0001.”  “NUREG/CR-0514.” 
“ORNL/NUREG/TM-226.” @lItem 1051-H-11 (microfiche) 
1. Nuclear reactors — Cooling — Environmental aspects — 
United States. I. McLain, Howard A. II. U.S. Nuclear 
Regulatory Commission. Office of Nuclear Reactor Regula- 
tion. III. Oak Ridge National Laboratory. IV. Title. V. 
Series. OCLC 08098152 


82-6632 


Y 3.N 88:25/0614 
Burchett, O. L. (Olden L.) 

Shipping containers of nuclear material : a descriptive bib- 
liography / Olden Burchett, Corinne M. Henning ; prepared 


for Office of Nuclear Regulatory Research, U.S. Nuclear 
Regulatory Commission under interagency agreement DOE 
40-550-75. — Washington, D.C. : The Commission ; Spring- 
field, Va. : Available from National Technical Information 
Service, 1979. ii, 159 p. ; 14x 22 cm. “Sandia Laborato- 
ries.” “Date published: May 1979.” “NRC FIN no. A- 
1045.” “NUREG/CR-0614.”  “SAND77-1977.” @Item 
1051-H-11 (microfiche) 1. Containers. 2. Radioactive sub- 
stances — United States — Transportation — Bibliography. I. 
Henning, Corinne M. II. U.S. Nuclear Regulatory Commis- 
sion. Office of Nuclear Regulatory Research. III. Sandia 
Laboratories. IV. Title. OCLC 08098065 


82-6633 


Y 3.N 88:25/0628/rev. 


Prediction of the net radon emission from a model open pit 


uranium mine / K.K. Nielson ... [et al.] ; prepared for the 
U.S. Nuclear Regulatory Commission under a related services 
agreement with the U.S. Department of Energy under con- 
tract EY-76-C-06-1830. — Rev. ed. — Washington, D.C. : The 
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OCLC 08150211 


AGING, Select Committee on, 
House 
Washington, DC 20515 


82-6738 
Y 4.Ag 4/2:Ar 7/2 
United States. Congress. House. Select Committee on Aging. 
Subcommittee on Health and Long-Term Care. 
The war on arthritis : when does it begin? : hearing before 
the Subcommittee on Health and Long-Term Care of the 
Select Committee on Aging, House of Representatives, 


Government Publications — April 1982 


Ninety-seventh Congress, first session, June 10, 1981.— 
Washington : U.S. G.P.O., 1981. iii, 46 p. ; 24 cm. 
“Comm. pub. no. 97-311.” @Item 1009-B, 1009-C (micro- 
fiche) 1. Arthritis— United States. I. Title. OCLC 
08106532 


82-6739 


Y 4.Ag 4/2:El 2/29/981 


Mini-Conference on Housing for the Elderly (1980 : Washing- 


ton, D.C.) 

1981 White House Conference on Aging, Mini-Conference 
on Housing for the Elderly : a report / prepared by the 
National Council of Senior Citizens and the National Senior 
Citizens Education and Research Center ; in cooperation with 
the NCSC Housing Management Corporation ; and submitted 
to Subcommittee on Housing and Consumer Interests of the 
Select Committee on Aging, House of Representatives, 
Ninety-seventh Congress, first session. — Washington : U.S. 
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ington : U.S. G.P.O., 1981. iii, 93 p. : ill. ; 24cm. “Serial 
no. 97-CC.” @lItem 1010-A, 1010-B (microfiche) 1. 
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tives, Ninety-seventh Congress, first session, June 23, 1981. — 
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sentatives, Ninety-seventh Congress, first session, on H.R. 
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G.P.O., 1981. iii, 184 p. : ill. ; 24 cm. “Serial no. 97-46.” 
Includes bibliographical references. @lItem 1019-A, 1019-B 
(microfiche) 1. Tourist trade—Law and legislation — 
United States. 2. Tourist trade and state— United States. 
I. Title. OCLC 08089870 


82-6812 
Y 4.En 2/3:97-47 
United States. Congress. House. Committee on Energy and 
Commerce. Subcommittee on Commerce, Transportation, and 
Tourism. 

Ocean-based incineration of hazardous wastes : hearing 
before the Subcommittee on Commerce, Transportation, and 
Tourism of the Committee on Energy and Commerce, House 
of Representatives, Ninety-seventh Congress, first session, on 
options to disposing of wastes that have been accumulated by 
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B (microfiche) 1. United States. Federal Mine Safety and 
Health Review Commission — Appointments, promotions, sal- 
aries, etc. 2. United States. Dept. of Labor — Appointments, 
promotions, salaries, etc. I. Title. OCLC 08129515 


82-6876 


Y 4.L 11/4:P 86 


United States. Congress. Senate. Committee on Labor and 


Human Resources. Subcommittee on Aging, Family, and 
Human Services. 

Fighting poverty : private initiatives and public assistance : 
hearing before the Subcommittee on Aging, Family, and 
Human Services of the Committee on Labor and Human 
Resources, United States Senate, Ninety-seventh Congress, 
first session, on oversight on ways to fight poverty and to 
examine ways to help determine the future direction of social 
programs in our country, August 25, 1981, Montgomery, 
Ala. — Washington : U.S. G.P.O., 1981. iv, 124 p. ; 24 cm. 
@ltem 1043-A, 1043-B (microfiche) 1. Poverty. 2. Eco- 
nomic assistance, Domestic — Alabama. 3. Economic assist- 
ance, Domestic — United States. 4. Social service — United 
States. I. Title. 81-604114 OCLC 08126234 


cludes bibliographical references. @Item 1043-A, 1043-B 
(microfiche) 1. Workers’ compensation — United States. 2. 
Stevedores — Legal status, laws, etc.— United States. I. 
Title. OCLC 08123498 


82-6873 


82-6877 
Y 4.L 11/4:R 31 
United States. Congress. Senate. Committee on Labor and 
Human Resources. Subcommittee on the Handicapped. 

Care for the retarded, 1981 : hearings before the Subcom- 
mittee on the Handicapped of the Committee on Labor and 
Human Resources, United States Senate, Ninety-seventh Con- 
gress, first session, on oversight on the effects of 
Reauthorization of the National Science Foundation, 1981 : deinstitutionalization of mentally retarded citizens, April 14 
hearing before the Committee on Labor and Human Re- and 15, 1981, Hartford, Conn. — Washington : U.S. G.P.O., 
sources, United States Senate, Ninety-seventh Congress, first 1981. v, 195 p. ; 24 cm. @lItem 1043-A, 1043-B (micro- 
session, on proposed authorizations for the National Science fiche) 1. Mentally handicapped—Care and treatment — 
Foundation for fiscal year 1981, April 7, 1981. — Washington Connecticut. I. Title. 82-601198 OCLC 08150335 
: U.S. G.P.O., 1981. iv, 321 p.: ill. ; 24cm. @lItem 1043-A, 82-6878 
1043-B (microfiche) 1. National Science Foundation i 
(U.S.) — Appropriations and expenditures. I. Title. OCLC ¥4L BARS : 

07911371 P Pe a : United States. Congress. Senate. Committee on Labor and 

Human Resources. 

82-6874 Rules of procedure of the Senate Comittee on Labor and 
Human Reources / prepared by the Committee on Labor and 
Human Resources, United States Senate. Washington : U.S. 
G.P.O., v. ; 24 cm. At head of title: 97th Congress, Ist 
session. Committee print. Mar. 1981. Description based on: 
Mar. 1981. @lItem 1043-A, 1043-B (microfiche) Continues: 
United States. Congress. Senate. Committee on Human Re- 
sources. Rules of procedure of the Senate Committee on 
Human Resources 1. United States. Congress. Senate. Com- 


Y 4.L 11/4:N 21 s/2/981 
United States. Congress. Senate. Committee on Labor and 
Human Resources. 


Y 4.L 11/4:N 72/981-9 
United States. Congress. Senate. Committee on Labor and 
Human Resources. 

Nomination : hearing before the Committee on Labor and 
Human Resources, United States Senate, Ninety-seventh Con- 
gress, first session, on Robert P. Hunter, of Virginia, to be a 
member of the National Labor Relations Board, September 
10, 1981. — Washington : U.S. G.P.O., 1981. ii, 23 p. ; 24 
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Merchant Marine and Fisheries — Committee on, House 


mittee on Labor and Human Resources— Rules and prac- 


mittee on Energy and Commerce, House of Representatives, 
tice — Periodicals. I. Title. OCLC 08116665 


Ninety-seventh Congress, first session, February 6, 1981. — 
Washi : U.S. G.P.O., 1981. iii, 151 p. : ill. ; 24 cm. 
@ltem 1019-A, 1019-B (microfiche) 1. Alcohol as fuel — 
United States. 2. Loans— United States — Government 
guaranty. I. Title. 81-604094 OCLC 08122119 


NARCOTICS ABUSE AND CONTROL, 
Select Committee on, House 
Washington, DC 20515 


MERCHANT MARINE AND FISHERIES, 
Committee on, House 
Washington, DC 20515 
82-6879 
Y 4.M 53:97-B 
United States. House. Committee on Merchant 
Marine and Fisheries. Subcommittee on Fisheries and Wildlife 
Conservation and the Environment. 

Oversight report on the Magnuson Fishery Conservation 
and Management Act of 1976 / submitted by John B. Breaux, 
Subcommittee on Fisheries and Wildlife Conservation and the 
Environment, Committee on Merchant Marine and Fisher- 
ies. — Washington : U.S. G.P.O., 1981. ii, 37 p.; 24cm. At 
head of title: 97th Congress, Ist session. Committee print. 
“September 1, 1981.” Includes bibliographical references. 


82-6882 
Y 4.N 16:95-2-5 
United States. Congress. House. Select Committee on Narcotics 
Abuse and Control. 

Problems of law enforcement and its effort to reduce the 
level of drug trafficking in south Florida : report of the Select 
Committee on Narcotics Abuse and Control, Ninety-fifth 

nical . Congress, second session. — Washington : U.S. G.P.O., 1978. 
“Serial no. 97-B.” 1. Fishery law and legislation — United iii, 19 p. ; 24 cm. At head of title: Committee print. 95th 
States. 2. Fishery conservation — United States. 3. Marine Congress, 2d session. House of Representatives. “August 
resources conservation—Law and legislation — United 1978.” “SCNAC-95-2-5.” 1. Narcotics, Control of — Flor- 
States. I. Breaux, John B. II. Title. 81-603544 OCLC ida. I. Title. 81-602975 OCLC 07070187 

08166935 


82-6880 POST OFFICE AND CIVIL SERVICE, 


Committee on, House 
Washington, DC 20515 


Y 4.M 53:97-1 

United States. Congress. House. Committee on Merchant 

Marine and Fisheries. Subcommittee on Oceanography. 
Oceanography miscellaneous : hearings before the Subcom- 
mittee on Oceanography of the Committee on Merchant 
Marine and Fisheries, House of Representatives, Ninety-sev- 
enth Congress, first session. — Washington : U.S. G.P.O., 
1981- v.: ill, maps ; 24cm. Includes bibliographical refer- 
ences. Contents: Pt. 1: NACOA authorization—H.R. 2448, 
March 5, 1981; Marine sanctuaries reauthorization—H.R. 


82-6883 
Y 4.P 84/10:97-13 
United States. Congress. House. Committee on Post Office and 
Civil Service. Subcommittee on Civil Service. 

Government Cost Reduction Act : hearings before the Sub- 
committee on Civil Service of the Committee on Post Office 
and Civil Service, House of Representatives, Ninety-seventh 

2449, March 12, 1981; National sea grant program proposed Congress, first session, on H.R. 3116 ... June 2, 12, 23, 
budget, March 30, 1981; Coastal zone management budget 1981. — Washington : U.S. G.P.O., 1981. iv, 341 p. : ill. ; 24 
cuts, March 31, 1981; Law of the Sea—10th session, April 28, cm. Includes bibliographical references. “Serial no. 97-13.” 
1981. “Serial no. 97-1.” @Item 1021-B, 1021-C (micro- @ltem 1022-B, 1022-C (microfiche) 1. Civil service — 
fiche) 1. Marine resources conservation — Law and legisla- United States — Labor productivity. 2. Administrative agen- 
tion — United States. 2. Oceanographic research — United cies — United States. 3. Government productivity — United 
States — Finance. I. Title. 81-603340 OCLC 07979162 States. I. Title. 81-603491 OCLC 07982790 

82-6929 82-6884 

Y 4.M 53:97-6 

United States. Congress. House. Committee on Merchant 

Marine and Fisheries. Subcommittee on the Panama Canal/ 


Y 4.P 84/10:97-21 
United States. Congress. House. Committee on Post Office and 


Outer Continental Shelf. 

OCS oversight : hearings before the Subcommittee on the 
Panama Canal/Outer Continental Shelf of the Committee on 
Merchant Marine and Fisheries, House of Representatives, 
Ninety-seventh Congress, first session ....— Washington : U.S. 
G.P.O., 1981-  v. : ill. ; 24 cm. Pt. 1: “March 26, 31, and 
May 5, 1981.” Includes bibliographies. “Serial no. 97-6.” 
@ltem 1021-B, 1021-C (microfiche) 1. Continental shelf. 2. 
Oil and gas leases— United States. I. Title. 81-604097 


Civil Service. Subcommittee on Civil Service. 

General oversight on civil service agencies : hearing before 
the Subcommittee on Civil Service of the Committee on Post 
Office and Civil Service, House of Representatives, Ninety- 
seventh Congress, first session, September 22, 1981. — Wash- 
ington : U.S. G.P.O., 1981. iii, 227 p. : ill. ; 24cm. “Serial 
no. 97-21.” @lItem 1022-B, 1022-C (microfiche) 1. Civil 
service — United States. 2. United States — Officials and em- 
ployees — Appointment, qualifications, tenure, etc. I. Title. 
81-604107 OCLC 08126143 


OCLC 08122174 


PRINTING, Joint Committee on, 
Washington, DC 20510 


MISSING PERSONS IN SOUTHEAST ASIA, 
Select Committee on, House 
Washington, DC 20515 


82-6885 

Y 4.P 93/1:D 44/981 
82-6881 United States. 

[Laws, etc.] Government depository libraries. Washington 
: U.S. G.P.O., v. ; 24cm. Annual At head of title: 97th 
Commerce. Subcommittee on Oversight and Investigations Congress, Ist session. Joint committee print. “Joint Commit- 
Alcohol fuel loan guarantee program : hearing before the tee on Printing, Congress of the United States”—Verso of t.p. 
Subco mmitte on Oversight and Investigations of the Com- Rev. Mar. 1981. Description based on: Rev. Mar. 1981. 
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Y 4.N 2/3:97-42 
United States. Congress. House. Committee on Energy and 





@ltem All libraries ISSN 0148-5253 Continues: United 
States. Government depositories, memorandum relative to the 
present law governing designated depository libraries 1. Li- 
braries, Depository — United States — Periodicals. 2. Legal 
deposit (of books, etc.)— United States — Periodicals. I. 
United States. Congress. Joint Committee on Printing. II. 
Title. sc-79002860 OCLC 01768282 


ENVIRONMENT AND PUBLIC WORKS, 
Committee on, Senate 
Washington, DC 20510 
82-6886 
Y 4.P 96/10:97-H 18 
United States. Congress. Senate. Committee on Environment 
and Public Works. 

Union Station—National Vistor Center : hearing before the 
Committee on Environment and Public Works, United States 
Senate, Ninety-seventh Congress, first session, on S. 548 ... 
and S. 1192 ... July 20, 1981.— Washington : U.S. G.P.O., 
1981. iii, 201 p. : ill. ; 24 cm. “Serial no. 97-H18.” 1. 
National Visitor Center — Appropriations and expenditures. 
2. Union Station (Washington, D.C.) I. Title. 81-604012 
OCLC 08151591 


82-6887 
Y 4.P 96/10:97-H 24 
United States. Congress. Senate. Committee on Environment 
and Public Works. Subcommittee on Nuclear Regulation. 

Implementation of the Uranium Mill Tailings Radiation 
Control Act of 1978 : hearing before the Subcommittee on 
Nuclear Regulation of the Committee on Environment and 
Public Works, United States Senate, Ninety-seventh Congress, 
first session, June 16, 1981.— Washington : U.S. G.P.O., 
1981. iii, 615 p. ; 24 cm. Includes bibliographical refer- 
ences. “Serial no. 97-H24.” @lItem 1045-A, 1045-B (micro- 
fiche) 1. Radioactive waste disposal—Law and legisla- 
tion— United States. 2. Uranium industry — United 
States — Waste disposal. I. Title. OCLC 08123741 

82-6888 
Y 4.P 96/10:97-H 25 
United States. Congress. Senate. Committee on Environment 
and Public Works. Subcommittee on Toxic Substances and 
Environmental Oversight. 

The effect of chlorofluorocarbons on the ozone layer : 
hearing before the Subcommittee on Toxic Substances and 
Environmental Oversight of the Committee on Environment 
and Public Works, United States Senate, Ninety-seventh Con- 
gress, first session, July 23, 1981.— Washington : U.S. 
G.P.O., 1981. iv, 362 p. : ill. ; 24 cm. Includes bibliogra- 
phies. “Serial no. 97-H25.” @lItem 1045-A, 1045-B (micro- 
fiche) 1. Chlorofluorocarbons. 2. Atmospheric ozone. I. 
Title. OCLC 08125997 


82-6889 
Y 4.P 96/10:97-H 28 
United States. Congress. Senate. Committee on Environment 
and Public Works. 

Nominations of Lee M. Thomas, Robert A. Jantzen, and 
Carlos C. Campbell : hearings before the Committee on Envi- 
ronment and Public Works, United States Senate, Ninety- 
seventh Congress, first session, on the nominations of Lee M. 
Thomas to be associate director for state and local programs, 
Federal Emergency Management Agency, Robert A. Jantzen 
to be director, Fish and Wildlife Service, and Carlos C. 
Campbell to be assistant secretary of commerce for economic 
development, September 22 and October 27, 1981. — Wash- 
ington : U.S. G.P.O., 1981. iv, 145 p.: ill. ; 28cm. “Serial 
no. 97-H28.” @lItem 1045-A, 1045-B (microfiche) 1. United 
States — Officials and employees. I. Title. OCLC 08115842 
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PUBLIC WORKS AND TRANSPORTATION, 
Committee on, House 
Washington, DC 20515 


Y 4.P 97/11:97-20 


United States. Congress. House. Committee on Public Works 


and Transportaion. Subcommittee on Water Resources. 

Water resources problems affecting the Northeast : the 
drought and present and future water supply problems : hear- 
ings before the Subcommittee on Water Resources of the 
Committee on Public Works and Transportation, House of 
Representatives, Ninety-seventh Congress, first session, March 
19 and 20, 1981, at Newark, N.J., March 23, 1981, at New 
York, N.Y., March 30, 1981, at Philadelphia, Pa. — Washing- 
ton : U.S. G.P.O., 1981. vii, 1032 p. : ill. ; 24cm. “97-20.” 
@ltem 1024-A, 1024-B (microfiche) 1. Water resources de- 
velopment — Northeastern States. 2. Droughts — Northeas- 
tern States. 3. Water-supply— Northeastern States. I. 
Title. II. Title: The drought, and present and future water 
supply problems. OCLC 08123623 


SCIENCE AND TECHNOLOGY, 
Committee on, House 
Washington, DC 20515 


82-6891 


Y 4.Sci 2:97/26 


United States. Congress. House. Committee on Science and 


Technology. Subcommittee on Investigations and Oversight. 

West Valley cooperative agreement : hearing before the 
Subcommittee on Investigations and Oversight of the Com- 
mittee on Science and Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, first session, July 9, 
1981. — Washington : U.S. G.P.O., 1981. iii, 371 p. : ill. ; 24 
cm. “No. 26.” @Item 1025-A-1, 1025-A-2 (microfiche) 1. 
Radioactive waste disposal—New York (State)— West 
Valley. I. Title. 81-603797 OCLC 07990138 


82-6892 


Y 4.Sci 2:97/27 


United States. Congress. House. Committee on Science and 


Technology. Subcommittee on Science, Research, and Tech- 
nology. 

1982 National Science Foundation authorization : hearings 
before the Subcommittee on Science, Research, and Technol- 
ogy of the Committee on Science and Technology, U.S. 
House of Representatives, Ninety-seventh Congress, first ses- 
sion on H.R. 1520, January 28, March 3, 5, 10, 12, 17, 
1981. — Washington : U.S. G.P.O., 1981. iv, 800 p. : ill. ; 24 
cm. “No. 27.” Includes bibliographical references. @lItem 
1025-A-1, 1025-A-2 (microfiche) 1. National Science Foun- 
dation (U.S.)— Appropriations and expenditures. I. Title. 
OCLC 07990358 


82-6893 


Y 4.Sci 2:97/28 


United States. Congress. House. Committee on Science and 


Technology. Subcommittee on Energy Development and Ap- 
plications. 

The natural gas option—new resources and new technol- 
ogies : hearing before the Subcommittee on Energy Develop- 
ment and Applications of the Committee on Science and 
Technology, U.S. House of Representatives, eee 
Congress, first session, July 22, 1981. — Washington : 
G.P.O., 1981. iii, 173 p. : ill. ; 24 cm. “No. 28.” a 
1025-A-1, 1025-A-2 (microfiche) 1. Gas, Natural — United 
States. 2. Gas companies— United States— Finance. 3. 
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Science and Technology — Committee on, House 


Energy development — United States. I. Title. 81-603858 
OCLC 08089339 


Y 4.Sci 2:97/30 
United States. Congress. House. Committee on Science and 
Technology. 

Closeout costs, Clinch River breeder reactor project : hear- 
ing before the Committee on Science and Technology, U.S. 
House of Representatives, Ninety-seventh Congress, first ses- 
sion, May 11, 1981. — Washington : U.S. G.P.O., 1981. iii, 
321 p. : ill. ; 24 cm. Includes bibliographical references. 
Includes bibliographical references. “No. 30.” @ltem 1025- 
A-1, 1025-A-2 (microfiche) 1. Liquid metal fast breeder re- 
actors. 2. Atomic power-plants— Tennessee. I. Title. 81- 
603909 OCLC 08089417 


Y 4.Sci 2:97/32 
United States. Congress. House. Committee on Science and 
Technology. Subcommittee on Investigations and Ovesight. 
National toxicology program : hearing before the Subcom- 
mittee on Investigations and Oversight of the Committee on 
Science and Technology, U.S. House of Representatives, 
Ninety-seventh Congress, first session, July 15, 1981. — Wash- 
ington : U.S. G.P.O., 1981. iii, 186 p. : ill.; 24cm. Includes 
bibliographies. “No. 32.” @ltem 1025-A-1, 1025-A-2 (mi- 
crofiche) 1. Toxicology — United States. 2. Chemicals. 3. 
Carcinogens. I. Title. 81-603937 OCLC 08089454 


82-6896 


Y 4.Sci 2:97/33 

United States. Congress. House. Committee on Science and 
Technology. Subcommittee on Energy Development and Ap- 
plications. 

Synthetic fuels development : hearing before the Subcom- 
mittee on Energy and Development and Applications and the 
Subcommittee on Investigations and Oversight of the Com- 
mittee on Science and Technlogy, U.S. House of Representa- 
tives, Ninety-seventh Congress, first session, July 27, 1981. — 
Washington : U.S. G.P.O., 1981. iii, 115 p. : ill. : 24 cm. 
“No. 33.” @ltem 1025-A-1, 1025-A-2 (microfiche) 1. Syn- 
thetic fuels— United States. 2. Energy development — 
United States. I. United States. Congress. House. Commit- 
tee on Science and Technology. Subcommittee on Investiga- 
tions and Oversight. II. Title. 81-604015 OCLC 08119883 


82-6897 


Y 4.Sci 2:97/35 

United States. Congress. House. Committee on Science and 
Technology. Subcommittee on Energy Development and Ap- 
plications. 

The future of the nation’s energy utilities : implications for 
federal R.D.&D. : hearings before the Subcommittee on 
Energy Development and Applications of the Committee on 
Science and Technology, U.S. House of Representatives, 
Ninety-seventh Congress, first session, June 23, 24, 1981. — 
Washington : U.S. G.P.O., 1981. iii, 462 p. : ill. ; 24 cm. 
Includes bibliographical references. “No. 35.” @lItem 1025- 
A-1, 1025-A-2 (microfiche) 1. Electric utilities — United 
States — Finance. 2. Electric power consumption — United 
States — Forecasting. 3. Electric utilities — Research — 
United States. I. Title. OCLC 08123537 


82-6898 


Y 4.Sci 2:97/37 
United States. Congress. House. Committee on Science and 
Technology. Subcommittee on Natural Resources, Agricul- 
ture Research, and Environment. 

1982 Department of Energy authorization (environmental 
research, environmental compliance, and environmental 
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safety) : hearing before the Subcommittee on Natural Re- 
sources, Agriculture Research, and Environment of the Com- 
mittee on Science and Technology, U.S. House of Repre- 
sentatives, Ninety-seventh first session, March 31, 
1981. — Washington : U.S. G.P.O., 1981. iii, 72 p. ; 24 cm. 
“No. 37.” @lItem 1025-A-1, 1025-A-2 (microfiche) 1. 
United States. Dept. of Energy — Appropriations and expend- 
itures. 2. Environmental policy — United States. I. Title. 
81-604082 OCLC 08138148 


82-6899 


Y 4.Sci 2:97/38 


United States. Congress. House. Committee on Science and 


Technology. Subcommittee on Science, Research, and Tech- 
nology. 

Review of the National Bureau of Standards Organic Act : 
hearings of the Subcommittee on Science, Research, and 
Technology of the Committee on Science and Technology, 
U.S. House of Representatives, Ninety-seventh Congress, first 
session, June 16, 17, 18, 1981.— Washington : U.S. G.P.O., 
1981. 274 p.: ill. ; 24 cm. “No. 38.” @Item 1025-A-1, 
1025-A-2 (microfiche) 1. United States. National Bureau of 
Standards. I. Title. 82-601037 OCLC 08164545 


82-6900 


Y 4.Sci 2:97/39 


United States. Congress. House. Committee on Science and 


Technology. Subcommittee on Energy Development and Ap- 
plications. 

District heating and cooling : hearing before the Subcom- 
mittee on Energy Development and Applications of the Com- 
mittee on Science and Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, first session, July 23, 
1981. — Washington : U.S. G.P.O., 1981. iii, 152 p. : ill. ; 24 
cm. “No. 39.” Includes bibliographical references. @Item 
1025-A-1, 1025-A-2 (microfiche) 1. Heating from central sta- 
tions — United States. 2. Air conditioning. 3. Buildings — 
United States— Energy conservation. I. Title. 82-601113 
OCLC 08150677 


82-6901 


Y 4.Sci 2:97/40 


United States. Congress. House. Committee on Science and 


Technology. Subcommittee on Space Science and Applica- 
tions. 

Civil land remote sensing systems : joint hearings before the 
Subcommittee on Space Science and Applications of the 
Committee on Science and Technology, House of Representa- 
tives, and the Subcommittee on Science, Technology, and 
Space of the Committee on Commerce, Science and Trans- 
portation, United States Senate, Ninety-seventh Congress, first 
session, July 22, 23, 1981. — Washington : U.S. G.P.O., 1981. 
v, 366 p.; 24cm. “No. 40.” “Serial no. 97-71.” Bibliogra- 
phy: p. 366. @lItem 1041-A, 1041-B (microfiche) 1. Earth 
resources technology satellites. 2. Remote sensing — United 
States. I. United States. Congress. Senate. Committee on 
Commerce, Science, and Transportation. Subcommittee on 
Science, Technology, and Space. II. Title. 82-601068 
OCLC 08164522 


82-6902 


Y 4.Sci 2:97/43 


United States. Congress. House. Committee on Science and 


Technology. Subcommittee on Investigations and Oversight. 

Small, high technology firms, inventors, and innovation : 
hearings before the Subcommittee on Investigations and 
Oversight of the Committee on Science and Technology, U.S. 
House of Representatives, Ninety-seventh Congress, first ses- 
sion, July 21, 22, 1981.— Washington : U.S. G.P.O., 1981. 
iii, 441 p. : ill. ; 24 cm. Includes bibliographical references. 
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“No. 43.” @Item 1025-A-1, 1025-A-2 (microfiche) 1. Small 82-6906 


business — United States. 2. Small business — United 
States — Finance. 3. Research and development contracts, 
Government — United States. 4. Technological innova- 
tions — United States. I. Title. OCLC 08164573 


SMALL BUSINESS, Committee on, 
House 
Washington, DC 20515 


82-6903 


Y 4.Sm 1:P 94/18 
United States. Congress. House. Committee on Small Business. 
Subcommittee on General Oversight. 

Small business and the federal procurement system : hear- 
ings before the Subcommittee on General Oversight of the 
Committee on Small Business, House of Representatives, 
Ninety-seventh Congress, first session, Washington, D.C., 
June 18, 23, and 25, 1981. — Washington : U.S. G.P.O., 1981. 
iv, 721 p. : ill, forms ; 24 cm. @lItem 1031-A, 1031-B (mi- 
crofiche) 1. Public contracts— United States. 2. United 
States. Small Business Administration. 3. Small business — 
United States. I. Title. 82-601165 OCLC 08164740 


82-6904 


Y 4.Sm 1:Sm 1/31 

United States. Congress. House. Committee on Small Business. 
Subcommittee on SBA and SBIC Authority, Minority Enter- 
prise, and General Small Business Problems. 

Small Business Administration’s 8(a) program : hearings 
before the Subcommittee on SBA and SBIC Authority, Mi- 
nority Enterprise, and General Small Business Problems of 
the Committee on Small Business, House of Representatives, 
Ninety-seventh Congress, first session, Washington, D.C., 
May 21, June 4 and 10, 1981.— Washington : U.S. G.P.O. 
1981. iv, 214 p.: ill, forms ; 24cm. @lItem 1031-A, 1031-B 
(microfiche) 1. Minority business enterprises — United 
States. 2. Federal aid to minority business enterprises — 
United States. I. Title. 81-604079 OCLC 08125805 


TAXATION, Joint Committee on, 
Washington, DC 20515 


82-6905 


Y 4.T 19/4:Es 8/4 

Explanation of proposed estate and gift tax treaty between the 
United States and the Federal Republic of Germany / pre- 
pared for the use of the Committee on Foreign Relations, 
United States Senate ; by the staff of the Joint Committee on 
Taxation. — Washington : U.S. G.P.O., 1981. iii, 14 p. ; 24 
cm. At head of title: Joint committee print. “September 22, 
1981.” 1. Taxation, Double — United States — Treaties. 2. 
Taxation, Double-— Germany (East)— Treaties. I. United 
States. Congress. Senate. Committee on Foreign Relations. 
II. United States. Congress. Joint Committee on Taxation. 
81-603846 OCLC 08130198 


Y 4.T 19/4:T 19/45 


Description of S. 732 and present law relating to disclosure of 


tax returns and return information for purposes of nontax 
criminal law enforcement : listed for a hearing before the 
Subcommittee on Oversight of the Internal Revenue Service 
of the Committee on Finance on November 9, 1981 / pre- 
pared for the use of the Committee on Finance ; by the staff 
of the Joint Committee on Taxation. — Washington : U.S. 
G.P.O., 1981. iii, 16 p. ; 24 cm. At head of title: Joint 
committee print. “November 6, 1981.” Includes biblio- 
graphical references. @Item 1002-A, 1002-B (microfiche) 
1. Tax administration and procedure — United States. 2. 
Criminal justice, Administration of — United States. 3. Tax 
returns — United States. 4. Privacy, Right of — United 
States. I. United States. Congress. Joint Committee on Tax- 
ation. II. United States. Congress. Senate. Committee on 
Finance. Subcommittee on Oversight of the Internal Revenue 
Service. 81-603881 OCLC 08134147 


82-6907 


Y 4.T 19/4:T 28/2 


Summary of testimony on administration tax proposals before 
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southwestern Arizona /, 82-5903 


Western Energy and Land Use Team. 
Proceedings of the Uranium Mining and 
Milling Workshop /, 82-5918 
Western Energy and Land Use Team 
publications : a bibliography with ab- 
stracts., 82-5924 


Westinghouse Electric Corporation. 
Evaluation of silicone fluid for replace- 
ment of PCB coolants in railway indus- 
try /, 82-6362 


Far field monitor for instrument landing 
systems /, 82-6460 

Operational consequences of literacy gap 
/, 82-5160 


Westinghouse Electric Corporation. 
Advanced Energy Systems Division. 
Feasibility study of an earth melting pen- 

etrator system for geoprospecting 
tunnel right-of-ways /, 82-5012 


Wezernak, C. T. 
Satellite remote sensing study of the 
trans-boundary movement of pollutants 

/, 82-5257 


Whitaker, Leslie A. 
Dual-task interference as a function of 
cognitive processing load /, 82-5097 
Nitrogen narcosis measured by dual-task 
performance /, 82-5100 





April 1982 


White House Conference on Aging. 
Progress report on senile dementia of the 

Alzheimer’s type /, 82-5748 
1981 White House Conference on Aging, 
Mini-Conference on Housing for the 

Elderly : a report /, 82-6739 


White, M. D. (Max D.) 

PWR blowdown heat transfer separate- 
effects program : thermal-hydraulic test 
facility experimental data report for 
test 169 /, 82-6625 


Whiteley, Susan H. 
Origins of NASA names /, 


Whitman, G. D. 
Heavy-section steel technology program 
quarterly progress report for October- 
December 1979 /, 82-6651 


82-6093 


Whittemore, Terrance R. 
Digital load and voltage control algo- 
rithms for Yellowtail powerplant /, 
82-5852 


Wilber, William G. 

A one-dimensional steady-state, dis- 
solved-oxygen model and waste-load 
assimilation study for Little Lick and 
Big Lick Creeks, Blackford and Dela- 
ware Counties, Indiana /, 82-5830 


Wiley, Liewellyn N. (Llewellyn Noel), 1910- 
Task level job performance criteria de- 
velopment /, 82-5144 


Wilkes, Angela S. 
Everybody’s problem : hazardous waste / 
, 82-5255 


Willaert, E. 

Presence of pathogenic amoebae in 
power plant cooling waters final report 
for the period October 15, 1977 to Sep- 
tember 30, 1979 /, 82-6677 


Williams, David C. 
LMFBR accident delineation study 
phase I final report /, 82-6667 


Williamson, Ron. 
Guidelines for use of fabrics in construc- 
tion and maintenance of low-volume 
roads /, 82-6329 


Willinger, Gregory A. 
A compilation of ground water quality 
data for Kentucky /, 82-5832 


Willoughby, William E. 
Traffic slope tests of military inventory 
items and their effectiveness in riverine 
egress tests /, 82-5018 


Wilson, D. A. (Donald A.) 
A pyrometallurgical method for process- 
ing Ni-Cd scrap batteries /, 82-5888 





Workshop on Urban Freight Consolidation (1976 : Knoxville, Tenn.) 


Wilson, R. Gale. 
Spatial-frequency response of the limb in- 
frared monitor of the stratosphere /, 
82-6144 


Wilson, William B. (William Bryant), 1943- 
Safety belt usage attitude study /, 82- 
6527 


Winn, William R. 

Criterion development for job perform- 
ance evaluation : i from 
symposium, 23 and 24 June 1977 /, 
82-5154 


Winslow, John E. 
Proceedings of a conference on modeling 
techniques and applications in dentistry 
/, 82-5758 


Wintermoyer, H. C. 

An assessment of terminal air traffic con- 
trol system performance with and 
without basic metering and spacing 
automation /, 82-6461 


Witten, John M. 
Rail transportation requirements for coal 
movement in 1985 /, 82-6269 
Water transportation requirements for 
coal movement in 1985 /, 82-6270 


Wolf, R. J. 
Hydrogeology of the Buffalo aquifer, 
Clay and Wilkin Counties, West-Cen- 
tral Minnesota /, 82-5813 


Wolfe, Douglas A 

Marine biological effects of OCS petro- 
leum development : a program review 
of research supported under the 
NOAA Outer Continental Shelf Envi- 
ronmental Assessment Program, No- 
vember 29-December 1, 1977 /, 82- 
4636 


Womelsduff, J. E. (Jean E.) 
Zinc inventories in containment for some 
PWR and BWR power plants /, 82- 
6686 


Wong, M. M. (Morton Min), 1924- 
Recovery of byproduct heavy minerals 
from sand and gravel operations in 
Oregon and Washington /, 82-5877 


Wood, R. S. (Robert S.) 
Assuring the availability of funds for de- 
commissioning nuclear facilities /, 82- 
6621 


Woodbury, Franklin B. W. 
Monitoring taconite process streams with 
thermal neutron capture-gamma ray 
analysis /, 82-5857 


Woodfin, Richard O. 
5/4 ponderosa pine shop grade cutting 
yields /, 82-4366 
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Woodruff, Robert R. 

Pilot performance in simulated aerial re- 
fueling as a function of tanker model 
complexity and visual display field-of- 
view /, 82-5156 

Woodson, Wesley E. 

Development of recommendations to im- 

prove controls operability /, 82-6512 


Workshop on High Reynolds Number 
Research (1980: Hampton, Va.) 
High Reynolds number research,, 
6137 


82- 


Workshop on Managing Growth in Mercer 
County, North Dakota (1977 : Bismarck) 
Proceedings of the Workshop on Manag- 

ing Growth in Mercer County, North 
Dakota, Bismarck, North Dakota, De- 
cember 1 and 2, 1977 /, 82-5185 


Workshop on New Diagnostics Related to 
Impurity Release (1979 : Germantown, 
Md.) 

Proceedings of the Workshop on New 
Diagnostics Related to Impurity Re- 
lease Germantown, Maryland, May 31- 
June 1, 1979 /, 82-5188 


Workshop on Public Land Acquisition and 
Alternatives d (1981 : Washington, D.C.) 
Workshop on Public Land Acquisition 

and Alternatives /, 82-6795 


Workshop on “Remote sensing and Problems 
of the Hydrosphere” : (2nd : 1979 : New 
Orleans, La.) 

Remote sensing and problems of the hy- 
drosphere : a focus for future research 
/, 82-6133 


Workshop on the ConnDOT Brine Deicing 
System (1980 : Hartford, Conn.) 
Proceedings of the Workshop on the 

ConnDOT Brine Deicing System: 
Hartford, Connecticut, March 11-12, 
1980 : a project in cooperation with the 
U.S. Department of Transportation, 
Federal Highway Administration, Im- 
plementation Division /, 82-6331 


Workshop on the Saturn System (1978: 
Reston, Va.) 


The Saturn system /, 82-6130 


Workshop on Time-of-day corrections to 
Aircraft Noise Metrics (1980: Langley 
Research Center.) 

Time-of-day corrections to aircraft noise 
metrics /, 82-6134 


Workshop on Urban Freight Consolidation 
(1976 : Knoxville, Tenn.) 
Proceedings of the Workshop on Urban 
Freight Consolidation, January 13-14, 
1976, Knoxville, Tennessee /, 82-5182 
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World Health Organization Collaborating Centre for Reference on Smoking and Health. Author Index 


World Health Organization Collaborating 
Centre for Reference on Smoking and 
Health. 
Directory, on-going research in smoking 

and health /, 82-5676 

Wright, A. L. (Anthony L.) 

LMFBR aerosol release and transport 


program quarterly progress report for 
April-June 1979 /, 82-6648 


Wright, Ann Finley. 
Bibliography of geology and hydrology, 
southwestern New Mexico /, 82-5804 


Wright, D. (Donald) 
Standardized commodity transportation 
survey (CTS) data base : user’s manual 
/, 82-6368 


Wu, Yung-chih, 1923- 

Breath alcohol sampling simulator 
(BASS) for qualification testing of 
breath alcohol measurement devices /, 
82-4607 


Wyman, D. J. 

Handling of combustion and emission- 
abatement wastes from _ coal-fired 
power plants : implications for fish and 
wildlife resources /, 82-5909 





Y 


Yackle, Tom R. 
Loss-of-coolant accident test series—re- 
sults of TC-1 tests /, 82-6681 


Yang, J. W. (Jiwu W.), 1934- 
Cooling of core debris and the impact on 
containment pressure /, 82-6692 


Yasutake, Joseph Y. 
Integrated system test of the advanced 
instructional system (AIS) /, 82-5163 


Yavapai County (Ariz.) 

Flood plain information : Verde River, 
vicinity of Bridgeport and Camp Verde 
and Wet Beaver Creek, vicinity of 
Lake Montezuma, Yavapai County, 
Arizona /, 82-5052 


Yin, Sheng K. 
Theoretical manual and users’ guide : lon- 
gitudinal-vertical train action model /, 
82-6348 


Young, Michael W. 
Critical heat flux tests of a simulated 
power burst facility rod bundle /, 82- 
6626 


Young, Richard S. 
Publications of the Planetary Biology 
Program for 1977 : a special bibliogra- 
phy /, 82-6084, 82-6089 
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Young, W. T. 
Evaluation of highway culvert coating 
performance /, 82-6315 


Youth Conservation Corps (U.S.) 
YCC at work /, 82-5789 


Z 


Zaret, R. 
266 is 


Zatko, Jaina R. 
Polymeric concentration determined by 
drag reduction /, 82-5873 
Ziegler, Conrad L. 
A dual Doppler variational objective 
analysis as applied to studies of convec- 
tive storms /, 82-4635 


0-9 


IIT Research Institute. 

The Discrete address beacon system, air 
traffic control radar beacon system, 
ATCRBS IFF Mark XII system per- 
formance prediction model /, 82-6463 

EMC considerations in classification yard 
design /, 82-6363 

Evaluation of transponder antenna cover- 
age/ATCRBS performance during sim- 
ulated flights of aircraft /, 82-6459 

Implementation analysis of brake inspec- 
tability requirements /, 82-6503 

Microwave landing system intra-aircraft 
EMC analysis / 





A 


The ability of color defectives to judge 
signal lights at sea /, 82-5108 

Abuse of the elderly /, 82-5669 

Academic science, scientists and engineers / 
, 82-6178 

Accessions list, Nepal /, 82-6066, 82- 
6067 


Accessions list, Sri Lanka /, 82-6068, 82- 
6069 

Accidents and accident prevention., 
5614 

Accounting and auditing., 82-5537 

ACTR, the year in review, 82-6606 

Acoustical behavior of thick, composite, 
fluid-loaded plates, calculated using Ti- 
moshenko-Mindlin plate theory /, 82- 
5127 

An Act to Authorize Suppplemental Ap- 
propriations for Fiscal Year 1981 for the 
Armed Forces for Procurement of Air- 
craft, Missiles, Naval Vessels, and 
Tracked Combat Vehicles and for Re- 
search, Development, Test, and Evalua- 
tion, to Increase the Authorized Person- 
nel End Strengths for Military and Civil- 
ian Personnel of the Department of De- 
fense for Such Fiscal Year, to Authorize 
Supplemental Appropriations for Such 
Fiscal Year for Construction at Certain 
Military Installations, and for Other Pur- 
poses., 82-5662 

Act to Authorize the Generation of Electri- 
cal Power at Palo Verde Irrigration Dis- 
trict Diversion Dam, California, 82-5663 

Action Agency publications., 82-5632 

Actions on budget estimates for fiscal year 
1981 /, 82-4303 

Activity report of the Committee on Com- 
merce, 82-6551 

Adaptive path control of surface ships in 
restricted waters : final report /, 82- 
6475 

Adjacent lands study, Grand Canyon Na- 
tional Park, Arizona., 82-5902 

Administration of the Wild Free-Roaming 
Horse and Burro Act, 82-5788 

The administration’s proposals to help the 
U.S. auto industry : hearings before a 
subcommittee of the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, May 13 and 14, 1981., 82-6839 


82- 





Title Index 


Administrative and personnel systems man- 
agement /, 82-4958 

Adult education., 82-5606 

Advanced coupling development program / 
, 82-5078 

Advanced low cost G-cuing system 
(ALCOGS) /, 82-5169 

An advanced thermohydraulic simulation 
code for pool-type LMFBRs : (SSC-P 
code) /, 82-6675 

Advanced two-phase flow instrumentation 


program quarterly progress report for 
January-March 1979 /, 82-6637 


Adventures in the China trade motion pic- 
ture /, 82-4686 

Adventures in the China trade videorecord- 
ing /, 82-4687 

Advisory circular checklist., 82-6376 

Aeroacoustic wind-tunnel tests of a light 
twin-boom general aviation airplane with 
free or shrouded-pusher propellers /, 
82-6079 

AEROSOL users manual /, 82-6658 

Afghanistan /, 82-6190 

Africa., 82-5642 

Agenda of significant regulations., 82-4710 

Aging., 82-5535 

Agricultural research, statistics, and eco- 
nomic reports., 82-5588 

Agricultural statistics, 82-4601 

Agriculture, 82-5654 

Agriculture and Food Act of 1981 : confer- 
ence report (to accompany S. 884)., 82- 
6567, 82-6595 

AID and universities have yet to forge an 
effective partnership to combat world 
food problems : report to the Congress /, 
82-5495 

Aids for improving vision in white-out /, 
82-5124 

Air carrier security., 82-6403 

Air defense artillery /, 82-4951 

Air Force and Navy plans to acquire train- 
er aircraft : report to the Congress /, 
82-5504 

Air Force and Navy Plans to acquire train- 
er aircraft : report to the Congress : sum- 
mary /, 82-5505 

The Air Force, the future, and you : a 
guide to Air Force opportunity., 82- 
5140 

Air traffic activity, 82-6429 

Air-water flow in hydraulic structures /, 
82-5846 

Aircraft, airports and airways., 82-5526 

Aircraft ice protection., 82-6380 
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ment handbook : 
82-6374 


Aircraft metal propeller blade failure., 82- 
6387 


an FAA handbook., 


Aircraft position light and anticollision light 
installations., 82-6378 

Aircraft simulator and visual system evalua- 
tion and approval., 82-6407 

Airdrop of supplies and equipment : rigging 
communications shelters and power unit., 
82-4889 

Airdrop of supplies and equipment : rigging 
4.2-inch mortar., 82-4890 

Airman’s information manual., 82-5527 

Airplane flight manuals (AFM), approved 
manual materials, markings, and placards 
- airplanes., 82-6392 

Airport and airway tax measures : hearing 
before the Subcommittee on Taxation and 
Debt Management of the Committee on 
Finance, United States Senate, Ninety- 
seventh first session, on S. 1047 
and S. 1272, July 27, 1981., 82-6820 

Airport design standards : general aviation 
airports : basic and general transport., 
82-6415 

Airport improvement task force delay study 
: data collection, reduction and analysis /, 
82-6433 

Airport operations manual., 82-6414 

Airworthiness and operational approval of 
airborne systems to be used in lieu of a 
ground proximity warning system(s) 
(GPWS)., 82-6384 

Alaska, research for the 80’s : a decision 
report of the U.S. Fish and Wildlife Serv- 
ice /, 82-5908 

The Alaskan mineral resource assessment 
program : background information to ac- 
company folio of geologic and resource 
maps of the Chignik and Sutwik Island 
quadrangles, Alaska /, 82-5795 

Alcohol fuel loan guarantee program : hear- 
ing before the Subco mmitte on Over- 
sight and Investigations of the Committee 
on Energy and Commerce, House of 
Representatives, Ninety-seventh Con- 
gress, first session, February 6, 1981., 
82-6881 

Alcohol, tobacco, and firearms., 82-5621 

An algorithm for determining Debye tem- 
peratures /, 82-5880 

An algorithm to compute the eigenvectors 
of a symmetric matrix /, 82-4625 
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Allergies : questions and answers / 


Allergies : questions and answers /, 82- 
5677 


Allocation to subcommittees of budget 
totals from the first concurrent resolu- 
tion, fiscal year 1982 : report., 

Amending House Rule XLVII of the Rules 
of the House of Representatives relating 
to limitation on outside earned income : 
report (to accompany H. Res. 251)., 82- 
6586 


American Revolution., 82-5580 

Ammonium sulfate manufacture : back- 
ground information for proposed emission 
standards /, 82-5277 

Amtrak authorization and rail passenger 
corridor development : hearings before 
the Subcommittee on Commerce, Trans- 
portation, and Tourism of the Committee 
on Energy and Commerce, House of 
Representatives, Ninety-seventh Con- 
gress, first session, March 10 and 25, 
1981., 82-6805 

Anaheim-Santa Ana-Garden Grove, Cali- 
fornia metropolitan area, 82-5972 

Analysis, conclusions, and recommendations 
concerning operator licensing /, 82-6676 

Analysis of a phase-locked loop to suppress 
interference from a satellite power satel- 
lite /, 82-4701 

An analysis of accident data from plastic 
pipe natural gas distribution systems : 
special study., 82-6287 

Analysis of effect of flameholder character- 
istics on lean, premixed, partially vapor- 
ized fuel-air mixture quality and nitrogen 
oxides emissions/, 82-6172 

Analysis of frontal impact test data : new 
car assessment project /, 82-6516 

Analysis of high NO,concentrations in Cali- 
fornia, 1975-1977 /, 82-5310 

Analysis of interference caused by the solar 
power satellite to satellite earth terminals 
/, 82-4702 

Analysis of interference from the solar 
power satellite to general electronics sys- 
tems /, 82-4703 

Analysis of NPRM strobe lights on locomo- 
tives /, 82-6372 

Analysis of pillar stability on steeply pitch- 
ing seam using the finite element method 
/, 82-5891 

Analysis of runway occupancy times at 
major airports /, 82-6435 

Analysis of steerability of tracked vehicles : 
theoretical predictions versus field meas- 
urements /, 82-5028 

Analysis of the need for intermediate and 
peaking technologies in the year 2000 /, 
82-5205 

An Analysis of the network-affiliate rela- 
tionship in television /, 82-4712 

An Analysis of the potential legal con- 
straints on the use of advanced alcohol- 
testing technology /, 82-6498 

An Analysis of user cost and service trade- 
offs in transit and paratransit services., 
82-6490 
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Analytical aerial triangulation : 
project., 82-6334 

Analytical testing /, 82-6126 

Annealing of radiation damage in 0.1- and 
2-ohm-centimeter silicon solar cells / 
Irving Weinberg and Clifford K. Swartz., 
82-6154 

An Annotated bibliography of literature on 
Alaska water birds /, 82-5923 

Annotated bibliography of the Air Force 
Human Resources Laboratory technical 
reports—1977 /, 82-5157 

Annoyance due to mitiple airplane noise ex- 
posure /, 82-6163 

Annual report /, 82-5744, 82-6606 

Annual report - Advisory Commission on 
Intergovernmental Relations, 82-6606 

Annual report - National Institute of Gener- 
al Medical Sciences, 82-5744 

Annual report of the American Battle 
Monuments Commission., 82-6912 

Annual report of the American Battle 
Monuments Commission (Senate commit- 
tee print), 82-6912 

Annual report of the National Labor Rela- 
tions Board for the fiscal year ended Sep- 
tember 30 ..., 82-6072 

Annual report of the Postmaster General., 
82-6180 

Annual report of the postmaster general : 
hearing before the Committee on Gov- 
ernmental Affairs, United States Senate, 
Ninety-seventh Congress, first session, 
April 22, 1981., 82-6847 

Annual report of the Public Printer, 
5519 

Annual report of the U.S. Government 
Printing Office., 82-5519 

Annual reports., 82-5565 

Anthropology and archeology., 82-5651 

APOLLO : soil liquefaction : computer 
analysis of structures to resist earthquake 
effects., 82-5086 

Appalachian Trail, Tennessee and North 
Carolina /, 82-4337 

Application of a rainfall-runoff model in es- 
timating flood peaks for selected small 
natural drainage basins in Texas /, 82- 
5826 

Application of modified profile analysis to 
function testing of simulated CTOL 
transport touchdown-performance data /, 
82-6150 

Application of modified profile analysis to 
function testing of the motion/no-motion 
issue in an aircraft ground-handling simu- 
lation /, 82-6149 

Application of the concept of dynamic trim 
control to automatic landing of Carrier 
aircraft /, 82-6146 

Applications of the finite element method in 
geotechnical engineering : proceedings of 
the symposium held at Vicksburg, Missis- 
sippi, 1-4 May 1972 /, 82-4970 

Appropriateness of procedures for leasing 
Defense property to foreign governments 
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Georgia 


82- 





Title Index 


: report to the Chairman, Committee on 
Foreign Relations, United States Senate / 
, 82-5492 

Approval of airborne radar approach 
(ARA) procedures for helicopters to off- 
shore platforms., 82-6397 

Approved aircraft inspection program., 
82-6411 

APTI course 450, source sampling for par- 
ticulate pollutants : instructor’s guide /, 
82-5315 

Aquatic foodweb radionuclide migration 
model /, 82-6661 

Aquatic Rational Threshold Value (RTV) 
concepts for Army environmental impact 
assessment /, 82-5056 

Aquatic sciences and fisheries abstracts da- 
tabase user guide., 82-4656 

Aquatic studies of the Yellowstone River /, 
82-5848 

Archaeological investigations in the south- 
ern Sierra Nevada : the Bear Mountain 
segment of the Pacific Crest Trail /, 82- 
5944 


The Archaeology of the McCain Valley 
Study Area in Eastern San Diego 
County, California : a scientific Class II 
cultural resource inventory /, 82-5942 

An archeological survey of the Ajo Crest 
Organ Pipe Cactus National Monument 
southwestern Arizona /, 82-5903 

Architectural, engineering and planning 
consultant services for airport grant proj- 
ects., 82-6412 

Architecture., 82-5607 

Are you a good camping neighbor?, 82- 
4304 

Area wage survey. Alaska /, 82-6050 

Area wage survey. Albuquerque, N. Mex. / 
, 82-5987 

Area wage survey. Anaheim-Santa Ana- 
Garden Grove, California metropolitan 
area /, 82-5972 

Area wage survey. Asheville, N.C. /, 82- 
5988 

Area wage survey. Atlantic City, N.J. /, 
82-5989 

Area wage survey. Augusta, Ga.-S.C. /, 
82-5990 

Area wage survey. Biloxi-Gulfport and Pas- 
cagoula-Moss Point, Miss. /, 82-5991 

Area wage survey. Birmingham, Ala. /, 
82-5992 

Area wage survey. Buffalo, New York, 
metropolitan area /, 82-5976 

Area wage survey. Charleston-North 
Charleston-Walterboro, S.C. /, 82-5994 

Area wage survey. Charlotte-Gastonia, 
N.C. /, 82-5993 

Area wage survey. Cheyenne, Wyo. /, 82- 
5995 

Area wage survey. Columbia-Sumter, S.C. 
/, 82-6022 

Area wage survey. Columbus, Ga.-Ala. /, 
82-6002 





April 1982 
Area wage survey. Columbus, Miss. /, 82- 
5996 


Area wage survey. Columbus, Ohio, metro- 
politan area /, 82-5969 

Area wage survey. Connecticut /, 82-6051 

Area wage survey. Duluth-Superior, Minn.- 
Wis. /, 82-5997 

Area wage survey. El Paso- 0- 
Las Cruces, Tex.-N. Mex. /, 82-5998 

Area wage survey. Eugene-Springfield, 
Medford, Oreg. /, 82-5999 

Area wage survey. Fayetteville, N.C. /, 
82-6000 

Area wage survey. Fort Wayne, Ind. /, 
82-6001 

Area wage survey. Gary-Hammond-East 

, Indiana, metropolitan area /, 

82-5974 

Area wage survey. Goldsboro, N.C. /, 
6003 

Area wage survey. Indianapo 
metropolitan area /, 82-5971 

Area wage survey. Knoxville, Tenn. /, 82- 
6004 


82- 


Area wage survey. Lima, Ohio /, 82-6005 
Area wage survey. Louisville, Kentucky- 
Indiana, metropolitan area /, 82-5975 
Area wage survey. Lower eastern shore, 

Md.-Va.-Del. /, 82-6052 
Area wage survey. Memphis, Tennessee- 


Arkansas-Mississippi, metropolitan area /, 
82-5970 


Area wage survey. Meridian, Miss. /, 82- 
6006 


Area wage survey. Middlesex, Monmouth, 
and Ocean counties, N.J. /, 82-6007 

Area wage survey. Mobile-Pensacola- 
Panama City, Ala.-Fla. /, 82-6008 

Area wage survey. Montana /, 82-6053 

Area wage survey. Montgomery, Ala. /, 
82-6009 

Area wage survey. Nashville-Davidson, 
Tenn. /, 82-6010 

Area wage survey. New Hampshire /, 82- 
6054 


Area wage survey. North Dakota /, 82- 
6057 


Area wage survey. Northern New York /, 
82-6055 

Area wage survey. Northwest Texas /, 
82-6056 

Area wage survey. Orlando, Fla. /, 82- 
6011 

Area wage survey. Oxnard-Simi Valley- 
Ventura, Calif. /, 82-6012 

Area wage survey. Peoria, Ill. /, 82-6013 

Area wage survey. Phoenix, Ariz. /, 82- 
6014 

Area wage survey. Raleigh-Durham, N.C. / 
, 82-6015 

Area wage survey. Saginaw, Michigan, 
metropolitan area /, 82-5973 

Area wage survey. Salt Lake City-Ogden, 
Utah, metropolitan area /, 82-5977 

Area wage survey. Santa Barbara-Santa 
Maria-Lompoc, Calif. /, 82-6016 





Avionics and controls research and technology / 
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Area wage survey. Selma, Ala. /, 82-6018 


Area wage survey. Shreveport, La. /, 82- 
6019 


Area wage survey. South Dakota /, 
6058 


Area wage survey. Springfield, Ill. /, 
6020 


82- 


82- 
82- 


Area wage survey. Stockton, Calif. /, 
6021 


Area wage survey. Tacoma, Wash. /, 
6023 

Area wage survey. Tampa-St. Petersburg, 
Fla. /, 82-6024 

Area wage survey. Topeka, Kan. /, 
6025 

Area wage survey. Tulsa, Okla. /, 82-6026 

Area wage survey. Upper Peninsula, Mich. 
/, 82-6027 

Area wage survey. Vallejo-Fairfield-Napa, 
Calif. /, 82-6028 

Area wage survey. Virgin Islands of the 

U.S. /, 82-6059 

Area wage survey. Waco and Killeen- 
Temple, Tex. /, 82-6029 


Area wage survey. Waterloo-Cedar Falls, 
Iowa /, 82-6030 


Area wage survey. West Virginia /, 82- 
6060 


82- 


82- 


82- 


Area wage survey. Yakima-Richland- 
Kennewick-Pendleton, Wash.-Oreg. /, 
82-6031 

Area wage survey. The Los Angeles-Long 
Beach and Anaheim-Santa Ana-Garden 
Grove, California, metropolitan area, 
82-5972 

Area wage survey. The Salt Lake City, 
Utah, metropolitan area, 82-5977 

Arizona strip wilderness, environmental 
impact statement /, 82-5782 

Armed Forces., 82-5575 

The army needs to improve individual sol- 
dier training in its units : report to the 
Congress /, 82-5483 

The army needs to improve individual sol- 
dier training in its units : report to the 
Congress summary /, 82-5452 

Army technical and field manuals., 
5585 

Arsenic, nitrate, iron, and hardness in 
ground water, Chena Ridge vicinity, 
Fairbanks, Alaska /, 82-5829 

Art and artists, 82-5559 

Aseptic bone necrosis among U.S. Navy 
divers : survey of 934 nonrandomly se- 
lected personnel /, 82-5101 

Assessing therapeutic environment for 
active psychiatric treatment settings /, 
82-5773 

Assessment of methods for evaluating ade- 
quacy of physical protection systems /, 
82-6678 

An Assessment of state and community 
highway safety programs, FY 1975-FY 
1979 /, 82-6509 
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An assessment of the U.S. mirror fusion 
program : report of the 1980 Mirror 
Senior Review Panel, February 1980 /, 
82-5197 

Assuring the availability of funds for de- 
commissioning nuclear facilities /, 82- 
6621 

ATARS implementation tradeoff study /, 
82-6438 

ATC accommodation of fuel conservative 
turbojet operations /, 82-6436 

An atlas of basic transmission loss for 125 
MHZ-15.5 GHZ /, 82-6465 

Atlas of gull and tern colonies : North 
Carolina to Key West, Florida (including 
pelicans, cormorants and skimmers) /, 
82-5922 

Atomic energy and nuclear power., 
5601 

Attempts to correct swimming errors /, 
82-5112 

Attention and task complexity as indicated 
by physiological indices /, 82-5165 

Attenuation of sound in a low Mach 
number nozzle flow /, 82-6110 

An attitude predictor/target selector /, 
82-4640 

Attorneys working for people., 82-5665 

Authorization of coastwise trading privi- 
leges to the vessel “Capt Tom” : report 
(to accompany H.R. 1797) (including cost 
estimate of the Congressional Budget 
Office)., 82-6578 

Authorization to secretary of the Army to 
return certain works of art to the Federal 
Republic of Germany : report (to accom- 
pany H.R. 4625) (including cost estimate 
of the Congressional Budget Office)., 
82-6585 

Automated data 
manual., 82-4465 

Automatic and continuous transducer drift 
compensator for end point detection sys- 
tems /, 82-5882 

Automatic data telec« 
operator., 82-4891 

Automatic traffic advisory and resolution 
service (ATARS) multi-site algorithms /, 
82-6466 

The Automation of nuclear power plants /, 
82-5214 

Automotive applications of composite mate- 
rials /, 82-6499 

The Availability of German nuclear power 
plants in international comparison /, 82- 
5213 

Availability of nuclear power plants of the 
world in 1976 /, 82-5216 

Aviation /, 82-4952 

Avionics and controls research and technol- 
ogy /, 82-6129 
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Avionics maintenance training : relative effectiveness of 6883 simulator and actual 
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fectiveness of 6883 simulator and actual 


equipment : test and evaluation plan /, 
82-5159 
AWOL and the consequences., 


Background information on national and re- 
gional hydrocarbon emission from marine 
terminal transfer operation /, 82-5244 

Background materials relating to Office of 
Inspector General, Department of Health 
and Human Services efforts to combat 
fraud, waste, and abuse /, 82-6732 

Background notes, Tanzania /, 82-6218 

Background notes, U.S.S.R. /, 82-6219 

Background notes, Upper Volta /, 82-6220 

Balancing the budget : hearing before the 
Subcommittee on the Constitution of the 
Committee on the Judiciary, United 
States Senate, Ninety-seventh Congress, 
first session, on S.J. Res. 58, Phoenix, 
Ariz., May 29, 1981., 82-6861 

Bald Eagle Creek and Little Juniata River 
channel improvement project : hydraulic 
model investigation /, 82-5004 

Banking offices operating on DLA-con- 
trolled installations (RCS DD- 
COMP(AR)1253) /, 82-4783 

Banks and banking., 82-5573 

Battalion command group performance in 
simulated combat /, 82-4943 

Batteries for energy storage., 82-5201 

A Bayesian method for evaluating trainee 
proficiency /, 82-4937 

Bearingless tail rotor loads and stability /, 
82-5076 

Behavior of a nine-rod fuel assembly during 
power-cooling-mismatch conditions : re- 
sults of test PCM-5 /, 82-6649 

Behavior of arsenic in a static bed during 
roasting of copper smelter feed /, 82- 
5855 

Behavior of construction adhesives under 
long-term load /, 82-4367 

Behavioral reliability program for the nu- 
clear industry /, 82-6693 

Benefication of a hematitic taconite by re- 
duction roasting, magnetic separation, 
and flotation /, 82-5886 

Beneficiation of potential platinum 
sources from southeastern Alaska /, 
5867 

Benefit-cost guidelines : rail branch 
continuation assistance program /, 
6346 

Benin., 82-6191 

Bentonite-bonded rammed olivine 
zircon molds for titanium casting /, 
5897 

Better administration of the military’s arti- 
cle 15 punishments for minor offenses is 
needed : report to the Secretary of De- 
fense U.S. General Accounting Office., 
82-5480 
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Bibliography of geology and hydrology, 
southwestern New Mexico /, 82-5804 
Bibliography of medical reviews /, 82- 
5747 

A Bibliography of publications in the NBS 
Electromagnetic Fields Division /, 82- 
4616 

Bibliography of reports by U.S. Geological 
Survey personnel pertaining to under- 
ground nuclear testing and radioactive 
waste disposal at the Nevada Test Site, 
and radioactive waste disposal at the 
WIPP Site, New Mexico, January 1, 
1979, to December 31, 1979 /, 82-5834 

Bibliography on disposal of mine and clean- 
ing plant refuse /, 82-5293 

Bibliography on grouting /, 82-5013 

Bicycle transportation for energy conserva- 
tion /, 82-6258 

Bighorn Mountains, Wyoming., 82-5932 

Biochemical studies of the Potomac estu- 
ary—summer 1978 /, 82-5239 

Biological effects of ultrasound and their 
relevance to the establishment of safety 
standards for the exposure of divers to 
intense ultrasound /, 82-5118 

Biology and control of insect and related 
pests of beef cattle /, 82-5304 

Biology and control of insect and related 
pests of horses /, 82-5305 

Biology and control of insect and related 
pests of sheep /, 82-5306 

A Bird of fire : Kirtland’s warbler., 
4302 

BIRP : software for interactive search and 
retrieval of image engineering data /, 
82-6115 

Black-footed ferret surveys on seven coal 
occurrence areas in Wyoming : February- 
September 1979 : final report 1980 /, 
82-5925 

Boarding home fires : New Jersey : hearing 
before the Select Committee on Aging, 
House of Representatives, Ninety-seventh 
Congress, first session, March 9, 1981, 
Keansburg, N.J., 82-6741 

Breast cancer : we’re making progress 
every day., 82-5684 

Breath alcohol sampling simulator (BASS) 
for qualification testing of breath alcohol 
measurement devices /, 82-4607 

Bridger-Teton National Forest, travel plan, 
Bridger Division (east) /, 82-4320 

Bridger-Teton National Forest, travel plan, 
Bridger Division (west) /, 82-4322 

Bridger-Teton National Forest, travel plan, 
Teton Division /, 82-4321 

Briefing guide., 82-6456 

The buckling analysis of imperfection sensi- 
tive shell structures / Johann Arbocz and 
Charles D. Babcock, Jr., 82-6117 

Budget allocation for the endowments for 
the arts and humanities, and museums and 
libraries : hearings before the Subcommit- 
tee on Postsecondary Education of the 
Committee on Education and Labor, 
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House of Representatives, Ninety-seventh 
Congress, first session, hearings held in 
Washington, D.C., on February 25 and 
New York, N.Y., on March 2, 1981., 82- 
6788 

Budget in brief, 82-6188 

Budget of the U.S. Government, 82-6186, 
82-6187, 82-6570, 82-6571 

The budget of the United States Govern- 
ment., 82-6186, 82-6187, 82-6570, 
82-6571 

The budget of the United States Govern- 
ment. Appendix., 82-6186, 82-6571 

Budget of the United States Government. 
Appendix (Dept. ed.), 82-6186 

Budget of the United States Government. 
Appendix (Doc. ed.), 82-6571 

Budget of the United States Government 
(Dept. ed.), 82-6187 

Budget of the United States Government 
(Doc. ed.), 82-6570 

Buffalo, New York, metropolitan area, 82- 
5976 

Building science series., 82-5577 

Bureau of Land Mangement publications., 
82-5624 

Bureau of Reclamation, Concrete Labora- 
tory : fifty years., 82-5844 

Bureau of Reclamation publications., 
5622 

Bus Regulatory Reform Act of 1981 : 
report (to accompany H.R. 3663) (includ- 
ing cost estimate of the Congressional 
Budget Office)., 82-6591 

Business and business management., 
5522 

Buy economically 
82-4299 

Buying national forest timber., 82-4309 

BWR refill-reflood program task 4.7 : 
model development task plan /, 82-6690 
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Calculation of geostationary satellite foot- 
prints for certain idealized antennas /, 
82-4694 

Calendar of federal regulations., 82-6721 

Calibration of a 90 V-notch weir using pa- 
rameters other than upstream head /, 
82-5260 

The Cambodian incursion /, 

Canada., 82-5638 

The capabilities and limitations of auger 
sputter profiling for studies of semicon- 
ductors /, 82-4606 

Capacity charts for the hydraulic design of 
highway culverts /, 82-6306 

Cape Perpetua auto tour., 82-4315 

Carbon fiber risk analysis., 82-6131 

Carboxyhemoglobin levels during a subma- 
rine patrol /, 82-5104 

Care and disorders of the eyes., 
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Care for the retarded, 1981 : hearings 
before the Subcommittee on the Handi- 
capped of the Committee on Labor and 
Human Resources, United States Senate, 
Ninety-seventh Congress, first session, on 
oversight on the effects of 
deinstitutionalization of mentally retarded 
citizens, April 14 and 15, 1981, Hartford, 
Conn., 82-6877 

Career criminal program national evalua- 
tion : final report /, 82-5955 

Careers : Federal Crop Insurance Corpora- 
tion., 82-4456 

Case studies in private/public cooperation 
to revitalize America : report of the Joint 
Economic Committee, Congress of the 
United States together with supplemen- 
tary and additional views., 82-6780 

A catalog of directories of computer soft- 
ware applications., 82-4620 

Catalog of educational captioned films for 
the deaf /, 82-5229 

Census of agriculture (1978), 82-4524 

Census of mineral industries (1977), 
4598 

Central administrative offices and auxil- 
iaries., 82-4600 

The centralized development center and the 
Target computer system : hearing before 
the Subcommittee on Oversight and In- 
vestigations of the Committee on Veter- 
ans’ Affairs, House of Representatives, 
Ninety-seventh Congress, first session, 
October 7, 1981., 82-6908 

Ceramic mold inserts for use in ferrous die- 
casting /, 82-5871 

Ceremonies of the Pawnee /, 82-6235 

Certification/enforcement analysis : energy 
efficiency standards for consumer prod- 
ucts /, 82-5203 

Certification, pilots and flight instructors., 
82-6393 

CFR. 7, Agriculture, 82-5654 

CFR. 29, Labor, 82-5655 

CFR. 32, National defense, 82-5656, 82- 
5657, 82-5658, 82-5659, 82-5660 

CFR. 46, Shipping, 82-5661 

Changes in farm production and efficiency, 
82-4290 

Changes in the oxygen-hemoglobin disso- 
ciation curve and time of useful function 
at hypobaric pressures in rats after chron- 
ic oral administration of propranolol /, 
82-6454 
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Characteristics of the parole population, 


1978., 82-5959 

Characterization and beneficiation of phos- 
phate-bearing rocks from northern Michi- 
gan /, 82-5876 

Chattooga National Wild and Scenic River, 
Georgia, North Carolina, South Caroli- 
na., 82-4323 

Checking the net contents of packaged 
goods /, 82-4612 

Checklist ecology : a guide for Gila Nation- 
al Forest., 82-4362 





A checklist of common plants of selected 
areas in the Nantahala National Forest, 
North Carolina /, 82-4374 

Chemical /, 82-4962 

Chemical quality of ground water on Cape 
Cod, Massachusetts /, 82-5803 

Cherokee National Forest, Tennessee : off- 
road vehicle use map /, 82-4325 

Child protection in military communities /, 
82-5776 

Child restraint systems for civil aircraft /, 
82-6449 

China., 82-5647 

Chronic neurological sequelae of acute or- 
ganophosphate pesticide poisoning : a 
case-control study, final report., 82-5329 

City of Spokane combined sewer overflow 
abatement project : draft environmental 
impact statement /, 82-5286 

Civil Aeronautics Board publications., 
5595 

Civil land remote sensing systems : joint 
hearings before the Subcommittee on 
Space Science and Applications of the 
Committee on Science and Technology, 
House of Representatives, and the Sub- 
committee on Science, Technology, and 
Space of the Committee on Commerce, 
Science and Transportation, United 
States Senate, Ninety-seventh Congress, 
first session, July 22, 23, 1981., 82-6901 

Civil rights acts of 1957, 1960, 1964, 1968 
(as amended through the end of the 96th 
Congress) : Voting Rights Act of 1965 
(as amended through the end of the 96th 
Congress) /, 82-6852 

Civil rights and equal opportunity., 82- 
5604 

Civil servants and contract employees : 
who should do what for the federal gov- 
ernment? : Summary /, 82-5485 

Classification of intact stability standards 
for dynamically supported craft / pre- 
pared for U.S. Department of Transpota- 
tion, United States Coast Guard, Office 
of Research and Development., 82-6476 

Classification of the superfamily Sesioidea 
(Lepidoptera:Ditrysia) /, 82-6226 

Closed loop models for analyzing engineer- 
ing requirements for simulators /, 82- 
6103 

Closeout costs, Clinch River breeder reac- 
tor project : hearing before the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-seventh 
Congress, first session, May 11, 1981., 
82-6894 

Coal liquefaction., 82-5759 

Coastal flood of February 7, 1978, in 
Maine, Massachusetts, and New Hamp- 
shire /, 82-5802 

Code of federal regulation. 7, Agriculture., 
82-5654 

Code of federal regulations. 29, Labor., 
82-5655 
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A comparison of the V/STOL handling qualities of the VAK-191B with requirements of 


Code of federal regulations. 32, National 
defense., 82-5656, 82-5657, 82-5658, 
82-5659, 82-5660 

Code of federal regulations. 46, Shipping., 
82-5661 

Code of the laws of the United States of 
America of a general and permanent 
character. Supplement, 82-6602, 82- 
6603 

Cohutta Wilderness, Chattahoochee and 
Cherokee National Forests, Georgia and 
Tennessee /, 82-4324 

Collection and interpretation of Level 1 IR 
and LRMS data /, 82-5291 

Colleges and universities, 82-5233 

Colorado wilderness map, National Forests, 
Colorado /, 82-4326 

Columbus, Ohio, metropolitan area, 82- 
5969 

Comanche Peak Steam Electric Station, 
Units 1 and 2, auxiliary feedwater system 
reliability study evaluation /, 82-6712 

Combustion of drops and sprays of no. 2 
diesel oil and its emulsions with water 
and methanol., 82-6276 

Come on back!, 82-5083 

Commercial and industrial storage of distil- 
late and gasoline : a study required by 
section 241 of the Emergency Energy 
Conservation Act of 1979 /, 82-5225 

Commercial data sources for transportation 
planning /, 82-6478 

Commerical Fisheries Research and Devel- 
opment Act Amendments : report (to 
acocmpany H.R. 3942) (including cost es- 
timate of the Congressional Budget 
Office)., 82-6584 

Common wetland plants of southeast 
Texas., 82-4977 

Communications with county governments 
/, 82-6290 

Comparative assessment of residential 
energy supply systems that use fuel cells : 
(executive summary) /, 82-5264 

A comparative synopsis of model atmos- 
pheres for 1954, 1958, 1962, and 1976 
below 47 kilometers /, 82-4631 

Comparison between the strengths of undis- 
turbed and reconstituted sands from Nii- 
gata, Japan /, 82-5007 

Comparison of COMPARE/RELAP3 sub- 
compartment calculations with Battelle- 
Frankfurt C-Series test results /, 82- 
6701 

Comparison of fission-gas release and me- 
chanical behavior during transient nucle- 
ar and electrical heating of light-water- 
reactor fuels /, 82-4643 

A Comparison of methods for evaluating 
network traffic control systems /, 82- 
6313 

A comparison of the V/STOL handling 
qualities of the VAK-191B with require- 
ments of AGARD report 577 and MIL- 
F-83300 /, 82-6143 
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Compendium of HEW evaluation studies., 
82-5666 

Compendium of highway safety question- 
naire items /, 82-6511 

Compendium of research reports., 82-5778 

Compensating and rehabilitating injured 
federal workers : twenty-first report /, 
82-6599 

Competition in the drug industry : hearing 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Energy and Commerce, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, March 10, 1981., 82-6806 

A compilation of ground water quality data 
for Kentucky /, 82-5832 

Comprehensive oil shale legislation : hear- 
ing before the Subcommittee on Energy 
and Mineral Resources of the Committee 
on Energy and Natural Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 1032 ... S 
1383 ... S 1484 ... July 23, 1981., 82-6797 

Comptroller /, 82-4960 

Computational techniques for solar wind 
flows past terrestrial planets : theory and 
computer programs /, 82-6102 

Computer assisted area source emissions 
(CAASE) gridding procedure (revised) : 
UNIVAC 1110/EXEC 8 version user’s 
manual /, 82-5253 

Computer image generation : improved 
edge utilization study /, 82-5153 

Computer image generation imagery im- 
provement : circles, contours, and texture 
/, 82-5180 

A computer program to generate equations 
of motion matrices, L217 (EOM)., 82- 
6095 

Computerized algorithms : evaluation of ca- 
pability to predict graduation from Air 
Force training /, 82-5171 

A computerized process control system for 
the ORR-PSF irradiation experiment /, 
82-6928 

CONAN : an LMFBR containment re- 
sponse computer code /, 82-6656 

Concepts of Air Force leadership /, 82- 
5142 

Conceptual study of handicapped facilities 
for new subway station designs : final 
report /, 82-6485 

Conclusions and recommendations on em- 
ployment security administrative financ- 
ing /, 82-6727 

Conference on Child Passenger Protection 
/, 82-6507 

Conference on Microbiological Processes 
Useful in Enhanced Oil Recovery : final 
report, August 29,—September 1, 1979, 
San Diego, California /, 82-5189 

Conference on Mycotoxins in Animal Feeds 
and Grains Related to Animal Health, 
June 13, 1980 /, 82-5751 

Congress., 82-5602 

Congress cannot rely on the military serv- 
ices’ reported real property maintenance 
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and repair backlog data : Fi nt Boag 
Chairman, Committee on 
United States Senate /, Py om 


Congressional budget , 82-5207, 
82-5208, 82-5209, 82-5210, 82-5211 
Conservation : the farmer’s edge in 
today’s economy., 82-4387 

Consolidated federal supply catalog identifi- 
cation list. FSC 1000. Weapons micro- 
form, 82-4785 

Consolidated federal supply catalog identifi- 
cation list. FSC 1200. Fire control equip- 
ment microform, 82-4786 

Consolidated federal supply catalog identifi- 
cation list. FSC 1400. Guided missiles mi- 
croform, 82-4787 

Consolidated federal supply catalog identifi- 
cation list. FSC 1610, 1615, 1620, 1630. 
Aircraft components and accessories mi- 
croform., 82-4874 

Consolidated federal supply catalog identifi- 
cation list. FSC 1650. Aircraft hydraulic, 
vacuum, and de-icing system components 
microform, 82-4788 

Consolidated federal supply catalog identifi- 
cation list. FSC 1670. Parachutes; aerial 
pick up, delivery, recovery systems; and 
cargo tie down equipment microform, 
82-4789 

Consolidated federal supply catalog identifi- 
cation list. FSC 1680. Miscellaneous air- 
craft accessories and components micro- 
form., 82-4790 

Consolidated federal supply catalog identifi- 
cation list. FSC 1700. Aircraft launching, 
landing, and ground handling equipment 
microform, 82-4791 

Consolidated federal supply catalog identifi- 
cation list. FSC 1800. Space vehicles mi- 
croform, 82-4792 

Consolidated federal supply catalog identifi- 
cation list. FSC 1900. Ships, small craft, 
pontoons, and floating docks microform, 
82-4793 

Consolidated federal supply catalog identifi- 
cation list. FSC 2400. Tractors micro- 
form, 82-4794 

Consolidated federal supply catalog identifi- 
cation list. FSC 2500. Vehicular equip- 
ment components microform, 82-4795 

Consolidated federal supply catalog identifi- 
cation list. FSC 2600. Tires and tubes mi- 
croform, 82-4796 

Consolidated federal supply catalog identifi- 
cation list. FSC 2835. Gas turbines and 
jet engines, except aircraft; and compo- 
nents - saeco 82-4797 

Consolidated federal supply catalog identifi- 
cation list. FSC 2910. Engine fuel system 
components, non-aircraft microform, 82- 
4798 

Consolidated federal supply catalog identifi- 
cation list. FSC 2915. Engine fuel system 
components, aircraft microform, 82- 
4799 

Consolidated federal supply catalog identifi- 
cation list. FSC 2920. Engine electrical 
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system components, non-aircraft micro- 
form, 82-4800 

Consolidated federal supply catalog identifi- 
cation list. FSC 2925. Engine electrical 
system components, aircraft microform, 
82-4801 

Consolidated federal supply catalog identifi- 
cation list. FSC 2930. Engine cooling 
system components, non-aircraft micro- 
form, 82-4802 

Consolidated federal supply catalog identifi- 
cation list. FSC 2935. Engine cooling 
system components, aircraft microform, 
82-4803 

Consolidated federal supply catalog identifi- 
cation list. FSC 2940. Engine air and oil 
filters, strainers, and cleaners, non-aircraft 
microform, 82-4804 

Consolidated federal supply catalog identifi- 
cation list. FSC 2945. Engine air and oil 
filters, strainers and cleaners, aircraft mi- 
croform, 82-4805 

Consolidated federal supply catalog identifi- 
cation list. FSC 2950. Turbosuper char- 
gers microform, 82-4806 

Consolidated federal supply catalog identifi- 
cation list. FSC 2990. Miscellaneous 
engine accessories, non-aircraft micro- 
form, 82-4807 

Consolidated federal supply catalog identifi- 
cation list. FSC 3010. Torque converters 
and speed changers microform, 82-4808 

Consolidated federal supply catalog identifi- 
cation list. FSC 3020. Gears, pulleys, 
sprockets, and transmission chain micro- 
form, 82-4809 

Consolidated federal supply catalog identifi- 
cation list. FSC 3030. Belting, drive belts, 
fan belts and accessories microform, 82- 
4810 

Consolidated federal supply catalog identifi- 
cation list. FSC 3040. Miscellaneous 
power transmission equipment micro- 
form, 82-4811 

Consolidated federal supply catalog identifi- 
cation list. FSC 3110. Bearings, antifric- 
tion, unmounted microform, 82-4812 

Consolidated federal supply catalog identifi- 
cation list. FSC 3120. Bearings, plain, un- 
mounted microform, 82-4813 

Consolidated federal supply catalog identifi- 
cation list. FSC 3130. Bearings, mounted 
microform, 82-4814 

Consolidated federal supply catalog identifi- 
cation list. FSC 3200. Woodworking ma- 
chinery and equipment microform, 82- 
4815 

Consolidated federal supply catalog identifi- 
cation list. FSC 3400. Metalworking ma- 
chinery microform, 82-4816 

Consolidated federal supply catalog identifi- 
cation list. FSC 3500. Service and trade 
equipment microform, 82-4817 

Consolidated federal supply catalog identifi- 
cation list. FSC 3600. Special industry 
machinery microform, 82-4818 
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Consolidated federal supply catalog identifi- 
cation list. FSC 4000. Rope, cable, chain 
and fittings microform, 82-4819 

Consolidated federal supply catalog identifi- 
cation list. FSC 4100. Refrigeration, air 
conditioning, and air circulating equip- 
ment microform, 82-4820 

Consolidated federal supply catalog identifi- 
cation list. FSC 4200. Fire fighting, 
rescue, and safety equipment microform, 
82-4821 

Consolidated federal supply catalog identifi- 
cation list. FSC 4300. Pumps and com- 
pressors microform, 82-4822, 82-4823 

Consolidated federal supply catalog identifi- 
cation list. FSC 4400. Furnance, steam 
plant, and drying equipment; and nuclear 
reactors microform, 82-4824 

Consolidated federal supply catalog identifi- 
cation list. FSC 4500. Plumbing, heating, 
and sanitation equipment microform, 82- 
4825, 82-4826 

Consolidated federal supply catalog identifi- 
cation list. FSC 4600. Water purification 
and sewage treatment microform, 82- 
4827 

Consolidated federal supply catalog identifi- 
cation list. FSC 4720. Hose and tubing, 
flexible microform, 82-4828, 82-4829 

Consolidated federal supply catalog identifi- 
cation list. FSC 4730. Fittings and speci- 
alities; hose, pipe, and tube., 82-4830 

Consolidated federal supply catalog identifi- 
cation list. FSC 4810. Valves, powered 
microform, 82-4831 

Consolidated federal supply catalog identifi- 
cation list. FSC 4820. Valves, 
nonpowered microform, 82-4832 

Consolidated federal supply catalog identifi- 
cation list. FSC 4910. Motor vehicle 
maintenance and repair shops specialized 
equipment microform, 82-4833 

Consolidated federal supply catalog identifi- 
cation list. FSC 4920. Aircraft mainte- 
nance and repair shop specialized equip- 
ment microform, 82-4834, 82-4835 

Consolidated federal supply catalog identifi- 
cation list. FSC 4921, 4923, 4925, 4927. 
Torpedo maintenance, depth charges and 
underwater mines, ammunition mainte- 
nance and rocket maintenance checkout 
specialized equipment microform, 82- 
4836, 82-4837 

Consolidated federal supply catalog identifi- 
cation list. FSC 4931, 4933, 4935, 4940, 
4960. Fire control, weapons, guided mis- 
sile, miscellaneous and space vehicle 
maintenance repair specialized equipment 
microform, 82-4838 

Consolidated federal supply catalog identifi- 
cation list. FSC 5110. Hand tools, edged, 
nonpowered microform, 82-4839 

Consolidated federal supply catalog identifi- 
cation list. FSC 5120. Hand tools, non- 
edged, nonpowered microform, 82-4840 





Consolidated federal supply catalog identifi- 
cation list. FSC 5130. Hand tools, power 
driven microform, 82-4841 

Consolidated federal supply catalog identifi- 
cation list. FSC 5133. Drill bits, counter- 
bores, and countersinks microform : hand 
and machine., 82-4842 

Consolidated federal supply catalog identifi- 
cation list. FSC 5136. Taps, dies, and col- 
lets microform : hand and machine., 82- 
4843 

Consolidated federal supply catalog identifi- 
cation list. FSC 5140, 5180. Tool and 
hardware boxes microform : sets, kits, 
and outfits of hand tools., 82-4875 

Consolidated federal supply catalog identifi- 
cation list. FSC 5200. Measuring tools 
microform, 82-4844 

Consolidated federal supply catalog identifi- 
cation list. FSC 5305. Screws microform, 
82-4845, 82-4846 

Consolidated federal supply catalog identifi- 
cation list. FSC 5306. Bolts microform, 
82-4847, 82-4848 

Consolidated federal supply catalog identifi- 
cation list. FSC 5307. Studs microfichm, 
82-4849 

Consolidated federal supply catalog identifi- 
cation list. FSC 5310. Nuts and washers 
microform, 82-4850 

Consolidated federal supply catalog identifi- 
cation list. FSC 5315. Nails, keys, and 
pins microform, 82-4851, 82-4852 

Consolidated federal supply catalog identifi- 
cation list. FSC 5320. Rivets microform, 
82-4853 

Consolidated federal supply catalog identifi- 
cation list. FSC 5325. Fastening devices 
microform, 82-4854 

Consolidated federal supply catalog identifi- 
cation list. FSC 5330. Packing and gasket 
materials microform, 82-4855 

Consolidated federal supply catalog identifi- 
cation list. FSC 5335, 5340. Metal screen- 
ing : miscellaneous hardware microform, 
82-4856, 82-4876 

Consolidated federal supply catalog identifi- 
cation list. FSC 5360. Coil, flat, and wire 
springs microform, 82-4857, 82-4858 

Consolidated federal supply catalog identifi- 
cation list. FSC 5400. Prefabricated struc- 
tures and scaffolding microform, 82- 
4859 

Consolidated federal supply catalog identifi- 
cation list. FSC 5600. Construction and 
building materials microform, 82-4860 

Consolidated federal supply catalog identifi- 
cation list. FSC 5805. Telephone and 
telegraph equipment microform, 82-4861 

Consolidated federal supply catalog identifi- 
cation list. FSC 5820. Radio and televi- 
sion communication equipment, except 
airborne microform, 82-4862 

Consolidated federal supply catalog identifi- 
cation list. FSC 5821. Radio and televi- 
sion communication equipment, airborne 
microform, 82-4863 
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Consolidated federal supply catalog identifi- 
cation list. FSC 5826. Radio navigation 
equipment, airborne microform, 82-4864 

Consolidated federal supply catalog identifi- 
cation list. FSC 5830. Intercommunica- 
tion and public address sytems, except 
airborne microform, 82-4865 

Consolidated federal supply catalog identifi- 
cation list. FSC 5835. Sound recording 
and reproducing equipment microform, 
82-4866 

Consolidated federal supply catalog identifi- 
cation list. FSC 5840. Radar equipment, 
except airborne microform, 82-4867 

Consolidated federal supply catalog identifi- 
cation list. FSC 5841. Radar equipment, 
airborne microform, 82-4868 

Consolidated federal supply catalog identifi- 
cation list. FSC 5950. Coils and trans- 
formers microform, 82-4869 

Consolidated federal supply catalog identifi- 
cation list. FSC 5955. Piezoelectric crys- 
tals microform, 82-4870 

Consolidated federal supply catalog identifi- 
cation list. FSC 5960. Electron tubes and 
associated hardware microform, 82-4871 

Consolidated federal supply catalog identifi- 
cation list. FSC 5962. Microcircuits, elec- 
tronic microform, 82-4872, 82-4873 

Consolidated tribal government programs : 
oversight hearing before the Committee 
on Interior and Insular Affairs, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on consolidated tribal 
government programs, hearing held in 
Washington, D.C., Tuesday, March 31, 
1981., 82-6849 

Consolidation of an iron-base superalloy by 
powder metallurgy techniques /, 82- 
5870 

Constituents of highway runoff /, 82-6328 

Construction progress and _ inspection 
report-airport development aid program., 
82-6424 

Consular functions of the State Department 
: oversight hearing before the Subcom- 
mittee on Immigration, Refugees, and In- 
ternational Law of the Committee on the 
Judiciary, House of Representatives, 
Ninety-seventh Congress, first session, on 
consular functions of the State Depart- 
ment, April 13, 1981., 82-6858 

Consumer Product Safety Commission pub- 
lications., 82-5641 

Consumption in the USSR : an international 
comparison : a study /, 82-6781 

Containment response during degraded core 
accidents initiated by transients and small 
break LOCA in the ZION/Indian Point 
reactor plants /, 82-6710 

Content analysis of mass media coverage of 
Concorde, May 1976-February 1977 /, 
82-6467 

Control and treatment technology for the 
metal finishing industry : sulfide precipi- 
tation /, 82-5332 
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Controlling particulate emissions from coal-fired boilers. 


fired boilers., 82-5249 

Conversion of Warsaw Pact grids to UTM 
grids., 82-4893 

Conveyance of certain national forest lands 
: hearing before the Subcommittee on 
Forestry, Water Resources, and Environ- 
ment of the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-seventh first 
session, on S. 705 ... October 22, 1981., 
82-6754 

Cookbooks and recipes., 82-5544 

Cooling of core debris and the impact on 
containment pressure /, 82-6692 

The Cooperative Extension Service should 
provide farmers with more information 
on farm credit sources : report to the 
Secretary of Agriculture /, 82-5458 

Cooperative Radiation Effects Simulation 
Program : annual progress report for the 
period 1 September 1977-31 August 1978 
/, 82-5135, 82-5136 

Cooperative Radiation Effects Simulation 
Program : semiannual progress report for 
the period 1 March 1977-31 August 1977 
/, 82-5134 

Copper recovery from primary smelter 
dusts /, 82-5868 

Coronado National Forest off road vehicles 
travel guide & map /, 82-4310 

Corporate strategies of automotive manu- 
facturers /, 82-6513 

Corporations in farming /, 82-6921 

Corrosion resistance of materials in the 
aqueous hydrochloric acid environments 


associated with the recovery of aluminum 
from kaolinitic clays /, 82-5879 
Cost analysis for social service agency 


transportation 
82-6479 

The Cost effectiveness of airborne laser hy- 
drography /, 82-4643 

Cost effectiveness of research and develop- 
ment related to railroad electrification in 
the United States /, 82-6351 

Cost evaluation for three federal motor ve- 
hicle standards, FMVSS 203, 204, and 
212 /, 82-6522 

Cost methodology evaluation panel, sum- 
mary statement of work., 82-6611 

Costs and benefits of database management 
: Federal experience /, 82-4610 

The costs and benefits of participations in 
the Treasury’s direct deposit program /, 
82-6238 

Costs of construction time extension in nu- 
clear power plants /, 82-5215 

Counter-intelligence (CI)/human _intelli- 
gence (HUMINT) /, 82-4956 

County business patterns, Arizona, 82- 
4592 

County business patterns, Idaho., 82-4593 

County business patterns, Montana., 82- 
4594 

County business patterns, Nevada. 82- 
4595 
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providers /, 82-6285, 





County business patterns. Pt. 9, Mountain 
states, Arizona, Colorado, Idaho, Mon- 
tana, Nevada, New Mexico, Utah, Wyo- 
ming, 82-4592, 82-4593, 82-4594, 82- 
4595, 82-4596, 82-4597 

County business patterns, Utah., 82-4596 

County business patterns, Wyoming., 82- 
4597 

Coupling motion picture /, 82-5174 

Coupling videorecording /, 82-5175 

Court proceedings and actions of vital in- 
terest to the Congress, 82-6854 

Crabtree Creek, Wake County, North Caro- 
lina, interceptor sewer /, 82-5269 

Crashworthiness design parameter sensitiv- 
ity analysis /, 82-5075 

Credit Deregulation and Availability Act of 
1981 : hearings before the Subcommittee 
on Financial Institutions of the Commit- 
tee on Banking, Housing, and Urban Af- 
fairs, United States Senate, Ninety-sev- 
enth Congress, first session, on S. 963 ... 
and S. 1406 ... July 9, 15, and 21, 1981., 
82-6771 

Credit needs and economic condition of ag- 
riculture in the Northeast : hearings 
before the Subcommittee on Conserva- 
tion, Credit, and Rural Development and 
the Subcommittee on Livestock, Dairy, 
and Poultry of the Committee on Agri- 
culture, House of Representatives, 
Ninety-seventh Congress, first session, 
August 31 and September 1, 1981, Bur- 
lington, Vt., 82-6749 

Crime and punishment in the Army /, 
4949 

Crime prevention through environmental 
design : an operational handbook /, 82- 
5956 

Criminal victimization in the United States 
/, 82-5961, 82-5962 

Criteria for removing traffic signals, techni- 
cal report /, 82-6320 

Criterion development for job performance 
evaluation : proceedings from sympo- 
sium, 23 and 24 June 1977 /, 82-5154 

Critical experiments, measurements and 
analyses to establish a crack arrest meth- 
odology for nuclear pressure vessel steels 
: quarterly report, April - June 1978 /, 
82-6634 ‘ 

Critical heat flux tests of a simulated power 
burst facility rod bundle /, 82-6626 

Cultural resources inventory of the central 
Mojave and Colorado Desert regions, 
California /, 82-5943 

Cultural resources of the California desert, 
1776-1880 : historic trails and wagon 
roads /, 82-5941 

A cultural resources overview of the 
Carson and Humboldt Sinks, Nevada /, 
82-5940 

A cultural resources reconnaissance for the 
Wicomico River (East) Federal Mainte- 
nance Dredging Project /, 82-4975 
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CUMLIQ : evaluation of liquefaction po- 
tential : computer analysis of structures to 
resist earthquake effects., 82-5085 

Cumulative annoyance due to multiple air- 
craft flyovers with differing peak noise 
levels /, 82-6121 

Cumulative index of congressional commit- 
tee hearings (not confidential in charac- 
ter). Supplement., 82-6604 

Cumulative index of congressional commit- 
tee hearings not confidential in character. 
Quadrennial supplement, 82-6604 

The Curation and management of archeo- 
logical collections : a pilot study., 82- 
5951 

Curbside pickup and delivery operations 
and arterial traffic impacts /, 82-6311 

Current business reports. Series BR, Retail 
trade, annual sales, year-end inventories, 
and accounts receivable by kind of retail 
store., 82-4584 

Current business reports. Retail trade, 
annual sales and purchases, year-end in- 
ventories, and accounts receivable by 
kind of retail store, 82-4584 

Current cancer research on animal, tissue, 
chemical and viral supply sources for 
cancer research., 82-5696 

Current Cancer research on avian tumor 
viruses., 82-5705, 82-5723 

Current cancer research on biochemical, 
immunological, and cytological methods 
for diagnosis of cancer., 82-5697 

Current cancer research on breast cancer : 
diagnosis, prognosis, and treatment., 82- 
5708 

Current cancer research on carcinogenic 
substances in food and drugs, and related 
epidemiology., 82-5709 

Current cancer research on clinical aspects 
of leukemias, lymphomas and other lym- 
phoproliferative disorders., 82-5691 

Current cancer research on clinical, preclin- 
ical and basic studies of nervous system 
and related tumors., 82-5693 

Current cancer research on diagnosis and 
treatment of cancer of the lower respira- 
tory tract., 82-5714 

Current cancer research on diagnosis and 
treatment of lung cancer., 82-5686 

Current cancer research on differentiation 
and maturation of normal and neoplastic 
hematopoietic cells., 82-5706, 82-5724 

Current cancer research on effects of 
chemical carcinogens on nucleic acids, 
proteins, and chromosomes., 82-5701, 
82-5718 

Current cancer research on etiology, epide- 
miology, and biology of melanomas and 
other skin cancers /, 82-5702, 82-5719 

Current cancer research on etiology, epide- 
miology, and related biology of cancer of 
the lower respiratory tract., 82-5712 

Current cancer research on gynecologic 
cancer, etiology, epidemiology, clinical 
aspects and related studies., 82-5690 
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Current cancer research on hepatic neo- 
plasms., 82-5711 
Current cancer research on isolation, syn- 


thesis, and 
agents., 82-5721 

Current cancer research on molecular biol- 
ogy of DNA tumor viruses., 82-5688 

Current cancer research on murine tumor 
viruses., 82-5707, 82-5725 

Current cancer research on myeloma pro- 
teins, other paraproteins, myelomas, and 
other monoclonal gammopathies., 82- 
5704, 82-5722 

Current cancer research on neoplasms of 
the urinary tract., 82-5726 

Current cancer research on nitroso com- 
pounds., 82-5710 

Current cancer research on oral and head 
and neck cancer., 82-5695 

Current cancer research on polycyclic aro- 
matic hydrocarbons., 82-5713 

Current cancer research on preclinical and 
clinical studies on diagnosis, prognosis, 
therapy, and immunology of melanomas 
and other skin cancers., 82-5727 

Current cancer research on preclinical ra- 
diologic diagnosis and radiotherapy of 
cancer., 82-5716 

Current cancer research on preclinical stud- 
ies of pharmacokinetics, effectiveness and 
mechanisms of action of anticancer 
drugs., 82-5692, 82-5715 

Current cancer research on radiation car- 
cinogenesis and related radiobiology., 
82-5687 

Current cancer research on radiotherapy, 
nuclear medicine, radiologic diagnosis 
and related techniques., 82-5694 

Current cancer research on role of hor- 
mones in carcinogenesis and related stud- 
ies of hormone receptors., 82-5700 

Current cancer research on selected aspects 
of cancer-related protein, carbohydrate, 
lipid, and other biochemistry., 82-5717 

Current cancer research on selected aspects 
of enzymes in cancer., 82-5698 

Current cancer research on statistics, epide- 
miology, and demography of human 
cancer., 82-5699 

Current cancer research on the relationship 
of viruses to human cancer., 82-5703, 
82-5720 

Current federal aid research. Fish, 82- 
5926, 82-5927 

Current federal aid research report. Fish., 
82-5926, 82-5927 

Current industrial reports. Series MA-23E, 
Men’s and boys’ outerwear., 82-4586 

Current industrial reports. Series MA-23G, 
Underwear and nightwear., 82-4587 

Current industrial reports. Series MA-38Q, 
Selected atomic energy products., 82- 
4588 

Current industrial reports. Series MA-23A, 
Apparel, 82-4586, 82-4587 

Current livestock industry problems : hear- 
ing before the Subcommittee on Live- 


of anticancer 





sion, June 19, 1981, Sioux City, Iowa., 
82-6750 

Current problems in stellar pulsation insta- 
bilities /, 82-6088 

Current research on aviation weather : bib- 
liography /, 82-6108 

Current submarine carbon monoxide and es- 
timated carboxyhemoglobin levels and in- 
terpretation of their possible effects on 
mental performance and health risk /, 
82-5111 

Cyclic strength of undisturbed sands from 
Niigata, Japan /, 82-5008 


D 


Data Management Branch /, 82-5678 

Debris hazards at civil airports., 82-6425 

Debt collection : hearing before the Com- 
mittee on Ways and Means, House of 
Representatives, Ninety-seventh Con- 
gress, first session on H.R. 4613 ... Octo- 
ber 15, 1981., 82-6918 

Decay in wood bridges : inspection and 
preventive & remedial maintenance /, 
82-4319 

December 11, 1980 investigation report of 
the accident at the Princeton Plasma 
Physics Laboratory Tokamak Fusion 
Test Reactor Motor Generator Building., 
82-5199 

Decisions ar 1 orders of the National Labor 
Relations Board., 82-6073 

Decisions of the National Labor Relations 
Board, 82-6073 

Decisions of the United States Merit Sys- 
tems Protection Board., 82-6074 

Decisions to be made in charting future of 
DOD’s assault breaker : report to the 
Congress /, 82-5502, 82-5503 

Decriminalization : administrative adjudica- 
tion /, 82-6514 

Defense needs better system for assuring 
adequate security at reasonable cost on 
U.S. bases : report to the Congress /, 
82-5514 

Defense needs better system for assuring 
adequate security at reasonable cost on 
U.S. Bases : report to the Congress : sum- 
mary /, 82-5515 

Defense standarization and specificiation 
program policies, procedures and instruc- 
tions., 82-4784 

Defense supply and logistics, 82-5623 

Definition of requirements for a perform- 
ance measurement system for C-5 aircrew 
members /, 82-5146 

Demonstration of EIC’s copper sulfate 
process for removal of hydrogen sulfide 
and other trace contaminants from geo- 
thermal steam at turbine inlet tempera- 
tures and pressures /, 82-5204 

Department of Defense Supplemental Au- 
thorization Act, 1981, 82-5662 
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Development of experimental concepts for investigating the strength behavior of 


ea eee 
curity manual., 
aaeuetieraecneiiais’ tetinaaie 
State, the Judiciary, and related agencies 
iation bill, 1982 : report (to ac- 
company H.R. 4169)., 82-6566 
Departments of State, Justice, and Com- 
merce, the Judiciary, and related agencies 
appropriations for fiscal year 1982 : hear- 
ings before a subcommittee of the Com- 
United States 
first 


hearings before the Subcommittee on Fi- 
nancial Institutions Supervision, Regula- 
tion, and Insurance of the Committee on 
Banking, Finance, and Urban Affairs, 
House of ype ag Ninety-seventh 
Congress, first session, on H.R. 4603 ... 
September 30, October 1, 1981., 82-6770 

Depressurization and two-phase flow of 
water containing high levels of dissolved 
nitrogen gas., 82-6170 

Description of S. 732 and present law relat- 
ing to disclosure of tax returns and return 
information for purposes of nontax crimi- 
nal law enforcement : listed for a hearing 
before the Subcommittee on Oversight of 
the Internal Revenue Service of the 
Committee on Finance on November 9, 
1981 /, 82-6906 

Design and analysis of a track compliance 
measurement system /, 82-6360 

Design and experimental results for a Natu- 
ral-Laminar-Flow airfoil for general avi- 
ation application /, 82-6173 

Design for harbor entrance improvements, 
Wells Harbor, Maine : hydraulic model 
investigation /, 82-4995 

Design of urban streets : a training course / 
» 82-6291 

Designated engineering representatives., 
82-6427, 82-6428- 

The determination of vehicular cold and 
hot operating fractions for estimating 
highway emissions /, 82-6299 

Developers & builders : soil surveys can 
help you., 82-4293 

Developing habitability information for the 
design of office environments /, 82-5053 

Development of a HVDC prototype break- 
er: final report /, 82-5196 

Development of a low cost anti-lock brake 
system for small motorcycles /, 82-6520 

Development of a new wringer for the 
zero-relative-velocity belt skimmer /, 
82-6469 

Development of a NiCad battery interface 
unit /, 82-5079 

Development of criteria to designate routes 
for transporting hazardous materials /, 
82-6321 

Development of a concepts for 
investigating the strength behavior of 
fine-grained cohesive soil in the spacelab/ 
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Development of experimental concepts for investigating the strength behavior of 


space shuttle zero-G environment /, 
6118 

Development of integrated programs for 
aerospace-vehicle design (IPAD), prod- 
uct manufacture interactions with the 
design process /, 82-6104 

Development of recommendations to im- 
prove controls operability /, 82-6512 

Development of WEB pipeline in South 
Dakota : hearing before the Subcommit- 
tee on Conservation, Credit, and Rural 
Development of the Committee on Agri- 
culture, House of Representatives, 
Ninety-seventh Congress, first session, on 
H.R. 4347, September 9, 1981., 82-6752 

Developmental Disabilities Assistance and 
Bill of Rights Act, 1981 : hearing before 
the Subcommittee on the Handicapped of 
the Committee on Labor and Human Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on exami- 
nation of the implementation of the De- 
velopmental Disabilities Bill of Rights 
Act., 82-6866 

Digest of ambient particulate analysis and 
assessment methods /, 82-5309 

Digest of United States practice in interna- 
tional law., 82-6223 

Digital load and voltage control algorithms 
for Yellowtail powerplant /, 82-5852 

Diked disposal area Monroe Harbor at Ster- 
ling State Park, Monroe County, Michi- 
gan : letter report and draft environmen- 
tal impact statement /, 82-5063 

Directories and lists of persons and organi- 
zations., 82-5562 

Directory of Engineering and Manufactur- 
ing District offices., 82-6381 

Directory of on-going research in smoking 
and health, 82-5676 

Directory of research programs /, 82-4363 

Directory, on-going research in smoking 
and health /, 82-5676 

Disability compensation and DIC program : 
hearing before the subcommittee on 
Compensation, Pension, and Insurance of 
the Committee on Veterans’ Affairs, 
House of Representatives, Ninety-seventh 
Congress, first session, October 27, 1981., 
82-6911 

Disarmament and arms control., 82-5572 

Disassembly phase energetics : an examina- 
tion of the impact of SIMMER models 
and assumptions /, 82-6644 

Disaster preparedness and civil defense., 
82-5617 

The Discrete address beacon system, air 
traffic control radar beacon system, 
ATCRBS IFF Mark XII system perform- 
ance prediction model /, 82-6463 

Disparities still exist in who gets special 
education Committee on Education and 
Labor, House of Representatives : report 
to the Chairman, Subcommitteee on se- 
lected education /, 82-5496 


Page 1-434 


82- 





ion reactions of small inor- 

ganic radicals in the context of intermedi- 
ate complex formation /, 82-6443 

Distress buoy system analysis /, 82-6472 

Distribution of carbon monoxide and C;- 
C,hydrocarbons in the northeastern por- 
tion of the Bering Sea during the summer 
of 1977 /, 82-5129 

District heating and cooling : hearing 
before the Subcommittee on Energy De- 
velopment and Applications of the Com- 
mittee on Science and Technology, U.S. 
House of Representatives, Ninety-seventh 
Congress, first session, July 23, 1981., 
82-6900 

District Heating/Cogeneration Symposium 
/, 82-5187 

Documentation and analysis of Rock Island 
underseepage data /, 82-4990 

DOE’s enforcement of alleged pricing vio- 
lations by the nation’s major oil compa- 
nies : hearing before a subcommittee of 
the Committee on Government Oper- 
ations, House of Representatives, Ninety- 
seventh Congress, first session, July 9, 
1981., 82-6841 

Domestic wastewater treatment., 82-4879 

Draft EIS/EIR Las Virgenes-Triunfo 
Malibu-Topanga Area Wide Facilities 
Plan /, 82-5280 

Draft environmental impact statement : 
Moon Lake power plant project, units 1 
and 2/, 82-4457 

Draft environmental impact statement (EIS) 
for proposed North Atlantic incineration 
site designation /, 82-5282 

Draft environmental impact statement for 
standards and guidelines : Pacific North- 
west regional plan : Oregon, Washington 
and portions of California and Idaho., 
82-4382 

Draft environmental impact statement for 
the Vistron Petrochemical Complex, Cal- 
houn County, Texas /, 82-5287 

Draft environmental impact statement for 
Willow Bend chemical complex near 
Edgard, Louisiana /, 82-5288 

Draft environmental impact statement on 
the proposed 208 water quality manage- 
ment plan for Martha’s Vineyard /, 82- 
5281 

DRAIN - 2D : inelastic dynamic response : 
computer analysis of structure to resist 
earthquake effects., 82-5084 

Drainage and erosion control : subsurface 
drainage facilities for airfield pavements., 
82-4880 

Drainage and erosion-control structures for 
airfields and heliports., 82-4881 

Drainage areas of selected surface-water 
sites in Florida /, 82-5836 

Driver licensing laws affecting handicapped 
drivers /, 82-6540 

Drug abuse and the American adolescent /, 
82-5769 
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A dual doppler radar study of the urban 
boundary layer : a summary of METRO- 
MEX results /, 82-4630 

A dual Doppler variational objective analy- 
sis as applied to studies of convective 
storms /, 82-4635 

Dual-task interference as a function of cog- 
nitive processing load /, 82-5097 

DYLOFLEX modifications to FLEX- 
STAB., 82-6101 

Dynamic behavior of a beam drag-force an- 
emometer /, 82-6161 

A Dynamic model of the urban process., 
82-6280 


E 


The early retirement myth : why men retire 
before age 62: a report /, 82-6744 

East/West economic relations : hearing 
before the Subcommittee on International 
Economic Policy of the Committee on 
Foreign Relations, United States Senate, 
Ninety-seventh Congress, first session, 
September 16, 1981., 82-6832 

The Easter offensive of 1972 /, 82-5066 

Ecological studies of one channelized and 
two unchannelized wooded coastal 
swamp streams in North Carolina /, 82- 
5915 

Economic analysis of future civil air navi- 
gation systems., 82-6432 

The Economic and budget outlook : an 
update /, 82-6920 

Economic Development 
publications., 82-5633 

The economic future of metropolitan Mil- 
waukee : hearings before the Joint Eco- 
nomic Committee, Congress of the 
United States, Ninety-seventh Congress, 
first session, October 8 and 9, 1981., 82- 
6785 

Economic growth through energy efficien- 
cy : hearing before the Subcommittee on 
Energy Conservation and Power of the 
Committee on Energy and Commerce, 
House of Representatives, Ninety-seventh 
Congress, first session, on a study entitled 
“Building a sustainable future” by the 
Solar Energy Research Institute, May 20, 
1981., 82-6815 

Economic indicators of the farm sector. 
Production and efficiency statistics /, 
82-4290 

Economic outlook for the second budget 
resolution : hearings before the Commit- 
tee on the Budget, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, September 10, 21, 22, 23, 25, and 
October 1, 1981., 82-6773 

An Economic study of the radionuclides 
industry /, 82-6689 

Education directory. Local education agen- 
cies., 82-5234 

Education directory, colleges & universities 
/, 82-5233 


Administration 
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ae directory, higher education, 82- 

Education directory. Public school systems, 
82-5234 

The educational effectiveness of graphic 
displays for computer assisted instruction 
/, 82-4939 

Educational statistics. 82-5520, 82-5551 

Effect of a zero g environment on flamma- 
bility limits as determined using a stand- 
ard flammability tube apparatus /, 82- 
6113 

Effect of agricultural land development on 
drainage waters in the North Carolina 
Tidewater Region /, 82-5294 

The effect of chlorofluorocarbons on the 
ozone layer : hearing before the Subcom- 
mittee on Toxic Substances and Environ- 
mental Oversight of the Committee on 
Environment and Public Works, United 
States Senate, Ninety-seventh Congress, 
first session, July 23, 1981., 82-6888 

The Effect of economic regulation on fuel- 
use efficiency in private trucking oper- 
ations., 82-6259 

The effect of initial number of tree per acre 
and thinning densities on timber yields 
from red pine plantations in the Lake 
States /, 82-4369 

Effect of neutron-induced background radi- 
ations on thin imaging scintillators /, 
82-6674 

Effect of Reynolds number on stability 
characteristics of a cruciform wing-body 
at supersonic speeds /, 82-6160 

Effect of shear stress on dynamic bulk mo- 
dulus of sand /, 82-5011 

The effect of signal/noise ratio and band- 
width on vehicle indentification, using 
the acoustic sensor /, 82-4947 

The effect of structures and lake level on 
bluff and shore erosion in Berrien 
County, Michigan, 1970-74 /, 82-5030 

The effect of throat contouring on two- 
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the comprehension of distorted speech /, 
82-5109 





Effects of postulated event devices on 
normal operation of piping systems in nu- 
clear power plants /, 82-6698 

Effects of prescribed fire on soil nitrogen 
levels in a cutover Douglas-fir/western 
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Electric/conventional vehicle comparison 
crash test /, 82-6515 

Electric power emergency handbook /, 
82-5228 

Electric utility steam generating units : 
background information for pro; 
SO,zemission standards /, 82-5278, 82- 
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Guidelines for physicochemical character- 
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sources /, 82-5909 

Hanife Frantz : report (to accompany H.R. 
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mittee on Oversight and Investigations of 
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1981., 82-6810 
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rotor blades., 82-6398 

Health planning and regulation : the New 
England experience /, 82-9081 
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: hearing before the Committee on Labor 
and Human Resources, United States 
Senate, Ninety-seventh Congress, first 
session, on S. 799 ... S. 801 ... April 8, 
1981., 82-6870 

Health service support in a communications 
zone., 82-4888 
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82-6762 

Heart and circulatory system., 82-5558 
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Historical antecedents of Soviet terrorism : 
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curity and Terrorism of the Committee 
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rorism, June 11 and 12, 1981., 82-6863 
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land : hearing before the Subcommittee 
on Energy Regulation of the Committee 
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N.H., August 7, 1981., 82-6798 

Hydrogen distribution after a loss-of-cool- 
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lity requirements /, 82-6503 
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Important farmlands, St. Croix County, 
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program : technology review /, 82-6352 
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simulation of vehicle handling /, 82- 
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6312 
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Act., 82-6341 
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ment /, 82-6327 
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equation-of-state experiments on nuclear 
fuels /, 82-6679 

In situ and laboratory determinations of 
shear and Young’s moduli for the Ports- 
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Infant feeding practices : hearing before the 
Subcommittee on Domestic Marketing, 
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Committee on Agriculture, House of 
Representatives, Ninety-seventh Con- 
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gress, first session, June 22, 1981., 
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Influence of shallow structure, and a clay- 
filled Mississippi River channel on details 
of the gravity field at the Reelfoot Scarp, 
Lake County, Tennessee /, 82-6697 

Information for married applicants /, 82- 
6197 

Information on mission and functions of the 
National Bureau of Standards : report /, 
82-5471 

Information on mission and functions of the 
National Bureau of Standards : report : 
summary /, 82-5472 

Information summarization in a corps-level 
scenario /, 82-4950 

Innovative destruction of complex industry 
wastes : auto oxidation of tannery beam- 
house wastewater /, 82-5302 

Inorganic cement for mine roof-bolt grout- 
ing /, 82-5864 

Insects., 82-5533 

Insertion loss of earplugs and earmuffs on 
an artificial head as a function of azimuth 
of the sound source /, 82-5113 

Installation details and maintenance stand- 
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runway and taxiway centerlines., 82- 
6417 

An institutional assessment of the imple- 
mentation and enforcement of the Clean 
Air Act : Houston case study (draft) /, 
82-6615 

Instructional systems development (ISD) in 
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Interest rates and credit availability : hear- 
ing before the Subcommittee on Conser- 
vation, Credit, and Rural Development of 
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Intergovernmental relations., 82-5605 

Interim federal standard 1033 reference 
manual /, 82-4695 

Interim report on the conflict monitoring 
analysis of parallel route spacing in the 
high altitude conus airspace /, 82-6439 

International broadcasting : direct broadcast 
satellites : hearing before a subcommittee 
on the Committee on Government Oper- 
ations, House of Representatives, Ninety- 
seventh Congress, first session, October 
23, 1981., 82-6840 

International coal trade : hearings before 
the Subcommittee on International Eco- 
nomic Policy of the Committee on For- 
eign Relations, United States Senate, 
Ninety-seventh Congress, first session, on 
U.S. competitiveness in international coal 
trade, April 28, 1981., 82-6831 

International mail manual., 82-6181 

International organization headquarters site 
: report (to accompany H.R. 4716) (in- 
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al Budget Office)., 82-6588 

International shortwave broadcasting and 
direct broadcast satellites : Voice of 
America, Radio Free Europe/Radio Lib- 
erty, Radio Marti : twentieth report /, 
82-6598 

Interpreting dynamic surface deflections in 
the granular base layer of the pavement 
structure., 82-6324 

Interview on “Meet the press” 
1981 /, 82-6212 

Introducing SHARE., 


82- 


: March 29, 


82-5948 


Investigation of construction concepts for 
pavements across soft ground /, 82-5006 
Investigation of Senator Harrison A. Wil- 


liams, Jr. : government brief in opposition 
to Senator Williams’ motion to dismiss 
and for a new trial., 82-6819 

Investigation of Senator Harrison S. Wil- 
liams, Jr. : response of Senator Williams 
to report of the Select Committee on 
Ethics, on S. Res. 204., 82-6818 

Investigation of the basic forces involved in 
the adhesion of ice to highway surfaces /, 
82-6275 

Investigation of the crash-impact character- 
istics of advanced airframe structures /, 
82-5082 

Investigation of the effects of inlet shapes 
on fan noise radiation /, 82-6120 

Investigation of the multiple model adaptive 
control (MMAC) method for flight con- 
trol systems /, 82-6112 

Investigation of the strength of association 
between graphic symbology and military 
information /, 82-4938 

Investigation of the use of coal refuse-fly 
ash compositions as highway base course 
material /, 82-6323 

Ionizing radiation category of the suggested 
state regulations for control of radiation / 
, 82-6617 





Irrigation and drainage., 82-5555 

Isabelita Clima Portilla : (to accom- 
pany H.R. 1841)., 82-6582 

The Israeli air strike : hearings before the 
Committee on Foreign Relations, United 
States Senate, Ninety-seventh Congress, 
first session , on the Israeli air strike and 
related issues, June 18, 19, and 25, 1981., 
82-6834 

Issues in the measurement of victimization / 
, 82-5960 

Issues relating to the reauthorization of the 
Older Americans Act : hearing before the 
Subcommittee on Human Resources of 
the Committee on Education and Labor, 
House of Representatives, Ninety-seventh 
Congress, first session, hearings held in 
St. Joseph, Mo., on April 3, 1981., 82- 
6792 


J 


Japanese and American economic policies 
and U.S. productivity : hearings before 
the Subcommittee on Monetary and 
Fiscal Policy and the Subcommittee on 
Trade, Productivity, and Economic 
Growth of the Joint Economic Commit- 
tee, Congress of the United States, 
Ninety-seventh Congress, first session, 
June 23 and July 28, 1981., 82-6783 

A Job with the Forest Service : a guide to 
career opportunities in technical support 
positions., 82-4291 

John Day Fossil Beds Nation! Monument, 
Oregon /, 82-5907 

Joint development : making the real estate- 
transit connection /, 82-6481 

Joint Resolution to Authorize and Request 
the President to Designate September 13, 
1981, as “Commodore John Barry Day.”, 
82-5664 

Joint travel regulations. Volume 2. Depart- 
ment of Defense civilian personnel., 82- 
4715 

Juan Esteban Ramirez : report (to accompa- 
ny S. 167)., 82-6556 

Junior Edmund Moncrieffe : report (to ac- 
company H.R. 688)., 82-6558 

Juvenile criminal behavior and its relation 
to neighborhood characteristics /, 82- 
5954 

Juvenile Justice Amendments of 1980., 
5953 


82- 


K 


Kai-Mee Chen : report (to accompany H.R. 
2010)., 82-6559 
Kampuchean relief 
6207 

Keep our lakes alive., 82-4297 

The Khmer Republic at war and the final 
collapse /, 82-5067 

Kinematic properties of the helicopter in 
coordinated turns /, 82-6164 
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A lightning damage assessment of the U.S. : January 1968 - December 1977 / 


L 


Labor, 82-5655 

Labor literature, index of periodical articles 
/, 82-5968 

Laboratory analysis of pozzolan (fly ash) 
concrete /, 82-5895 

Laboratory evaluation of existing break- 
away structures /, 82-6310 

Laboratory study of annoyance to com- 
bined airplane and road-traffic noise /, 
82-6140 

Lam Son 719 /, 82-5068 


nary 
tivity problems at U.S. ports /, 

Laszlo Revesz : report (to accompany H.R. 
1352)., 82-6574 

Laundry and dry c 
Baltimore, Md. /, 82-6032 

Laundry and dry cleaning wage 
Cleveland, Ohio /, 82-6033 

Laundry and dry cleaning 
New Hampshire /, 82-6034 

Laundry and dry cleaning wage 
North Dakota /, 82-6035 

Laundry and dry cleaning wage survey, 
Providence-Warwick-Pawtucket, R.IL- 
Mass. /, 82-6036 

Laundry and dry cleaning wage survey, 
southeastern Massachusetts /, 82-6038 

Laundry and dry cleaning wage survey, 
southwest Virginia /, 82-6037 

Laundry and dry cleaning wage survey, 
Vermont /, 82-6039 

Law enforcement., 82-5564 

[Laws, etc.], 82-6602, 82-6603, 82-6885 

Leading a back country outing., 82-4307 

Learning strategy training materials : a se- 
lected subset /, 82-5150 

Legislative and review activities of the 
Committee on Interior and Insular Affairs 
of the House of Representatives, 82- 
6549 

Legislative history of the Fair Labor Stand- 
ards Amendments of 1977 /, 82-6868 

Legislative record of the Committee on 
Ways and Means, U.S. House of Repre- 
sentatives along with brief historical and 
other pertinent information concerning 
the Committee., 82-6914 

Liberia, post report /, 82-6221 

Light airplane crash tests at three pitch 
angles /, 82-6141 

Light airplane crash tests at three rolls 
angles /, 82-6139 

Light-water-reactor safety research pro- 
gram : quarterly progress report, January 
- March 1979 /, 82-6646 

Light water reactor safety research pro- 
gram : quarterly report January-March 
1980 /, 82-6668 

A lightning damage assessment of the 
United States : January 1968 - December 
1977 /, 82-6685 
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Line-oriented flight training programs. 
Line-oriented flight 
82-6405 


training programs., 

Linear 8 
L224(QR)., 82-6100 

Liquefied gaseous fuels safety and environ- 
mental control assessment program 
second status report., 82-5194 

List of publications /, 82-6725 

List of publications (United States. Con- 
gress. Office of Technology Assessment), 
82-6725 

Living and fossil brachiopod genera, 1775- 
1979 : lists and bibliography /, 82-6234 

LMFBR accident delineation study : phase 
I final report /, 82-6667 

LMFBR aerosol release and transport pro- 
gram quarterly progress report for April- 
June 1979 /, 82-6648 

Load concentration due to missing members 
in planar faces of a large space truss /, 
82-6147 

Loaded voltage dividers motion picture /, 
82-5178 

Loaded voltage dividers videorecording /, 
82-5179 

Local climatological data. Binghamton, 
New York, annual summary with com- 
parative data., 82-4679 

Local climatological data. Buffalo, New 
York, annual summary with comparative 
data., 82-4680 

Local climatological data. Clayton, New 
Mexico, annual summary with compara- 
tive data., 82-4678 

Local climatological data. Concord, New 
Hampshire, annual summary with com- 
parative data., 82-4675 

Local climatological data. Des Moines, 
Iowa, annual summary with comparative 
data., 82-4662 

Local climatological data. Elko, Nevada, 
annual summary with comparative data., 
82-4670 

Local climatological data. Ely, Nevada, 
annual summary with comparative data., 
82-4671 

Local climatological data. Evansville, Indi- 
ana, annual summary with comparative 
data., 82-4660 

Local climatological data. Fort Wayne, In- 
diana, annual summary with comparative 
data., 82-4661 

Local climatological data. Grand Island, 
Nebraska, annual summary with com- 
parative data., 82-4664 

Local climatological data. Las Vegas, 
Nevada, annual summary with compara- 
tive data., 82-4674 

Local climatological data. Lincoln, Nebras- 
ka, annual summary with comparative 
data., 82-4665 

Local climatological data. Newark, New 
Jersey, annual summary with compara- 
tive data., 82-4676 

Local climatological data. Norfolk, Nebras- 
ka, annual summary with comparative 
data., 82-4666 
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Local climatological data. North Platte, Ne- 
braska, annual summary with compara- 
tive data., 82-4667 

Local climatological data. Reno, Nevada, 
annual summary with comparative data., 
82-4672 

Local climatological data. Santa Maria, 
California, annual summary with com- 
parative data., 82-4657 

Local climatological data. Savannah, Geor- 
gia, annual summary with comparative 
data., 82-4659 

Local climatological data. Scottsbluff, Ne- 
braska, annual summary with compara- 
tive data., 82-4668 

Local climatological data. Shreveport, Lou- 
isiana, annual summary with comparative 
data., 82-4663 

Local climatological data. Syracuse, New 
York, annual summary with comparative 
data., 82-4681 

Local climatological data. Tallahassee, 
Florida, annual summary with compara- 
tive data., 82-4658 

Local climatological data. Trenton, New 
Jersey, annual summary with compara- 
tive data., 82-4677 

Local climatological data. Valentine, Ne- 
braska, annual summary with compara- 
tive data., 82-4669 

Local climatological data. Winnemucca, 
Nevada, annual summary with compara- 
tive data., 82-4673 

Local education agencies, 82-5234 

Lock design, bottom longitudinal filling and 
emptying system /, 82-5024 

LOFT transient (blowdown) critical heat 
flux tests /, 82-6623 

Logic tree troubleshooting aids : organiza- 
tional and intermediate maintenance /, 
82-5166 

Logistics concerns over Navy’s guided mis- 
sile frigate FFG-7 class : report to the 
Congress /, 82-5517 

Logistics concerns over Navy’s guided mis- 
sile frigate FFG-7 class : report to the 
Congress : summary /, 82-5518 

Long-term care and the Older Americans 
Act : impact of administration-proposed 
budget cuts : hearing before the Subcom- 
mittee on Health and Long-Term Care of 
the Select Committee on Aging, House 
of Representatives, Ninety-seventh Con- 
gress, first session, April 29, 1981., 82- 
6743 

Long-term economic planning needed in 
oil- and gas-producing States : report to 
the Congress /, 82-5510 

A Long-term study of produce transporta- 
tion /, 82-6369 

Longshoremen’s and Harbor Workers’ 
Compensation Act Amendments of 1981 : 
hearings before the Subcommittee on 
Labor of the Committee on Labor and 
Human Resources, United States Senate, 
Ninety-seventh Congress,first session, on 
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S. 1182 ... June 16, 17, 23, and October 5, 
1981., 82-6872 

Loran-C correction table : east coast, 5930 
/, 82-4720 

Loran-C correction table 
8970 /, 82-4722 

Loran-C correction table 
U.S.A. 9960 /, 82-4721 

Loran-C correction table 
U.S.A. 7980 /, 82-4723 

Loran-C correction table 
Canada 5990 /, 82-4725 

Loran-C correction table : West Coast, 
U.S.A. 9940 /, 82-4724 

Loran-C table : Canadian east coast /, 82- 
4718, 82-4719 

Loss-of-coolant accident test series—results 
of TC-1 tests /, 82-6681 

Louisville, Kentucky-Indiana, metropolitan 
area, 82-5975 

Low-cost computer-aided instruction/com- 
puter-managed instruction (CAI/CMI) 
system : feasibility study /, 82-5164 

Lower Gila North Planning/EIS Area : 
grazing allotments /, 82-5930 

Lower Monumental Lock & Dam, Lake 
Herbert G. West, Snake River, Washing- 
ton /, 82-4973 

Lyndon B. Johnson National Historical 
Park, Texas /, 82-5904 


: Great Lakes 
Northeast, 
Southeast, 


: west coast, 


M 


Magnitude and chemical quality of base 
flow of Otter Creek, Tongue River, and 
Rosebud Creek, Southeastern Montana, 
October 26-November 5, 1977 /, 82- 
5840 

Maintaining the quality of economic data : 
a study /, 82-6782 

Maintenance and preservation of concrete 
structures /, 82-4981 

Maintenance management /, 82-4965 

Maintenance task identification and analysis 
: Organizational and intermediate mainte- 
nance /, 82-5167 

Maintenance training simulators design and 
acquisition : summary of current proce- 
dures /, 82-5161 

Maintenance training system : 6883 convert- 
er/flight control test station /, 82-5155 

Major County, Oklahoma, soil interpretive 
map, soil potential for surface irrigation, 
soil potential rating /, 82-4453 

Major estate and gift tax issues : hearings 
before the Subcommittee on Estate and 
Gift Taxation of the Committee on Fi- 
nance, United States Senate, Ninety-sev- 
enth Congress, first session., 82-6824 

Major science and technology issues : study 
/, 82-5513 

Making further continuing appropriations 
for the fiscal year ending September 30, 
1982, and for other purposes : conference 





April 1982 


_ (to accompany H.J. 357)., 
Male and female soldiers’ beliefs about the 
” of various jobs for 
women in the Army /, 82-4942 
Mammals and reptiles., 82-5546 
Management improvements in the Immigra- 
tion and Naturalization Service : final 
report /, 82-6185 
Management summary : Facilities Engineer- 
ing Equipment Maintenance System 
(FEEMS) /, 82-5059 
ing the pace of justice : an evaluation 
of LEAA’s court delay-reduction pro- 
grams /, 82-5957 
Manpower effectiveness of the All-Volun- 
teer Force : report to the Congress /, 
82-5484 
Manual of fish culture : section G, fish 
transportation /, 82-5920 
Manual on characteristics of Landsat com- 
puter-compatible tapes produced by the 
EROS data center digital image process- 
ing system /, 82-5797 
Manual on construction management essen- 
tials, 82-6344 
Manual on contract negotiation techniques., 
82-6345 
Manual on the railroad spike industry., 
6347 
Manufacturers’ service documents., 
6386 
Maria Cecilia Gabella-Ossa : report (to ac- 
company H.R. 2342), 82-6583 
Maria Gloria (Joy) C. Villa : report (to 
accompany H.R. 1977)., 82-6575 
Marine and terminal operations /, 82-4964 
Marine biological effects of OCS petroleum 
development : a program review of re- 
search supported under the NOAA Outer 
Continental Shelf Environmental Assess- 
ment Program, November 29-December 
1, 1977 /, 82-4636 
Marine Corps publications., 82-5616 
Marine flora and fauna of the northeastern 
United States : protozoa; 
benthic foraminifera /, 82-4624 
Mark Twain National Forest (Ava Ranger 
District) Missouri, 1976 /, 82-4330 
Mark Twain National Forest (Cassville 
Ranger District) Missouri, 1976 /, 82- 
4329 
Mark Twain National Forest (Frederick- 
town Ranger District), Missouri, 1976 /, 
82-4328 
Mark Twain National Forest (Poplar Bluff 
Ranger District), Missouri, 1976 /, 82- 
4331 
Mark Twain National Forest (Rolla-Hous- 
ton Ranger Districts), Missouri, 1976 /, 
82-4332 
Mark Twain National Forest (Salem-Potosi 
Ranger Districts), Missouri, 1976 /, 82- 
4333 
Mark Twain National Forest (Willow 
Springs Ranger District) Missouri, 1975 / 
, 82-4334 


82- 


82- 


82- 





Mississippi landings, annual summary. 


Mark Twain National Forest (Winona-Don- 
iphan-Van Buren Districts), Mis- 
souri, 1976 /, 82-4335 

Marketing research., 82-5571 

Marking of paved areas on airports., 82- 
6416 

Mass transit., 82-5540 

Mass transit management : a handbook for 
small cities /, 82-6283 

Material development for training for oper- 
ators of speed measuring devices /, 82- 
6530 

Materiel/services management /, 82-4966 

Mathematical and statistical software index 
/, 82-5151 

Mathematical model to correlate frost 
heave of pavements with laboratory pre- 
dictions /, 82-6307 

Mathematics., 82-5521, 82-5529 

Matting and hinging of works of art on 
paper /, 82-6065 

McCurtain County, Oklahoma, soil inter- 
pretive map, soil potential for surface irri- 
gation, soil potential rating /, 82-4452 

Measurement of asbestos air pollution inside 
building sprayed with asbestos /, 82- 
5328 

The measurement of balanced impedances 
with a coaxial transmission line system /, 
82-5173 

Measurements of interference betweem AM 
radios due to local oscillator radiation /, 
82-4696 

Mechanical properties and oxidation and 
corrosion resistance of reduced chromi- 
um 304 stainless steel alloys /, 82-6153 

Medicare reimbursement of HMO’s : hear- 
ing before the Subcommittee on Health 
of the Committee on Finance, United 
States Senate, Ninety-seventh Congress, 
first session, July 30, 1981., 82-6821 

Medicine and medical science., 82-5584 

MEGAI6 - computer program for analysis 
and extrapolation of stress-rupture data /, 
82-6168 


Memphis, Tennessee-Arkansas-Mississippi, 
metropolitan area, 82-5970 


Men’s and boys’ outerwear, 82-4586 

Mental health in deafness : a journal of 
Saint Elizabeths Hospital /, 82-5765 

MESA New York Bight : project expanded 
water column characterization cruise 
(XWCC 17) : NOAA ship George B. 
Kelez, April 1978 /, 82-4648 

MESA New York Bight project : expanded 
water column characterization cruise 
(XWCC 8) : NOAA ship George B. 
Kelez, April 1976 /, 82-4646, 82-4649, 
82-4650, 82-4651, 82-4652) 82-4653, 
82-4654, 82-4655 

MESA New York Bight Project : Winkler 
oxygen data, expanded water column 
characterization cruises (KWCC 2 to 
XWCC 24), NOAA ships Researcher and 
George B. Kelez, 1975-1979 /, 82-4647 

Metallurgy Division., 82-4613 
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Methane drainage study using an under- 
ground pipeline, Marianna mine 58 /, 
82-5890 

A method for assessing the performance of 
a material control and accounting system 
at an operating nuclear fuel processing 
facility : final report, July 1979-July 1980 
/, 82-6687 

Methodology for design of fine-grained 
dredged material containment areas for 
solids retention /, 82-4982 

Methodology to conduct air quality assess- 
ments of national mobile source emission 
control strategies : final report /, 82- 
5308 

Methods for assessment of stream-related 
hazards to highways and bridges /, 82- 
6326 

Methods of entry into the Federal Service / 

82-4934 

Metropolitan Washington airport policy : 
draft environmental impact statement., 
82-6446 

Michael Whitlock : report (to accompany 
S. 555)., 82-6555 

Microwave landing system : transition 
plan., 82-6447 

Microwave ianding system intra-aircraft 
EMC analysis /, 82-6458 

Microzooplankton in the surface waters of 
the Strait of Juan de Fuca /, 82-4622 

Middle East., 82-5643, 82-6194 

The Middle East, outlook for peace : June 
9, 1980 /, 82-6208 

Midsummer fun : beach restoration on the 
lower Great Lakes /, 82-4972 

Migrant and seasonal farmworker housing 
in the United States : hearings before the 
Subcommittee on Housing and Communi- 
ty Development of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-seventh 
Congress, first session., 82-6769 

MILDOS - a computer program for calcu- 
lating environmental radiation doses from 
uranium recovery operations /, 82-6684 

Military readiness, mobilization Planning 
and Civil ness : issues for plan- 
ning /, 82-5516 

Mineral resources of the United States, 82- 
5901 

Minerals and mining., 

Minerals yearbook /, 

Minorities., 82-5523 

Minorities in allied health education : a 
comprehensive summary of the report— 
January 1980 /, 82-5752 

Minutes of the business meetings and hear- 
ings of the Committee on Agriculture, 
House of Representatives (pursuant to 
Committee rule IVf), 82-6731 

Misdemeanor courts., 82-5958 

Missile materiel management /, 82-4961 

Mississippi landings, annual summary., 
4682 


82-5582 
82-5901 


82- 
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The Mississippian and Pennsylvanian (Carboniferous) systems in the U.S. / 


The Mississippian and Pennsylvanian (Car- 
boniferous) systems in the United States / 
, 82-5798 

Mitigation of noise impact via operational 
changes /, 82-5057 

Modal interpolation program, L 215 
(INTERP)., 82-6094 

Model for estimating meteorological pro- 
files from shipboard observations /, 82- 
5126 

A model for radioactive transport in the 
aquatic ecosystem /, 82-6671 

Model regulations and public education for 
rural-suburban pedestrian safety /, 82- 
6524 

Model studies of the Portugues and Bucana 
Rivers channelization, Puerto Rico : hy- 
draulic model investigation /, 82-4992 

Model studies of the Sugar Pine Dam 
energy dissipator /, 82-5854 

Model study of Harry S. Truman Spillway, 
Osage River, Missouri : hydraulic model 
investigation /, 82-5001 

Models of urban settlement and structure as 
dynamic self-organizing systems /, 82- 
6272 

Modification of a commercial atomic ab- 
sorption spectrophotometer for cold- 
vapor determination of mercury /, 82- 
5887 

Modifications to filling and emptying 
system of Lock No. 1, Mississippi River, 
Minneapolis, Minnesota : hydraulic model 
investigation /, 82-5002 

Monetary and fiscal policy : the essential 
linkage : hearing before the Subcommit- 
tee on Monetary and Fiscal Policy of the 
Joint Economic Committee, Congress of 
the United States, Ninety-seventh Con- 
gress, first session, June 12, 1981., 82- 
6786 

Monitoring ground movements near caving 
stopes : methods and measurements /, 
82-5896 

Monitoring taconite process streams with 
thermal neutron capture-gamma ray anal- 
ysis /, 82-5857 

Monoclinal structure and shallow faulting 
of the reelfoot scarp as estimated from 
drill holes with variable spacings /, 82- 
6665 

More precise investigations of the mechani- 
cal characteristics, in the heat affected 
zone, of welded seams on thick-walled 
forged pieces of fine-grained construction 
steel 22 NiMoCr 37 /, 82-6720 

More than a dream : running your own 
business /, 82-6061 

Most borrowers of economic opportunity 
loans have not succeeded in business : 
report to the Congress /, 82-5459 

Most borrowers of economic opportunity 
loans have not succeeded in business : 


report to the Congress : summary /, 82- 
5460 
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Most critical testing still lies ahead for mis- 
siles in theater nuclear modernization : 
report to the Congress /, 82-5506 

Most critical testing still lies ahead for mis- 
siles in theater nuclear modernization : 
report to the Congress : Summary /, 82- 
5507 

Most Federal agencies have 
planning for ADP disasters 
the Congress /, 82-5453 

Most Federal agencies have done 
planning for ADP disasters : report to 
the Congress: summary /, 82-5454 

Motion pictures, films, and audiovisual in- 
formation., 82-5547 

Motor carrier accident investigation : Car- 
dinal Surveys Company and McCaulley 
Independent School district, accident, 
December 8, 1978, Roby, Texas., 82- 
6339 

Motor carrier accident investigation : Cen- 
tral Transport, Inc., accident, March 14, 
1978, near Bethesda, Maryland., 82-6338 

Motorist aid citizens radio service as a wide 
area communication system /, 82-6325 

Mount St. Helens land management plan : 
Cowlitz, Lewis, and Skamania Counties, 
Washington : final environmental impact 
statement /, 82-4381 

Moving and storage wage survey, Balti- 
more, Md. /, 82-6040 

Moving and storage wage survey, Biloxi- 
Gulfport and Pascagoula-Moss Point, 
Miss. /, 82-6041 

Moving and storage wage survey, Charles- 
ton-North Charleston-Walterboro, S.C. /, 
82-6042 

Moving and storage wage survey, Mobile- 
Pensacola-Panama City, Ala.-Fla. /, 82- 
6043 

Moving and storage wage survey, New 
Hampshire /, 82-6044 

Moving and storage wage survey, North 
Dakota /, 82-6046 

Moving and storage wage survey, northern 
New York /, 82-6047 

Moving and storage wage survey, north- 
west Texas /, 82-6045 

Moving and storage wage survey, Provi- 
dence-Warwick-Pawtucket, R.I.-Mass. /, 
82-6048 

Moving and storage wage survey, south- 
west Virginia /, 82-6049 

Mrs. Frieda Simonson : report (to accompa- 
ny H.R. 1608)., 82-6572 

Multidisciplinary highway collision investi- 
gation training course /, 82-6508 

Multiplicative effects on sentence compre- 
hension for combined acoustic distortions 
/, 82-5107 

Multirod burst test program progress report 
for July-December 1979 /, 82-6926 

The multistate impact parameter method 
for molecular charge in nitrogen /, 82- 
6116 


done little 
: report to 


little 


Municipal government wage survey, Chica- 
g0, Illinois /, 82-5985 
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Municipal government wage survey, In- 
dianapolis, Indiana /, 82-5986 

Municipal solid waste disposal in estuaries 
and coastal marchlands /, 82-5303 

Municipal wastewater treatment construc- 
tion grants amendments of 1981 : confer- 
ence report (to accompany H.R. 4503)., 
82-6600 

Municipal water supplies in Lee County, 
Florida, 1974 /, 82-5791 

Munitions materiel management /, 82-4963 

Music., 82-5610 


N 


NASA scientific and technical publications., 
82-5625 

NASA space systems technology model., 
82-6076 

NASA’s biomedical research program /, 
82-6092 

National Bureau of Standards technical 
notes., 82-5581 

National Cancer Institute grants process /, 
82-5685 

National Credit Union Administration pub- 
lications., 82-5635 

National defense, 82-5656, 82-5657, 82- 
5658, 82-5659, 82-5660 

National defense and security., 82-5583 

National emission standards for hazardous 
air pollutants : a compilation as of April 
1, 1978 /, 82-5254 

National five digit zip code and post office 
directory /, 82-6182 

National forests of the Intermountain 
Region /, 82-4327 

The national head and spinal cord injury 
survey., 82-5745 

National highway inventory and perform- 
ance summary from the 1976 National 
highway inventory and performance 
study., 82-6293 

National Home Weatherization Act of 1981 
: hearing before the Subcommittee on 
Energy Conservation and Supply of the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on S. 1166 
.. July 15, 1981., 82-6796 

National Labor Market Information Train- 
ing Institute., 82-6063 

National Ocean Survey publications., 
5628 

National plant germplasm system : hearing 
before the Subcommittee on Department 
Operations, Research, and Foreign Agri- 
culture of the Committee on Agriculture, 
House of Representatives, Ninety-seventh 
Congress, first session, June 24, 1981., 
82-6751 


National Science Foundation publications., 
82-5609 

National security and economic growth 
through foreign language improvement : 


82- 
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hearings before the Subcommittee on 
Postsecondary Education of the Commit- 
tee on Education and Labor, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 3231 ... hear- 
ings held in Washington, D.C., on July 
14, 15, New Haven, Conn., September 
25, 1981., 82-6790 

National security goals : February 19, 1980 
/, 82-6204 

National standard reference data series., 
82-5578 

National study of hospitalized pesticide poi- 
sonings, 1974-1976 /, 82-5330 

National tourism programs and policies : 
hearing before the Subcommittee on 
Commerce, Transportation, and Tourism 
of the Committee on Energy and Com- 
merce, House of Representatives, Ninety- 
seventh Congress, first session, on H.R. 
1311 and S. 304 ... February 18, 1981., 
82-6811 

National toxicology program hearing 
before the Subcommittee on Investiga- 
tions and Oversight of the Committee on 
Science and Technology, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, July 15, 1981., 82- 
6895 

National voice response system (VRS) im- 
plementation plan alternatives study /, 
82-6462 

National zip code and post office directory, 
82-6182 

A Nationwide survey of the occupational 
safety and health workforce., 82-5760 

NATO and restoring U.S. leadership : May 
9, 1981 /, 82-6214 

The natural gas option—new resources and 
new technologies : hearing before the 
Subcommittee on Energy Development 
and Applications of the Committee on 
Science and Technology, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, July 22, 1981., 82- 
6893 

Navajo /, 82-5845 

Naval Personnel Bureau and Naval Educa- 
tion and Training Command publica- 
tions., 82-5592 

Navigation conditions at Lock and Dam 53, 
Ohio River, Kentucky and Illinois : hy- 
draulic model investigation /, 82-4999 

Navigation conditions, Suck Bend Reach, 
Chattahoochee River, Alabama and 
Georgia : hydraulic model investigation / 
, 82-4993 

Navigation lock for Lower Granite Dam, 
Snake River, Washington : hydraulic 
model investigations /, 82-5032 

Nearshore fish and macroinvertebrate as- 
semblages along the Strait of Juan de 
Fuca including food habits of the 
common nearshore fish : final report of 
three years’ sampling, 1976-1979 /, 82- 
5265 





Nonlinear effects on composite laminate thermal expansion / 


The necessity for high frequency hearing in 
passive sonar listening /, 82-5105 

Need to reexamine the federal role in plan- 
ning, selecting, and ae state and 
local parks : report to the Congress : 
summary /, 82-5466 

New car assessment supplemental data : 
task order 4/, 82-6506 

The New CETA : effect on public service 
employment programs /, 82-6062 

A new direction in U.S. foreign policy : 
April 24, 1981 /, 82-6213 

New Madrid seismotectonic study : activi- 
ties during fiscal year 1980 /, 82-6696 

New York State public assistance cost-shar- 
ing policies : implications for federal 
policy : report to the Congress /, 82- 
5511, 82-5512 

News conference : January 28, 1981 /, 82- 
6210 

Niger., 82-6195 

NIH research and development contracts, 
82-5682 

NIH research grants, 82-5681 

NIH telephone and service directory, 
5683 

Nitrogen narcosis measured by dual-task 
performance /, 82-5100 

Noise abatement., 82-5543 

Noise assessment of the Port Authority 
Transit Corporation Lindenwold rail 
transit line /, 82-6488 

Nomination : hearing before the Committee 
on Labor and Human Resources, United 
States Senate, Ninety-seventh Congress, 
first session, on Robert P. Hunter, of Vir- 
ginia, to be a member of the National 
Labor Relations Board, September 10, 
1981., 82-6874 

Nomination—Civil Aeronautics Board : 
hearing before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on nomination of 
Clinton Dan McKinnon, to be chairman, 
Civil Aeronautics Board, October 21, 
1981., 82-6778 

Nomination—Maritime Administration 
hearing before the Committee on Com- 
merce, Science and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on nomimation of 
Adm. Harold E. Shear, to be administra- 
tor, Maritime Administration, September 
25, 1981., 82-6777 

Nomination of Sandra Day O’Connor : 
report together with additional, supple- 
mental, and separate views (to accompa- 
ny the nomination of Sandra Day O’Con- 
nor)., 82-6568 

Nominations : hearing before the Commit- 
tee on Labor and Human Resources, 
United States Senate, Ninety-seventh 
Congress, first session on John F. Cogan, 
of California, to be assistant secretary of 
labor (for policy, evaluation, and re- 
search), Lenora Cole-Alexander, of the 
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District of Columbia, to be director, 
Women’s Bureau, of Labor, 
Rosemary M. Collyer, of Colorado, to be 
commissioner, Federal Marine Safety and 
Health Review Commission, and Ford B. 
Ford, of California, to be assistant secre- 
tary of labor (for mine safety and health), 
October 14, 1981., 82-6875 


Nominations—Interstate Commerce Com- 


tion, United States Senate, Ninety-sev- 
enth Congress, first session, on nomina- 
tions of Malcolm M.B. Sterrett and Fre- 
deric N. Andre, to be members, Interstate 
Commerce Commission, October 7, 
., 82-6776 

Nominations of Dr. Susan M. Phillips to be 
a commissioner of the Commodity Fu- 
tures Trading Commission and Everett 
Rank to be a member of the board of 
directors of the Commodity Credit Cor- 
poration : hearing before the Committee 
on Agriculture, Nutrition, and Forestry, 
United States Senate, Ninety-seventh 
Congress, first session, October 21, 1981., 
82-6755 

Nominations of James F. Goodrich, to be 
under secretary of the Navy, Thomas K. 
Turnage, to be director of Selective Serv- 
ice, and John S. Herrington, to be assist- 
ant secretary of the Navy : hearing 
before the Committee on Armed Serv- 
ices, United States Senate, Ninety-seventh 
Congress, first session, on nomimations of 
James F. Goodrich, of Maine, to be 
under secretary of the Navy, Thomas K. 
Turnage, of California, to be director of 
Selective Service, John S. Herrington, of 
California, to be assistant secretary of the 
Navy, September 24, 1981., 82-6764 

Nominations of Lee M. Thomas, Robert A. 
Jantzen, and Carlos C. Campbell : hear- 
ings before the Committee on Environ- 
ment and Public Works, United States 
Senate, Ninety-seventh Congress, first 
session, on the nominations of Lee M. 
Thomas to be associate director for state 
and local programs, Federal Emergency 
Management Agency, Robert A. Jantzen 
to be director, Fish and Wildlife Service, 
and Carlos C. Campbell to be assistant 
secretary of commerce for economic de- 
velopment, September 22 and October 
27, 1981., 82-6889 

Non-Federal computer acquisition practices 
provide useful information for streamlin- 
ing Federal methods : study by the staff 
of the U.S. General Accounting Office., 
82-5457 

Non-resident violator compact fiscal 
impact/cost effectiveness : a case study /, 
82-6510 

Nonlinear effects on composite laminate 
thermal expansion /, 82-6111 
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Nonnuclear industrial hazardous waste 


Nonnuclear industrial hazardous waste : 
classifying for hazard management., 82- 
6726 

Nonrubber footwear., 82-5952 

North Fork Payette River project, FERC 
no. 2930-Idaho /, 82-5222 

Northeast corridor —— project : 
executive summary of programmatic en- 
vironmental impact statement., 82-6340 

Northeastern Forest iment Station, 
Forest Service, USDA : research : 
people/places/projects., 82-4385 

NPDES best management practices guid- 
ance document /, 82-5246 

NPDES compliance evaluation inspection 
manual /, 82-5307 

The NRL-EPRI research program (RP886- 
2) : evaluation and prediction of neutron 
embrittlement in reactor pressure vessel 
materials : annual progress report for CY 
1979 /, 82-5137 

NSMRL calibration of microphones at 
depth in dry hyperbaric chambers /, 82- 
5116 

NTIA publications handbook., 82-4690 

Nuclear pin simulation analysis of THTF 
test 105 /, 82-6670 

Numerical simulation of tidal hydrodyna- 
mics, Great Egg Harbor and Corson 
Inlets, New Jersey /, 82-4994 

Nuptiality patterns in developing countries : 
implications for fertility /, 82-6225 


oO 


Occupant protection/speed limit public in- 


formation materails [sic] catalog no. 2 /, 
82-6523 


Occupational dermatoses : employer/em- 
ployee program slide /, 82-5762 
Occupational employment : bakery 
ucts industry, May 1971 /, 82-5981 

Occupational employment : beverage indus- 
tries, May 1971 /, 82-5978 

Occupational employment : children’s ou- 
terwear industry, May 1971 /, 82-5979 

Occupational employment : i ing and 
scientific instruments industry, June 1971 
/, 82-5983 

Occupational employment : gum and wood 
chemicals and miscellaneous chemical 
products, April 1971 /, 82-5980 

Occupational employment mechanical 
measuring and control devices industry, 
June 1974 /, 82-5982 

Occupational employment : weaving and 
finishing mills (wool) industry, June 1971 
/, 82-5984 

Occupational health guidelines for chemical 
hazards /, 82-5761 

Occupational wage survey, 
5970, 82-5971, 
5975, 82-5976 

Ocean-based incineration of hazardous 
wastes : hearing before the Subcommittee 
on Commerce, Transportation, and Tour- 
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ism of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, on 
options to disposing of wastes that have 
been accumulated by the United States, 
February 11, 1981., 82-6812 

Ocean environmental influences of tempera- 
ture and mechanical stress on bare fiber- 
optic sensors of acoustic pressures /, 82- 
5130 

Oceanography., 82-5532 

Oceanography miscellaneous hearings 
before the Subcommittee on Oceanog- 
raphy of the Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session., 82-6880 

OCS oversight : hearings before the Sub- 
committee on the Panama Canal/Outer 
Continental Shelf of the Committee on 
Merchant Marine and Fisheries, House of 
Representatives, Ninety-seventh Con- 
gress, first session ...., 82-6929 

Off-road vehicle designation map for the 
Stallion and Ladron Planning Units., 82- 
5931 

Off-road vehicle plan, Carson Ranger Dis- 
trict, Toiyabe National Forest /, 82- 
4316 

Office of Personnel Management publica- 
tions., 82-5648 

Oil & gas : environmental assessment of 
BLM leasing program., 82-5929 

Oil spills., 82-5290 

Old River overbank structure outlet modifi- 
cations : hydraulic model investigation /, 
82-5025 

Older Americans Act : hearing before the 
Special Committee on Aging, United 
States Senate, Ninety-seventh Congress, 
first session, Washington, D.C., April 27, 
1981., 82-6733 

Older Americans Act amendments of 1981 : 
conferences report (to accompany S. 
1086)., 82-6596 

Older working Americans : a productive 
trend : hearing before the Select Commit- 
tee on Aging, House of Representatives, 
Ninety-seventh Congress, first session, 
September 8, 1981., 82-6742 

Omega and Omega/VLF navigation sys- 
tems approvals for use in the contermin- 
ous United States and Alaska. 82-6382 

Omega propagation correction tables for 
10.2 kHz : area 01, northern Europe, sta- 
tion A (Norway) /, 82-4726, 82-4727, 
82-4728, 82-4729 

Omega propagation correction tables for 
10.2 kHz : area 02, central U.S.S.R., sta- 
tion B (Liberia) /, 82-4730 

Omega propagation correction tables for 
10.2 kHz : area 03, eastern U.S.S.R.., sta- 
tion A (Norway) /, 82-4731, 82-4735 

Omega propagation correction tables for 
10.2 kHz : area 03, eastern USSR, station 
B (Liberia) /, 82-4732 
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Omega propagation correction tables for 

10.2 kHz : area 03, eastern USSR, station 
D (North Dakota) /, 82-4733 

Omega propagation correction tables for 
10.2 kHz : area 03, eastern USSR, station 
E (Reunion) /, 82-4734 

Omega propagation correction tables for 
10.2 kHz : area 04, Alaska, station E (Re- 
union) /, 82-5181 

Omega propagation correction tables for 
10.2 kHz : area 04, Alaska, station H 
(Japan) /, 82-4736 

Omega propagation correction tables for 
10.2 kHz : area 05, Canada, station A 
(Norway) /, 82-4737 

Omega propagation correction tables for 
10.2 kHz : area 05, Canada, station B 
(Liberia) /, 82-4738 

Omega propagation correction tables for 
10.2 kHz : area 05, Canada, station C 
(Hawaii) /, 82-4739 

Omega propagation correction tables for 
10.2 kHz : area 05, Canada, station F 
(Argentina) /, 82-4740 

Omega propagation correction tables for 
10.2 kHz : area 06, Greenland, station A 
(Norway) /, 82-4741 

Omega propagation correction tables for 
10.2 kHz : area 06, Greenland, station B, 
(Liberia) /, 82-4742 

Omega propagation correction tables for 
10.2 kHz : area 06, Greenland, station C 
(Hawaii) /, 82-4743 

Omega propagation correction tables for 
10.2 kHz : area 06, Greenland, station D 
(North Dakota) /, 82-4744 

Omega propagation correction tables for 
10.2 kHz : area 06, Greenland, station F 
(Argentina) /, 82-4745 

Omega propagation correction tables for 
10.2 kHz : area 07, Mediterranean, station 
F (Argentina) /, 82-4746 

Omega propagation correction tables for 
10.2 kHz : area 09, northwest Pacific, sta- 
tion E (Reunion) /, 82-4747, 82-4748 

Omega propagation correction tables for 
10.2 kHz : area 10, central Pacific, station 
A (Norway) /, 82-4749, 82-4750, 82- 
4751 

Omega propagation correction tables 
10.2 kHz : area 11, North America, 
tion A (Norway) /, 82-4752 

Omega propagation correction tables 
10.2 kHz : area 11, North America, 
tion B (Liberia) /, 82-4753 

Omega propagation correction tables 
10.2 kHz : area 11, North America, 
tion C (Hawaii) /, 82-4754 

Omega propagation correction tables for 
10.2 kHz : area 11, North America, sta- 
tion D (North Dakota) /, 82-4755 

Omega propagation correction tables 
10.2 kHz : area 11, North America, 
tion H (Japan) /, 82-4756 

Omega propagation correction tables for 
10.2 kHz : area 12, North Atlantic, eta- 
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tion D (North Dakota) /, 82-4757, 82- 
4758 

Omega propagation correction tables for 
10.2 kHz : area 18, South Atlantic, station 
F (Argentina) /, 82-4759 

Omega propagation correction tables for 
10.2 kHz : area 25, south polar, station B 
(Liberia) /, 82-4760 

Omega propagation correction tables for 
10.2 kHz : area 25, south polar, station E 
(Reunion) /, 82-4761 

Omega propagation correction tables for 
10.2 kHz : area 25, south polar, station F 
(Argentina) /, 82-4762 

Omega propagation correction tables for 
13.6 kHz : area 00, Mediterranean, station 
E (Reunion) /, 82-4771 

Omega propagation correction tables for 
13.6 kHz : area 00, north polar, station A 
(Norway) /, 82-4763 

Omega propagation correction tables for 
13.6 kHz : area 00, north polar, station D 
(North Dakota) /, 82-4764 

Omega propagation correction tables for 
13.6 kHz : area 03, eastern U.S.S.R., sta- 
tion A (Norway) /, 82-4765, 82-4766, 
82-4767 

Omega propagation correction tables for 
13.6 kHz : area 05, Canada, station F 
(Argentina) /, 82-4768 

Omega propagation correction tables for 
13.6 kHz : area 06, Greenland, station C 
(Hawaii) /, 82-4769 

Omega propagation correction tables for 
13.6 kHz : area 06, Greenland, station F 
(Argentina) /, 82-4770 

Omega propagation correction tables for 
13.6 kHz : area 09, northwest Pacific, sta- 
tion A (Norway) /, 82-4772 ‘ 

Omega propagation correction tables 
13.6 kHz : area 11, North America, 
tion B (Liberia) /, 82-4773 

Omega propagation correction tables 
13.6 kHz : area 11, North America, 
tion C (Hawaii) /, 82-4774 

Omega propagation correction tables 
13.6 kHz : area 11, North America, 
tion D (North Dakota) /, 82-4775 

Omega propagation correction tables 
13.6 kHz : area 11, North America, 
tion F (Argentina) /, 82-4776 

Omega propagation correction tables 
13.6 kHz : area 11, North America, 
tion H (Japan) /, 82-4777 

Omega propagation correction tables for 
13.6 kHz : area 12, North Atlantic, sta- 
tion A (Norway) /, 82-4778, 82-4779, 
82-4780 

On-going research in smoking and health, 
82-5676 

On the applicability of two- and one-dimen- 
sional parameterizations of atmospheric 
tracer transports to prognostic photoche- 
mical models of the stratosphere /, 82- 
6441 

On the nonlinear deformation geometry of 
Euler-Bernoulli beams /, 82-6156 
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On the zoogeography of Southern African 
Decapod Crustacea, with a distributional 
checklist of the species /, 82-6230 

A one-dimensional steady-state, dissolved- 
oxygen model and waste-load assimilation 
study for Little Lick and Big Lick 
Creeks, Blackford and Delaware Coun- 
ties, Indiana /, 82-5830 


characteristics of the Langley 
Ms? Soar eee 


82- 


oo experiences with nuclear power 
plants in the Federal Republic of Ger- 
many /, 82-5218 

Operational and maintenance practices for 
emergency locator transmitters and re- 
ceivers., 82-6399 

Operational consequences of literacy gap /, 
82-5160 

Operational safety on airports during con- 
struction., 82-6423 

Operations of large airplanes subject to fed- 
eral aviation regulation part 125., 82- 
6409 


Operator, organizational direct and general 
support maintenance manual for trailer, 
low bed guided missle, 7-ton, 4-wheel 
M529 (2330-780-0801)., 82-4884 

Opinions and decisions of the Federal 
Power Commission, 82-5450 

Opportunities still exist for the Army to 
save millions annually through improved 
retail inventory management : report to 
the Congress /, 82-5497 

Opportunities still exist for the Army to 
save millions annually through improved 
retail inventory management : report to 
the Congress : summary /, 82-5498 

The optical properties of smoke-protective 
devices /, 82-6450 

Optimal estimation of nuclear reactor core 
power (with supporting multivariate 
system identification methods) /, 82- 
6695 

Optimizer III, detector 
5672 

Optimum test intervals for online testing /, 
82-6699 

Optimum threshold-crossings and _time- 
window validation in threshold pure-tone 
computerized audiometry /, 82-5115 

Orange County, dual mode planning case 
study /, 82-6493 

Oregon port development : hearings before 
the Committee on Commerce, Science, 
and Transportation, United States Senate, 
first session, on coastal port development 
and lower Columbia River coal and grain 
export, August 26 and 27, 1981., 82- 
6779 

Organic solvent cleaners : background in- 
formation for proposed standards /, 82- 
5283 

Organizational and direct support mainte- 
nance manual : general repair procedures 
for clothng and individual equipment., 
82-4885 
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Oversight on Title I, ESEA and the chapter 2 education block grant : hearing before 


Organized crime links to the waste disposal 
industry : hearing before the Subcommit- 
tee on Oversight and Investigations of 
the Committee on Energy and Com- 
merce, House of Representatives, Ninety- 
seventh Congress, first session, May 28, 
1981., 82-6804 

Origin and development of the NOAA 
Corps /, 82-4621 

en aay ale 82-6093 


conduction analysis /, 82-6673 

Ottawa National Forest /, 82-4341, 
4342, 82-4343, 82-4344, 82-4345, 
4346, 82-4347, 82-4348, 82-4349, 
4350, 82-4351, 82-4352, 82-4353, 
4354, 82-4355, 82-4356, 82-4357 

An Ounce of prevention : how medical pro- 
fessionals can work to prevent motor ve- 
hicle injuries., 82-6543 

Oversight hearings on OSHA—occupation- 
al safety and health for federal employees 
: hearings before the Subcommittee on 
Health and Safety of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, hearings held in Wi: 
D.C. on March 4, and 31, 1981., 82-6791 

Oversight on family planning programs 
under Title X of the Public Health Serv- 
ice Act, 1981 : hearing before the Sub- 
committee on Aging, Family, and Human 
Services of the Committee on Labor and 
Human Resources, United States Senate, 
Ninety-seventh Congress, first session, on 
oversight on the role of the federal gov- 
ernment in family planning administered 
under Title X of the Public Health Serv- 
ice Act, June 23 and September 28, 1981., 
82-6869 

Oversight on private schools : hearings 
before the Subcommittee on Elementary, 
Secondary, and Vocational Education of 
the Committee on Education and Labor, 
House of Representatives, Ninety-seventh 
Congress, first session, hearings held in 
Washington, D.C., on May 13, 14, Sep- 
tember 16, 22, and 23, 1981., 82-6793 

Oversight on the Montana Wilderness 
Study Act : hearing before the Subcom- 
mittee on Public Lands and Reserved 
Water of the Committee on Energy and 
Natural Resources, United States Senate, 
Ninety-seventh Congress, first session, on 
the future management on the Mount 
Henry, Taylor-Hilgard, and West Pioneer 
Wilderess study areas, Montana Wilder- 
ness Study Act, Public Law 95-150, 
Bozeman, Mont., May 28, 1981., 82- 
6794 

Oversight on Title I, ESEA and the chap- 
ter 2 education block grant : hearing 
before the Subcommittee on Elementary, 
Secondary, and Vocational Education of 
the Committee on Education and Labor, 
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Oversight on Title I, ESEA and the chapter 2 education block grant : hearing before 


Congress, first session, hearing held in 
Washington, D.C., on October 6, 1981., 
82-6789 

Oversight report on the Magnuson Fishery 
Conservation and Management Act of 
1976 /, 82-6879 

Overview for design of foundations on ex- 
pansive soils /, 82-5017 

Overview of computer-based models appli- 
cable to freight car utilization /, 82-6367 

Owyhee grazing environmental impact 
statement : final /, 82-5785 

Oxygen-consuming organics in nonpoint 
source runoff /, 82-5296 

Ozone trend detectability /, 82-6138 


P 


Pacific Crest National Scenic Trail /, 82- 
4336 

Pacific Crest National Scenic Trail, Oregon 
/, 82-4312 

Papers presented at the Seminars on 
Ground Check Monitoring /, 82-5945 

Parameters of future ATC systems relating 
to airport capacity/delay /, 82-6434 

A parametric study of aliasing error for a 
narrow field of view scanning radiometer 
/, %2-6114 

Parking and traffic enforcement /, 82-6284 

Participant notebook for a training course 
in railroad-highway grade crossing im- 
provement programs /, 82-6303 

Participant’s notebook for positive guid- 
ance. /, 82-6301 

Particle size variation effects on landfilled 
solid waste : cold climate studies /, 82- 
5297 

PARTS : Park and Recreation Technical 
Services., 82-5946 

Passenger car fuel economy, EPA and road 
: @ report to the Congress in response to 
the National Energy Conservation Policy 
Act of 1978, public law 95-619, title IV, 
part 1, section 404 /, 82-5242 

Passive infrared surveillance /, 82-5128 

Payments in lieu of taxes on federal real 
property : a commission report., 82-6610 

“Pedestrian injury causation parameters” /, 
82-6525 


Perceived importance of zones surrounding 
a vehicle and learning to use a convex 
mirror effectively /, 82-6539 

Perception of, and adaptiation to,.a three- 
dimensional curvature distortion /, 82- 
5094 


Performance investment analysis process : 


user’s guide., 82-6302 

Performance of a Haynes 188 metallic stan- 
doff thermal protection system at Mach 7 
/, 82-6165 

Performance of CHAMPUS fiscal interme- 
diaries needs improvements : report to 
the Congress /, 82-5488 
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Performance of jet- and inner-ring-lubricat- 
ed 35-millimeter-bore ball bearings oper- 
ating to 2.5 million DN /, 82-6167 

Performance of semi-transpiration cooled 
liner in high temperature-rise combustor 
/, 82-6166 

Performance of the Norris Cotton Federal 
Office Building for the first 3 years of 
operation /, 82-4614 

Performance of two-stage fan having low- 
aspect-ratio, first-stage rotor blading /, 
82-6142 

Performance for digital and 
analog service modes /, 82-4697 

Permeability of covers over low-level ra- 
dioactive-waste burial trenches, West 
Valley, Cattaraugus County, New York / 
, 82-5807 

Personal property claims and general claims 
administration within the Department of 
Defense : hearing before the Subcommit- 
tee on Administrative Law and Govern- 
mental Relations of the Committee on the 
Judiciary, House of Representatives, 
Ninety-seventh Congress, first session, on 
personal property claims and general 
claims administration within the Depart- 
ment of Defense, March 5, 1981., 82- 
6856 

Personnel management, guidance and coun- 
seling., 82-5603 

Personnel programs management /, 82- 


Perspectives on state-EPA grant activities / 
, 82-5289 

The perturbation of some atmospheric 
mechanisms by emissions from aircraft /, 
82-6442 

Pesticides, insecticides, fungicides, and ro- 
denticies., 82-5613 

Phase _ [Illc-test and 
(PTACV) /, 82-6355 

Phasic changes in bone CO,fractions, cal- 
cium, and phosphorus during chronic hy- 
percapnia /, 82-5102 

Photocell on-off lighting control., 82-5090 

Physical security at U.S. military bases : 
hearing before the Investigations Sub- 
committee of the Committee on Armed 
Services, House of Representatives, 
Ninety-seventh Congress, first session, 
July 17, 1981., 82-6761 

Physical security at U.S. Military bases : 
report of the Investigations Subcommit- 
tee of the Committee on Armed Services, 
House of Representatives, Ninety-seventh 
Congress, first session., 82-6759 

Physician requirements, 1990, for gastroen- 
terology /, 82-5753 

Physician requirements, 1990, for rheumato- 
logy /, 82-5754 

Physicians Association of Clackamas 
County : a case study of an IPA in Glad- 
stone, Oregon /, 82-5675 

Pilot in command qualifications for special 
area/routes and airports, federal aviation 
regulation (FAR) 121.445., 82-6408 
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Pilot performance in simulated aerial refuel- 
ing as a function of tanker model com- 
plexity and visual display field-of-view /, 
82-5156 

Pilot precautions and procedures to be 
taken in preventing aircraft reciprocating 
engine induction system and fuel system 
icing problems., 82-6385 

Pilot proficiency award program., 82-6395 

Piloted flight simulation study of low-level 
wind shear, phase 3 : all-weather landing 
systems, ineeri services support 
project, task 2 /, 82-6444 

The Piracy and Conterfeiting Amendments 
Act of 1981—S. 691 : hearing before the 
Subcommittee on Criminal Law of the 
Committee on the Judiciary, United 
States Senate, Ninety-seventh Congress, 
first session, on S. 691 ... June 19, 1981., 
82-6864 

Planning and environment : highway engi- 
neer training program, November 8-17, 
1977., 82-6295 

Planning new towns : national reports of 
the U.S. and the U.S.S.R. /, 82-5779 

Planning of automated data acquisition and 
process control systems (ADACS) /, 
82-5023 

Planning study to model and monitor coal 
pile run-off /, 82-5292 

Pollen morphology and phylogenetic rela- 
tionships of the Berberidaceae /, 82- 

6233 

Polymeric concentration determined by 
drag reduction /, 82-5873 

Poor controls over federal aid in Massachu- 
setts after the 1978 blizzard caused ques- 
tionable benefit payments : report /, 82- 
5461 

The Ports of Hampton Roads, Va. : Nor- 
folk, Portsmouth, Hampton, Chesapeake, 
Newport News, Yorktown /, 82-4978 

Ports of Hawaii : Honolulu, Port Allen, 
Nawiliwili, Kahului, Kaunakakai, Kawai- 
hae, Hilo /, 82-4980 

Posters, charts, picture sets, and decals., 
82-5542 

Postflood report, November - December 
1977 floods in the Portland District, 
Oregon and Washington Columbia 
River Basin, Willamette River Basin, 
Coastal Streams /, 82-5046 

Postirradiation examination data report for 
gap conductance test series : test GC 2-3 
/, 82-6624 

Postsecondary education, 82-5233 

Potential means of cost reduction in grade 
crossing motorist-warning control equip- 
ment /, 82-6350 

Power-conditioning system for wind gener- 
ators., 82-5089 

Power pooling in the United States /, 82- 
5224 

Powered-lift aircraft handling qualities in 
the presence of naturally-occurring and 
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computer-generated atmospheric distur- 
bances /, 82-6430 

Practical application of statistical quality 
control in highway construction for engi- 
neers and technicians /, 82-6296 

Practical riprap design /, 82-3019 

Precharacterization report for instrumented 
fuel assembly (IFA)-527 /, 82-6700 

Precision controllability of the FY-17 air- 
plane /, 82-6159 

Predicted effects of a proposed water-re- 
source management plan in the lower San 
Luis Rey River Valley, California, using 
digital ground-water flow models /, 82- 
5792 

The prediction of river tow maneuvering 
performance : final report /, 82-6474 

Prediction of the net radon emission from a 
model open pit uranium mine /, 82-6633 

Preliminary analysis of military compensa- 
tion systems in the United States and five 
other countries : a report /, 82-5481 

Preliminary results from the electron beam- 
plasma experiments in the very large 
vacuum facilities at Plum Brook and 
Johnson Space Center /, 82-4637 

Preparing for widowhood : a guidebook /, 
82-6745 

Presence of pathogenic amoebae in power 
plant cooling waters final report for the 
period October 15, 1977 to September 30, 
1979 /, 82-6677 

The President’s proposal to decontrol do- 
mestic crude oil : ( a preliminary analysis) 
/, 82-6922 

Prestressed concrete segmental bridges : a 
compilation of papers presented at Pres- 
tressed Concrete Segmental Bridge Con- 
struction Seminar, Little Rock, Arkansas, 
October 26-27, 1978 /, 82-6335 

Prevention of roller bearing-initiated bur- 
noffs in railroad freight car journals /, 
82-6356 

Prevention of significant deterioration 
workshop manual /, 82-5314 

Prevention program management 
manual /, 82-5767 

Prices, wages, and the cost of living., 
5612 

Primary intervention in societal problems : 
the role of the family, 1981 : hearing 
before the Subcommittee on Aging, 
Family and Human Services of the Com- 
mittee on Labor and Human Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on examination on 
the issue of primary intervention in ad- 
dressing societal problems, focusing on 
the causes of the problems and efforts to 
alleviate conditions which result in the 
social ills confronting this nation, Septem- 
ber 17, 1981., 82-6871 

Priorities for new source performance 
standards under the Clean Air Act 
Amendments of 1977 /, 82-5250 

Probabilistic models for the behavior of 
compartment fires /, 82-6715 
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82- 





estimates of ex- 


temperature 
tremes for the contiguous United States / 
82-6659 


Probability of a pipe fracture in the primary 
coolant loop of a PWR plant /, 82-6704, 
82-6705, 82-6706, 82-6707 

Problem solving and decisionmaking : an 
integration /, 82-6090 

Problems in worldwide standardization of 
the units of height measurement., 82- 
6431 

Problems of law enforcement and its effort 
to reduce the level of drug trafficking in 
south Florida : report of the Select Com- 
mittee on Narcotics Abuse and Control, 


Procedure for noise prediction and optimiz- 
ation of advanced technology propellers 
/, 82-6109 

Procedures for estimating the frequency of 
commercial airline flights encountering 
high cabin ozone levels /, 82-6155 

Proceedings, Advances in Particle Sampling 
and Measurement (Daytona Beach, FL, 
October 1979) /, 82-5266 

Proceedings from the Symposium on 
Design & Construction of Slurry Walls as 
as [sic] Part of Permanent Structures., 
82-6330 

Proceedings of a conference on modeling 
techniques and applications in dentistry /, 
82-5758 

Proceedings of Shuttle Environmental Ef- 
fects Program Review /, 82-6132 

ings of the ... National Convention 
of the American Legion., 82-6547 

Proceedings of the Conference on Commu- 
nicating with Mexican Americans, Por Su 
Buena Salud Communicando con Mexico 
Americanos, For Their Good Health, 
September 13 and 14, 1979, Houston, 
Texas /, 82-5740 

Proceedings of the DOE Residue and 
Waste Fuels Utilization Program Con- 
tractor Review Meeting, September 
25&26, 1979, Washington, D.C. /, 82- 
5190 

Proceedings of the First Seattle Workshop 
on Incentives Used to Stimulate Energy 
Production, May 31-June 2, 1978, Seattle, 
Washington /, 82-5193 

Proceedings of the Fourth National Confer- 
ence on Rural Public Transportation : 
held in June 1979 in Vail, Colorado / 
Sponsored by U.S. Department of Trans- 
portation, Office of the Secretary [and] 
Transportation Research Board., 82- 
6281 

Proceedings of the Meeting on Low Level 
Radioactive Waste held at Incline Vil- 
lage, Nevada, February 20-21, 1980 /, 
82-6719 

Proceedings of the NBS/IEEE/ACM Soft- 
ware Tool Fair : held in conjunction with 
the Sth International Conference on Soft- 
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ware Engineering in San Diego, CA, 
March 10-12, 1981 /, 82-4608 
Proceedings of the Research Planning 
Workshop on Health Effects of Oxidants, 
Raleigh, North Carolina, January 28-30, 
1980 /, 82-5263 
Proceedings of the Seminar on Biological 
Monitoring and Its Use in the NPDES 
Permit Program, Chicago, Illinois, Octo- 
ber 2, 1979., 82-5261 
Proceedings of the sixth International Con- 
ference on Fluidized Bed Combustion, 
April 9-11, 1980, Atlanta Hilton, Atlanta, 
Georgia /, 82-5191 
Proceedings of the Symposium on Potential 
Health and Environmental Effects of 
Synthetic Fossil Fuel Technologies, Sep- 
tember 25-28, 1978 : first annual Oak 
Ridge National Laboratory Life Sciences 
Symposium /, 82-5186 
i of the Symposium to Review 
Volume III of the 1978 Annual Report to 
Congress, November 7-8, 1979, College 
Park, Maryland /, 82-5226 
Proceedings of the third USA-USSR Sym- 
posium on the Effects of Pollutants Upon 
Aquatic Ecosystems : theoretical 
of aquatic toxicology, July 2-6, 1979, 
Borok, Jaroslav Oblast, USSR /, 82- 
5262 
Proceedings of the U.S. Nuclear Regula- 
tory Commission state workshops for 
review of the Nuclear Regulatory Com- 
missions di policy : held at 
Columbia, South Carolina and Seattle, 
Washington, September 11-14, 25-27, 
1979 /, 82-6718 
Proceedings of the Uranium Mining and 
Milling Workshop /, 82-5918 
Proceedings of the Workshop on Managing 
Growth in Mercer County, North 
Dakota, Bismarck, North Dakota, De- 
cember 1 and 2, 1977 /, 82-5185 
Proceedings of the Workshop on New 
Diagnostics Related to Impurity Release 
Germantown, Maryland, May 31-June 1, 
1979 /, 82-5188 
Proceedings of the Workshop on the Conn- 
DOT Brine Deicing System: Hartford, 
Connecticut, March 11-12, 1980 : a pro- 
ject in cooperation with the U.S. Depart- 
ment of Transportation, Federal High- 
way Administration, Implementation Di- 
vision /, 82-6331 
Proceedings of the Workshop on Urban 
Freight Consolidation, January 13-14, 
1976, Knoxville, Tennessee /, 82-5182 
Process for recovering chromium and other 
metals from superalloy scrap /, 82-5884 
Procurement /, 82-4968 
Procurement, supply cataloging, and classi- 
fication., 82-5574 
Production and cost of a live skyline cable 
yarder tested in Appalachia /, 82-4370 
Production and efficiency statistics, 82- 
4290 
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Production availability and production utili- 
zation of power plants in 1975 /, 82- 
5220 

Production v. conservation in the utility in- 
dustry : hearing before the Subcommittee 
on Energy Conservation and Power of 
the Committee on Energy and Com- 
merce, House of Representatives, Ninety- 
seventh first session, April 3, 
1981., 82-6808 

Productive land use of dredged material 
containment areas : planning and imple- 
mentation considerations /, 82-4985 

A program for calculating load coefficient 
matrices utilizing the force summation 
method, L218 (LOADS)., 82-6096 

in fishery research /, 82-5911, 
82-5928 

Progress report on recommendations of the 
Galveston Bay Enforcement Conference 
/, 82-5243 

Progress report on senile dementia of the 
Alzheimer’s type /, 82-5748 

Prohibition of nuclear weapons in Latin 
America : hearing before the Committee 
on Foreign Relations, United States 
Senate, Ninety-seventh Congress, (first 
session, on EX. I, 95-2, the additional 
protocol to the treaty for the prohibition 
of nuclear weapons in Latin America, 
also known as the Treaty of Tlatelolco, 
September 22, 1981., 82-6835 

Project development guidelines for convert- 
ing army installations to coal use /, 82- 
5061 

A proposal for a program paying UI bene- 
fits beyond 39 weeks /, 82-6730 

Proposals to stimulate competition in the 
financing and delivery of health care : 
hearings before the Subcommittee on 
Health of the Committee on Ways and 
Means, House of Representatives, Ninety- 
seventh Congress, first session, September 
30, October 1, 2, 1981., 82-6917 

grazing and wilderness manage- 
ment for the Eastern San Diego County 
area (McCain Valley) California /, 82- 
5783 

Proposed techniques for adding FM broad- 
cast stations in a major market /, 82- 
4693 

Proposed United States-Egyptian agreement 
for peaceful nuclear cooperation : hearing 
and markup before the Committee on 
Foreign Affairs, House of Representa- 
tives and its Subcommittees on Interna- 
tional Security and Scientific Affairs, on 
Europe and the Middle East, and on In- 
ternational Economic Policy and Trade, 
Ninety-seventh Congress, first session on 
H. Con. Res. 176, September 10 and 17, 
1981., 82-6827 

Proposed Washington Naval Yard con- 
struction : hearing before the Military In- 
stallations and Facilities Subcommittee of 
the Committee on Armed Services, 
House of Representatives, Ninety-seventh 
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Congress, first session, October 5, 1981., 

82-6763 

Proposed 5-year plan for oil and gas devel- 
opment in the cuter continental shelf : 
hearing before the Subcommittee on 
Energy Conservation and Supply of the 
Committee on Energy and Natural Re- 
sources, United States Senate, Ninety- 
seventy Congress, first session, to review 
the secretary of the interior’s proposed 5- 
year plan for oil and gas development in 
the outer continental shelf pursuant to the 
Outer Continental Shelf Lands Act 
Amendments of 1978, Public Law 95-372 
(43 U.S.C. 1801), October 6, 1981., 82- 
6800 


Prosecutorial discretion and federal sentenc- 
ing reform /, 82-5966 

Protecting workers’ health : federal, state 
and local compliance-assistance programs 
/, 82-5668 

Protection factors of the airstream helmet /, 
82-5898 

Prototype gate vibration tests, Barkley 
Dam, Cumberland River, Kentucky /, 
82-4996 

Providing for a waiver of law pursuant to 
the Alaska Natural Gas Transportation 
Act : réport together* with dissenting 
views (to accompany H.J. Res. 341) (in- 
cluding the cost estimate of the Congres- 
sional Budget Office)., 82-6592 

Providing for reinstatement and validation 
of U.S. oil and gas lease numbered ES 
20644 : report (to accompany S. 1605)., 
82-6561 

Providing for reinstatement and validation 
of U.S. oil and gas lease numbered M- 
15450 (ND) : report (to accompany S. 
466)., 82-6563 

Providing for reinstatement and validation 
of United States oil and gas lease num- 
bered M 16402 (ND) ACQ : report (to 
accompany S. 383)., 82-6562 

Providing for reinstatement and validation 
of United States oil and gas lease num- 
bered OR-13713 : report (to accompany 
S. 1457)., 82-6564 

Providing for reinstatement and validation 
United States oil and gas lease numbered 
W-46102 : report (to accompany S. 651)., 
82-6565 

Providing for the consideration of House 
Joint Resolution 349 : report (to accom- 
pany H. Res. 272)., 82-6590 

Providing for the consideration of House 
Joint Resolution 357 : report (to accom- 
pany H. Res. 271)., 82-6589 

Providing for the consideration on H.R. 
4612 : report (to accompany H. Res. 
232)., 82-6577 

Pseudorabies control and eradication in 
swine : hearing before the Subcommittee 
on Livestock, Dairy, and Poultry of the 
Committee on Agriculture, House of 
Representatives, Ninety-seventh Con- 
gress, first session, July 28, 1981., 82- 
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Psychophysical criteria for visual simulation 
systems /, 82-5162 

Puangpaka Vertrees and Puangtip Vertrees 
: report (to accompany S. 175)., 82-6554 

Public and private utilities. 82-5646 

Public document room users guide /, 82- 
6618 

Public electricity supply /, 

Public employment (1965), 

Public employment in ..., 

Public health., 82-5568 

Public Health Service grants and awards, 
82-5682 

Publications, Gulf Breeze Laboratory /, 
82-5256 

Publications list /, 82-6734 

Publications list (United States. Congress. 
Senate. Special Committee on Aging), 
82-6734 

Publications of the Planetary Biology Pro- 
gram for 1977 : a special bibliography /, 
82-6084, 82-6089 

Pumping stations, field performance investi- 
gation /, 82-5022 

PWR blowdown heat transfer separate-ef- 
fects program : thermal-hydraulic test fa- 
cility experimental data report for test 
169 /, 82-6625 

Pyrheliometer observations as an indicator 
of the climatological persistence of clouds 
/, 82-4633 

A pyrometallurgical method for processing 
Ni-Cd scrap batteries /, 82-5888 

Pyrometallurgical recovery of chromium 
from scrap metals : laboratory studies /, 
82-5885 


82-5217 
82-4585 
82-4585 


Q 


Qualification testing evaluation program 
light-water reactor safety research semi- 
annual report, April - September 1980 /, 
82-6694 

Quantitation and functional assay of T and 
B cells., 82-5763 

Quarterly progress report on blowdown 
heat transfer separate-effects program for 
January-March 1980 /, 82-6663 


R, D&D proposal guidelines : alternative 
fuels, fuel additives and related devices 
for highway vehicles /, 82-5202 

Radar bias error removal algorithm for a 
multiple-site system /, 82-5132 

Radiation and radioactivity., 82-5538 

Radio technical commission for aeronautics 
document DO-160A., 82-6389, 82-6390 

A radionuclide decay data base : index and 
summary table /, 82-6925 

Rail inspection systems analysis and tech- 
nology survey /, 82-6349 
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Rail passenger corridors : analysis of poten- 
tial improvements, supplemental report 
on four corridors /, 82-6342 

Rail transportation requirements for coal 
movement in 1985 /, 82-6269 

Railroad design and construction at Army 
and Air Force installations., 82-4883 

Railroad operations modular processing 
system : system design summary /, 82- 
6371 

The railroad retirement system : benefits 
and financing /, 82-6923 

Railroad unemployment insurance : at a 
crossroads /, 82-6728 

Railroads., 82-5608 

Raised floor systems /, 82-4878 

Random harmonic analysis program, L221 
(TEV156)., 82-6098 

A rapid perturbation procedure for deter- 
mining nonlinear flow solutions : applica- 
tion to transonic turbomachinery flows /, 
82-6125 

Reactor safety research programs : quarter- 
ly report, October-December 1979 /, 
82-6655 

Readability of self-illuminated signs in a 
smoke-obscured environment /, 82-6451 

Reading., 82-5589 

Real Estate Settlement Procedures Act— 
Controlled business : hearings before the 
Subcommittee on Housing and Communi- 
ty Development of the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-seventh 
Congress, first session, September 15 and 
16, 1981., 82-6767 


Reasons for low aerodynamic performance 


of 13.5-centimeter-tip-diameter 
engine starter turbine /, 82-6169 
Reauthorization of the National Science 
Foundation, 1981 : hearing before the 
Committee on Labor and Human Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on pro- 
posed authorizations for the National Sci- 
ence Foundation for fiscal year 1981, 
April 7, 1981., 82-6873 
Reauthorization of the Noise Control Act 
of 1972 : hearing before the Subcommit- 
tee on Commerce, Transportation, and 
Tourism of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, February 24, 1981., 82-6813 
Recent vertical crustal movements : 
eastern United States /, 82-6717 
Recommendations for digital radio common 
tactical/long-haul standards /, 82-4705 
Recommended practices and procedures for 
the use of electronic long-range naviga- 
tion equipment., 82-6396 
Recovery of aluminum hydroxy sulfate 
from aluminum sulfate solution by high- 
temperature hydrolysis /, 82-5865 
Recovery of byproduct heavy minerals 
from sand and gravel operations in 
Oregon and Washington /, 82-5877 


aircraft 


the 





Recovery of copper and associated precious 
metals from electronic scrap /, 82-5875 

Recovery of gold from arsenopyrite con- 
centrates by cyanidation-carbon adsorp- 
tion /, 82-5856 

Recovery of principal metal values from 
electrolytic zinc waste /, 82-5894 

Recreation facilities of the Sequoia National 
Forest., 82-4313 

Recreational and outdoor activities, 82- 
5528 

Recycling spent chrome refractories from 
steelmaking furnaces /, 82-5861 

Reduction of computer usage costs in pre- 
dicting unsteady aerodynamicloadings 
caused by control surface motions : Anal- 
ysis and results / W.S. Rowe, J.D. Sebas- 
tian, and J.R. Petrarca., 82-6106 

Reduction of export credit subsidies in 
world trade : report (to accompany H. 
Con. Res. 95 ... referred jointly to the 
Committee on Banking, Finance, and 
Urban Affairs, the Committee on Foreign 
Affairs, and the Committee on Ways and 
Means) (including cost estimate of the 
Congressional Budget Office)., 82-6576 

Reference sources., 82-4602 

Reflections on the Vietnam War /, 82- 
5070 

Reforming interest provisions in federal 
water laws could save millions : report to 
the Congress /, 82-5479 

Refugee resettlement program 
the Congress., 82-5667 

Refugees, the U.S. response : December 5, 
1980 /, 82-6209 

Regional tectonics and seismicity of eastern 
Nebraska : annual report, June 1, 1978- 
May 30, 1979 /, 82-6653 

Regional tectonics and seismicity of south- 
western Iowa : annual report, May 1, 
1978-April 30, 1979 /, 82-6639 

Regulatory analysis for the final noise emis- 
sion regulation for buses /, 82-5248 

Rehabilitation., 82-5549, 82-5550 

Rehabilitation of the Belle Fourche irriga- 
tion project : hearing before the Subcom- 
mittee on Water and Power of the Com- 
mittee on Energy and Natural Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on S. 933 ... 
Newell, S. Dak., September 11, 1981., 
82-6799 

Relationship between officer duty perform- 
ance and certain measures of potential /, 
82-4945 

Relationship between visibility and atmos- 
pheric turbidity at Raleigh, North Caroli- 
na/, 82-4632 

The relationships of the Pedionomidae 
(Aves : Charadrifformes) /, 82-6229 

Remote sensing and problems of the hydro- 
sphere : a focus for future research /, 
82-6133 

Remotely operated vehicles : an overview / 
, 82-4628 
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The removal of iron from aluminum chlo- 
ride leach liquor by solvent extraction /, 
82-5874 

Repair of rigid pavements using epoxy resin 
grouts, mortars and concretes., 82-4882 

Report of activities, 82-6551 

Report of the Clerk of the House, 82-6569 

Report of the Clerk of the House from ..., 
82-6569 

Report of the Comet Science Working 
Group., 82-6087 

Report of the Comet Science Working 
Group : executive summary., 82-6086 

Report of the Committee on the Judiciary, 
House of Representatives ... identifying 
court proceedings and actions of vital in- 
terest to the Congress., 82-6854 

Report of the Select Committee on Con- 
gressional Operations, U.S. House of 
Representatives, pursuant to House Reso- 
lution 420, Ninety-fifth Congress, and the 
Committee on Rules and Administration, 
U.S. Senate, pursuant to Senate rule 
XXV, (n)(2), identifying court proceed- 
ings and actions of vital interest to the 
Congress, 82-6854 

A Report of the Subcommittee on Select 
Revenue Measures of the Committee on 
Ways and Means, U.S. House of Repre- 
sentatives : section-by-section summary, 
analysis, and justification of H.R. 4961 

82-6915 

Report of the TMX-Upgrade Review 
Panel, May 1980 /, 82-5198 

Report on earthquake reconstruction in 
Italy /, 82-6757 

A Report on natural and free-flowing rivers 
in the northwestern United States., 82- 
5947 

Report on the activities of the Committee 
on Armed Services, United States 
Senate., 82-6552 

Report on the activities of the Committee 
on Commerce, Science, and Transporta- 
tion., 82-6551 

Report on the activities of the Committee 
on House Administration of the House of 
Representatives during the ... Congress., 
82-6548 

Report on the activity of the Committee on 
Interstate and Foreign Commerce, House 
of Representatives, for the, 82-6550 

Report on the future of health planning /, 
82-6801 

Report on the regulatory reform provisions 
of the railroad revitalization and regula- 
tory reform act of 1976., 82-6343 

Report to Congress, administration of the 
Wild Free-Roaming Horse and Burro 
Act., 82-5788 

Report to the president on an evaluation of 
devices and techniques to improve ma- 
neuvering and stopping abilities of large 
tank vessels /, 82-6477 

Report II-2 : evaluation of the effects of the 
I-95 exclusive bus/car pool lane priority 
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system on vehicular and passenger move- 
ments /, 82-6486 

Reports of planetary geology program, 
1978-1979 /, 82-6085 

Reports of the Technical Assessment Task 
Force., 82-6183 

Reports on legislation made by the House 
Committee on Armed Services during the 
.. sessions of the ... Congress., 82-6760 

Representative equations for the thermody- 
namic and transport properties of fluids 
near the gas-liquid critical point /, 82- 
6124 

Research and development contracts /, 
82-5682 

Research awards index., 82-5680 

Research grants /, 82-5681 

Research grants index, 82-5680 

Research reports supported by Office of 
Water Research and Technology, 82- 
5781 

Research reports supported by Office of 
Water Research and Technology re- 
ceived during the period ..., 82-5781 

Research reports supported by Office of 
Water Resources Research under the 
Water Resources Research Act of 1964, 
82-5781 

Research tables based on Characteristics of 
state plans for aid to families with de- 
pendent children : need, eligibility, ad- 
ministration in effect September 30, 1979., 
82-5670 

Reservoirs and waterways : identification 
and assessment of environmental quality 
problems and research program develop- 
ment /, 82-4986 

Residential/commercial market for energy 
technologies /, 82-5206 

Resistance motion picture /, 82-5176 

Resistance videorecording /, 82-5177 

The Resistance Screening Center : screen- 
ing for fusiform rust resistance as a serv- 
ice for tree improvement programs., 82- 
4383 

Resources and foreign policy 
1980., 82-6206 

Resources for change, 82-5231 

Responses of Canadian physicians to the in- 
troduction of universal medical care in- 
surance : the first five years in Quebec /, 
82-5756 

Restoration of coastwise trading privileges 
to the vessel “Sky Lark” : report (to ac- 
company H.R. 3126) (including cost esti- 
mate of the Congressional Budget 
Office)., 82-6579 

Results of test drilling for ground water in 
the southeastern Uinta Basin, Utah and 
Colorado /, 82-5812 

Retail trade, annual sales, year-end inven- 
tories, and accounts receivable by kind of 
retail store, 82-4584 

Retail trade statistics, 82-4603 

Revenues and expenditures for public ele- 
mentary and secondary education., 82- 
5235 
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Review of in-vessel meltdown models /, 
82-6664 

Review of nuclear power plant offsite 
power source reliability and related rec- 
ommended changes to the NRC rules and 
regulations /, 82-6927 

A review of removable surface contamina- 
tion on radioactive materials transporta- 
tion containers /, 82-6683 

Review of the National Bureau of Stand- 
ards Organic Act : hearings of the Sub- 
committee on Science, Research, and 
Technology of the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, June 16, 17, 18, 1981., 82-6899 

Review of the 33d International Whaling 
Commission meeting : hearing before the 
Subcommittee on Human Rights and In- 
ternational Organizations of the Commit- 
tee on Foreign Affairs, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, September 22, 1981., 82-6829 

[Revised checklist of current FAA Adviso- 
ry circulars (AC’s) as of March 15, 
1981]., 82-6375 

Revision of simulation model of automobile 
collisions computer program : investiga- 
tion of new integration algorithm /, 82- 
6500 


Rice outlook & situation /, 82-4459, 82- 


Rice situation (United States. Dept. of Agri- 
culture. Economics, Statistics, and Coop- 
eratives Service), 82-4459, 82-4460 

Ridesharing versus road building : the TVA 
experience., 82-6482 

Rising infant mortality in the U.S.S.R. in 
the 1970’s /, 82-4591 

Rock-lined transitions : hydraulic model in- 
vestigation /, 82-5062 

Roger Mills County, Oklahoma, soil inter- 
pretive map, soil potential for surface irri- 
gation, soil potential rating /, 82-4454 

Role of preflight preparation., 82-6394 

The roles and functions of overseas Secu- 
rity Assistance Offices need to be clari- 
fied : report /, 82-5494 

Roofing repair materials for Korean reloca- 
table buildings— test and evaluation /, 
82-5054 

RSV test monitoring and data publication— 
Renault R20TS-to-Calspan RSV _ 75 
degree right side impact at Renault /, 
82-6505 

Rules of procedure of the Senate Comittee 
on Labor and Human Reources /, 82- 
6878 

Rules of procedure of the Senate Commit- 
tee on Human Resources, 82-6878 

Rules of the Committee on Foreign Affairs, 
House of Representatives., 82-6828 

Rules of the Committee on Government 
Operations, House of Representatives to- 
gether with selected rules of the House of 
Representatives (including clause 2 of 
House rule XI)., 82-6843, 82-6844 
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Rural access to elderly programs : hearing 
before the Special Committee on Aging, 
United States Senate, Ninety-seventh 
Congress, first session, Sioux Falls, S. 
Dak., August 3, 1981., 82-6736 

Rural Electrification Administration (REA) 
forms and bulletins., 82-5591 

RVNAF logistics /, 82-5069 


S 


S. Sgt. Anne M. Fisher, U.S. Army Re- 
serve : report (to accopany H.R. 3127)., 
82-6573 

Sabine National Forest (Tenaha and Yel- 
lowpine Ranger Districts) Texas /, 82- 
4338 

Saccharin: technical assessment of risks and 
benefits : report no. 1 /, 82-6075 

Safeguards methodology development his- 
tory / prepared by L.D. Chapman ... [et 
al.] ; prepared for Division of Safeguards, 
Office of Nuclear Material Safety and 
Safeguards, U.S. Nuclear Regulatory 
Commission under interagency agreement 
DOE 40-550-75., 82-6635 

Safety assessment of Denver Type I and 
Standard Type II Barricades via full scale 
tests : executive summary /, 82-6309 

Safety belt usage attitude study /, 82-6527 

Safety compliance test for FMVSS 301-75, 
and accident investigation division data /, 
82-6529 

Safety compliance test program FMVSS 
212, 219, 301-75, NCAP, accident investi- 
gation division data /, 82-6264 

Safety effectiveness evaluation : federal and 
state enforcement efforts in hazardous 
materials transportation by truck., 82- 
6289 

Safety effectiveness evaluation of traffic 
barrier systems., 82-6288 

Saginaw, Michigan, metropolitan area, 82- 
5973 

Sailing directions (enroute) for the eastern 
Mediterranean., 82-4717 

Sailing directions (planning guide) for the 
Mediterranean., 82-4716 

SAKE : inelastic analysis R/C frames : 
computer analysis of structures to resist 
earthquake effects., 82-5088 

Salt Lake City-Ogden, Utah, metropolitan 
area, 82-5977 

Salvage and recycling., 82-5586 

San Diego metropolitan facilities plan : 
wastewater treatment, reclamation and 
disposal, 1975-2000 /, 82-5284 

San Juan National Historic Site, San Juan, 
Puerto Rico, design for prevention of 
wave-induced erosion : hydraulic model 
investigation /, 82-5000 

Sanitation and sewage., 82-5576 

Satellite remote sensing study of the trans- 
boundary movement of pollutants /, 82- 
5257 





April 1982 

The Saturn system /, 82-6130 

Save the Children Day : hearing before the 
Subcommittee on International Economic 
Policy of the Committee on Foreign Re- 
lations, United States Senate, Ninety-sev- 
enth Congress, first session, May 1, 1981., 
82-6830 

SBA’s pilot programs to improve guaranty 
loan procedures need further develop- 
ment : report to the Congress /, 82-5464 

SBA’s pilot programs to improve guaranty 
loan procedures need further develop- 
ment : report to the Congress : summary 
/, 82-5465 

A scanning electron microscope survey of 
the epidermis of East African grasses, I /, 
82-6232 

A scanning laser-velocimeter technique for 
measuring two-dimensional wake-vortex 
velocity distributions /, 82-6158 

Schedule B commodity by country, 
4589, 82-4590 

School administration, buildings and equip- 
ment., 82-5611 

Science experiments and projects., 82-5618 

Scientific and technical publications of the 
Environmental Research Laboratories., 
82-4684 

Scientific and technical publications of the 
ESSA Research Laboratories, 82-4684 

Scope and impact of new automotive tech- 
nology on the inspection, diagnosis, and 
repair process /, 82-6501 

Seabrook Lock Complex, Lake Pontchar- 
train, La. : design for wave protection at 
lock entrance : hydraulic model investi- 
gation /, 82-5005 

Search and rescue : survival., 82-5141 

Secondary education., 82-5545 

Secondary stocks : a paper prepared for the 
American Statistical Association Commit- 
tee on Energy Statistics, 82-5227 

Section-by-section analysis of the proposed 
International Development Cooperation 
Act of 1978 : S. 2420... /, 82-6833 

Securities and investments., 82-5645 

Security and development assistance 
March 19, 1981 /, 82-6211 

Security lighting planning document for nu- 
clear fixed site facilities /, 82-6652 

Security rules-carriage weapons and escort- 
ed persons., 82-6404 

Selected abstracts on carcinoembryonic 
antigen (CEA) in the clinical diagnosis 
and treatment of colorectal cancer /, 
82-5739 

Selected abstracts on cellular interactions in 
the control of proliferation, movement, 
and adhesion /, 82-5732 

Selected abstracts on ectopic hormones and 
enzymes /, 82-5733 

Selected abstracts on fibronectin and related 
transformation-sensitive cell surface pro- 
teins /, 82-5731 

Selected abstracts on lymphokines and re- 
lated substances in cell mediated immuni- 
ty /, 82-5729 


82- 





Selected abstracts on nutritional therapy for 
the cancer patient /, 82-5735 

Selected abstracts on radionuclide bone 
scans in the diagnosis and staging of 
cancer /, 82-5736 

Selected abstracts on short-term test sys- 
tems for potential mutagens and carcino- 
gens : 1. microbial tests /, 82-5734 

Selected abstracts on small cell carcinoma 
of the lung /, 82-5737 

Selected abstracts on transfer factor and 
immune RNA /, 82-5730 

Selected abstracts on tumor localization 
with gallium, radiolabled bleomycin, thal- 
lium, selenium, carbon and nitrogen ra- 
dionuclides /, 82-5738 

Selected abstracts on vitamin A in cancer 
biology /, 82-5728 

Selected atomic energy products, 82-4588 

Selected water-level records for Oklahoma 
/, 82-5837 

Selected water-level records for Oklahoma, 
1976-1978 /, 82-5828 

Selected water-level records for western 
Oklahoma, 1975-76 /, 82-5825 

The Selection of air traffic control special- 
ists : I. history and review of contribu- 
tions by the Civil Aeromedical Institute / 
, 82-6453 

Selection of cooling water treatment at mil- 
itary installations to prevent scaling and 
corrosion /, 82-5055 

Selway Bitterroot Wilderness primer : a 
handbook with drawings, checklists, field 
guides, stories, manuals, glossaries, and 
other handy information., 82-4361 

Semi-annual report - United States. Dept. of 
Education. Office of Inspector General, 
82-5232 

Semi-annual report / Office of Inspector 
General, U.S. Department of Education., 
82-5232 

Semi-annual report to Congress, 82-5232 

Semi-paratus, the United States Coast 
Guard, 1981 : oversight report of the 
Committee on Merchant Marine and 
Fisheries together with additional views., 
82-6594 

Senior executive service bonus program : 
hearing before the Subcommittee on Civil 
Service, Post Office, and General Serv- 
ices of the Committee on Governmental 
Affairs, United States Senate, first ses- 
sion, April 27, 1981., 82-6848 

Sensitive plants of the Francis Marion Na- 
tional Forest., 82-4308 

Service evaluation of aluminum brazed ti- 
tanium (ABTi) /, 82-6122 

Seven man life raft leeway study /, 
6468 

Shawnee sportsman’s map /, 82-4358, 
4359, 82-4360 

Shingles: hope through research /, 
5746 


82- 


82- 


82- 


Ship your cargo on U.S. flag ships : it 
makes sense and saves dollars : consider 


these reasons., 82-4619 
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Small, high technology firms, inventors, and innovation : hearings before the 


Shipping, 82-5661 

Shipping and transportation., 82-5536 

Shipping containers of nuclear material : a 
descriptive bibliography /, 82-6632 

Shooting opportunities in the Cleveland Na- 
tional Forest., 82-4314 

A Short course on guide for selecting, lo- 
cating and designing traffic barriers /, 
82-6305 

The sights and sounds of DARCOM 
motion picture /, 82-4935 

The sights and sounds of DARCOM vi- 
deorecording /, 82-4936 

Silver prices and the adequacy of federal 
actions in the marketplace, 1979-80 : sev- 
enteenth report /, 82-6597 

Simplified N.O.D. determination /, 82- 
5247 

Simulation of sodium pumps “for nuclear 
power plants /, 82-6703 

Simulation of steady-state and transient 
sodium boiling experiments in a seven-pin 
bundle under flow rundown conditions 
by using bodyfit-IFE code /, 82-6680 

Simulators for mariner training and licens- 
ing : phase 1 : role of simulators in the 
mariner training and licensing process : 
CAORF technical report, simulation ex- 
periment /, 82-6471 

Single-valve prototype tests, main lock, 
Locks and Dam 26, Mississippi River, 
Alton, Illinois /, 82-5020 

Single vs dual snubber installations /, 82- 

Sipsey Wilderness, William B. Bankhead 
National Forest, Alabama /, 82-4339 

Sixty-sixth National Conference on Weights 
and Measures : July 13-17, 1981, St. 
Louis, Missouri., 82-4605 

Skylight illumination., 82-5091 

Slips & falls : truck related personal injury 
accidents., 82-6337 

SLRV engineering tests at Department of 
Transportation, Transportation Test 
Center : final test report /, 82-6489 

Sludge disposal alternatives, South Paris, 
Maine., 82-5276 

Small Business Administration’s 8(a) pro- 
gram : hearings before the Subcommittee 
on SBA and SBIC Authority, Minority 
Enterprise, and General Small Business 
Problems of the Committee on Small 
Business, House of Representatives, 
Ninety-seventh Congress, first session, 
Washington, D.C., May 21, June 4 and 
10, 1981., 82-6904 

Small business and the federal procurement 
system : hearings before the Subcommit- 
tee on General Oversight of the Commit- 
tee on Small Business, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, Washington, D.C., June 18, 23, 
and 25, 1981., 82-6903 

Small, high technology firms, inventors, 
and innovation : hearings before the Sub- 
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Small, high technology firms, inventors, and innovation : hearings before the 


committee on Investigations and Over- 
sight of the Committee on Science and 
Technology, U.S. House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, July 21, 22, 1981., 82-6902 

Small mammals of the Black Canyon and 
Skull Valley planning units, Maricopa 
and Yavapai Counties, Arizona /, 82- 
5938 

Small water purification systems /, 82- 
5939 


Smoke control as a part of building fire 
protection : summary minutes of seminar 
on May 3, 1977., 82-4689 

SMS-GOES satellite position and data 
availability /, 82-4638 

Social and economic impacts of the Trojan 
Nuclear Power Plant : a confirmatory 
technology assessment /, 82-6641 

Social biology of the Polistine wasp Mis- 
chocyttarus labiatus : survival in a Co- 
lombian rain forest /, 82-6227 

Social security in Europe : the impact of an 
aging population : an information paper / 
, 82-6737 

Sodium oxide aerosol study : NSPP runs 
101-105, data record report /, 82-6924 

Software impact of selected en route ATC 
computer replacement strategies., 82- 
6437 


Sohm Abyssal Plain : evaluating proximal 
sediment provenance /, 82-6237 

Soil and soil management., 82-5524 

Soil conservation : hearing before the Sub- 
committee on Soil and Water Conserva- 
tion of the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-seventh Congress, Con- 
gress, first session, August 31, 1981—Bur- 
lington, Iowa., 82-6756 

Soil interpretative map of important farm- 
lands, Aransas County, Texas /, 82-4411 

Soil interpretative map of important farm- 
lands, Bandera County, Texas /, 82- 
4412 

Soil interpretative map of important farm- 
lands, Bell County, Texas /, 82-4413 

Soil interpretative map of important farm- 
lands, Blanco County, Texas /, 82-4414 

Soil interpretative map of important farm- 
lands, Caldwell County, Texas /, 82- 
4415 

Soil interpretative map of important farm- 
lands, Cameron County, Texas /, 82- 
4416 

Soil interpretative map of important farm- 
lands, Chambers County, Texas /, 82- 
4417 

Soil interpretative map of important farm- 
lands, Delta County, Texas /, 82-4419 

Soil interpretative map of important farm- 
lands, Falls County, Texas /, 82-4421 

Soil interpretative map of important farm- 
lands, Fort Bend, Texas /, 82-4422 

Soil interpretative map of important farm- 
lands, Gillespie County, Texas /, 82- 
444 
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Soil interpretative map of important farm- 
lands, Grayson County,’ Texas /, 82- 
4425 

Soil interpretative map of important farm- 
lands, Hood County, Texas /, 82-4428 

Soil interpretative map of important farm- 
lands, Hunt County, Texas /, 82-4430 

Soil interpretative map of important farm- 
lands, Midland County, Texas /, 82- 
4434 

Soil interpretative map of important farm- 
lands, Montague County, Texas /, 82- 
4437 

Soil interpretative map of important farm- 
lands, Nacogdoches County, Texas /, 
82-4440 

Soil interpretative map of important farm- 
lands, Navarro County, Texas /, 82- 
th! 

Soil interpretative map of important farm- 
lands, Panola County, Texas /, 82-4442 

Soil interpretative map of important farm- 
lands, Rains County, Texas /, 82-4444 

Soil interpretative map of important farm- 
lands, Rockwall County, Texas /, 82- 
4445 

Soil interpretative map of important farm- 
lands, Swisher County, Texas /, 82-4449 

Soil interpretative map of important farm- 
lands, Wichita County, Texas /, 82-4451 

Soil survey of Belmont County, Ohio., 82- 
4388 


Soil survey of Blair County, Pennsylvania., 
82-4389 

Soil survey of Bonneville County area, 
Idaho., 82-4391 

Soil survey of Boone County, Arkansas., 
82-4390 

Soil survey of Brazoria County, Texas., 
82-4392 

Soil survey of Callahan County, Texas., 
82-4393 

Soil survey of Cape Girardeau, Mississippi, 
and Scott Counties, Missouri., 82-4394 

Soil survey of Centre County, Pennsylva- 
nia., 82-4395 

Soil survey of El Paso County area, Colo- 
rado., 82-4396 

Soil survey of Fort Apache Indian Reserva- 
tion, Arizona, parts of Apache, Gila, and 
Navajo Counties., 82-4397 

Soil survey of Franklin County, Kansas., 
82-4398 

Soil survey of Franklin Parish, Louisiana., 
82-4399 

Soil survey of Gila-Duncan area, Arizona : 
parts of Graham and Greenlee Counties., 
82-4400 

Soil survey of Jackson County area, Colo- 
rado., 82-4401 

Soil survey of Kootenai County area, 
Idaho., 82-4402 

Soil survey of Madison County, Ohio., 82- 
4403 

Soil survey of Monroe County, Pennsylva- 
nia., 82-4404 
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Soil survey of Oswego County, New York., 
82-4405 

Soil survey of Palo Pinto County, Texas., 
82-4406 

Soil survey of Tioga County, Pennsylvania., 
82-4407 

Soil survey of Valley area, Idaho, parts of 
Adams and Valley counties., 82-4408 

Soil survey of Yellow Medicine County, 
Minnesota., 82-4409 

Soils and range sites of the Umnak-Una- 
laska area, Alaska., 82-4386 

Solar Grain Drying Conference proceed- 
ings, May 2-3, 1978, Holiday Inn-North, 
West Lafayette, Ind. /, 82-5192 

Solid waste management., 82-5556 

Some mobile VHF measurements in an 
urban environment /, 82-4700 

Source category survey : ammonia manu- 
facturing industry /, 82-5317 

Source category survey : borax and boric 
acid industry /, 82-5318 

Source category survey : ceramic clay in- 
dustry /, 82-5319 

Source category survey : industrial inciner- 
ators /, 82-5321 

Source category survey : perlite industry /, 
82-5322 

Source category survey : refractory indus- 
try /, 82-5323 

Source category survey : secondary copper 
smelting and refining industry /, 82- 
$320 

Source category survey 
smelting and refining 
5327 

Source category survey : starch manufac- 
turing industry /, 82-5324 

Source category survey : thermal process 
phosphoric acid manufacturing industry / 

82-5325 

Source category survey : uranium refining 
industry /, 82-5326 

Sources of information on U.S. firms : a 
guide for international traders., 82-4708 

South jetty stability study, Masonboro Inlet, 
North Carolina : hydraulic model investi- 
gation /, 82-5021 

The South Vietnamese society /, 82-5071 

Southwest Asia., 82-6196 

Soviet invasion of Afghanistan : January 4, 
1980 /, 82-6203 

Soviet perceptions of war and peace /, 82- 
4781 

Space systems technology model, 82-6076 

Spatial-frequency response of the limb in- 
frared monitor of the stratosphere /, 82- 
6144 

Special analyses, budget of the United 
States, 82-6189 

Special analyses, budget of the United 
States Government., 82-6189 

Special electronic devices repairer., 
4886 


: secondary zinc 
industry /, 82- 


82- 
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Special flood hazard information report : 
Big Willis Creek, Collinsville to Gadsden, 
DeKalb and Etowah Counties, Alabama 
/, 82-5037 

Special flood hazard information report : 
Muskingum River and tributaries, Co- 
shocton County, Ohio /, 82-5044 

Special flood hazard information report : 
Short Creek, Jefferson County, Ohio /, 
82-5039 

Special flood hazard information report : 
Tygart River, Taylor County, West Vir- 
ginia /, 82-5050 

Special flood hazard information report : 
Wolf Creek, Giles County, Virginia /, 
82-5038 

Special report : investigation of review 
issues, Narrows Unit, Colorado, Pick- 
Sloan Missouri Basin Program., 82-5847 

Special study : fatalities and injuries associ- 
ated with riding in cargo areas of pickup 
trucks., 82-6286 

Specification for airport light base and 
transformer housings, junction boxes, and 
accessories., 82-6421 

Specification for discharge-type flashing 
light equipment., 82-6422 

Specification for L-823 plug and receptacle, 
cable connectors., 82-6419 

Specification for L-824 underground electri- 
cal cable for airport lighting circuits., 
82-6418 

A spin-recovery parachute system for light 
general-aviation airplanes /, 82-6083 

Stack sampling technical information : a 
collection of monographs and papers /, 
82-5312, 82-5333 

Standard distribution for unclassified U.S. 
Nuclear Regulatory Commission publica- 
tions., 82-6619, 82-6620 

Standardized commodity transportation 
survey (CTS) data base : user’s manual /, 
82-6368 

State distribution of public employment, 
82-4585 

State energy conservation activities /, 82- 
6336 

State of Rhode Island coastal management 
program and final environmental impact 
statement /, 82-4645 

State of the art of undisturbed sampling of 
cohesionless soils /, 82-5015 

Statement to U.N. on Iran : December 1, 
1979 /, 82-6202 

Static and dynamic J-R curve testing of 
A533B steel using the key curve analysis 
technique /, 82-6716 

Static test-stand performance of the YF-102 
turbofan engine with several exhaust con- 
figurations for the Quiet Short-haul Re- 
search Aircraft (QSRA) /, 82-6152 

Statistical appendix to Minerals yearbook, 
82-5901 

Statistical evaluation of physical properties 
in area 12, Nevada test site, using the 
USGS/DNA storage and retrieval system 
/, 82-5790 





Supplement to bicycling laws in the U.S. / 


A Statistical study of coal sulfur variability 
and related factors /, 82-5311 

Statistical study of the cases of shutdown 
periods in nuclear power plants with 
light water reactors /, 82-5219 

Statistics on service industries, 82-4604 

Status and future of extraterrestrial mapping 
programs /, 82-6119 

Status of federal aviation regulations., 82- 
6377 

Status of state legislation on health insur- 
ance coverage for alcoholism treatment 
as of December 31, 1980 : an interim 
report /, 82-5770 

Status of the world’s nations., 82-6217 

Stenography, typing and writing., 82-5552 

Storm runoff as related to urbanization in 
the Portland, Oregon-Vancouver, Wash- 
ington area /, 82-5833 

A strategic approach to American foreign 
policy : August 11, 1981 /, 82-6216 

Strategic weapons proposals : hearings 
before the Committee on Foreign Rela- 
tions, United States Senate, Ninety-sev- 
enth Congress, first session, on the for- 
eign policy and arms control implications 
of President Reagan’s strategic weapons 
proposals., 82-6837 

Strategies for promoting health for specific 
populations., 82-5674 

Strategy and tactics /, 82-5072 

Stress and duress monitoring at NRC-li- 
censed facilities /, 82-6645 

Stronger federal efforts needed for provid- 
ing employment opportunities and enforc- 
ing labor standards in sheltered work- 
shops : report to the Honorable Barry M. 
Goldwater, Jr., House of Representatives 
/, 82-5489 

Structural integrity of water reactor pres- 
sure boundary components : progress 
report ending 31 August 1977 /, 82- 
5133 

Structural tests of SL-7 ship model/, 82- 
6722 

Structure study of a CF,Br,.-inhibited meth- 
ane flame : effect of CF.Brzon composi- 
tion, net reaction rates, and rate coeffi- 
cients /, 82-5866 

Student guide : armor officer basic course : 
tank platoon leader., 82-4877 

Student workbook for training course on 
water supply and wastewater treatment 
and disposal systems for safety rest areas 
/, 82-6304 

Studies in comparative federalism : Austra- 
lia : an information report., 82-6607 

Studies in comparative federalism : Canada 
: an information report., 82-6608 

Studies of the effects of operating the Mt. 
Elbert pumped-storage powerplant on 
Twin Lakes, Colorado : 1979 report of 
findings /, 82-5849 

Study and analysis of portability and reci- 
procity in single employer pension plans 
/, 82-5967 
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Study of mean-and turbulent velocity fields 
in a large-scale turbine-vane passage /, 
82-6107 

A study of ocean rate disparities /, 
6263 

Study of operator absenteeism and workers’ 
compensation trends in the urban mass 
transportation industry /, 82-6492 

Study of optical techniques for indirect gen- 
eration of runway approach lights /, 82- 
6464 

A study of stratosphere-to-troposphere 
transfer using radioactive tracer data in a 
one-dimensional parameterization /, 82- 
6440 

Study of the adequacy of air monitoring : 
phase IIl—analysis of EPA regulations on 
ambient air quality monitoring /, 82- 
6612 

A Study of trucking service in six small 
communities /, 82-6265 

Study to assess the feasibility of alternative 
UCFE chargeback systems for all federal 
agencies /, 82-6729 

A subjective assessment of model initial 
conditions using satellite imagery /, 82- 
4044 


82- 


The subterranean Asellids (Caecidotea) of 
Illinois : (Crustacea, Isopoda, Asellidae) / 
, 82-6228 

Subversive activities., 82-5627 

Suggestions for incorporating forestry into 
the school curriculum., 82-4365 

Sulprofos : pesticide registration standard /, 
82-5331 

Summary of GAO reports issued since 1977 
pertaining to farm bill legislation : report 
/, 82-5474 

Summary of group I control technique 
guideline documents for control of vola- 
tile organic emissions from existing sta- 
tionary sources /, 82-5313 

Summary of testimony on administration 
tax proposals before the Committee on 
Ways and Means /, 82-6907 

Summary report of a survey of transporta- 
tion handicapped users and non-users of 
special transportation systems in four 
cities /, 82-6480 

Summary statement of work : 
inspection/maintenance 
6616 

Sun Valley grazing : environmental impact 
statement (final), Butte, Blaine, Camas 
and Elmore Counties, State of Idaho /, 
82-5786 

Superhard transparent coatings /, 82-5077 

A Supervisor’s guide to the incentive 
awards program., 82-4933 

Supplement to bicycling laws in the United 
States /, 82-6541 


study of the 
program., 82- 
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Supplemental structural inspection program for large transport category airplanes. 


Supplemental structural inspection program 
for large transport category airplanes., 
82-6401 

Supplemental tidal predictions Anchorage, 
Nikisha, Seldovia, and Valdez, Alaska, 
1981 /, 82-4683 

Surface charge measurements of amphibole 
cleavage fragments and fibers /, 82-5858 

Surface observations., 82-4466 

Surface water records of California, 82- 
5814, 82-5815 

Surface water records of Colorado, 
5816 

Surface water records of Florida, 82-5817 

Surface water records of Idaho, 82-5818 

Surface water records of Maryland and 
Delaware, 82-5819 

Surface water records of Nebraska, 82- 
5820 

Surface water records of Nevada, 82-5821 

Surface water records of Ohio, 82-5822 

Surface water records of Pennsylvania, 
82-5823 

Surficial geology of Dugway quadrangle, 
Oswego County, New York /, 82-5842 

Survey and analysis of bus rehabilitation in 
the mass transportation industry /, 82- 
6487 

Survey of dental benefit plans, 1978., 
5757 

A Survey of leave provisions in federal 
labor agreements /, 82-4713 

A survey of services to unions : provisions 
in federal labor agreements /, 82-4714 

Susceptibility of dispersive clay at Grenada 
Dam, Mississippi to piping and rainfall 
erosion /, 82-4988 

Suwannee County, Florida, soil interpretive 
map of important farmlands /, 82-4448 

Swimming accuracy and consistency of 
scuba divers under conditions of low visi- 
bility /, 82-5110 

Symposium Community Development and 
Passenger Transportation /, 82-6484 

Synthetic fuels development hearing 
before the Subcommittee on Energy and 
Development and Applications and the 
Subcommittee on Investigations and 
Oversight of the Committee on Science 
and Technlogy, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, July 27, 1981., 82-6896 

System performance, error rates, and train- 
ing time for recent FAA academy nonra- 
dar graduates, community persons, and 
handicapped persons on the radar train- 
ing facility pilot position /, 82-6452 

Systematic training program for enhancing 
learning strategies and skills : further de- 
velopment /, 82-5149 

Systems feasibility study states’ assistance in 
defect recall campaigns /, 82-6526 

Systems navigation : RNAV and the up- 
graded third generation system /, 82- 
6457 


82- 


82- 
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T or C baffled apron spillway /, 82-5853 

Tacfire operations specialist., 82-4887 

Tactical (combat support)/strategic intelli- 
gence /, 82-4955 

Tactical engagement simulation training : a 
method for learning the realities of 
combat /, 82-4944 
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myopia /, 82-5122 

Targeted jobs tax credit., 82-6064 

Task analysis schema based on cognitive 
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design with application to an Air Force 
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Task level job performance criteria devel- 
opment /, 82-5144 

Tax benefits for older Americans., 82-6255 

Tax information on U.S. Civil Service re- 
tirement and disability., 82-6256 

Tax issues involved in the sale or transfer of 
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before the Subcommittee on Select Reve- 
nue Measures of the Committee on Ways 
and Means, House of Representatives, 
Ninety-seventh Congress, first session, 
May 1, 1981, Oakland, California., 82- 
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Tax reduction proposals : hearings before 
the Committee on Finance, United States 
Senate, Ninety-seventh Congress, first 
session., 82-6825 
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82-5285 
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Technique for estimating the magnitude and 
frequency of floods in Texas /, 82-5801 

Technology & Soviet energy availability., 
82-6723 

Technology & Soviet energy availability : 
summary., 82-6724 
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ucts and services in international trade : 
hearings before the Subcommittee on 
Telecc ications, Consumer Protec- 
tion, and Finance of the Committee on 
Energy and Commerce, House of Repre- 
sentatives, Ninety-seventh Congress, first 
session, April 29, and July 22, 1981., 82- 
6817 

Telecc ications Competition and De- 
regulation Act of 1981 : hearings before 
the Committee on Commerce, Science, 
and Transportation, United States Senate, 
Ninety-seventh Congress, first session, on 
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82-6775 
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A temperature probe for radio-frequency 
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rotating biological contactor system /, 
82-5058 
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porary perspectives /, 82-5768 

Thermal analysis of the Manning S-4000 
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A three-dimensional fluid finite element /, 
82-6650 
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nuclear power plant simulator 
(BRENDA) /, 82-6702 
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personnel /, 82-6448 

Three sets of task factor benchmark scales 
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(TEV126)., 82-6099 
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metrics /, 82-6134 

TIMHIS : time history plots : computer 
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effects., 82-5087 
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TLV status report /, 82-6353 

Tosco loan guarantee proposal : hearing 
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ing, and Urban Affairs, United States 
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Senate, Ninety-seventh Congress, first 
session, on Defense Production Act loan 
guarantees to Tosco Corporation for 
Tosco’s part in the colony shale oil pro- 
ject in western Colorado, October 7, 
1981., 82-6772 

Total contract maintenance for Mannheim 
family housing /, 82-5060 

Toward clean water, alternatives for action 
: v. 1, Draft environmental impact assess- 
ment /, 82-5252 

Toxic effect of shale tar water /, 82-5221 

Trade, Tokyo round of the multilateral 
trade negotiations : agricultural products 
: agreement between the United States of 
America and the European communities 
done at Geneva April 12, 1979 with relat- 
ed letter signed at Washington October 
28, 1980., 82-6224 

Traffic slope tests of military inventory 
items and their effectiveness in riverine 
egress tests /, 82-5018 

Training battalion command groups in sim- 
ulated combat : indentification and mea- 
surement of critical performances /, 82- 
4946. 

Training developments /, 82-4954 

Training effectiveness of visual and motion 
simulation /, 82-5170 

Training program for operation of emergen- 
cy vehicles /, 82-6532 

Transfer of the Alaska railroad : hearings 
before the Committee on Commerce, Sci- 
ence, and Transportation, United States 
Senate, Ninety-seventh Congress, (first 
session, on S. 1500 ... August 10 and 11, 
1981., 82-6774 

Transonic pressure and load distributions 
for a group of simulated launch vehicles 
/, 82-6078 

Transport category airplanes cabin ozone 
concentrations., 82-6406 

Transportable automated electromagnetic 
compatibility measurement system 
(TAEMS) /, 82-4698 

Transportation management /, 82-4967 

Travel to Greece /, 82-6198 

Treaties and other international agreements 
of the United States., 82-5597 

Treaties, etc. United States, 1979 Apr 12., 
82-6224 

Treating and assessing the chronically men- 
tally ill : the pioneering research of 
Gordon L. Paul /, 82-5766 

Treatment of contaminated dredged materi- 
al /, 82-4984 

Treatment of primary effluent by rapid in- 
flation /, 82-5295 

Tri-level study, modification : task 2, final 
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related to vehicle condition and causation 
and an assessment of Indiana PMVI ef- 
fectiveness to reduce the frequency and 
severity of accidents causes by vehicular- 
related malfunctions/degradations /, 82- 
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Tri-level study, modification : task 3, valid- 
ity assessment of police-reported accident 
data /, 82-6534 

Tri-level study, modification : task 6, a final 
report on supplemental causation assess- 
ments through hypothesis testing /, 82- 
6535 

Tuition tax credits : hearings before the 
Subcommittee on Taxation and Debt 
Management of the Committee on Fi- 
nance, United States Senate, Ninety-sev- 
enth Congress, first session., 82-6826 

Tunnel design by rock mass classifications / 
, 82-4989 

A tutorial review of the new EMI models 
and their effects on receiver performance 
/, 82-4691 

Twenty-third meeting of the North Atlantic 
Assembly, held at Paris, France, Septem- 
ber 18 through September 23, 1977 : 
report of the U.S. delegation., 82-6836 

Two-year report on the Northeast Corri- 
dor., 82-6262 

Type certification-fixed-wing gliders (sail- 
planes)., 82-6391 
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U.S.-Japanese economic relations : hearings 
before the Subcommittee on International 
Trade, Finance, and Security Economics 
of the Joint Economic Committee, Con- 
gress of the United States, Ninety-seventh 
Congress, first session, June 19 and July 9 
and 13, 1981., 82-6784 

U.S.-Soviet relations : an overview : Octo- 
ber 16, 1979., 82-6201 

The U.S. adviser /, 82-5064 

The U.S. Army Ordnance Center and 
School apprenticeship program for the 
trade of machinist., 82-4903 

U.S. budget in brief, 82-6188 

U.S. Commercial Service offices and the 
Foreign Commercial Service posts : a 
guide for business., 82-4707 

U.S. consular operations in Mexico City 
and Mexican government attitudes on im- 
migration reform : a study trip /, 82- 
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U.S. Court of Customs and Patent Appeals 
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82-5539 
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FGGE /, 82-4629 
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country., 82-4589, 82-4590 
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U.S. Forest Service American chestnut co- 
operators’ meeting /, 82-4380 

U.S.G.S. water resources data for Colora- 
do, 82-5816 

U.S.G.S. water resources data for Florida, 
82-5817 

U.S.G.S. water resources data for Idaho, 
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USS. intelligence analysis and the oil issues, 
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recreation guide., 82-4340 
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Uniform ambulatory medical care : mini- 
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United States Code, 1976., 82-5600 

United States contributions to international 
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United States Court of Claims reports., 
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timore Harbor, for the presence of 
marine wood-destroyers : first year of ob- 
servations from April 1978 to May 1979 / 
, 82-5131 

United States intelligence activities. 82- 
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United States of America, treasury bonds of 
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program for the trade of electrical repair- 
er., 82-4931 

The US Army Signal School apprenticeship 
program for the trade of electrician, 
radio., 82-4919 

The US Army Signal School apprenticeship 
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The US Army Transportation School ap- 
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VA Vietnam veterans’ readjustment coun- 
seling program : hearing before a Sub- 
committee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first ses- 
sion, October 19, 1981., 82-6846 
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Validation of scramjet exhaust simulation 
technique at Mach 6 /, 82-6105 

Validity of peer ratings obtained during 
ranger training /, 82-4941 
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Veterans readjustment appointments in the 
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veterans : a report /, 82-6913 

Vibration aspects of ride quality modeling 
for the DOT PTACV— theory and ex- 
periment /, 82-6354 

Vibration evaluation of aircraft propellers., 
82-6379 

The Vietnam veterans leadership program/ 
Action : hearing before the Subcommit- 
tee on Education, Training, and Employ- 
ment of the Committee on Veterans’ Af- 
fairs, House of Representatives, Ninety- 
seventh Congress, first session, October 
20, 1981., 82-6910 

Vietnamization and the cease-fire /, 82- 
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Viking Mars mission support investigations 
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Tunnel /, 82-6082 
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ment Act of 1981 : hearing before the 
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sion, on H.R. 3517 ... June 18, 1981., 82- 
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Vitamin C status of submariners /, 82-5123 

Vocational interest-career examination : use 
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Volume providers of medical examinations 
for the social security disability program : 
hearing before the Subcommittee on 
Social Security and Subcommittee on 
Oversight of the Committee on Ways and 
Means, House of Representatives, Ninety- 
seventh Congress, first session, September 
18, 1981., 82-6919 

Volunteers who produce books /, 82-6070 

Vortex problem at intake, Lower St. An- 
thony Falls Lock and Dam, Mississippi 
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lic model investigation /, 82-4997 
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/, 82-4317 
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Water-quality assessment of the Cypress 
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ana /, 82-5805 
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future water supply problems : hearings 
before the Subcommittee on Water Re- 
sources of the Committee on Public 
Works and Transportation, House of 
Representatives, Ninety-seventh Con- 
gress, first session, March 19 and 20, 
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Wave sensor survey., 82-4626 
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Women owned business directory : Iowa, 
Kansas, Missouri, Nebraska., 82-5652 

Woodward County, Oklahoma, soil inter- 
pretive map, soil potential for surface irri- 
gation /, 82-4455 
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, 82-4432 
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Agricultural resources — Michigan — Eaton 
County — Maps. 

Important farmlands, Eaton County, 
Michigan /, 82-4420 


Agricultural resources — Michigan — 
Montcalm County — Maps. 
Important farmlands, Montcalm County, 
Michigan /, 82-4438 


Agricultural resources — Mississippi — 
Claiborne County — Maps. 
Important farmlands map, Claiborne 
County, Mississippi /, 82-4418 


Important farmlands map, Humphreys 
County, Mississippi /, 82-4429 


Agricultural resources — Mississippi — 
Itawamba County — Maps. 
Important farmlands map, Itawamba 
County, Mississippi /, 82-4431 


Agricultural resources — Mississippi — 
Lowndes County — Maps. 
Important farmlands map, Lowndes 
County, Mississippi /, 82-4433 


Agricultural resources — Mississippi — 
Warren County — Maps. 
Important farmlands map, 

County, Mississippi /, 82-4450 


Warren 


Agricultural resources — New York — 
Steuben County — Maps. 
Important farmlands, Steuben County, 
New York /, 82-4447 


Agricultural resources — Oklahoma — 
Haskell County — Maps. 
Important farmlands map, 

County, Oklahoma /, 82-4427 


Haskell 


Agricultural resources — South Carolina — 
Pickens County — Maps. 
Important farmlands map, Pickens 
County, South Carolina /, 82-4443 


Agricultural resources — Texas — Aransas 
County — Maps. 
Soil interpretative map of important 
farmlands, Aransas County, Texas /, 
82-4411 


Agricultural resources — Texas — Bandera 

County — Maps. 

Soil interpretative map of important 
farmlands, Bandera County, Texas /, 
82-4412 < 

Agricultural resources — Texas — Bell 

County — Maps. 

Soil interpretative map of important 
farmlands, Bell County, Texas /, 82- 
4413 
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Agricultural resources Michigan Eaton County Maps. 


Agricultural resources — Texas — Blanco 
County — Maps. 
Soil interpretative map of important 
farmlands, Blanco County, Texas /, 
82-4414 


Agricultural resources — Texas — Caldwell 
County — Maps. 
Soil interpretative map of important 
farmlands, Caldwell County, Texas /, 
82-4415 


Agricultural resources — Texas — Cameron 
County — Maps. 
Soil interpretative map of important 
farmlands, Cameron County, Texas /, 
82-4416 


Agricultural resources — Texas — 
Chambers County — Maps. 
Soil interpretative map of important 
farmlands, Chambers County, Texas /, 
82-4417 


Agricultural resources — Texas — Delta 
County — Maps. 
Soil interpretative map of important 
farmlands, Delta County, Texas /, 82- 
4419 


Agricultural resources — Texas — Falls 
County — Maps. 
Soil interpretative map of important 
farmlands, Falls County, Texas /, 82- 
4421 


Agricultural resources — Texas — Fort 
Bend County — Maps. 
Soil interpretative map of important 
farmlands, Fort Bend, Texas /, 82- 
4422 


Agricultural resources — Texas — Gillespie 
County — Maps. 
Soil interpretative map of important 
farmlands, Giilespie County, Texas /, 
82-4424 


Agricultural resources — Texas — Grayson 
County — Maps. 
Soil interpretative map of important 
farmlands, Grayson County, Texas /, 
82-4425 


Agricultural resources — Texas — Hood 
County — Maps. 
Soil interpretative map of important 
farmlands, Hood County, Texas /, 82- 
4428 


Agricultural resources — Texas — Hunt 
County — Maps. 
Soil interpretative map of important 
farmlands, Hunt County, Texas /, 82- 
4430 


Agricultural resources — Texas — Midland 
County — Maps. 
Soil interpretative map of important 
farmlands, Midland County, Texas /, 
82-4434 
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Agricultural resources — Texas — 
Montague County — Maps. 
Soil interpretative map of important 
farmlands, Montague County, Texas /, 
82-4437 


Soil interpretative map of important 
farmlands, Nacogdoches County, Texas 
/, 82-4440 


Agricultural resources — Texas — Navarro 
County — Maps. 
Soil interpretative map of important 
farmlands, Navarro County, Texas /, 
82-4441 


Agricultural resources — Texas — Panola 
County — Maps. 
Soil interpretative map of important 
farmlands, Panola County, Texas /, 
82-4442 


Agricultural resources — Texas — Rains 
County — Maps. 
Soil interpretative map of important 
farmlands, Rains County, Texas /, 82- 
4444 


Agricultural resources — Texas — Rockwall 
County — Maps. 
Soil interpretative map of important 
farmlands, Rockwall County, Texas /, 
82-4445 


Agricultural resources — Texas — Swisher 
County — Maps. 
Soil interpretative map of important 
farmlands, Swisher County, Texas /, 
82-4449 


Agricultural resources — Texas — Wichita 
County — Maps. 
Soil interpretative map of important 
farmlands, Wichita County, Texas /, 
82-4451 


Agricultural resources — West Virginia — 
Hampshire County — Maps. 
Hampshire County, West Virginia impor- 
tant farmlands /, 82-4426 


Agricultural resources — West Virginia — 
Mineral County — Maps. 
Important farmlands, Mineral Co., West 
Virginia /, 82-4435 


Agricultural resources — West Virginia — 
Morgan County — Maps. 
Important farmlands, Morgan County, 
West Virginia /, 82-4439 


Agricultural resources — Wisconsin — Saint 
Croix County — Maps. 
Important farmlands, St. Croix County, 
Wisconsin /, 82-4446 
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Agriculture — Alabama — Morgan County 


— Statistics. 
1978 census of agriculture, preliminary 
report, Morgan County, Ala., 82-4467 


Agriculture — Alabama — Perry County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Perry County, Ala., 82-4468 


Agriculture — Alabama — Pickens County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Pickens County, Ala., 82-4469 


Agriculture — Alabama — Pike County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Pike County, Ala., 82-4470 


Agriculture — Alabama — Randolph County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Randolph County, Ala. 82- 
4471 


Agriculture — Alabama — Russell County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Russell County, Ala., 82-4472 


Agriculture — Alabama — Saint Clair 
County — Statistics. 
1978 census of agriculture, preliminary 
report, St. Clair County, Ala, 82- 
4473 


Agriculture — Alabama — Shelby County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Shelby County, Ala. 82-4474 


Agriculture — Alabama — Sumter County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Sumter County, Ala. 82-4475 


Agriculture — Alabama — Talladega County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Talladega County, Ala. 82- 
4476 


Agriculture — Alabama — Tallapoosa 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Tallapoosa County, Ala. 82- 
4477 


Agriculture — Alabama — Tuscaloosa 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Tuscaloosa County, Ala. 82- 
4478 


Agriculture — Alabama — Walker County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Walker County, Ala., 82-4479 





Agriculture Georgia Jones County Statistics. 


Agriculture — Economic aspects. 

Farmer-owned grain reserve program 
needs modification to improve effec- 
tiveness : report to the Congress /, 
82-5476, 82-5478 

Farmer-Owned grain reserve program 
needs modification to improve effec- 
tiveness : report to the Congress : Sum- 
mary /, 82-5477 


Credit needs and economic condition of 
agriculture in the Northeast : hearings 
before the Subcommittee on Conserva- 
tion, Credit, and Rural Development 
and the Subcommittee on Livestock, 
Dairy, and Poultry of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-seventh Congress, first 
session, August 31 and September 1, 
1981, Burlington, Vt., 82-6749 


Agriculture — Economic aspects — United 
States. 
Corporations in farming /, 82-6921 
What farm exports mean to you., 82- 
4462 


Agriculture — Florida — Nassau County — 
Statistics. 

1978 census of agriculture, preliminary 

report, Nassau County, Fla. 82-4480 


Agriculture — Florida — Okaloosa County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Okaloosa County, Fla. 82- 
4481 


Agriculture — Florida — Okeechobee 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Okeechobee County, Fla., 82- 
4482 


Agriculture — Florida — Orange County — 
Statistics. 

1978 census of agriculture, preliminary 

report, Orange County, Fla., 82-4483 


Agriculture — Florida — Osceola County — 
Statistics. 

1978 census of agriculture, preliminary 

report, Osceola County, Fla., 82-4484 


Agriculture — Florida — Palm Beach 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Palm Beach County, Fla. 82- 
4485 


Agriculture — Florida — Pasco County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Pasco County, Fla., 82-4486 


Agriculture — Florida — Pinellas County — 
Statistics. 

1978 census of agriculture, preliminary 

report, Pinellas County, Fla., 82-4487 
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Agriculture — Florida — Polk County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Polk County, Fla., 82-4488 


Agriculture — Florida — Putnam County — 
Statistics. 


‘1978 census of agriculture, preliminary 
report, Putnam County, Fla., 82-4489 


Agriculture — Florida — Santa Rosa 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Santa Rosa County, Fla., 82- 
4490 


Agriculture — Florida — Sarasota County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Sarasota County, Fla., 82-4491 


Agriculture — Georgia — Greene County — 
Statistics. 

1978 census of agriculture, preliminary 

report, Greene County, Ga., 82-4492 


Agriculture — Georgia — Gwinnett County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Gwinnett County, Ga., 82- 
4493 


Agriculture — Georgia — Habersham 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Habersham County, Ga., 82- 
4494 


Agriculture — Georgia — Heard County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Heard County, Ga., 82-4495 


Agriculture — Georgia — Henry County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Henry County, Ga., 82-4496 


Agriculture — Georgia — Jeff Davis County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Jeff Davis County, Ga. 82- 
4497 


Agriculture — Georgia — Jefferson County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Jefferson County, Ga., 82- 
4498 


Agriculture — Georgia — Jenkins County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Jenkins County, Ga., 82-4499 


Agriculture — Georgia — Jones County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Jones County, Ga., 82-4500 
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Agriculture Georgia Lamar County Statistics. 


Agriculture — Georgia — Lamar County — 
Statistics. 


1978 census of agriculture, preliminary 
report, Lamar County, Ga., 82-4501 


82-4502 


Agriculture — Georgia — Pickens County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Pickens County, Ga., 82-4503 


Agriculture — Georgia — Pierce County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Pierce County, Ga., 82-4504 


Agriculture — Georgia — Pike County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Pike County, Ga., 82-4505 


Agriculture — Georgia — Polk County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Polk County, Ga., 82-4506 


Agriculture — Georgia — Pulaski County — 
Statistics. 

1978 census of agriculture, preliminary 

report, Pulaski County, Ga., 82-4507 


Agriculture — Georgia — Putnam County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Putnam County, Ga., 82-4508 


Agriculture -- Georgia — Quitman County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Quitman County, Ga., 82-4509 


Agriculture — Georgia — Rabun County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Rabun County, Ga., 82-4510 


report, Morgan County, Ga., 


Agriculture — Georgia — Randolph County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Randolph County, Ga., 82- 
4511 


Agriculture — Georgia — Richmond County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Richmond County, Ga. 82- 
4512 


Agriculture — Georgia — Rockdale County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Rockdale County, Ga., 82- 
4513 


Agriculture — Georgia — Schley County — 
Statistics. 

1978 census of agriculture, preliminary 

report, Schley County, Ga. 82-4514 
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Agriculture — Georgia — Screven County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Screven County, Ga. 82-4515 


Agriculture — Georgia — Seminole County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Seminole County, Ga., 82- 
4516 


Agriculture — Georgia — Spalding County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Spalding County, Ga., 82-4517 


Agriculture — Georgia — Turner County — 
Statistics. 

1978 census of agriculture, preliminary 

report, Turner County, Ga., 82-4518 


Agriculture — Georgia — Twiggs County — 
Statistics. 

1978 census of agriculture, preliminary 

report, Twiggs County, Ga., 82-4519 


Agriculture — Georgia — Upson County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Upson County, Ga., 82-4520 


Agriculture — Georgia — Walker County — 
Statistics. 

1978 census of agriculture, preliminary 

report, Walker County, Ga., 82-4521 


Agriculture — Georgia — Whitfield County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Whitfield County, Ga., 82- 
4522 


Agriculture — Georgia — Worth County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Worth County, Ga., 82-4523 


Agriculture — Kansas — Chautauqua 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Chautauqua County, Kans., 
82-4524 


Agriculture — Kansas — Cheyenne County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Cheyenne County, Kans., 82- 
4525 


Agriculture — Kansas — Clark County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Clark County, Kans., 82-4526 


Agriculture — Kansas — Coffey County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Coffey County, Kans., 82-4527 
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1978 census of agriculture, preliminary 
report, Comanche County, Kans., 82- 
4528 


Statistics. 


1978 census of agriculture, preliminary 
report, Graham County, Kans., 82- 
4529 


Agriculture — Kansas — Greeley County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Greeley County, Kans., 82- 
4530 


1978 census of agriculture, preliminary 
report, Greenwood County, Kans., 
82-4531 


Agriculture — Kansas — Hamilton County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Hamilton County, Kans., 82- 
4532 


Agriculture — Kansas — Jewell County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Jewell County, Kans., 82-4533 


Agriculture — Kansas — Kearny County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Kearny County, Kans., 82- 
4534 


Agriculture — Kansas — Kiowa County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Kiowa County, Kans., 82-4535 


Agriculture — Kansas — Labette County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Labette County, Kans., 82- 
4536 


Agriculture — Kansas — Logan County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Logan County, Kans., 82-4537 


Agriculture — Kansas — Morton County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Morton County, Kans., 82- 
4538 


Agriculture — Kansas — Pottawatomie 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Pottawatomie County, Kans., 
82-4539 
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1978 census of agriculture, preliminary 
report, Republic County, Kans., 82- 
4540 


Agriculture — Kansas — Riley County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Riley County, Kans., 82-4541 


Agriculture — Kansas — Rooks County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Rooks County, Kans., 82-4542 


Agriculture — Kansas — Saline County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Saline County, Kans., 82-4543 


Agriculture — Kansas — Scott County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Scott County, Kans., 82-4544 


Agriculture — Kansas — Shawnee County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Shawnee County, Kans., 82- 
4545 


Agriculture — Kansas — Sheridan County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Sheridan County, Kans., 82- 
4546 


Agriculture — Kansas — Smith County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Smith County, Kans., 82-4547 


Agriculture — Kansas — Stanton County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Stanton County, Kans., 82- 
4548 


Agriculture — Kansas — Trego County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Trego County, Kans., 82-4549 


Agriculture — Kansas — Wabaunsee County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Wabaunsee County, Kans., 82- 
4550 


Agriculture — Kansas — Washington 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Washington County, Kans., 
82-4551 


Agriculture — Kansas — Wilson County — 
Statistics. 
1978 census of agriculture, preliminary 
report, Wilson County, Kans., 82- 
4552 





Agriculture North Carolina Johnston County Statistics. 


1978 census of agriculture, preliminary 
report, Woodson County, Kans., 82- 
4553 


Agriculture — Kansas — Wyandotte County 
— Statistics. 
1978 census of agriculture, preliminary 
report, Wyandotte County, Kans., 82- 
4554 


Agriculture — North Carolina — Davidson 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Davidson County, N.C., 82- 
4555 


Agriculture — North Carolina — Davie 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Davie County, N.C., 82-4556 


Agriculture — North Carolina — Duplin 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Duplin County, N.C., 82-4557 


Agriculture — North Carolina — Durham 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Durham County, N.C., 82- 
4558 


Agriculture — North Carolina — Edgecombe 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Edgecombe County, N.C., 82- 
4559 


Agriculture — North Carolina — Forsyth 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Forsyth County, N.C., 82- 
4560 


Agriculture — North Carolina — Franklin 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Franklin County, N.C., 82- 
4561 


Agriculture — North Carolina — Gaston 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Gaston County, N.C., 82-4562 


Agriculture — North Carolina — Gates 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Gates County, N.C., 82-4563 


Agriculture — North Carolina — Graham 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Graham County, N.C., 82- 
4564 
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Statistics. 
1978 census of agriculture, preliminary 
report, Granville County, N.C., 82- 
4565 


1978 census of agriculture, preliminary 
report, Greene County, N.C., 82-4566 


1978 census of agriculture, preliminary 
report, Guilford County, N.C., 82- 
4567 


Agriculture — North Carolina — Halifax 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Halifax County, N.C., 82-4568 


Agriculture — North Carolina — Harnett 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Harnett County, N.C., 82-4569 


Agriculture — North Carolina — Haywood 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Haywood County, N.C., 82- 
4570 


Agriculture — North Carolina — Henderson 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Henderson County, N.C., 82- 
4571 


Agriculture — North Carolina — Hertford 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Hertford County, N.C., 82- 
4572 


Agriculture — North Carolina — Hoke 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Hoke County, N.C., 82-4573 


Agriculture — North Carolina — Hyde 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Hyde County, N.C., 82-4574 


Agriculture — North Carolina — Iredell 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Iredell County, N.C., 82-4575 


Agriculture — North Carolina — Jackson 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Jackson County, N.C., 82- 
4576 


Agriculture — North Carolina — Johnston 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Johnston County, N.C., 82- 
4577 
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Agriculture North Carolina Jones County Statistics. 


Agriculture — North Carolina — Jones 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Jones County, N.C., . 82-4578 


Agriculture — North Carolina — Lee 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Lee County, N.C., 82-4579 


Agriculture — North Carolina — Lenoir 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Lenoir County, N.C., 82-4580 


Agriculture — North Carolina — Lincoln 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Lincoln County, N.C., 82- 
4581 


Agriculture — North Carolina — Macon 
County — Statistics. 
1978 census of agriculture, preliminary 
report, Macon County, N.C., 82-4583 


Agriculture — North Carolina — McDowell 
County — Statistics. 
1978" census of agriculture, preliminary 
report, McDowell County, N.C., 82- 
4582 


Agriculture — United States — Bibliography 
— Catalogs. 
Agricultural research, statistics, and eco- 
nomic reports., 82-5588 


Farms and farming., 82-5587 


Agriculture — United States — Costs — 
Statistics — Periodicals. 
Farm production expenditures for 
82-4458, 82-4461 


Agriculture — United States — Statistical 
services. 


Agricultural statistics., 82-4601 


Agriculture — United States — Statistics — 
Periodicals. 
Economic indicators of the farm sector. 
Production and efficiency statistics /, 
82-4290 


Production and efficiency statistics, 82- 
4290 


Agriculture, Cooperative — United States — 
History. 
Farmer cooperatives in the United States. 
Section 2. Agricultural cooperatives : 
pioneer to modern., 82-4463 


Agriculture and state — United States. 
Agriculture and Food Act of 1981 : con- 
ference report (to accompany S. 884)., 
82-6567, 82-6595 
Summary of GAO reports issued since 
1977 pertaining to farm bill legislation : 
report /, 82-5474 
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Agriculture and state — United States — 

Periodicals. 

Minutes of the business meetjngs and 
hearings of the Committee on Agricul- 
ture, House of Representatives (pursu- 
ant to Committee rule IVf), 82-6731 


Aids to air navigation — Data processing. 
National voice response system (VRS) 
implementation plan alternatives study 
/, 82-6462 


Aids to navigation — Alaska. 

Omega and Omega/VLF navigation sys- 
tems approvals for use in the conter- 
minous United States and Alaska., 82- 
6382 


Aids to navigation — United States. 
Adaptive path control of surface ships in 
restricted waters : final report /, 82- 
6475 


Omega and Omega/VLF navigation sys- 
tems approvals for use in the conter- 
minous United States and Alaska., 82- 
6382 


Recommended practices and procedures 
for the use of electronic long-range 
navigation equipment., 82-6396 


Air — Pollution. 
Spatial-frequency response of the limb in- 
frared monitor of the stratosphere /, 
82-6144 


Air — Pollution — California. 
Analysis of high NO,concentrations in 
California, 1975-1977 /, 82-5310 


Air — Pollution — Congresses. 

Proceedings of the sixth International 
Conference on Fluidized Bed Combus- 
tion, April 9-11, 1980, Atlanta Hilton, 
Atlanta, Georgia /, 82-5191 


Air — Pollution — Law and legislation — 

United States. 

Study of the adequacy of air monitoring : 
phase Il—analysis of EPA regulations 
on ambient air quality monitoring /, 
82-6612 


Air — Pollution — Measurement. 
APTI course 450, source sampling for 


particulate pollutants instructor’s 
guide /, 82-5315 


Digest of ambient particulate analysis and 
assessment methods /, 82-5309 


Air — Pollution — Measurement — 


Congresses. 
Proceedings, Advances in Particle Sam- 


pling and Measurement (Daytona 
Beach, FL, October 1979) /, 82-5266 


Air — Pollution — Physiological effect — 
Congresses. 
Proceedings of the Research Planning 
Workshop on Health Effects of Oxi- 
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dants, Raleigh, North Carolina, Janu- 
ary 28-30, 1980 /, 82-5263 


Air — Pollution — Standards — United 
States. 
National emission standards for hazard- 
ous air pollutants : a compilation as of 
April 1, 1978 /, 82-5254 


Prevention of significant deterioration 
workshop manual /, 82-5314 


Priorities for new source performance 
standards under the Clean Air Act 
Amendments of 1977 /, 82-5250 


Air — Pollution — Standards — United 
States — Handbooks, manuals, etc. 
Volatile organic compound (VOC) spe- 

cies data manual /, 82-5316 


Air — Pollution — United States. 
Background information on national and 
regional hydrocarbon emission from 
marine terminal transfer operation /, 
82-5244 


Controlling particulate emissions from 
coal-fired boilers., 82-5249 


Four corners regional study : phase II, 
task 1, alternative measures (draft 
methodology) : NCAQ staff summary., 
82-6614 


Source category survey : borax and boric 
acid industry /, 82-5318 


Air — Pollution — United States — Data 
processing. 
Computer assisted area source emissions 
(CAASE) gridding procedure (revised) 
UNIVAC 1110/EXEC 8 version 
user’s manual /, 82-5253 


Air — Pollution — United States — 
Mathematical models. 
The perturbation of some atmospheric 
mechanisms by emissions from aircraft 
/, 82-6442 


Air — Pollution — United States — 
Measurement. 
The determination of vehicular cold and 
hot operating fractions for estimating 
highway emissions /, 82-6299 


Methodology to conduct air quality as- 
sessments of national mobile source 
emission control strategies : final report 
/, 82-5308 


Air bag restraint systems. 
Executive and tabular summary of air 
bag field experience /, 82-6496 


Identification of approaches for the con- 
trol of health, environmental, and 
safety hazards associated with air bag 
use and disposal /, 82-6497 


Air conditioning. 
District heating and cooling : hearing 
before the Subcommittee on Energy 
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Development and Applications of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
July 23, 1981., 82-6900 


Air — Control. 


conditioning 
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Clean Air Act : Houston case study 
(draft) /, 82-6615 


Air pollution control industry — United 
States. 
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receivers., 82-6399 


Airplanes — Ramjet engines — Testing. 
Operating characteristics of the Langley 
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Animal industry — United States. 

Current livestock industry problems : 
hearing before the Subcommittee on 
Livestock, Dairy, and Poultry of the 
Committee on Agriculture, House of 
Representatives, Ninety-seventh Con- 
gress, first session, June 19, 1981, Sioux 
City, Iowa., 82-6750 


*Animals, Laboratory — directories 
Current cancer research on animal, tissue, 
chemical and viral supply sources for 
cancer research., 82-5696 


Anoxemia. 

Changes in the oxygen-hemoglobin disso- 
ciation curve and time of useful func- 
tion at hypobaric pressures in rats after 
chronic oral administration of propran- 
olol /, 82-6454 
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Antarctic Ocean — Navigation. 
Omega propagation correction tables for 
10.2 kHz : area 25, south polar, station 
B (Liberia) /, 82-4760 


Omega propagation correction tables for 
10.2 kHz : area 25, south polar, station 
E (Reunion) /, 82-4761 

Omega propagation correction tables for 


10.2 kHz : area 25, south polar, station 
F (Argentina) /, 82-4762 


Antennas (Electronics) 
Calculation of geostationary satellite foot- 
prints for certain idealized antennas /, 
82-4694 


Anthropology — Bibliography — Catalogs. 
Anthropology and archeology., 82-5651 


Anti-aircraft artillery. 
Air defense artillery /, 82-4951 


Antihistamines — Physiological effect. 
Effects of aspirin and dimenhydrinate 
(Dramamine) on visual processes /, 
82-5106 


Antineoplastic agents — Abstracts. 

Current cancer research on isolation, syn- 
thesis, and screening of anticancer 
agents., 82-5721 

Current cancer research on preciinical 
studies of pharmacokinetics, effective- 
ness and mechanisms of action of anti- 
cancer drugs., 82-5692 

Selected abstracts on vitamin A in cancer 
biology /, 82-5728 


* Antineoplastic Agents — directories 
Current cancer research on isolation, syn- 
thesis, and screening of anticancer 
agents., 82-5721 


Current cancer research on preclinical 
studies of pharmacokinetics, effective- 
ness and mechanisms of action of anti- 
cancer drugs., 82-5715 


Antiquities. 
An archeological survey of the Ajo Crest 
Organ Pipe Cactus National Monument 
southwestern Arizona /, 82-5903 


Antiquities — Collection and preservation. 
The Curation and management of archeo- 
logical collections : a pilot study., 82- 
5951 


Appalachian Trail — Maps. 
Appalachian Trail, Tennessee and North 
Carolina /, 82-4337 


Aquatic biology — United States. 
Aquatic Rational Threshold Value 
(RTV) concepts for Army environmen- 
tal impact assessment /, 82-5056 


A model for radioactive transport in the 
aquatic ecosystem /, 82-6671 
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Congresses. 


Proceedings of the third USA-USSR 
Symposium on the Effects of Pollutants 
Upon Aquatic Ecosystems : theoretical 
aspects of aquatic toxicology, July 2-6, 
1979, Borok, Jaroslav Oblast, USSR /, 
82-5262 


Aquatic ecology — United States — 
Congresses. 


Proceedings of the third USA-USSR 
Symposium on the Effects of Pollutants 
Upon Aquatic Ecosystems : theoretical 
aspects of aquatic toxicology, July 2-6, 
1979, Borok, Jaroslav Oblast, USSR /, 
82-5262 


Arab countries — Bibliography — Catalogs. 
Middle East., 82-5643 


Aransas County (Tex.) — Maps. 
Soil interpretative map of important 
farmlands, Aransas County, Texas /, 
82-4411 


Arbitration, Industrial — United States — 
Periodicals. 
Annual report of the National Labor Re- 
lations Board for the fiscal year ended 
September 30 ..., 82-6072 


Archaeological museums and collections — 
United States. 
The Curation and management of archeo- 
logical collections : a pilot study., 82- 
5951 


Archaeology. 

Archaeological investigations in the 
southern Sierra Nevada : the Bear 
Mountain segment of the Pacific Crest 
Trail /, 82-5944 

The Archaeology of the McCain Valley 
Study Area in Eastern San Diego 
County, California : a scientific Class II 
cultural resource inventory /, 82-5942 


Archaeology — Bibliography — Catalogs. 
Anthropology and archeology., 82-5651 


Archaeology and state — United States. 
Historic and archeological preservation : 
an orientation guide., 82-6300 


Architecture — Bibliography — Catalogs. 
Architecture., 82-5607 


Architecture and energy conservation. 
Performance of the Norris Cotton Feder- 
al Office Building for the first 3 years 
of operation /, 82-4614 


Architecture and recreation. 
A guide to designing accessible outdoor 
recreation facilities /, 82-5949 


Architecture and the handicapped. 
A guide to designing accessible outdoor 
recreation facilities /, 82-5949 
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Conceptual study of handicapped facili- 
ties for new subway station designs : 
final report /, 82-6485 


Arctic Ocean — Navigation. 
Omega propagation correction tables for 
10.2 kHz : area 01, northern Europe, 
station A (Norway) /, 82-4726 


Omega propagation correction tables for 
10.2 kHz : area 01, northern Europe, 
station E (Reunion) /, 82-4728 


Omega propagation correction tables for 
10.2 kHz : area 01, northern Europe, 
station H (Japan) /, 82-4729 


Omega propagation correction tables for 
10.2 kHz : area 02, central U.S.S.R., 
station B (Liberia) /, 82-4730 


Omega propagation correction tables for 
10.2 kHz : area 03, eastern U.S.S.R., 
station A (Norway) /, 82-4731 


Omega propagation correction tables for 
10.2 kHz : area 03, eastern U.S.S.R., 
station H (Japan) /, 82-4735 


Omega propagation correction tables for 
10.2 kHz : area 03, eastern USSR, sta- 
tion B (Liberia) /, 82-4732 


Omega propagation correction tables for 
10.2 kHz : area 03, eastern USSR, sta- 
tion D (North Dakota) /, 82-4733 


Omega propagation correction tables for 
10.2 kHz : area 03, eastern USSR, sta- 
tion E (Reunion) /, 82-4734 


Omega propagation correction tables for 
10.2 kHz : area 04, Alaska, station E 
(Reunion) /, 82-5181 


Omega propagation correction tables for 
10.2 kHz : area 04, Alaska, station H 
(Japan) /, 82-4736 


Omega propagation correction tables for 
10.2 kHz : area 05, Canada, station A 
(Norway) /, 82-4737 


Omega propagation correction tables for 
10.2 kHz : area 05, Canada, station B 
(Liberia) /, 82-4738 


Omega propagation correction tables for 
10.2 kHz : area 05, Canada, station C 
(Hawaii) /, 82-4739 


Omega propagation correction tables for 
10.2 kHz : area 05, Canada, station F 
(Argentina) /, 82-4740 


Omega propagation correction tables for 
10.2 kHz : area 06, Greenland, station 
D (North Dakota) /, 82-4744 


Omega propagation correction tables for 
13.6 kHz : area 00, north polar, station 
A (Norway) /, 82-4763 


Omega propagation correction tables for 
13.6 kHz : area 00, north polar, station 
D (North Dakota) /, 82-4764 
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Omega propagation correction tables for 
13.6 kHz : area 03, eastern U.S.S.R., 
station A (Norway) /, 82-4765 


Omega propagation correction tables for 
13.6 kHz : area 03, eastern U.S.S.R., 
station D (North Dakota) /, 82-4766 

Omega propagation correction tables for 
13.6 kHz : area 03, eastern U.S.S.R., 
station H (Japan) /, 82-4767 


Arizona — Industries — Periodicals. 
County business patterns, Arizona., 
4592 


82- 


Arizona — Maps. 
Arizona strip wilderness, environmental 
impact statement /, 82-5782 


Arkansas River — Navigation. 
Guide to the McClellan-Kerr Arkansas 
River navigation system., 82-4976 


Armaments. 


Munitions materiel management /, 82- 
4963 


Arms and armor — United States — 
Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 1000. Weapons mi- 
croform, 82-4785 


Arms control. 

Strategic weapons proposals : hearings 
before the Committee on Foreign Rela- 
tions, United States Senate, Ninety-sev- 
enth Congress, first session, on the for- 
eign policy and arms control implica- 
tions of President Reagan’s strategic 
weapons proposals., 82-6837 


Arms control — Bibliography — Catalogs. 
Disarmament and arms control., 82-5572 


Arsenic — Environmental aspects. 
Behavior of arsenic in a static bed during 
roasting of copper smelter feed /, 82- 
5855 


Art — Conservation and restoration — 
Washington (D.C.) 
Matting and hinging of works of art on 
paper /, 82-6065 


Art — Germany (West) 

Authorization to secretary of the Army 
to return certain works of art to the 
Federal Republic of Germany : report 
(to accompany H.R. 4625) (including 
cost estimate of the Congressional 
Budget Office)., 82-6585 


Art — Hinging. 
Matting and hinging of works of art on 
paper /, 82-6065 


Art — Matting. 
Matting and hinging of works of art on 
paper /, 82-6065 
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Art and artists, 82-5559 


Arthritis — United States. 

How to cope with arthritis /, 82-5742 

The war on arthritis : when does it 
begin? : hearing before the Subcommit- 
tee on Health and Long-Term Care of 
the Select Committee on Aging, House 
of Representatives, Ninety-seventh 
Congress, first session, June 10, 1981., 
82-6738 


Artificial satellites. 
Calculation of geostationary satellite foot- 
prints for certain idealized antennas /, 
82-4694 


Artificial satellites — Attitude control _ 
systems. 
An attitude predictor/target selector /, 
82-4640 


Artificial satellites — Launching. 
Transonic pressure and load distributions 
for a group of simulated launch vehi- 
cles /, 82-6078 


Artificial satellites in telecommunication. 

International broadcasting : direct broad- 
cast satellites : hearing before a sub- 
committee on the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, October 23, 1981., 82- 
6840 


International shortwave broadcasting and 
direct broadcast satellites : Voice of 
America, Radio Free Europe/Radio 
Liberty, Radio Marti : twentieth report 
/, 82-6598 


Artillery, Field and mountain — United 
States — Handbooks, manuals, etc. 
Field artillery support., 82-5139 


Artists — United States — Bibliography — 
Catalogs. 


Art and artists., 82-5559 


Asbestos dust — Environmental aspects — 
France — Paris. 
Measurement of asbestos air pollution 
inside building sprayed with asbestos /, 
82-5328 


Asellidae. 
The subterranean Asellids (Caecidotea) of 
Illinois : (Crustacea, Isopoda, Aselli- 
dae) /, 82-6228 


Aspirin — Physiological effect. 
Effects of aspirin and dimenhydrinate 
(Dramamine) on visual processes /, 
82-5106 


Association of ideas. 
Investigation of the strength of associ- 
ation between graphic symbology and 
military information /, 82-4938 
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Astoria (Or.) — Harbors. — Finance. 
Oregon port development hearings 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, first session, on coastal 
port development and lower Columbia 
River coal and grain export, August 26 
and 27, 1981., 82-6779 
Astronautical research — United States — 
Periodicals. 
NASA space systems technology model., 
82-6076 


Space systems technology model, 
6076 


82- 


Astronautics — United States. 
Origins of NASA names /, 82-6093 


Astronautics in meteorology. 
Spatial-frequency response of the limb in- 
frared monitor of the stratosphere /, 
82-6144 


A subjective assessment of model initial 
conditions using satellite imagery /, 
82-4644 


Atmosphere. 
Disproportionation reactions of small in- 
organic radicals in the context of inter- 
mediate complex formation /, 82-6443 


Atmosphere — Mathematical models. 
A comparative synopsis of model atmos- 
pheres for 1954, 1958, 1962, and 1976 

below 47 kilometers /, 82-4631 


Atmosphere, Upper. 
Computational techniques for solar wind 
flows past terrestrial planets : theory 
and computer programs /, 82-6102 


Atmospheric ozone. 

The effect of chlorofluorocarbons on the 
ozone layer : hearing before the Sub- 
committee on Toxic Substances and 
Environmental Oversight of the Com- 
mittee on Environment and Public 
Works, United States Senate, Ninety- 
seventh Congress, first session, July 23, 
1981., 82-6888 


Atmospheric ozone — Congresses. 
Ozone trend detectability /, 82-6138 


Atmospheric ozone — United States. 

On the applicability of two- and one-di- 
mensional parameterizations of atmos- 
pheric tracer transports to prognostic 
photochemical models of the strato- 
sphere /, 82-6441 


Atmospheric temperature — United States. 
Probability estimates of temperature ex- 
tremes for the contiguous United States 
/, 82-6659 
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Atmospheric turbidity — North Carolina — 
Raleigh. 


Relationship between visibility and at- 
mospheric turbidity at Raleigh, North 
Carolina /, 82-4632 


turbulence. 

Powered-lift aircraft handling qualities in 
the presence of naturally-occurring and 
computer-generated atmospheric distur- 
bances /, 82-6430 


Atomic absorption spectroscopy. 
Modification of a commercial atomic ab- 
sorption spectrophotometer for cold- 
vapor determination of mercury /, 
82-5887 


Atomic energy — Information services — 
United States. 
Public document room users guide /, 
82-6618 


Atomic energy — United States. 
Standard distribution for unclassified U.S. 
Nuclear Regulatory Commission publi- 
cations., 82-6619, 82-6620 


Atomic energy industries — Psychological 


aspects. 
Behavioral reliability program for the nu- 
clear industry /, 82-6693 


Atomic energy industries — United States — 
Statistics — Periodicals. 
Current industrial reports. Series MA- 
38Q, Selected atomic energy products., 
82-4588 


Selected atomic energy products, 82- 
4588 


Atomic power — Bibliography — Catalogs. 
Atomic energy and nuclear power., 82- 
5601 


Atomic power — Law and legislation — 
Egypt. 


Proposed United States-Egyptian agree- 
ment for peaceful nuclear cooperation : 
hearing and markup before the Com- 
mittee on Foreign Affairs, House of 
Representatives and its Subcommittees 
on International Security and Scientific 
Affairs, on Europe and the Middle 
East, and on International Economic 
Policy and Trade, Ninety-seventh Con- 
gress, first session on H. Con. Res. 176, 
September 10 and 17, 1981., 82-6827 


Atomic power — Law and legislation — 

United States. 

Proposed United States-Egyptian agree- 
ment for peaceful nuclear cooperation : 
hearing and markup before the Com- 
mittee on Foreign Affairs, House of 
Representatives and its Subcommittees 
on International Security and Scientific 
Affairs, on Europe and the Middle 
East, and on International Economic 
Policy and Trade, Ninety-seventh Con- 
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gress, first session on H. Con. Res. 176, 
September 10 and 17, 1981., 82-6827 


Atomic power-plants. 
Availability of nuclear power plants of 
the world in 1976 /, 82-5216 


Atomic power-plants — Automation. 
The Automation of nuclear power plants 
/, 82-5214 


Atomic power plants — Design and 
construction — Testing. 

More precise investigations of the me- 
chanical characteristics, in the heat af- 
fected zone, of welded seams on thick- 
walled forged pieces of fine-grained 
construction steel 22 NiMoCr 37 /, 
82-6720 


Atomic power-plants — Environmental 
aspects — United States. 

Evaluation and development of ecosys- 
tem models assessing environmental 
impact : third annual report /, 82- 
6638 


Atomic power-plants — Europe. 
The Availability of German nuclear 
power plants in international compari- 
son /, 82-5213 


Atomic power-plants — Fires and fire 
prevention. 
Fire risk analysis for nuclear power 
plants /, 82-6713 


Probabilistic models for the behavior of 
compartment fires /, 82-6715 


Atomic power-plants — Germany (West). 
Costs of construction time extension in 
nuclear power plants /, 82-5215 


Operating experiences with nuclear 
power plants in the Federal Republic 
of Germany /, 82-5218 


Atomic power-plants — Germany (West) — 
Statistics. 
Statistical study of the cases of shutdown 
periods in nuclear power plants with 
light water reactors /, 82-5219 


Atomic power-plants — Louisiana — Safety 
measures. 
Waterford steam electric station unit 3 
auxilary feedwater system reliability 
study evaluation /, 82-6709 


Atomic power-plants — Pennsylvania — 
Accidents. 
Reports of the Technical Assessment 
Task Force., 82-6183 


Atomic power-plants — Pipe lines. 
Probability of a pipe fracture in the pri- 
mary coolant loop of a PWR plant /, 
82-6704, 82-6705, 82-6706, 82-6707 


Atomic power-plants — Power supply. 
Review of nuclear power plant offsite 
power source reliability and related 
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recommended changes to the NRC 
rules and regulations /, 82-6927 


Atomic power-plants — Safety measures. 
Fire risk analysis for nuclear power 
plants /, 82-6713 


Atomic power plants — Safety measures — 
Data processing. 
FLOE, a program for Bayesian estima- 
tion of flood probabilities /, 82-6714 


Atomic power-plants — Security measures. 
Review of nuclear power plant offsite 
power source reliability and related 
recommended changes to the NRC 
rules and regulations /, 82-6927 


Atomic power-plants — Tennessee. 

Closeout costs, Clinch River breeder re- 
actor project : hearing before the Com- 
mittee on Science and Technology, 
U.S. House of Representatives, Ninety- 
seventh Congress, first session, May 11, 
1981., 82-6894 


Atomic power-plants — Texas — Safety 
measures. 

Comanche Peak Steam Electric Station, 
Units 1 and 2, auxiliary feedwater 
system reliability study evaluation /, 
82-6712 


Atomic power-plants — United States. 
The Availability of German nuclear 
power plants in international compari- 
son /, 82-5213 


Social and economic impacts of the 
Trojan Nuclear Power Plant : a confir- 
matory technology assessment /, 82- 
6641 


Atomic power-plants — United States — 
Employees. 
Stress and duress monitoring at NRC-li- 
censed facilities /, 82-6645 


Atomic power-plants — United States — 

Location. 

Foundation considerations in siting of nu- 
clear facilities in karst terrains and 
other areas susceptible to ground col- 
lapse /, 82-6691 


Atomic power-plants — United States — 
Personnel management. 
Analysis, conclusions, and recommenda- 
tions concerning operator licensing /, 
82-6676 


Atomic power-plants — United States — 
Pipe lines. 
Effects of postulated event devices on 
normal operation of piping systems in 
nuclear power plants /, 82-6698 


Atomic power-plants — United States — 
Psychological aspects. 
Stress and duress monitoring at NRC-li- 
censed facilities /, 82-6645 
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Atomic power-plants — United States — 

Safety measures. 

Final report, September 1975-September 
1978 : radiation dose to construction 
workers at operating nuclear power 
plant sites /, 82-6629 


Probability of a pipe fracture in the pri- 
mary coolant loop of a PWR plant /, 
82-6704, 82-6705, 82-6706, 82-6707 


Atomic weapons. 
Most critical testing still lies ahead for 
missiles in theater nuclear moderniza- 


tion : report to the Congress /, 82- 
5506 


Atomic weapons and disarmament. 

Prohibition of nuclear weapons in Latin 
America : hearing before the Commit- 
tee on Foreign Relations, United States 
Senate, Ninety-seventh Congress, first 
session, on EX. I, 95-2, the additional 
protocol to the treaty for the prohibi- 
tion of nuclear weapons in Latin 
America, also known as the Treaty of 
Tlatelolco, September 22, 1981., 82- 
6835 


Attack and defense (Military science) 
Training battalion command groups in 
simulated combat : indentification and 
measurement of critical performances / 
, 82-4946 


Au Yeung, Yick Bong, 1946- 


Yick Bong Au Yeung : report (to accom- 
pany H.R. 825)., 82-6580 


Audio-visual materials — Bibliography — 
Catalogs. 
Motion pictures, films, and audiovisual 
information., 82-5547 


Audiometry. 

Optimum threshold-crossings and time- 
window validation in threshold pure- 
tone computerized audiometry /, 82- 
5115 


Auditing — Bibliography — Catalogs. 
Accounting and auditing., 82-5537 


Auditory perception. 
The necessity for high frequency hearing 
in passive sonar listening /, 82-5105 


Australia — Armed Forces — Pay, 
allowances etc. 

Preliminary analysis of military compen- 
sation systems in the United States and 
five other countries : a report /, 82- 
5481 


Automatic control. 
Planning of automated data acquisition 
and process control systems (ADACS) 
/, 82-5023 





Automatic data collection systems. 
Planning of automated data acquisition 
and process control systems (ADACS) 
/, 82-5023 


Automobile drivers — United States — 
Alcohol use. 
An Analysis of the potential legal con- 
straints on the use of advanced alcohol- 
testing technology /, 82-6498 


Automobile drivers, Physically handicapped. 
Driver licensing laws affecting handi- 
capped drivers /, 82-6540 


Automobile drivers’ tests — Law and 
legislation — United States. 
Driver licensing laws affecting handi- 
capped drivers /, 82-6540 


Automobile driving. 
Perceived importance of zones surround- 
ing a vehicle and learning to use a 
convex mirror effectively /, 82-6539 


Automobile industry and trade — 

Government policy — United States. 

The administration’s proposals to help the 
U.S. auto industry : hearings before a 
subcommittee of the Committee on 
Government Operations, House of 
Representatives, Ninety-seventh Con- 
gress, first session, May 13 and 14, 
1981., 82-6839 


Automobile industry and trade — Law and 
legislation — United States. 
Corporate strategies of automotive manu- 
facturers /, 82-6513 


Automobile mechanics. 

The US Army Ordnance Center and 
School apprenticeship program for the 
trade of automobile body repairer and 
painter., 82-4905 


Automobile ownership. 
Household vehicle ownership /, 82-6332 


Automobile parking — United States. 
Parking and traffic enforcement /, 82- 
6284 


Automobiles — Brakes. 
Implementation analysis of brake inspec- 
tability requirements /, 82-6503 


Automobiles — Crashworthiness. 
New car assessment supplemental data : 
task order 4 /, 82-6506 
RSV test monitoring and data publica- 
tion—Renault R20TS-to-Calspan RSV 


75 degree right side impact at Renault 
/, 82-6505 


Automobiles — Crashworthiness — Testing. 

Safety compliance test for FMVSS 301- 

75, and accident investigation division 
data /, 82-6529 
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Mathematical models. 
Improvement of mathematical models for 
simulation of vehicle handling /, 82- 
6544 
Automobiles — Instrument panels. 
Development of recommendations to im- 
prove controls operability /, 82-6512 


Automobiles — Motors — Exhaust gas. 
Summary statement of work : study of 
the inspection/maintenance program., 
82-6616 


Automobiles — Prices — United States. 
Corporate strategies of automotive manu- 
facturers /, 82-6513 


Automobiles — Rearview mirrors. 
Perceived importance of zones surround- 
ing a vehicle and learning to use a 
convex mirror effectively /, 82-6539 


Automobiles — Safety appliances. 
Effectiveness of safety belt usage laws /, 
82-6528 


Automobiles — Safety measures. 
Cost evaluation for three federal motor 
vehicle standards, FMVSS 203, 204, 
and 212 /, 82-6522 


Automobiles — Seat belts. 
Effectiveness of safety belt usage laws /, 
82-6528 


Automobiles — Seat belts — Bibliography 
— Catalogs. 
Occupant protection/speed limit public 
information materails [sic] catalog no. 2 
/, 82-6523 


Automobiles — Speed — Measurement. 
Material development for training for op- 
erators of speed measuring devices /, 
82-6530 


Automobiles — Testing. 
Summary statement of work : study of 
the inspection/maintenance program., 
82-6616 


Automobiles — United States. 
Cost evaluation for three federal motor 
vehicle standards, FMVSS 203, 204, 
and 212 /, 82-6522 


Automobiles — United States — Brakes. 
Improved passenger car braking perform- 
ance : appendices /, 82-6502 


Automobiles — United States — 

Crashworthiness. 

Analysis of frontal impact test data : new 
car assessment project /, 82-6516 

Electric/conventional vehicle comparison 
crash test /, 82-6515 

Safety assessment of Denver Type I and 
Standard Type II Barricades via full 
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scale tests : executive summary /, 
6309 

Safety compliance test program FMVSS 
212, 219, 301-75, NCAP, accident in- 
vestigation division data /, 82-6264 


Automobiles — United States — 
Crashworthiness — Testing. 
Laboratory evaluation of existing break- 
away structures /, 82-6310 


Automobiles — United States — Fuel 


82- 


Field evaluation 
meters /, 82-6268 


Passenger car fuel economy, EPA and 
road : a report to the Congress in re- 
sponse to the National Energy Conser- 
vation Policy Act of 1978, public law 
95-619, title ITV, part 1, section 404 /, 
82-5242 


of miles-per-gallon 


Automobiles — United States — Fuel 
— Mathematical models. 
Interactions between energy supply and 
transportation-related energy use /, 
82-6278 


Automobiles — United States — Inspection. 

Federal initiative for clean air : inspec- 
tion/maintenance /, 82-5238 

Implementation analysis of brake inspec- 
tability requirements /, 82-6503 

Tri-level study, modification : task 2, final 
report on driver/vehicle characteristics 
: related to vehicle condition and cau- 
sation and an assessment of Indiana 
PMVI effectiveness to reduce the fre- 
quency and severity of accidents causes 
by vehicular-related malfunctions/deg- 
radations /, 82-6533 


Automobiles — United States — Lighting. 
Evaluation of the feasibility of a single- 
beam headlighting system /, 82-6260 


Automobiles — United States — 
Maintenance and repair. 
Scope and impact of new automotive 
technology on the inspection, diagno- 
sis, and repair process /, 82-6501 


Automobiles — United States — Marketing. 
Corporate strategies of automotive manu- 
facturers /, 82-6513 


Automobiles — United States — Motors — 
Exhaust gas. 
Federal initiative for clean air : inspec- 
tion/maintenance /, 82-5238 


Automobiles — United States — Pollution 
control devices. 

The determination of vehicular cold and 
hot operating fractions for estimating 
highway emissions /, 82-6299 

Study of automotive emission control 
technology, motor vehicles emissions 
technology : final report /, 82-6605 
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Automobiles — United States — 
Household vehicle ownership /, 82-6332 


Automobiles — United States — Safety 
measures. 
Safety belt usage attitude study /, 82- 
6527 


Automobiles — United States — Seat belts. 
Safety belt usage attitude study /, 82- 
6527 


Scope and impact of new automotive 
technology on the inspection, diagno- 
sis, and repair process /, 82-6501 


Automobiles — United States — Testing. 

Tri-level study, modification : task 2, final 
report on driver/vehicle characteristics 
: related to vehicle condition and cau- 
sation and an assessment of Indiana 
PMVI effectiveness to reduce the fre- 
quency and severity of accidents causes 
by vehicular-related malfunctions/deg- 
radations /, 82-6533 


Automobiles, Electric. 
Electric/conventional vehicle comparison 
crash test /, 82-6515 


Automotive medicine. 
An Ounce of prevention : how medical 
professionals can work to prevent 
motor vehicle injuries., 82-6543 


Aviation mechanics (Persons) — United 
States. 
The US Army Signal School apprentice- 
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occupancy vehicles /, 82-6316 


Car trucks (Railroads) 
Engineering data on selected high speed 
passenger trucks /, 82-6359 


Car-wheels. 

An improved numerical method for 
counterformal contact stress problems 
/, 82-6358 


Carbohydrates — Abstracts. 

Current cancer research on selected as- 
pects of cancer-related protein, carbo- 
hydrate, lipid, and other biochemistry., 
82-5717 


Carbon fibers — Co 


ngresses. 
Carbon fiber risk analysis., 82-6131 


Carbon monoxide. 
Carboxyhemoglobin levels during a sub- 
marine patrol /, 82-5104 


Current submarine carbon monoxide and 
estimated carboxyhemoglobin levels 
and interpretation of their possible ef- 
fects on mental performance and health 
risk /, 82-5111 

Distribution of carbon monoxide and C,- 
C,hydrocarbons in the northeastern 
portion of the Bering Sea during the 
summer of 1977 /, 82-5129 


Carcinoembryonic antigens — Abstracts. 
Selected abstracts on carcinoembryonic 
antigen (CEA) in the clinical diagnosis 
and treatment of colorectal cancer /, 
82-5739 


Carcinogenesis — Abstracts. 
Current cancer research on polycyclic 
aromatic hydrocarbons., 82-5713 





Current cancer research on role of hor- 
mones in carcinogenesis and related 
studies of hormone receptors. 82- 
5700 


Carcinogenicity testing. 
Saccharin: technical assessment of risks 
and benefits : report no. 1 /, 82-6075 


Carcinogenicity testing — Abstracts. 
Selected abstracts on short-term test sys- 
tems for potential mutagens and car- 
cinogens : 1. microbial tests /, 82- 
5734 


Carcinogens. 

National toxicology program : hearing 
before the Subcommittee on Investiga- 
tions and Oversight of the Committee 
on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 15, 
1981., 82-6895 


Carcinogens — Abst. acts. 

Current cancer research on effects of 
chemical carcinogens on nucleic acids, 
proteins, and chromosomes., 82-5701, 
82-5718 


Current cancer research on nitroso com- 
pounds., 82-5710 


*Carcinogens — directories 
Current cancer research on effects of 
chemical carcinogens on nucleic acids, 
proteins, and chromosomes., 82-5718 


Carcinogens — Research — Abstracts. 
Current cancer research on carcinogenic 
substances in food and drugs, and relat- 
ed epidemiology., 82-5709 


Cardiovascular research, 
Guidelines for physicochemical charac- 
terization of biomaterials, April 1979 /, 
82-5741 


Cardiovascular system — Bibliography — 
Catalogs. 
Heart and circulatory system., 


*Catalogs, Library — United States. 
Cumulative index of congressional com- 
mittee hearings (not confidential in 
character). Supplement., 82-6604 


Index of congressional committee hear- 
ings, 82-6604 


82-5558 


Caves — United States — Location — 
Handbooks, manuals, etc. 
Handbook of geophysical cavity-locating 
techniques with emphasis on electrical 
resistivity /, 82-6333 


*Cell Differentiation — directories 
Current cancer research on differentiation 
and maturation of normal and neoplas- 
tic hematopoietic cells., 82-5706 
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Charge transfer. 
*Cell Transformation, Neoplastic — 
directories 


Current cancer research on differentiation 
and maturation of normal and neoplas- 
tic hematopoietic cells., 82-5706 


Cellular immunity — Abstracts. 
Selected abstracts on lymphokines and re- 
lated substances in cell mediated immu- 
nity /, 82-5729 


Center for Materials Science (U.S.). 
Metallurgy Division. 
Metallurgy Division., 82-4613 

Centrifugal pumps — Simulation methods. 
Simulation of sodium pumps for nuclear 

power plants /, 82-6703 


Cepheids — Congresses. 
Current problems in stellar pulsation in- 
stabilities /, 82-6088 


Ceramic industries — Environmental aspects 
— United States. 
Source category survey : ceramic clay 
industry /, 82-5319 
Ceramic materials. 
Ceramic mold inserts for use in ferrous 
diecasting /, 82-5871 


Chains — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 4000. Rope, cable, 
chain and fittings microform, 82-4819 


Chambers County (Tex.) — Maps. 
Soil interpretative map of important 
farmlands, Chambers County, Texas /, 
82-4417 


Channels (Hydraulic engineering) 

Bald Eagle Creek and Little Juniata 
River channel improvement project : 
hydraulic model investigation /, 82- 
5004 


Design for harbor entrance improve- 
ments, Wells Harbor, Maine : hydraulic 
model investigation /, 82-4995 

Navigation conditions, Suck Bend Reach, 
Chattahoochee River, Alabama and 
Georgia : hydraulic model investiga- 
tion /, 82-4993 

Rock-lined transitions : hydraulic model 
investigation /, 82-5062 


Channels (Hydraulic engineering) — Models. 
Model studies of the Portugues and 
Bucana Rivers channelization, Puerto 
Rico : hydraulic model investigation /, 
82-4992 


Charge transfer. 
The multistate impact parameter method 
for molecular charge in nitrogen /, 
82-6116 
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Chattahoochee River (Ala. and Ga.) Navigation. 


Chattahoochee River (Ala. and Ga.) — 

Navigation. 

Navigation conditions, Suck Bend Reach, 
Chattahoochee River, Alabama and 
Georgia : hydraulic model investiga- 
tion /, 82-4993 


Chattooga River — Maps. 
Chattooga National Wild and Scenic 
River, Georgia, North Carolina, South 
Carolina., 82-4323 


Chemical industries — New York (N.Y.) — 
Waste disposal. 
Final environmental impact statement 
(EIS) for New York Bight Acid Waste 
Disposal Site designation /, 82-5272 


Chemical inhibitors. 

Structure study of a CF,Br.-inhibited 
methane flame : effect of CF,Br.on 
composition, net reaction rates, and 
rate coefficients /, 82-5866 


Chemical oceanography — New York Bight 

(N.J. and N.Y.) 

MESA New York Bight : project ex- 
panded water column characterization 
cruise (XWCC 17) NOAA $s ship 
George B. Kelez, April 1978 /, 82- 
4648 


MESA New York Bight project : ex- 
panded water column characterization 
cruise (XWCC §8) NOAA ship 
George B. Kelez, April 1976 /, 82- 
4646, 82-4649, 82-4651, 82-4652, 
82-4653, 82-4654, 82-4655 


MESA New York Bight Project 
Winkler oxygen data, expanded water 
column characterization cruises 
(XWCC 2 to XWCC 24), NOAA ships 
Researcher and George B. Kelez, 1975- 
1979 /, 82-4647 


Chemical plants — Environmental aspects — 
Louisiana. 
Draft environmental impact statement for 
Willow Bend chemical complex near 
Edgard, Louisiana /, 82-5288 


Chemical plants — Equipment and supplies 

— Corrosion. 

Corrosion resistance of materials in the 
aqueous hydrochloric acid environ- 
ments associated with the recovery of 
aluminum from kaolinitic clays /, 82- 
5879 


Chemical processes, Effect of reduced gravity 
on, 

Effect of a zero g environment on flam- 
mability limits as determined using a 
standard flammability tube apparatus /, 
82-6113 


Chemical reactions — Bibliography — 
Catalogs. 
National standard reference data series., 
82-5578 
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Chemical warfare. 
Chemical /, 82-4962 


Chemical workers — United States — 

Statistics. 

Occupational employment : gum and 
wood chemicals and miscellaneous 
chemical products, April 1971 /, 82- 
5980 


Chemicals. 

National toxicology program : hearing 
before the Subcommittee on Investiga- 
tions and Oversight of the Committee 
on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 15, 
1981., 82-6895 


Chemicals — Safety measures. 
A feasilility [sic] study of the state-of-the- 
art of personnel monitors /, 82-6473 


Chemicals — Safety measures — 
Handbooks, manuals, etc. 
Occupational health guidelines for chemi- 
cal hazards /, 82-5761 


Chemotherapy — Abstracts. 

Current cancer research on preclinical 
studies of pharmacokinetics, effective- 
ness and mechanisms of action of anti- 
cancer drugs., 82-5715 


Chen, Kai-Mee, 1979- 
Kai-Mee Chen : report (to accompany 
H.R. 2010)., 82-6559 


Cherokee National Forest (Tenn. and N.C.) 
Appalachian Trail, Tennessee and North 
Carolina /, 82-4337 


Cherokee National Forest, Tennessee : 
off-road vehicle use map /, 82-4325 


Chicago (Ill.) — Officials and employees — 
Salaries, allowances, etc. — Statistics — 
Periodicals. 

Municipal government wage survey, Chi- 
cago, Illinois /, 82-5985 


Child abuse — United States. 
Child protection in military communities 
/, 82-5776 


Child welfare — United States. 

Child protection in military communities 
/, 82-5776 

Research tables based on Characteristics 
of state plans for aid to families with 
dependent children : need, eligibility, 
administration in effect September 30, 
1979., 82-5670 


Save the Children Day : hearing before 
the Subcommittee on International 
Economic Policy of the Committee on 
Foreign Relations, United States 
Senate, Ninety-seventh Congress, first 
session, May 1, 1981., 82-6830 
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Children — Dental care — United States. 
Flouride tablets : a healthier smile for 
school children., 82-5743 


Children of military personnel — United 
States. 


Child protection in military communities 
/, 82-5776 


Children’s accidents — United States — 
Prevention. 
Child restraint systems for civil aircraft /, 
82-6449 


Children’s clothing industry — United States 
— Employees — Statistics. 
Occupational employment : children’s ou- 
terwear industry, May 1971 /, 82- 
5979 


Children’s clothing industry — United States 
— Statistics — Periodicals. 
Current industrial reports. Series MA- 
23E, Men’s and boys’ outerwear., 82- 
4586 


Men’s and boys’ outerwear, 82-4586 


Children’s rights — United States. 
Child protection in military communities 
/, 82-5776 


Children’s sleepwear — Statistics — 
Periodicals. 
Current industrial reports. Series MA- 
23G, Underwear and nightwear., 82- 
4587 


Underwear and nightwear, 82-4587 


China — Bibliography — Catalogs. 
China., 82-5647 


China — Commerce — United States. 
Adventures in the China trade motion 
picture /, 82-4686 


Adventures in the China trade videore- 
cording /, 82-4687 


China — Description and travel. 
Tips for travelers to the People’s Repub- 
lic of China /, 82-6199 


China — Economic policy — 1976- 
Adventures in the China trade motion 
picture /, 82-4686 


Adventures in the China trade videore- 
cording /, 82-4687 


Chlorofl 

The effect of chlorofluorocarbons on the 
ozone layer : hearing before the Sub- 
committee on Toxic Substances and 
Environmental Oversight of the Com- 
mittee on Environment and Public 
Works, United States Senate, Ninety- 
seventh Congress, first session, July 23, 
1981., 82-6888 





April 1982 


Choice (Psychology) 
Dual-task interference as a function of 
cognitive processing load /, 82-5097 


Choice of 
Feasibility of demand. incentives for non- 
motorized travel : appendices /, 82- 

6314 


Choreutidae — Classification. 
Classification of the superfamily Sesioidea 
(Lepidoptera:Ditrysia) /, 82-6226 


Christmas trees — Diseases and pests — 
United States. 
How to identify and control pales weevil 
in Christmas tree plantations., 82-4379 


Chromium — Metallurgy. 
Process for recovering chromium and 
other metals from superalloy scrap /, 
82-5884 


Pyrometallurgical recovery of chromium 
from scrap metals : laboratory studies / 
, 82-5885 


Chromium — Recycling. 
Recycling spent chrome refractories from 
steelmaking furnaces /, 82-5861 


Chromosomes — Abstracts. 

Current cancer research on effects of 
chemical carcinogens on nucleic acids, 
proteins, and chromosomes., 82-5701, 
82-5718 


*Chromosomes — drug effects — directories 

Current cancer research on effects of 

chemical carcinogens on nucleic acids, 
proteins, and chromosomes., 82-5718 


Chrysolite. 
Bentonite-bonded rammed olivine and 
zircon molds for titanium casting /, 

82-5897 


Chuorofluoromethane — Congresses. 
Ozone trend detectability /, 82-6138 


Churchill County (Nev.) — Antiquities. 
A cultural resources overview of the 
Carson and Humboldt Sinks, Nevada /, 
82-5940 


Cibola County (N.M.) — Maps. 
Off-road vehicle designation map for the 
Stallion and Ladron Planning Units., 
82-5931 


Cinematographers. 
The US Army Signal School apprentice- 
ship program for the trade of photog- 
rapher, motion picture., 82-4923 


Cities and towns — Growth — Mathematical 
models. 
Models of urban settlement and structure 


as dynamic self-organizing systems /, 
82-6272 





Cities and towns — United States — Growth 
— Mathematical models. 
A Dynamic model of the urban process., 
82-6280 


Citizens band radio — United States. 
Motorist aid citizens radio service as a 
wide area communication system /, 
82-6325 


City planning — Canada — Case studies. 
Joint development : making the real 
estate-transit connection /, 82-6481 


City planning — United States. 
Crime prevention through environmental 
design : an operational handbook /, 
82-5956 


City planning — United States — Case 
studies. 


Joint development : making the real 


estate-transit connection /, 82-6481 


City planning — United States — 
Congresses. 


Symposium Community Development 
and Passenger Transportation /, 82- 
6484 


City traffic — United States. 
Improving the residential street environ- 
ment /, 82-6327 


Civil engineering — Environmental aspects. 
Reservoirs and waterways : identification 
and assessment of environmental qual- 
ity problems and research program de- 
velopment /, 82-4986 


Civil rights — United States. 

Civil rights acts of 1957, 1960, 1964, 1968 
(as amended through the end of the 
96th Congress) : Voting Rights Act of 
1965 (as amended through the end of 
the 96th Congress) /, 82-6852 


Civil rights — United States — Bibliography 
— Catalogs. 
Civil rights and equal opportunity., 
5604 


82- 


Civil service — United States. 

General oversight on civil service agen- 
cies : hearing before the Subcommittee 
on Civil Service of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-seventh Con- 
gress, first session, September 22, 1981., 
82-6884 


Methods of entry into the Federal Serv- 
ice /, 82-4934 


Civil service — United States — Awards. 
A Supervisor’s guide to the incentive 
awards program., 82-4933 


Civil service — United States — Labor 
productivity. 
Government Cost Reduction Act : hear- 
ings before the Subcommittee on Civil 
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Clothing, Protective. 


Service of the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 3116 ... 
June 2, 12, 23, 1981., 82-6883 


Civil service — United States — Periodicals. 
Decisions of the United States Merit Sys- 
tems Protection Board., 82-6074 


Civil service — United States — Statistics 
— Periodicals. 


Public employment in ..., 82-4585 


Civil service — Veterans’ preference — 

United States. 

Veterans readjustment appointments in 
the federal government : special hiring 
authority for 30 percent or more dis- 
abled veterans : a report /, 82-6913 


Civil service pensions — Taxation — United 
States. 
Tax information on U.S. Civil Service re- 
tirement and disability., 82-6256 


Claiborne County (Miss.) — Maps. 
Important farmlands map, Claiborne 
County, Mississippi /, 82-4418 


Clay. 
Overview for design of foundations on 
expansive soils /, 82-5017 
Susceptibility of dispersive clay at Gren- 
ada Dam, Mississippi to piping and 
rainfall erosion /, 82-4988 


Clay industries — Environmental aspects — 
United States. 
Source category survey 


: ceramic clay 
industry /, 82-5319 


Clayton (N.M.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Clayton, New 
Mexico, annual summary with com- 
parative data., 82-4678 


Cleaning compounds — Standards — United 
States. 
Organic solvent cleaners : background in- 
formation for proposed standards /, 
82-5283 


Clearwater National Forest (Idaho) 
Following Lewis and Clark across the 
Clearwater National Forest., 82-4311 


Clearwing moths — Classification. 
Classification of the superfamily Sesioidea 
(Lepidoptera:Ditrysia) /, 82-6226 


Cleveland National Forest (Calif.) 
Shooting opportunities in the Cleveland 
National Forest., 82-4314 


Clothing, Protective. 
Feasibility study of a self-contained envi- 
ronmental control unit / M. J. McGoff, 
J.W. Maustellar ; prepared for U.S. 
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Clothing, Protective. 


Department of Transportation, United 
States Coast Guard, Office of Research 
and Development., 82-6470 


Clothing trade — United States — Statistics 
Periodicals. 


Current industrial reports. Series MA- 
23G, Underwear and nightwear., 82- 
4587 


Underwear and nightwear, 


Cloud physics. 

1979 Florida Area Cumulus Experiment 
(FACE) : operational summary and 
data inventory /, 82-4634 


Cloudiness — United States. 
Pyrheliometer observations as an indica- 
tor of the climatological persistence of 
clouds /, 82-4633 


Coal — Geology — Pennsylvania. 
The geologic character of some coal 
wants at the Westland Mine in south- 
western Pennsylvania /, 82-5869 


Coal — Geology — Utah — Bibliography. 
Hydrologic studies of the U.S. Geologi- 
cal Survey in major coal-resource areas 
of Utah through 1980 /, 82-5841 


Coal — Pipe lines — Environmental aspects. 
Water pollution potential of coal-slurry 
pieplines /, 82-5299 


Coal — Storage. 
Planning study to model and monitor 
coal pile run-off /, 82-5292 


82-4587 


Coal — Sulphur content — Environmental 
aspects — United States. 
A Statistical study of coal sulfur variabil- 
ity and related factors /, 82-5311 


Coal — United States. 

* Project development guidelines for con- 
verting army installations to coal use /, 
82-5061 


Coal — United States — Transportation. 
Rail transportation requirements for coal 
movement in 1985 /, 82-6269 
Water transportation requirements for 
coal movement in 1985 /, 82-6270 


Coal ash. 

Experimental studies of an MHD gener- 
ator in the presence of ash in plasma : 
U.S.-U.S.S.R. Cooperative Program in 
MHD Power Generation, April 13-21, 
1977, Washington, D.C. /, 82-5184 

Investigation of the use of coal refuse-fly 
ash compositions as highway base 
course material /, 82-6323 


Coal-fired power plants — Environmental 
aspects. 


Handling of combustion and emission- 
abatement wastes from coal-fired 
power plants : implications for fish and 
wildlife resources /, 82-5909 
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Coal-fired power plants — Environmental 
aspects — Iowa. 

Final environmental impact statement of 
proposed issuance of a new source na- 
tional pollutant discharge elimination 
system permit and section 10 and sec- 
tion 404 permits to Iowa Southern Util- 
ities Company, Ottumwa Generating 
Station /, 82-5274 


Coal-fired power plants — Environmental 
aspects — United States. 
A Statistical study of coal sulfur variabil- 
ity and related factors /, 82-5311 


Coal-fired power plants — Waste disposal. 
Handling of combustion and emission- 
abatement wastes from _ coal-fired 
power plants : implications for fish and 
wildlife resources /, 82-5909 


Coal leases — United States. 
The federal coal management program : a 
narrative description /, 82-5780 


Coal leases — Wyoming. 

Black-footed ferret surveys on seven coal 
occurrence areas in Wyoming : Febru- 
ary-September 1979 : final report 1980 
/, 82-5925 


Coal liquefaction — Hygienic aspects. 
Coal liquefaction., 82-5759 


Coal liquefaction — Safety measures. 
Coal liquefaction., 82-5759 


Coal mine wast — Dewatering. 
Fine coal refuse slurry dewatering /, 
82-5893 


Coal mine waste — Bibliography. 
Bibliography on disposal of mine and 
cleaning plant refuse /, 82-5293 


Coal mines and mining — Pennsylvania — 
Somerset County — Safety measures. 
Geologic factors in predicting coal mine 

roof-rock stability in the upper Kittan- 
ning coalbed, Somerset County, Pa. /, 
82-5889 


Coal mines and mining — Safety measures. 
Methane drainage study using an under- 
ground pipeline, Marianna mine 58 /, 
82-5890 


Coal mines and mining — United States — 
Bibliography. 
Bibliography on disposal of mine and 
cleaning plant refuse /, 82-5293 


Coal trade — United States. 

International coal trade : hearings before 
the Subcommittee on International 
Economic Policy of the Committee on 
Foreign Relations, United States 
Senate, Ninety-seventh Congress, first 
session, on U.S. competitiveness in in- 
ternational coal trade, April 28, 1981., 
82-6831 
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Coastal ecology — Rhode Island. 
State of Rhode Island coastal manage- 
ment program and final environmental 

impact statement /, 82-4645 


Coastal ecology — Texas. 
Texas barrier islands region ecological 
characterization : environmental syn- 
thesis papers /, 82-5917 


Coastal zone management — Rhode Island. 
State of Rhode Island coastal manage- 
ment program and final environmental 
impact statement /, 82-4645 


Coastwise shipping — United States. 
Authorization of coastwise trading privi- 
leges to the vess.1 “Capt Tom” : report 
(to accompany H.R. 1797) (including 
cost estimate of the Congressional 
Budget Office)., 82-6578 


Restoration of coastwise trading privi- 
leges to the vessel “Sky Lark” : report 
(to accompany H.R. 3126) (including 
cost estimate of the Congressional 
Budget Office)., 82-6579 


Coating processes — Testing. 
Evaluation of highway culvert coating 
performance /, 82-6315 


Coatings — Thermal properties. 

Summary of group I control technique 
guideline documents for control of 
volatile organic emissions from existing 
stationary sources /, 82-5313 


Coaxial cables. 
The measurement of balanced impe- 
dances with a coaxial transmission line 
system /, 82-5173 


Cogeneration of electric power and heat — 
Minnesota — Minneapolis — Congresses. 
District Heating/Cogeneration Sympo- 

sium /, 82-5187 


Cogeneration of electric power and heat — 
Minnesota — Saint Paul — Congresses. 
District Heating/Cogeneration Sympo- 

sium /, 82-5187 


Cognition. 

Dual-task interference as a function of 
cognitive processing load /, 82-5097 

Factor analysis of perceptual and cogni- 
tive abilities tested by different meth- 
ods /, 82-5117 

Learning strategy training materials : a 
selected subset /, 82-5150 


Cognitive styles. 

Task analysis schema based on cognitive 
style and supplantational instructional 
design with application to an Air Force 
training course /, 82-5168 
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Cohutta Wilderness (Ga. and Tenn.) — 


Maps. 

Cohutta Wilderness, Chattahoochee and 
Cherokee National Forests, Georgia 
and Tennessee /, 82-4324 


Collecting of accounts — United States. 
Debt collection : hearing before the 
Committee on Ways and Means, House 
of Representatives, Ninety-seventh 
Congress, first session on H.R. 4613 ... 
October 15, 1981., 82-6918 


Collective bargining — Transportation — 

United States. 

The Impact of labor-management rela- 
tions on productivity and efficiency in 
urban mass transit : employee attitudes, 
withdrawal behavior, and bargaining 
unit structure., 82-6277 


Collective labor agreements — Government 
employees — United States. 
A Survey of leave provisions in federal 
labor agreements /, 82-4713 
A survey of services to unions : provi- 
sions in federal labor agreements /, 
82-4714 


Collets — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 5136. Taps, dies, 
and collets microform : hand and ma- 
chine., 82-4843 


Collisions (Physics) — Instruments. 
Instrumented impact properties of zirca- 
loy-oxygen and zircaloy-hydrogen 
alloys /, 82-6660 


Colon (Anatomy) — Cancer — Abstracts. 
Selected abstracts on carcinoembryonic 
antigen (CEA) in the clinical diagnosis 
and treatment of colorectal cancer /, 
82-5739 


Color blindness. 
The ability of color defectives to judge 
signal lights at sea /, 82-5108 
The X-Chrom lens for correction of 
color deficiency /, 82-5120 


Colorado — Maps. 
Colorado wilderness map, National For- 
ests, Colorado /, 82-4326 


Columbia (Spacecraft) 
A free people capable of great deeds : the 
story of STS-1, the first space shuttle 
mission., 82-6128 


Combat — Simulation methods. 
Battalion command group performance in 
simulated combat /, 82-4943 


Combined sewers — Washington (State) — 
Spokane — Overflows. 
City of Spokane combined sewer over- 
flow abatement project : draft environ- 
mental impact statement /, 82-5286 





Combustion. 

Effect of a zero g environment on flam- 
mability limits as determined using a 
standard flammability tube apparatus /, 
82-6113 


Combustion engineering. 

Analysis of effect of flameholder charac- 
teristics on lean, premixed, partially va- 
porized fuel-air mixture quality and ni- 
trogen oxides emissions/, 82-6172 


Combustion research. 

Analysis of effect of flameholder charac- 
teristics on lean, premixed, partially va- 
porized fuel-air mixture quality and ni- 
trogen oxides emissions/, 82-6172 

Performance of semi-transpiration cooled 
liner in high temperature-rise combus- 
tor /, 82-6166 


Comets — Observations. 
Report of the Comet Science Working 
Group., 82-6087 


Report of the Comet Science Working 
Group : executive summary., 82-6086 


Commerce. 

Telecc and information 
products and services in international 
trade : hearings before the Subcommit- 
tee on Telecc ications, Consumer 
Protection, and Finance of the Com- 
mittee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, April 29, 
and July 22, 1981., 82-6817 


Commercial law — United States — 
Periodicals. 
Report on the activities of the Committee 
on Commerce, Science, and Transpor- 
tation., 82-6551 


Commercial products — United States — 
Statistics — Periodicals. 
Schedule B commodity by country, 
4589, 82-4590 


U.S. exports. Schedule B commodity by 
country., 82-4589, 82-4590 


ications 








82- 


Commodity Credit Corporation — 
Appointments, promotions, salaries, etc. 
Nominations of Dr. Susan M. Phillips to 

be a commissioner of the Commodity 
Futures Trading Commission and Ev- 
erett Rank to be a member of the 
board of directors of the Commodity 
Credit Corporation : hearing before the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
Ninety-seventh Congress, first session, 
October 21, 1981., 82-6755 


Commodity exchanges — Government policy 
— United States. 
Silver prices and the adequacy of federal 
actions in the marketplace, 1979-80 : 
seventeenth report /, 82-6597 
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Competition U.S. 
Commodore John Barry Day. 

Joint Resolution to Authorize and Re- 
quest the President to Designate Sep- 
tember 13, 1981, as “Commodore John 
Barry Day.”, 82-5664 


Communicable diseases in animals. 

Pseudorabies control and eradication in 
swine : hearing before the Subcommit- 
tee on Livestock, Dairy, and Poultry 
of the Committee on Agriculture, 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 28, 
1981., 82-6746 


Communication, International. 

Federal Communications Commission 
oversight : hearings before a Subcom- 
mittee of the Committee on Govern- 
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guided missile, miscellaneous and space 
vehicle maintenance repair specialized 
equipment microform, 82-4838 


Consolidated federal supply catalog iden- 
tification list. FSC 5110. Hand tools, 
edged, nonpowered microform, 82- 
4839 

Consolidated federal supply catalog iden- 
tification list. FSC 5120. Hand tools, 
nonedged, nonpowered microform, 
82-4840 

Consolidated federal supply catalog iden- 
tification list. FSC 5130. Hand tools, 
power driven microform, 82-4841 

Consolidated federal supply catalog iden- 
tification list. FSC 5133. Drill bits, 
counterbores, and countersinks micro- 
form : hand and machine., 82-4842 
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Consolidated federal supply catalog iden- 
tification list. FSC 5136. Taps, dies, 
and collets microform : hand and ma- 
chine., 82-4843 


Consolidated federal supply catalog iden- 
tification list. FSC 5140, 5180. Tool. 
and hardware boxes microform : sets, 
kits, and outfits of hand tools., 82- 
4875 


Consolidated federal supply catalog iden- 
tification list. FSC 5200. Measuring 
tools microform, 82-4844 


Consolidated federal supply catalog iden- 
tification list. FSC 5305. Screws micro- 
form, 82-4845, 82-4846 


Consolidated federal supply catalog iden- 
tification list. FSC 5306. Bolts micro- 
form, 82-4847, 82-4848 


Consolidated federal supply catalog iden- 
tification list. FSC 5307. Studs micro- 
fichm, 82-4849 


Consolidated federal supply catalog iden- 
tification list. FSC 5310. Nuts and 
washers microform, 82-4850 


Consolidated federal supply catalog iden- 
tification list. FSC 5315. Nails, keys, 
and pins microform, 82-4851, 82- 
4852 


Consolidated federal supply catalog iden- 
tification list. FSC 5325. Fastening de- 
vices microform, 82-4854 


Consolidated federal supply catalog iden- 
tification list. FSC 5330. Packing and 
gasket materials microform, 82-4855 


Consolidated federal supply catalog iden- 
tification list. FSC 5335, 5340. Metal 
screening : miscellaneous hardware mi- 
croform, 82-4856, 82-4876 


Consolidated federal supply catalog iden- 
tification list. FSC 5360. Coil, flat, and 
wire springs microform, 82-4857, 82- 
4858 


Consolidated federal supply catalog iden- 
tification list. FSC 5400. Prefabricated 
structures and scaffolding microform, 
82-4859 


Consolidated federal supply catalog iden- 
tification list. FSC 5600. Construction 
and building materials microform, 82- 
4860 


Consolidated federal supply catalog iden- 
tification list. FSC 5805. Telephone and 
telegraph equipment microform, 82- 
4861 


Consolidated federal supply catalog iden- 
tification list. FSC 5820. Radio and 
television communication equipment, 
except airborne microform, 82-4862 

Consolidated federal supply catalog iden- 
tification list. FSC 5821. Radio and 
television communication equipment, 
airborne microform, 82-4863 


Consolidated federal supply catalog iden- 
tification list. FSC 5826. Radio naviga- 
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tion equipment, airborne microform, 
82-4864 

Consolidated federal supply catalog iden- 
tification list. FSC 5830. Intercommuni- 
cation and public address sytems, 
except airborne microform, 82-4865 

Consolidated federal supply catalog iden- 
tification list. FSC 5835. Sound record- 
ing and reproducing equipment micro- 
form, 82-4866 

Consolidated federal supply catalog iden- 
tification list. FSC 5840. Radar equip- 


ment, except airborne microform, 82- 
4867 


Consolidated federal supply catalog iden- 
tification list. FSC 5841. Radar equip- 
ment, airborne microform, 82-4868 


Consolidated federal supply catalog iden- 
tification list. FSC 5950. Coils and 
transformers microform, 82-4869 


Consolidated federal supply catalog iden- 
tification list. FSC 5955. Piezoelectric 
crystals microform, 82-4870 


Consolidated federal supply catalog iden- 
tification list. FSC 5960. Electron tubes 
and associated hardware microform, 
82-4871 


Consolidated federal supply catalog iden- 
tification list. FSC 5962. Microcircuits, 
electronic microform, 82-4872, 82- 
4873 


Deicing chemicals — Congresses. 

Proceedings of the Workshop on the 
ConnDOT Brine Deicing System: 
Hartford, Connecticut, March 11-12, 
1980 : a project in cooperation with the 
U.S. Department of Transportation, 
Federal Highway Administration, Im- 
plementation Division /, 82-6331 


Delaware River Basin Commission. 
Federal-Interstate Compact Commissions 
: Useful mechanisms for planning and 
managing river basin operations 
report to the Congress /, 82-5467, 
82-5468 


Delegated legislation — United States. 
Calendar of federal regulations., 82-6721 


Delivery of goods. 

An Equilibrium analysis of selected inter- 
city freight markets trucks with 
double trailers vs. TOFC shuttle trains 
as energy conservation alternatives /, 
82-6274 


*Delivery of Health Care — United States. 
Implementing the End-Stage Renal Dis- 
ease Program of Medicare., 82-5777 


Delta County (Tex.) — Maps. 
Soil interpretative map of important 
farmlands, Delta County, Texas /, 82- 
4419 
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Dental caries — United States — 
Prevention. 
Flouride tablets : a healthier smile for 
school children., 82-5743 


congresses 

Proceedings of a conference on modeling 
techniques and applications in dentistry 
/, 82-5758 


Dentistry — United States — Practice — 


Congresses. 

Proceedings of a conference on modeling 
techniques and applications in dentistry 
/, 82-5758 


ogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 4921, 4923, 4925, 
4927. Torpedo maintenance, depth 
charges and underwater mines, ammu- 
nition maintenance and rocket mainte- 
nance checkout specialized equipment 
microform, 82-4836, 82-4837 


Depth perception. 
Various measures of the effectiveness of 
yellow goggles /, 82-5125 


Des Moines (Iowa) — Climate — Statistics 
— Periodicals. 
Local climatological data. Des Moines, 
Iowa, annual summary with compara- 
tive data., 82-4662 


Detectors. 
Prevention of roller bearing-initiated bur- 


noffs in railroad freight car journals /, 
82-6356 


Detectors — Evaluation. 


Evaluation of speed monitoring systems / 
, 82-6297 


Developmentally disabled — Services for — 

United States. 

Developmental Disabilities Assistance 
and Bill of Rights Act, 1981 : hearing 
before the Subcommittee on the Handi- 
capped of the Committee on Labor and 
Human Resources, United States 
Senate, Ninety-seventh Congress, first 
session, On examination of the imple- 
mentation of the Developmental Dis- 
abilities Bill of Rights Act., 82-6866 


Diagnosis, Radioscopic — Abstracts. 
Current cancer research on radiotherapy, 
nuclear medicine, radiologic diagnosis 
and related techniques., 82-5694 


Dibromodifluoromethane. 

Structure study of a CF,Br,-inhibited 
methane flame : effect of CF.Br.on 
composition, net reaction rates, and 
rate coefficients /, 82-5866 


Die-casting. 
Ceramic mold inserts for use in ferrous 
diecasting /, 82-5871 





Dies (Metal-working) 
Ceramic mold inserts for use in ferrous 
diecasting /, 82-5871 


Diesel motor — Combustion. 

Combustion of drops and sprays of no. 2 
diesel oil and its emulsions with water 
and methanol., 82-6276 

Differential equations, Linear. 

Linear systems analysis 

L224(QR)., 82-6100 


Digital communications. 
Fading statistics on a 23 km link at 9.6 
and 28.8 GHz /, 82-4692 


Performance parameters for digital and 
analog service modes /, 82-4697 


Digital control systems. 
Digital load and voltage control algo- 
rithms for Yellowtail powerplant /, 
82-5852 


program, 


Diplomatic and consular service. 

Consular functions of the State Depart- 
ment : oversight hearing before the 
Subcommittee on Immigration, Refu- 
gees, and International Law of the 
Committee on the Judiciary, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on consular func- 
tions of the State Department, April 
13, 1981., 82-6858 


Directories — Bibliography — Catalogs. 
Directories and lists of persons and orga- 
nizations., 82-5562 


Disability evaluation — United States. 

Volume providers of medical examina- 
tions for the social security disability 
program : hearing before the Subcom- 
mittee on Social Security and Subcom- 
mittee on Oversight of the Committee 
on Ways and Means, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, September 18, 1981., 82- 
6919 


Disabled vehicles on express highways — 
Safety regulations. 
Model regulations and public education 
for rural-suburban pedestrian safety /, 
82-6524 


Disarmament — Bibliography — Catalogs. 
Disarmament and arms control., 82-5572 


Disaster relief — Italy. 
Report on earthquake reconstruction in 
Italy /, 82-6757 


Disaster relief — Massachusetts. 

Poor controls over federal aid in Massa- 
chusetts after the 1978 blizzard caused 
questionable benefit payments : report 
/, 82-5461 
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82-5617 
Discrimination — United States — 


Bibliography — Catalogs. 
Civil rights and equal opportunity., 82- 
5604 
Distilling industries — United States — 
Employees — Statistics. 
Occupational employment : beverage in- 
dustries, May 1971 /, 82-5978 


Submarine — Physiological aspects. 
Biological effects of ultrasound and their 
relevance to the establishment of safety 
standards for the exposure of divers to 
intense ultrasound /, 82-5118 


Visual evoked responses, EEG’s and re- 


action time during a normoxic satura- 
tion dive, NISAT I /, 82-5096 


Donkeys — Law and legislation — United 
States — Periodicals. 
Administration of the Wild Free-Roam- 
ing Horse and Burro Act, 82-5788 
Report to Congress, administration of the 
Wild Free-Roaming Horse and Burro 
Act., 82-5788 


Doppler effect. 
A dual Doppler variational objective 
analysis as applied to studies of convec- 
tive storms /, 82-4635 


Doppler radar. 
A dual doppler radar study of the urban 
boundary layer : a summary of ME- 
TROMEX results /, 82-4630 


Drainage. 
Planning study to model and monitor 
coal pile run-off /, 82-5292 


Drainage — Florida. 
Drainage areas of selected surface-water 
sites in Florida /, 82-5836 


Drainage — North Carolina. 
Effect of agricultural land development 
on drainage waters in the North Caro- 
lina Tidewater Region /, 82-5294 


Drainage — United States — Bibliography 
— Catalogs. 
Irrigation and drainage., 


Drainage districts — Florida. 
Drainage areas of selected surface-water 
sites in Florida /, 82-5836 


82-5555 


Impacts of navigational dredging on fish 
and wildlife : a literature review /, 
82-5914 
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managing dredged 
ment areas /, 82-4983 

Methodology for design of fine-grained 
dredged material containment areas for 
solids retention /, 82-4982 

Productive land use of dredged material 
containment areas : planning and imple- 
mentation considerations /, 82-4985 

Treatment of contaminated dredged ma- 
terial /, 82-4984 


Dredging — Environmental aspects. 
Impacts of navigational dredging on fish 
and wildlife : a literature review /, 
82-5914 


Dredging spoil. 
Impacts of navigational dredging on fish 
and wildlife : a literature review /, 
82-5914 


Diked disposal area Monroe Harbor at 
Sterling State Park, Monroe County, 
Michigan : letter report and draft envi- 
ronmental impact statement /, 82- 
5063 


Drinking and traffic accidents. 

Breath alcohol sampling simulator 
(BASS) for qualification testing of 
breath alcohol measurement devices /, 
82-4607 


Tri-level study, modification : task 3, va- 
lidity assessment of police-reported ac- 
cident data /, 82-6534 


Drinking and traffic accidents — California 

_— — Statistics. 

Increased D.U.I. enforcement program, 
Stockton, California /, 82-6531 


Drinking water — Standards — United 
States. 


Small water purification systems /, 82- 
5939 


Droughts — Northeastern States. 

Water resources problems affecting the 
Northeast : the drought and present 
and future water supply problems : 
hearings before the Subcommittee on 
Water Resources of the Committee on 
Public Works and Transportation, 
House of Representatives, Ninety-sev- 
enth Congress, first session, March 19 
and 20, 1981, at Newark, N.J., March 
23, 1981, at New York, N.Y., March 
30, 1981, at Philadelphia, Pa., 82-6890 


Drug abuse — Etiology. 
Theories on drug abuse : selected con- 
temporary perspectives /, 82-5768 


Drug abuse — Psychological aspects. 
Theories on drug abuse : selected con- 
temporary perspectives /, 82-5768 
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Drug abuse — Social aspects — United 
States. 
Theories on drug abuse : selected con- 
temporary perspectives /, 82-5768 


Drug abuse — United States. 
Drug abuse and the American adolescent 
/, 82-5769 
Theories on drug abuse : selected con- 
temporary perspectives /, 82-5768 


Drug abuse — United States — Prevention. 
Prevention program management : trainer 
manual /, 82-5767 


Drug trade — United States. 

Competition in the drug industry : hear- 
ing before the Subcommittee on Over- 
sight and Investigations of the Commit- 
tee on Energy and Commerce, House 
of Representatives, Ninety-seventh 
Congress, first session, March 10, 
1981., 82-6806 


Drugs — Generic substitution. 

Competition in the drug industry : hear- 
ing before the Subcommittee on Over- 
sight and Investigations of the Commit- 
tee on Energy and Commerce, House 
of Representatives, Ninety-seventh 
Congress, first session, March 10, 
1981., 82-6806 


Drugs — Side effects. 
Effects of pseudoephedrine and triproli- 
dine on visual performance /, 82-5119 


Drugs — United States — Dose-response 
relationship. 

Changes in the oxygen-hemoglobin disso- 
ciation curve and time of useful func- 
tion at hypobaric pressures in rats after 
chronic oral administration of propran- 
olol /, 82-6454 


Drugs — United States — Physiological 
effect. 


The effects of altitude and two deconges- 
tant-antihistamine preparations on 
physiological functions and perform- 
ance /, 82-5334 


Drunk driving. 
Evaluation of screening breath testing in 
traffic law enforcement /, 82-6504 


Drying apparatus — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 4400. Furnance, 
steam plant, and drying equipment; and 
nuclear reactors microform, 82-4824 


Dust. 


Copper recovery from primary smelter 
dusts /, 82-5868 


Dwellings — Fires and fire prevention. 
Fire development in residential basement 
rooms /, 82-4617 
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Dwellings — Power supply. 
Comparative assessment of residential 
energy supply systems that use fuel 
cells : (executive summary) /, 82-5264 


E 


Ear — Protection. 
Insertion loss of earplugs and earmuffs on 
an artificial head as a function of azi- 
muth of the sound source /, 82-5113 


Earth dams — Mississippi. 
Susceptibility of dispersive clay at Gren- 
ada Dam, Mississippi to piping and 
rainfall erosion /, 82-4988 


Earth movements — United States. 
Recent vertical crustal movements : the 
eastern United States /, 82-6717 


Earth resistance — Handbooks, manuals, 


ete. 

Handbook of geophysical cavity-locating 
techniques with emphasis on electrical 
resistivity /, 82-6333 


Earth resources technology satellites. 

Civil land remote sensing systems : joint 
hearings before the Subcommittee on 
Space Science and Applications of the 
Committee on Science and Technol- 
ogy, House of Representatives, and the 
Subcommittee on Science, Technology, 
and Space of the Committee on Com- 
merce, Science and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, July 22, 23, 
1981., 82-6901 

Satellite remote sensing study of the 


trans-boundary movement of pollutants 
/, 82-5257 


Ground temperature measurements., 
5799 


Earth tides. 
Tidal corrections to geodetic quantities /, 
82-4627 


Earthquake engineering — Data processing. 
APOLLO : soil liquefaction : computer 
analysis of structures to resist earth- 
quake effects., 82-5086 


CUMLIQ : evaluation of liquefaction po- 
tential : computer analysis of structures 
to resist earthquake effects., 82-5085 

DRAIN - 2D : inelastic dynamic re- 
sponse : computer analysis of structure 
to resist earthquake effects., 82-5084 

SAKE : inelastic analysis R/C frames : 
computer analysis of structures to resist 
earthquake effects., 82-5088 

TIMHIS : time history plots : computer 
analysis of structures to resist earth- 
quake effects., 82-5087 


82- 
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Recent vertical crustal movements : the 
eastern United States /, 82-6717 


Earthquakes — Italy. 
Report on earthquake reconstruction in 
Italy /, 82-6757 


and atomic power-plants. 
Recent vertical crustal movements : the 
eastern United States /, 82-6717 


Earthquakes and building — Data 


processing. 

SAKE : inelastic analysis R/C frames : 
computer analysis of structures to resist 
earthquake effects., 82-5088 


Earthquakes and hydraulic structures. 

Visit to Japan to observe damage which 
occurred during the near Izu Oshima 
earthquakes, January 14 and 15, 1978 /, 
82-5016 


East-West trade (1945- ) 

East/West economic relations : hearing 
before the Subcommittee on Interna- 
tional Economic Policy of the Commit- 
tee on Foreign Relations, United States 
Senate, Ninety-seventh Congress, first 
session, September 16, 1981., 82-6832 


Easter Offensive, 1972. 


The Easter offensive of 1972 /, 82-5066 


Eaton County (Mich.) — Maps. 
Important farmlands, Eaton County, 
Michigan /, 82-4420 


Ecological research — Alaska. 
Alaska, research for the 80’s : a decision 
report of the U.S. Fish and Wildlife 
Service /, 82-5908 


Ecology — New Mexico — Gila National 
Forest. 
Checklist ecology : a guide for Gila Na- 
tional Forest., 82-4362 


Economic assistance, American. 
Appropriateness of procedures for leasing 
Defense property to foreign govern- 
ments : report to the Chairman, Com- 
mittee on Foreign Relations, United 

States Senate /, 82-5492 
Section-by-section analysis of the pro- 
posed International Development Co- 


operation Act of 1978 : S. 2420 ... /, 
82-6833 


Economic assistance, American — Italy. 
Report on earthquake reconstruction in 
Italy /, 82-6757 


Economic assistance, American — 
Periodicals. 
United States contributions to internation- 
al organizations., 82-6200 


Economic assistance, Domestic — Alabama. 
Fighting poverty : private initiatives and 
public assistance : hearing before the 





Subcommittee on Aging, Family, and 
Human Services of the Committee on 
Labor and Human Resources, United 
States Senate, Ninety-seventh Con- 
gress, first session, on oversight on 
ways to fight poverty and to examine 
ways to help determine the future di- 
rection of social programs in our coun- 
try, August 25, 1981, Montgomery, 
Ala., 82-6876 


Economic assistance, Domestic — United 

States. 

Fighting poverty : private initiatives and 
public assistance : hearing before the 
Subcommittee on Aging, Family, and 
Human Services of the Committee on 
Labor and Human Resources, United 
States Senate, Ninety-seventh Con- 
gress, first session, on oversight on 
ways to fight poverty and to examine 
ways to help determine the future di- 
rection of social programs in our coun- 
try, August 25, 1981, Montgomery, 
Ala., 82-6876 


Fiscal management of federal pass- 
through grants : the need for more uni- 
form requirements and procedures., 
82-6609 


Economic forecasting — Wisconsin — 

Milwaukee. 

The economic future of metropolitan Mil- 
waukee : hearings before the Joint 
Economic Committee, Congress of the 
United States, Ninety-seventh Con- 
gress, first session, October 8 and 9, 
1981., 82-6785 


Education — Bibliography — Catalogs. 
Foreign education., 82-5615 


Education — Film catalogs. 
Catalog of educational captioned films 
for the deaf /, 82-5229 


Education — Statistics — Bibliography — 
Catalogs. 
Educational 

5551 


statistics., 82-5520, 82- 


*Education — United States — directories. 
Colleges and universities, 82-5233 
Education directory. Local education 

agencies., 82-5234 


Education directory, colleges & universi- 
ties /, 82-5233 


Local education agencies, 82-5234 
Postsecondary education, 82-5233 


Education — United States — Finance — 
Statistics — Periodicals. 
Elementary and secondary education, 
82-5235 


Revenues and expenditures for public ele- 
mentary and secondary education., 
82-5235 
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techniques 
/, 82-5758 
Education, Elementary — United States — 


Bibliography — Catalogs. 
Elementary education., 82-5599 


82-5235 


Revenues and expenditures for public ele- 
mentary and secondary education., 
82-5235 


Education, Higher — United States — 
Directories. 
Colleges and universities, 82-5233 
Education directory, colleges & universi- 
ties /, 82-5233 


Postsecondary education, 82-5233 
Resources for change /, 82-5231 


Education, Secondary — United States — 
Bibliography — Catalogs. 
Secondary education., 82-5545 


Education, Secondary — United States — 
Finance — Statistics — Periodicals. 
Elementary and secondary education, 

82-5235 


Revenues and expenditures for public ele- 
mentary and secondary education., 
82-5235 


Educational exchanges — United States. 
U.S. government exchange programs are 
not being coordinated in Japan and 
India : report to the Director, Interna- 
tonal Communication Agency /, 82- 
5493 


Educational innovations — United States — 
Directories. 
Resources for change /, 82-5231 


Educational law and legislation — United 

States. 

Oversight on Title I, ESEA and the 
chapter 2 education block grant : hear- 
ing before the Subcommittee on Ele- 
mentary, Secondary, and Vocational 
Education of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-seventh Congress, first 
session, hearing held in Washington, 
D.C., on October 6, 1981., 82-6789 


Efficiency, Industrial — United States. 
Economic growth through energy effi- 
ciency : hearing before the Subcommit- 
tee on Energy Conservation and 
Power of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on a study entitled “Building a 


Page I-499 





Efficiency, Industrial U.S. 


sustainable future” by the Solar Energy 
Research Institute, May 20, 1981., 82- 
6815 


Effluent quality. 
Treatment of primary effluent by rapid 
inflation /, 82-5295 


An algorithm to compute the eigenvec- 
tors of a symmetric matrix /, 82-4625 
Eigenvectors. 
An algorithm to compute the eigenvec- 
tors of a symmetric matrix /, 82-4625 


Elections — United States — Bibliography 


Catalogs. 
Voting and elections., 


82-5620 


The US Army Signal School apprentice- 
ship program for the trade of electrical 
repairer., 82-4931 


Electric cables. 
The US Army Signal School apprentice- 
ship program for the trade of cable 
splicer., 82-4909 


Electric circuit-breakers. 
Development of a HVDC prototype 
breaker : final report /, 82-5196 


Electric coils — 

Consolidated federal supply catalog iden- 
tification list. FSC 5360. Coil, flat, and 
wire springs microform, 82-4857, 82- 
4858 

Consolidated federal supply catalog iden- 
tification list. FSC 5950. Coils and 
transformers microform, 82-4869 


Electric currents — Grounding. 
Papers presented at the Seminars on 
Ground Check Monitoring /, 82-5945 


Electric generators. 
Power-conditioning system for wind gen- 
erators., 82-5089 


Electric interference. 

Analysis of a phase-locked loop to sup- 
press interference from a. satellite 
power satellite /, 82-4701 

Analysis of interference caused by the 
solar power satellite to satellite earth 
terminals /, 82-4702 

Analysis of interference from the solar 


power satellite to general electronics 
systems /, 82-4703 


Electric lighting. 


Electrical energy saving., 82-5092 


Electric power — Germany (West) — Supply 
and demand. 
Public electricity supply /, 82-5217 
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Electric power consumption — United 
States. 


Certificatior/enforcement analysis’ : 
energy efficiency standards for con- 
sumer products /, 82-5203 


Electric power consumption — United States 

— Forecasting. 

The future of the nation’s energy utilities 
: implications for federal R.D.&D. : 
hearings before the Subcommittee on 
Energy Development and Applications 
of the Committee on Science and 
Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Con; 
first session, June 23, 24, 1981., 
6897 


82- 


Electric power distribution — United States. 
Power pooling in the United States /, 
82-5224 


Electric power-plants. 
Draft environmental impact statement : 
Moon Lake power plant project, units 
land2/, 82-4457 


Electric power-plants — Automation. 
Digital load and voltage control algo- 
rithms for Yellowtail powerplant /, 
82-5852 


Electric power-plants — Conversion to coal. 
Project development guidelines for con- 
verting army installations to coal use /, 
82-5061 


Electric power-plants — Environmental 
aspects — Des Moines River (Minn. and 
Towa) 

Final environmental impact statement of 
proposed issuance of a new source na- 
tional pollutant discharge elimination 
system permit and section 10 and sec- 
tion 404 permits to Iowa Southern Util- 
ities Company, Ottumwa Generating 
Station /, 82-5274 


Electric power-plants — Environmental 
aspects — Oklahoma — Noble County. 
Final environmental impact statement for 

Sooner Generating Station units 1 and 
2, Noble and Pawnee Counties, Okla- 
homa., 82-5275 


Electric power-plants — Environmental 
aspects — Oklahoma — Pawnee County. 
Final environmental impact statement for 

Sooner Generating Station units 1 and 
2, Noble and Pawnee Counties, Okla- 
homa., 82-5275 


Electric power-plants — Environmental 
aspects — Utah. 
Draft environmental impact statement : 
Moon Lake power plant project, units 
land2/, 82-4457 
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Analysis of the need for intermediate and 
peaking technologies in the year 2000 / 
, 82-5205 


Electric power production — 
Magnetohydrodynamic generation. 
Experimental studies of an MHD gener- 

ator in the presence of ash in plasma : 
U.S.-U.S.S.R. Cooperative Program in 
MHD Power Generation, April 13-21, 
1977, Washington, D.C. /, 82-5184 


Electric power systems. 
Electric power emergency handbook /, 
82-5228 


Electric railroads — United States — Cars 
— Testing. 
SLRV engineering tests at Department of 
Transportation, Transportation Test 
Center : final test report /, 82-6489 


Electric resistance. 
Resistance motion picture /, 82-5176 


Resistance videorecording /, 82-5177 


Electric resistors. 
Loaded voltage dividers motion picture / 
, 82-5178 


Loaded voltage dividers videorecording 
/, 82-5179 


Resistance motion picture /, 82-5176 
Resistance videorecording /, 82-5177 


Electric transformers. 
Coupling motion picture /, 82-5174 


Coupling videorecording /, 82-5175 


Electric transformers — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 5950. Coils and 
transformers microform, 82-4869 


Electric utilities — Research — United 

States. 

The future of the nation’s energy utilities 
: implications for federal R.D.&D. : 
hearings before the Subcommittee on 
Energy Development and Applications 
of the Committee on Science and 
Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, June 23, 24, 1981., 82- 
6897 


Electric utilities — United States — 

Finance. 

The future of the nation’s energy utilities 
: implications for federal R.D.&D. : 
hearings before the Subcommittee on 
Energy Development and Applications 
of the Committee on Science and 
Technology, U.S. House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, June 23, 24, 1981., 82- 
6897 
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Utility financing : hearing before the Sub- 
committee on Energy Conservation 
and Power of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, on the finanical condition 
of ‘utilities and their future in the 
1980’s, April 6, 1981., 82-6807 


Electric utilities — United States — 

Periodicals. 

Federal Power Commission reports., 
5450 


82- 


Electrochemical determination of Gibbs 
energies of formation of MnS and 
FeosS /, 82-5859 


Electromagnetic compatibility — 
Measurement. 
Transportable automated electromagnetic 
compatibility measurement system 
(TAEMS) /, 82-4698 


Electromagnetic interactions. 
Wave interaction observations of ionos- 
pheric modification in the D-region /, 
82-4704 


Electromagnetic interference. 
A tutorial review of the new EMI 
models and their effects on receiver 

performance /, 82-4691 


tic measurements. 
EMC considerations in classification yard 
design /, 82-6363 


Electron beams. 

Preliminary results from the electron 
beam-plasma experiments in the very 
large vacuum facilities at Plum Brook 
and Johnson Space Center /, 82-4637 


Electron tubes — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 5960. Electron tubes 
and associated hardware microform, 
82-4871 


Electronic circuits — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 5962. Microcircuits, 
electronic microform, 82-4872, 82- 
4873 


Electronic data processing departments — 
Safety measures. 
Automated data processing security 
manual., 82-4465 


Electronic funds transfers — United States. 
The costs and benefits of participations in 
the Treasury’s direct deposit program / 
82-6238 


Electronic instruments — Maintenance and 
repair — Handbooks, manuals, etc. 
Special electronic devices repairer., 

4886 


82- 





The US Army Signal School apprentice- 
ship program for the trade of instru- 
ment repairer (electronic)., 82-4915 


Electronic Digital. 
Recommendations for digital radio 
common tactical/long-haul standards /, 
82-4705 


Electronic ore sorters — Testing. 
Electronic ore sorting tests on native 
copper ore /, 82-5862 


Electronic technicians. 

The US Army Signal School apprentice- 
ship program for the trade of electron- 
ic technician (communication)., 82- 
4927 

The US Army Signal School apprentice- 
ship program for the trade of electron- 
ics mechanic (computer)., 82-4917 


Electronic technicians — Training of — 
United States. 
The US Army Signal School apprentice- 
ship program for the trade of automat- 
ic equipment technician., 82-4910 


Electronic traffic controls — Evaluation. 
A Comparison of methods for evaluating 
network traffic control systems /, 82- 
6313 


Electronics. 
Coupling motion picture /, 82-5174 


Coupling videorecording /, 82-5175 


Electronics — Materials. 
Recovery of copper and associated pre- 
cious metals from electronic scrap /, 
82-5875 


Electronics in aeronautics. 
Economic analysis of future civil air navi- 
gation systems., 82-6432 


Electronics in navigation. 
Economic analysis of future civil air navi- 
gation systems., 82-6432 


Omega and Omega/VLF navigation sys- 
tems approvals for use in the conter- 
minous United States and Alaska., 82- 
6382 


Recommended practices and procedures 
for the use of electronic long-range 
navigation equipment., 82-6396 


Electroplating — Environmental aspects. 
Control and treatment technology for the 
metal finishing industry : sulfide pre- 
cipitation /, 82-5332 


Electrostatic precipitation. 
Controlling particulate emissions from 
coal-fired boilers., 82-5249 
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Elevators — United States. 
Conceptual study of handicapped facili- 
ties for new subway station designs : 

final report /, 82-6485 


Elko (Nev.) — Climate — Statistics — 
Local climatological data. Elko, Nevada, 
annual summary with comparative 
data., 82-4670 


Ely (Nev.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Ely, Nevada, 
annual summary with comparative 
data., 82-4671 


Embankments — measures. 
Factor of safety charts for estimating the 
stability of saturated and unsaturated 
tailings pond embankments /, 82-5878 


Embassy buildings — Washington (D.C.) 
International organization headquarters 
site : report (to accompany H.R. 4716) 
(including cost estimate of the Con- 

gressional Budget Office)., 82-6588 


communication systems — 
United States. 
Distress buoy system analysis /, 82-6472 


Emergency medical services. 
Emergency medical services highway 
sign evaluation /, 82-6517 


Emergency medical services — United States 
— Communication systems. 
Emergency medical services communica- 
tions design manual /, 82-6542 


Emergency vehicles. 
Training program for operation of emer- 
gency vehicles /, 82-6532 


Emigration and immigration. 

Final report of the Select Commission on 
Immigration and Refugee Policy : joint 
hearings before the Subcommittee on 
Immigration and Refugee Policy of the 
Senate Committee on the Judiciary and 
Subcommittee on Immigration, 
Refugees,and International Law of the 
House Committee on the Judiciary, 
Ninety-seventh Congress, first session, 
on the final report of the Select Com- 
mission on Immigration and Refugee 
Policy, May 5, 6, and 7, 1981., 82- 
6862 


Employee-management relations in 
government — United States. 
A survey of services to unions : provi- 
sions in federal labor agreements /, 
82-4714 


Employee motivation. 
A Supervisor’s guide to the incentive 
awards program., 82-4933 
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selection. 
Behavioral reliability program for the nu- 
clear industry /, 82-6693 


Employees, Rating of. 
Task level job performance criteria de- 
velopment /, 82-5144 
Validity of peer ratings obtained during 
ranger training /, 82-4941 


Employees, Training of — United States. 
Employment and training programs in 
the United States, 1981 : hearings 
before the Subcommittee on Employ- 
ment and Productivity of the Commit- 
tee on Labor and Human Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on examination 
on objectives of employment training 
policy and the relationship between 
federal and state, and local govern- 
ments in the funding, design, and ad- 
ministration of employment and train- 


ing programs., 82-6867 


Employment tax credit — United States. 
Targeted jobs tax credit., 82-6064 


Emulsions. 
Combustion of drops and sprays of no. 2 
diesel oil and its emulsions with water 
and methanol., 82-6276 


Endangered species — Illinois. 
Endangered and threatened vertebrate 
animals and vascular plants of Illinois / 
, 82-5910 


Endangered species — South Carolina — 
Francis Marion National Forest. 
Sensitive plants of the Francis Marion 
National Forest., 82-4308 


Endocrine glands — Cancer — Abstracts. 
The Epidemiology, etiology and patho- 
physiology of endocrine system neo- 
plasms and related endocrinology (ex- 
cluding gonads), 82-5689 


Energy conservation. 
Electrical energy saving., 82-5092 


Energy conservation — Government policy. 

Economic growth through energy effi- 
ciency : hearing before the Subcommit- 
tee on Energy Conservation and 
Power of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on a study entitled “Building a 
sustainable future” by the Solar Energy 
Research Institute, May 20, 1981., 82- 
6815 


Energy conservation — Law and legislation 

— United States. 

National Home Weatherization Act of 
1981 : hearing before the Subcommittee 
on Energy Conservation and Supply of 
the Committee on Energy and Natural 
Resources, United States Senate, 
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Ninety-seventh Congress, first session, 
on S. 1166 ... July 15, 1981., 82-6796 


Energy conservation — United States. 


Bicycle transportation for energy conser- 
vation /, 82-6258 


-Energy block grants : hearing before the 


Subcommittee on Energy Conservation 
and Power of the Committee on 
Energy and Commerce, House of Rep- 
resentatives, Ninety-seventh Congress, 
first session, on consolidating existing 
state energy conservation program into 
state and local government grants, May 
28, 1981., 82-6816 


How to mobilize voluntary organizations 
in support of 55 /, 82-6518 


State energy conservation activities /, 
82-6336 


Energy conservation — United States — 


Bibliography — Catalogs. 
Energy conservation and research tech- 
nology., 82-5650 


Energy conservation — United States — 


Finance — Periodicals. 
Congressional budget request., 82-5207, 
82-5208, 82-5209, 82-5210, 82-5211 


Energy consumption — United States. 


Residential/commercial market for 
energy technologies /, 82-5206 


Energy consumption — United States — 


Bibliography — Catalogs. 
Energy supplies, prices, and consump- 
tion., 82-5649 


Energy development — United States. 


Hydroelectric development in New Eng- 
land : hearing before the Subcommittee 
on Energy Regulation of the Commit- 
tee on Energy and Natural Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on the Federal 
Energy Regulatory Commission licens- 
ing procedures affecting hydroelectric 
development, in New England, Con- 
cord, N.H., August 7, 1981., 82-6798 


The natural gas option—new resources 
and new technologies : hearing before 
the Subcommittee on Energy Develop- 
ment and Applications of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 22, 
1981., 82-6893 


Proposed 5-year plan for oil and gas de- 
velopment in the outer continental 
shelf : hearing before the Subcommit- 
tee on Energy Conservation and 
Supply of the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-seventy Congress, first 
session, to review the secretary of the 
interior’s proposed 5-year plan for oil 
and gas development in the outer con- 
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tinental shelf pursuant to the Outer 
Continental Shelf Lands Act Amend- 
ments of 1978, Public Law 95-372 (43 
U.S.C. 1801), October 6, 1981., 82- 
6800 


Synthetic fuels development : hearing- 
before the Subcommittee on Energy 
and Development and Applications and 
the Subcommittee on Investigations 
and Oversight of the Committee on 
Science and Technlogy, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session, July 27, 1981., 82- 
6896 

Water quality issues and energy assess- 
ments /, 82-5195 


Energy development — United States — 
Bibliography — Catalogs. 
Energy conservation and research tech- 
nology., 82-5650 


Energy development — United States — 
Finance — Periodicals. 
Congressional budget request., 82-5207, 
82-5208, 82-5209, 82-5210, 82-5211 


Energy facilities — United States. 
Water transportation requirements for 
coal movement in 1985 /, 82-6270 


Energy industries — United States. 
Residential/commercial market for 
energy technologies /, 82-5206 


Energy policy — Canada. 

Impact of Canadian investment and 
energy policies on U.S. commerce : 
hearings before the Subcommittee on 
Oversight and Investigations and the 
Subcommittee on Telecx ications, 
Consumer Protection, and Finance of 
the Committee on Energy and Com- 
merce, House of Representatives, 
Ninety-seventh Congress, first session, 
June 19, July 9, and August 6, 1981., 
82-6809 


Energy policy — Soviet Union. 
Technology & Soviet energy availability., 
82-6723 


Technology & Soviet energy availability 
:Summary., 82-6724 


Energy policy — United States. 

Economic growth through energy effi- 
ciency : hearing before the Subcommit- 
tee on Energy Conservation and 
Power of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on a study entitled “Building a 
sustainable future” by the Solar Energy 
Research Institute, May 20, 1981., 82- 
6815 


Hydroelectric development in New Eng- 
land : hearing before the Subcommittee 
on Energy Regulation of the Commit- 
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tee on Energy and Natural Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on the Federal 
Energy Regulatory Commission licens- 
ing procedures affecting hydroelectric 
development, in New Con- 
cord, N.H., August 7, 1981., 82-6798 


Interactions between energy supply and 
transportation-related energy use /, 
82-6278 

Proceedings of the First Seattle Work- 
shop on Incentives Used to Stimulate 
Energy Production, May 31-June 2, 
1978, Seattle, Washington /, 82-5193 

Technology & Soviet energy availability., 
82-6723 


Technology & Soviet energy availability 
:summary., 82-6724 


Energy policy — United States — 
Congresses. 


Proceedings of the Symposium to 
Review Volume III of the 1978 Annual 
Report to Congress, November 7-8, 
1979, College Park, Maryland /, 82- 
5226 


Energy policy — United States — Economic 
aspects. 
Long-term economic planning needed in 
oil- and gas-producing States : report 
to the Congress /, 82-5510 


Energy tax credits — United States. 


Energy credits for individuals., 82-6257 


*Engineering — United States — statistics. 
Academic science, scientists and engi- 
neers /, 82-6178 


geology. 
Tunnel design by rock mass classifica- 
tions /, 82-4989 


Engineers — Employment — United States 
— Statistics — Periodicals. 
Academic science, scientists and engi- 
neers /, 82-6178 


Environmental chemistry — 

Environmental chemistry and cycling 
processes : proceedings of a symposium 
held at Augusta, Georgia, April 28- 
May 1, 1976 /, 82-5183 


Environmental impact analysis — Utah. 
Final environmental assessment : Whitney 
Canyon—Carter Creek natural gas 
processing projects in Uinta and Lin- 
coln Counties, Wyoming, Rich County, 
Utah /, 82-5787 


Environmental impact analysis — Wyoming. 
Final environmental assessment : Whitney 
Canyon—Carter Creek natural gas 
processing projects in Uinta and Lin- 
coln Counties, Wyoming, Rich County, 
Utah /, 82-5787 





Exchange of persons programs, American India. 


Environmental monitoring. 
A feasilility [sic] study of the state-of-the- 
art of personnel monitors /, 82-6473 


Environmental policy — Arizona — Maps. 
Arizona strip wilderness, environmental 
‘impact statement /, 82-5782 
Environmental policy — United States. 


Everybody’s problem : hazardous waste / 
82-5255 


1982 Department of Energy authorization 
(environmental research, environmental 
compliance, and environmental safety) 
: hearing before the Subcommittee on 
Natural Resources, Agriculture Re- 
search, and Environment of the Com- 
mittee on Science and Technology, 
U.S. House of Representatives, Ninety- 
seventh Congress, first session, March 
31, 1981., 82-6898 


Environmental protection — Bibliography — 
Catalogs. 

Environmental education and protection., 
82-5553 


Environmental protectior — United States. 
Feasibility study of a self-contained envi- 
ronmental control unit / M. J. McGoff, 
J.W. Maustellar ; prepared for U.S. 
Department of Transportation, United 
States Coast Guard, Office of Research 
and Development., 82-6470 


Environmental Research Laboratories (U.S.) 
— Bibliography — Catalogs. 
Scientific and technical publications of 
the Environmental Research Laborato- 
ries., 82-4684 


Environmental Research Laboratory (Gulf 
Breeze, Fla.) — Bibliography. 
Publications, Gulf Breeze Laboratory /, 

82-5256 


Enzymes — Abstracts. 
Current cancer research on selected as- 
pects of enzymes in cancer., 82-5698 


Epidemiology — Research — Abstracts. 
Current cancer research on carcinogenic 
substances in food and drugs, and relat- 
ed epidemiology., 82-5709 
Current cancer research on statistics, epi- 
demiology, and demography of human 
cancer., 82-5699 


Epidermis — Atlases. 
A scanning electron microscope survey 
of the epidermis of East African 
grasses, I /, 82-6232 


Equalizers (Electronics) 
Automatic and continuous transducer 
drift compensator for end point detec- 
tion systems /, 82-5882 
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Erosion. 
Susceptibility of dispersive clay at Gren- 
ada D Siieieah: on aisha dad 
rainfall erosion /, 82-4988 


Errors. ; 
Maintaining the quality of economic data 
:astudy /, 82-6782 


Growth and population dynamics of 
Espeletia (Compositae) in the Venezu- 
elan Andes /, 82-6231 


Espionage — United States. 
Counter-intelligence (CI)/human _intelli- 
gence (HUMINT) /, 82-4956 


Ethnology — Benin — Maps. 
Benin., 82-6191 


Ethnology — Gabon — Maps. 
Gabon., 82-6192 


Euler angles. 
On the nonlinear deformation geometry 
of Euler-Bernoulli beams /, 82-6156 


Europe — Armed Forces — Pay, allowances 
etc, 

Preliminary analysis of military compen- 
sation systems in the United States and 
five other countries : a report /, 82- 
5481 


Evaluation research (Social action programs) 
— United States — Abstracts. 
Compendium of HEW evaluation stud- 

ies., 82-5666 


Evansville (Ind.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Evansville, In- 
diana, annual summary with compara- 
tive data., 82-4660 


Evoked potentials (Electrophysiology) 

Visual evoked cortical potentials in men 
during compression and saturation in 
He-O,equivalent to 400, 800, 1200, and 
1600 feet of sea water /, 82-5099 


Exceptional Children — Education — 

United States. 

Disparities still exist in who gets special 
education Committee on Education and 
Labor, House of Representatives 
report to the Chairman, Subcommitteee 
on selected education /, 82-5496 


Exchange of persons programs, American — 

India. 

U.S. government exchange programs are 
not being coordinated in Japan and 
India : report to the Director, Interna- 
tonal Communication Agency /, 82- 
5493 
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Exchange of persons programs, American Japan. 


Exchange of persons programs, American — 
Japan. 


U.S. government exchange programs are 
not being coordinated in Japan and 
India : report to the Director, Interna- 
tonal Communication Agency /, 82- 

' $493 


Executive privilege (Government 
information) — United States. 

Executive privilege : legal opinions re- 
garding claim of President Ronald 
Regan in response to a subpoena issued 
to James G. Watt, secretary of the inte- 
rior /, 82-6802 


Executives — Salaries, pensions, etc., — 

United States. 

Senior executive service bonus program : 
hearing before the Subcommittee on 
Civil Service, Post Office, and General 
Services of the Committee on Govern- 
mental Affairs, United States Senate, 
first session, April 27, 1981., 82-6848 


Exhaust 
Static test-stand performance of the YF- 
102 turbofan engine with several ex- 
haust configurations for the Quiet 
Short-haul Research Aircraft (QSRA) 
/, 82-6152 


Experimental design. 
Experimental statistics /, 82-4611 


Export credit. 

Reduction of export credit subsidies in 
world trade : report (to accompany H. 
Con. Res. 95 ... referred jointly to the 
Committee on Banking, Finance, and 
Urban Affairs, the Committee on For- 
eign Affairs, and the Committee on 
Ways and Means) (including cost esti- 
mate of the Congressional Budget 
Office)., 82-6576 


Export sales — United States. 
What farm exports mean to you., 82- 
4462 


Express highways — Economic aspects — 

Texas — Houston. 

The Impact of technological change in 
transportation networks on regional 
productivity and development., 82- 
6279 


Extraction (Chemistry) 
The removal of iron from aluminum 
chloride leach liquor by solvent extrac- 

tion /, 82-5874 


Eye — Diseases and defects. 
The use of fluorescein angiography to 
study oxygen toxicity /, 82-5095 


Eye — Diseases and defects — 
Care and disorders of the eyes., 
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Eye — Refractive errors. 
The Vision of submariners and National 
Guardsmen : a longitudinal study, 82- 
5121 


F 


Factor analysis. 
Factor analysis of perceptual and cogni- 
tive abilities tested by different meth- 
ods /, 82-5117 


Factory and trade waste — United States. 
Nonnuclear industrial hazardous waste : 
classifying for hazard management., 
82-6726 
NPDES best management practices guid- 
ance document /, 82-5246 


Fairbanks (Alaska) — Maps. 
Arsenic, nitrate, iron, and hardness in 
"ground water, Chena Ridge vicinity, 
Fairbanks, Alaska /, 82-5829 


Falls County (Tex.) — Maps. 
Soil interpretative map of important 
farmlands, Falls County, Texas /, 82- 
4421 


Family life education. 

Primary intervention in societal problems 
: the role of the family, 1981 : hearing 
before the Subcommittee on Aging, 
Family and Human Services of the 
Committee on Labor and Human Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on ex- 
amination on the issue of primary inter- 
vention in addressing societal problems, 
focusing on the causes of the problems 
and efforts to alleviate conditions 
which result in the social ills confront- 
ing this nation, September 17, 1981., 
82-6871 


Fans (Machinery) — Noise. 
Investigation of the effects of inlet shapes 
on fan noise radiation /, 82-6120 


Fans (Machinery) — Performance — 
Testing. 
Performance of two-stage fan having 
low-aspect-ratio, first-stage rotor blad- 
ing /, 82-6142 


Farm corporations — United States. 
Corporations in farming /, 82-6921 


Farm Credit System (U, S.) 

The Cooperative Extension Service 
should provide farmers with more in- 
formation on farm credit sources : 
report to the Secretary of Agriculture 
/, 82-5458 


Farm ownership — United States. 
Corporations in farming /, 82-6921 
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Economic indicators of the farm sector. 
Production and efficiency statistics /, 
82-4290 

Production and efficiency statistics, 82- 
4290 : 


Farm produce — United States — 


Transportation. 
A Long-term study of produce transpor- 
tation /, 82-6369 


Farmers — Taxation — United States. 
Farmer’s tax guide., 82-6254 


Farms — United States — Cost of operation 
— Statistics — Periodicals. 
Farm production expenditures for ..., 
82-4458, 82-4461 


Fast reactors. 
Work in the field of fast reactors in the 
USSR /, 82-5212 


Fasteners — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 5307. Studs micro- 
fichm, 82-4849 


Consolidated federal supply catalog iden- 
tification list. FSC 5325. Fastening de- 
vices microform, 82-4854 


Faults (Geology) — Missouri — New 
Madrid. 


New Madrid seismotectonic study : activ- 
ities during fiscal year 1980 /, 82-6696 


Faults (Geology) — Tennessee. 

Monoclinal structure and shallow faulting 
of the reelfoot scarp as estimated from 
drill holes with variable spacings /, 
82-6665 


Federal aid to birth control — United States. 
Oversight on family planning programs 
under Title X of the Public Health 
Service Act, 1981 : hearing before the 
Subcommittee on Aging, Family, and 
Human Services of the Committee on 
Labor and Human Resources, United 
States Senate, Ninety-seventh Con- 
gress, first session, on oversight on the 
role of the federal government in 
family planning administered under 
Title X of the Public Health Service 
Act, June 23 and September 28, 1981., 
82-6869 


Federal aid to community development — 
United States. 
Further actions needed to improve man- 
agement of HUD programs : report to 
the Congress /, 82-5473 


Federal aid to education — United States. 
National security and economic growth 
through foreign language improvement 
: hearings before the Subcommittee on 
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Postsecondary Education of the Com- 
mittee on Education and Labor, House 
of Representatives, Ninety-seventh 
Congress, first session, on H.R. 3231 ... 
hearings held in Washington, D.C., on 
July 14, 15, New Haven, Conn., Sep- 
tember 25, 1981., 82-6790 


Oversight on Title I, ESEA and the 
chapter 2 education block grant : hear- 
ing before the Subcommittee on Ele- 
mentary, Secondary, and Vocational 
Education of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-seventh Congress, first 
session, hearing held in Washington, 
D.C., on October 6, 1981., 82-6789 


Federal aid to higher education — United 

States. 

Federally funded programs for disabled 
students : models for postsecondary 
campuses : a summary of regional edu- 
cation programs, 1975-80 /, 82-5230 


Federal aid to higher education — United 

States — Statistics — Periodicals. 

Federal support to universities, colleges 
and selected nonprofit institutions., 
82-6179 


Federal aid to libraries — United States. 

Budget allocation for the endowments for 
the arts and humanities, and museums 
and libraries : hearings before the Sub- 
committee on Postsecondary Education 
of the Committee on Education and 
Labor, House of Representatives, 
Ninety-seventh Congress, first session, 
hearings held in Washington, D.C., on 
February 25 and New York, N.Y., on 
March 2, 1981., 82-6788 


Federal aid to medical education — United 

States. 

Health professions education/nurse train- 
ing and National Health Service Corps, 
1981 : hearing before the Committee on 
Labor and Human Resources, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 799 ... S. 801 
.. April 8, 1981., 82-6870 


Federal aid to medical research — United 

States. 

National Cancer Institute grants process / 
82-5685 


Federal aid to minority business enterprises 

— United States. 

Small Business Administration’s 8(a) pro- 
gram : hearings before the Subcommit- 
tee on SBA and SBIC Authority, Mi- 
nority Enterprise, and General Small 
Business Problems of the Committee 
on Small Business, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, Washington, D.C., May 
21, June 4 and 10, 1981., 82-6904 





Federal aid to museums — United States. 
Budget allocation for the endowments for 
the arts and humanities, and museums 
and libraries : hearings before the Sub- 
committee on Postsecondary Education 
of the Committee on Education and 
House of Representatives, 
Ninety-seventh Congress, first session, 
hearings held in Washington, D.C., on 
February 25 and New York, N.Y., on 
March 2, 1981., 82-6788 


Federal aid to nursing education — United 
States. 


Health professions education/nurse train- 
ing and National Health Service Corps, 
1981 : hearing before the Committee on 
Labor and Human Resources, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 799 ... S. 801 
.. April 8, 1981., 82-6870 


Federal aid to outdoor recreation — United 

States. 

Need to reexamine the federal role in 
planning, selecting, and funding state 
and local parks : report to the Con- 
gress: summary /, 82-5466 


Federal aid to private schools — United 

States. 

Oversight on private schools : hearings 
before the Subcommittee on Elemen- 
tary, Secondary, and Vocational Edu- 
cation of the Committee on Education 
and Labor, House of Representatives, 
Ninety-seventh Congress, first session, 
hearings held in Washington, D.C., on 
May 13, 14, September 16, 22, and 23, 
1981., 82-6793 


Federal aid to public welfare — New York 

(State) 

New York State public assistance cost- 
sharing policies : implications for feder- 
al policy : report to the Congress /, 
82-5511, 82-5512 


Federal aid to research — United States — 
Abstracts. 
Compendium of HEW evaluation stud- 
ies., 82-5666 


Federal aid to research — United States — 
Periodicals. 
Current federal aid research report. Fish., 
82-5926, 82-5927 


Federal funds for research and develop- 
ment., 82-6177 
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Congressional Budget Office)., 82- 
6592 
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Federal Power Commission reports., 
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Gas, Natural — United States. 
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and new technologies : hearing before 
the Subcommittee on Energy Develop- 
ment and Applications of the Commit- 
tee on Science and Technology, U.S. 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 22, 
1981., 82-6893 


82- 


Gas, Natural — United States — Pipe line 
failures. 
An analysis of accident data from plastic 
pipe natural gas distribution systems : 
special study., 82-6287 


Gas companies — United Stutes — Finance. 

The natural gas option—new resources 

and new technologies : hearing before 

the Subcommittee on Energy Develop- 

ment and Applications of the Commit- 

tee on Science and Technology, U.S. 

House of Representatives, Ninety-sev- 

enth Congress, first session, July 22, 
1981., 82-6893 


Gas industry — Southwestern States. 
Long-term economic planning needed in 
oil- and gas-producing States : report 
to the Congress /, 82-5510 


Gas manufacture and works — 

Environmental aspects — Utah. 

Final environmental assessment : Whitney 
Canyon—Carter Creek natural gas 
processing projects in Uinta and Lin- 
coln Counties, Wyoming, Rich County, 
Utah /, 82-5787 


Gas manufacture and works — 

Environmental aspects — Wyoming. 

Final environmental assessment : Whitney 
Canyon—Carter Creek natural gas 
processing projects in Uinta and Lin- 
coln Counties, Wyoming, Rich County, 
Utah /, 82-5787 


Gas-turbines — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 2835. Gas turbines 
and jet engines, except aircraft; and 
components microform, 82-4797 


Gaskets — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 5330. Packing and 
gasket materials microform, 82-4855 


Gasohol — Prices — United States. 
Environmental assessment : notice of pro- 
posed rulemaking for the allocation 
and pricing of gasohol /, 82-5200 
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Gasoline — Prices — United States — 
Mathematical models. 
Interactions between energy supply and 
transportation-related energy use /, 
82-6278 


Gasoline — Storage. 

Commercial and industrial storage of dis- 
tillate and gasoline : a study required 
by section 241 of the Emergency 
Energy Conservation Act of 1979 /, 
82-5225 


Gastroenterologists — United States — 
Supply and demand. 
Physician requirements, 1990, for gastro- 
enterology /, 82-5753 


Gearing — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 3020. Gears, pulleys, 
sprockets, and transmission chain mi- 
croform, 82-4809 


Gem County (Idaho) — Maps. 
Important farmlands, Gem County, Idaho 
/, 82-4423 


Generative organs, Female — Cancer — 
Abstracts. 
Current cancer research on gynecologic 
cancer, etiology, epidemiology, clinical 
aspects and related studies., 82-5690 


Geodesy. 
Tidal corrections to geodetic quantities /, 
82-4627 


Geographical perception. 
Attempts to correct swimming errors /, 
82-5112 


Geography — Bibliography — Catalogs. 
Foreign area studies., 82-5590 


Geological mapping. 

Geologic mapping of Kentucky : a histo- 
ry and evaluation of the Kentucky 
Geological Survey—U.S. Geological 
Survey mapping program, 1960-1978 /, 
82-5794 


Geological mapping — Remote sensing. 
Geologic application of thermal inertia 
using HCMM data /, 82-6077 


Geological Survey (U.S.) 

Geologic mapping of Kentucky : a histo- 
ry and evaluation of the Kentucky 
Geological Survey—U.S. Geological 
Survey mapping program, 1960-1978 /, 
82-5794 


Geology — Florida — Fernandina Beach. 
Geologic and hydrologic data from a 
test-monitor well at Fernandina Beach, 
Florida /, 82-5831 
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Geology — Iowa. 
The Mississippian and Pennsylvanian 
(Carboniferous) systems in the United 
States /, 82-5798 


Geology — Kentucky. : 

Geologic mapping of Kentucky : a histo- 
ry and evaluation of the Kentucky 
Geological Survey—U.S. Geological 
Survey mapping program, 1960-1978 /, 
82-5794 


Geology — Nebraska. 
Regional tectonics and seismicity of east- 
ern Nebraska : annual report, June 1, 
1978-May 30, 1979 /, 82-6653 


Geology — Nevada. 

Statistical evaluation of physical proper- 
ties in area 12, Nevada test site, using 
the USGS/DNA storage and retrieval 
system /, 82-5790 


Geology — New Mexico — Bibliography. 
Bibliography of geology and hydrology, 
southwestern New Mexico /, 82-5804 


Geology — New York (State) — 
County — Maps. 
Surficial geology of Dugway quadrangle, 
Oswego County, New York /, 82- 
5842 


Oswego 


Geology — United States. 
Facing geologic and hydrologic hazards : 
earth-science considerations /, 82- 
5800 


Geology, Stratigraphic. 

Geologic factors in predicting coal mine 
roof-rock stability in the upper Kittan- 
ning coalbed, Somerset County, Pa. /, 
82-5889 


Geology, Stratigraphic — Carboniferous. 
The Mississippian and Pennsylvanian 
(Carboniferous) systems in the United 
States /, 82-5798 


Geology, Stratigraphic — Mississippian. 
The Mississippian and Pennsylvanian 
(Carboniferous) systems in the United 
States /, 82-5798 


Geology, Stratigraphic — Pennsylvanian. 
The Mississippian and Pennsylvanian 
(Carboniferous) systems in the United 
States /, 82-5798 


Geology, Structural. 

Regional tectonics and seismicity of east- 
ern Nebraska : annual report, June 1, 
1978-May 30, 1979 /, 82-6653 

Regional tectonics and seismicity of 


southwestern Iowa : annual report, 
May 1, 1978-April 30, 1979 /, 82-6639 


Geometry. 
On the nonlinear deformation geometry 
of Euler-Bernoulli beams /, 82-6156 
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Geophysical research — Ohio — 
Portsmouth. 


In situ and laboratory determinations of 
shear and Young’s moduli for the 
Portsmouth, Ohio, gaseous diffusion 
add-on site /, 82-5027 


Geophysics — Bibliography — Catalogs. 
Scientific and technical publications of 
the Environmental Research Laborato- 
ries., 82-4684 


George B. Kelez (Ship) 

MESA New York Bight : project ex- 
panded water column characterization 
cruise (XWCC 17) : NOAA ship 
George B. Kelez, April 1978 /, 82- 

4648 


MESA New York Bight project : ex- 
panded water column characterization 
cruise (XWCC 8) NOAA ship 
George B. Kelez, April 1976 /, 82- 
4646, 82-4649, 82-4651, 82-4652, 
82-4653, 82-4654, 82-4655 


MESA New York Bight Project 
Winkler oxygen data, expanded water 
column characterization cruises 
(XWCC 2 to XWCC 24), NOAA ships 
Researcher and George B. Kelez, 1975- 
1979 /, 82-4647 


Geothermal power plants — Testing. 
Demonstration of EIC’s copper sulfate 
process for removal of hydrogen sul- 
fide and other trace contaminants from 
geothermal steam at turbine inlet tem- 
peratures and pressures /, 82-5204 


Germany (West) — Relations — United 

States. 

Authorization to secretary of the Army 
to return certain works of art to the 
Federal Republic of Germany : report 
(to accompany H.R. 4625) (including 
cost estimate of the Congressional 
Budget Office)., 82-6585 


Germplasm resources, Plant — 

States. 

National plant germplasm system : hear- 
ing before the Subcommittee on De- 
partment Operations, Research, and 
Foreign Agriculture of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-seventh Congress, first 
session, June 24, 1981., 82-6751 


Gibbs’ free energy 
Electrochemical determination of Gibbs 
energies of formation of MnS and 
FeoS /, 82-5859 


Gifts — Taxation — United States. 

Major estate and gift tax issues : hearings 
before the Subcommittee on Estate and 
Gift Taxation of the Committee on Fi- 
nance, United States Senate, Ninety- 
seventh Congress, first session., 82- 
6824 


United 
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Gila National Forest (N.M.) 


ecology : a guide for Gila Na- 
tional Forest., 82-4362 


Aids for improving vision in white-out /, 
82-5124 
Various measures of the effectiveness of 


yellow goggles /, 82-5125 


Gliders (Aeronautics) 
Type certification-fixed-wing gliders (sail- 
planes)., 82-6391 
Gold — Metallurgy. 
Recovery of gold from arsenopyrite con- 


centrates by cyanidation-carbon ad- 
sorption /, 82-5856 


Government attorneys — United States. 
Attorneys working for people., 82-5665 


Government information — United States. 

Maintaining the quality of economic data» 
:astudy /, 82-6782 

Government lending. 

Most borrowers of economic opportunity 
loans have not succeeded in business : 
report to the Congress /, 82-5459 

Most borrowers of economic opportunity 
loans have not succeeded in business : 
report to the Congress : summary /, 
82-5460 

Government paperwork — United States — 


Federal government forms., 82-5554 


Government productivity — United States. 
Government Cost Reduction Act : hear- 
ings before the Subcommittee on Civil 
Service of the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on H.R. 3116 .. 
June 2, 12, 23, 1981., 82-6883 
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Action Agency publications., 82-5632 
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Agricultural research, statistics, and eco- 
nomic reports., 82-5588 


Aircraft, airports and airways., 82-5526 
Airman’s information manual., 82-5527 
Alcohol, tobacco, and firearms., 82-5621 
American Revolution., 82-5580 
Annual reports., 82-5565 
Anthropology and archeology., 
Architecture., 82-5607 

Armed Forces., 82-5575 


Army technical and field manuals., 82- 
5585 


Art and artists., 82-5559 


Atomic energy and nuclear power., 82- 
5601 


Banks and banking., 82-5573 
Building science series., 82-5577 


Bureau of Land Mangement publications., 
82-5624 


Bureau of Reclamation publications., 82- 
5622 


Business and business management., 82- 
5522 


82-5651 


Canada., 82-5638 
China., 82-5647 


Civil Aeronautics Board publications., 
82-5595 


Civil rights and equal opportunity., 82- 
5604 


82-5602 


Consumer Product Safety Commission 
publications., 82-5641 


Cookbooks and recipes., 82-5544 
Defense supply and logistics., 82-5623 


Directories and lists of persons and orga- 
nizations., 82-5562 


Disarmament and arms control., 82-5572 


Disaster preparedness and civil defense., 
82-5617 


Economic Development Administration 
publications., 82-5633 


Educational statistics., 
5551 


Elementary education., 82-5599 


Energy conservation and research tech- 
nology., 82-5650 


Energy supplies, prices, and consump- 
tion., 82-5649 


Environmental education and protection., 
82-5553 


Farms and farming., 


Congress., 


82-5520, 82- 


82-5587 


Federal Bureau of Investigation publica- 
tions., 82-5634 


Federal Communications Commmission 
publications., 82-5640 


Federal Council for Science and Tech- 
nology publications., 82-5630 
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Federal Maritime Commission publica- 
tions., 82-5596 


Federal Trade Commission decisions and 
publications., 82-5557 


Fire fighting, prevention, and forest fires., 
82-5548 


Foreign area studies., 
Foreign education., 82-5615 
Foreign investments., 82-5637 
Foreign trade and tariff., 82-5569 
Fossils., 82-5579 

Grants and awards., 82-5626 
The handicaped., 82-5534 

Heart and circulatory system., 
Hospitals., 82-5566 


Housing, urban and rural development., 
82-5639 


How to sell to the Department of De- 
fense., 82-5541 


82-5533 

82-5644 
Intergovernmental relations., 82-5605 
Irrigation and drainage., 82-5555 
Law enforcement., 82-5564 
Mammals and reptiles., 82-5546 
Marine Corps publications., 82-5616 
82-5571 
82-5540 

82-5521, 82-5529 
Medicine and medical science., 
Middle East., 82-5643 
Minerals and mining., 
82-5523 


Motion pictures, films, and audiovisual 
information., 82-5547 


82-5610 


NASA scientific and technical publica- 
tions., 82-5625 


National Bureau of Standards technical 
notes., 82-5581 


National Credit Union Administration 
publications., 82-5635 


National defense and security., 82-5583 


National Ocean Survey publications., 
82-5628 


National Science Foundation publica- 
tions., 82-5609 

National standard reference data series., 
82-5578 


Naval Personnel Bureau and Naval Edu- 
cation and Training Command publica- 
tions., 82-5592 


Noise abatement., 
Oceanography., 


82-5590 


82-5558 


Insects., 
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82-5582 
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Posters, charts, picture sets, and decals., 
82-5542 
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Rehabilitation., 82-5549, 82-5550 
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Salvage and recycling., 82-5586 
Sanitation and sewage., 82-5576 
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equipment., 82-5611 
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82-5593 


United States intelligence activities., 82- 
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Voting and elections., 82-5620 
Weights and measures., 82-5560 
Wildlife management., 82-5563 
82-5561 
82-5598 
82-5570 


Women., 
X-rays., 
Zoology., 


— bibliography. 

Cumulative index of congressional com- 
mittee hearings (not confidential in 
character). Supplement., 82-6604 


Index of congressional committee hear- 
ings, 82-6604 


Government purchasing — United States. 
Non-Federal computer acquisition prac- 
tices provide useful information for 
streamlining Federal methods : study 
by the staff of the U.S. General Ac- 
counting Office., 82-5457 


Grain — Drying — Congresses. 

Solar Grain Drying Conference proceed- 
ings, May 2-3, 1978, Holiday Inn- 
North, West Lafayette, Ind. /, 82- 
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Grain trade — United States. 

Farmer-owned grain reserve program 
needs modification to improve effec- 
tiveness : report to the Congress /, 
82-5476, 82-5478 


Farmer-Owned grain reserve program 
needs modification to improve effec- 
tiveness : report to the Congress : Sum- 
mary /, 82-5477 
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Grants and awards., 82-5626 
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/, 82-6642 
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of the epidermis of East African 
grasses, I /, 82-6232 
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ment for the Eastern San Diego 
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impact statement (final), Butte, Blaine, 
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Idaho /, 82-5786 
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Grazing management, McGregor EIS 
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nia /, 82-5783 
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Federal grievance arbitration practices 
need more management attention 
report to the Director, Office of Per- 
sonnel Management /, 82-5482 
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need more management attention 
report to the Director, Office of Per- 
sonnel Management /, 82-5482 


Grizzly bear. 
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Geologic factors in predicting coal mine 
roof-rock stability in the upper Kittan- 
ning coalbed, Somerset County, Pa. /, 
82-5889 

Monitoring ground movements near 
caving stopes : methods and meas- 
urements /, 82-5896 


Ground-cushion phenomenon. 

Theoretical and experimental investiga- 
tion of ground-induced effects for a 
low-aspect-ratio highly swept arrow- 
wing configuration /, 82-6145 

Ground-effect machines. 

Phase [IlIIc-test and demonstration 
(PTACV) /, 82-6355 

TLV status report /, 82-6353 


Ground-effect machines — Mathematical 
models. 
Vibration aspects of ride quality model- 
ing for the DOT PTACV— theory 
and experiment /, 82-6354 


Grouting. 
Inorganic cement for mine roof-bolt 
grouting /, 82-5864 


— Bibliography. 
Bibliography on grouting /, 82-5013 


Growth (Plants) 
Growth and population dynamics of 
Espeletia (Compositae) in the Venezu- 
elan Andes /, 82-6231 


Guided missile ships. 
Logistics concerns over Navy’s guided 
missile frigate FFG-7 class : report to 
the Congress /, 82-5517 
Logistics concerns over Navy’s guided 
missile frigate FFG-7 class : report to 
the Congress : summary /, 82-5518 
Guided missiles. 
Missile materiel management /, 82-4961 
Guided missiles — Catalogs. 
Consolidated federal supply catalog iden- 


tification list. FSC 1400. Guided mis- 
siles microform, 82-4787 


Guided missiles — Maintenance and repair 


— Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 4931, 4933, 4935, 
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vehicle maintenance repair specialized 

equipment microform, 82-4838 
Guided missiles — Transportation — 

Handbooks, manuals, etc. 

Operator, organizational direct and gen- 
eral support maintenance manual for 
trailer, low bed guided missle, 7-ton, 4- 
wheel M529 (2330-780-0801)., 82-4884 
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Guinea — 
Guinea., 82-6193 


Gulls. 

Atlas of gull and tern colonies : North 
Carolina to Key West, Florida (includ- 
ing pelicans, cormorants and skimmers) 
/, 82-5922 


Gypsum — Testing. 
Inorganic cement for mine 
grouting /, 82-5864 


Gypsy moth. 
Gypsy moth : a major pest of trees., 
4292 


roof-bolt 


82- 
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Hampshire County (W. Va.) — Maps. 
Hampshire County, West Virginia impor- 
tant farmlands /, 82-4426 


Handicapped — Education (Higher) — 

United States. 

Federally funded programs for disabled 
students : models for postsecondary 
campuses : a summary of regional edu- 
cation programs, 1975-80 /, 82-5230 


Handicapped — Employment — United 
States. 


Stronger federal efforts needed for pro- 
viding employment opportunities and 
enforcing labor standards in sheltered 
workshops : report to the Honorable 
Barry M. Goldwater, Jr., House of 
Representatives /, 82-5489 


Handicapped — Services for — United 

States. 

Summary report of a survey of transpor- 
tation handicapped users and non-users 
of special transportation systems in 
four cities /, 82-6480 


Handicapped — Training of — United 
States. 


System performance, error rates, and 
training time for recent FAA academy 
nonradar graduates, community per- 
sons, and handicapped persons on the 
radar training facility pilot position /, 
82-6452 


— Transportation. 
Conceptual study of handicapped facili- 
ties for new subway station designs : 
final report /, 82-6485 


Handicapped — United States — 

Bibliography — Catalogs. 

The handicaped., 82-5534 

Handicapped — United States — 

Transportation. 

Summary report of a survey of transpor- 
tation handicapped users and non-users 
of special transportation systems in 
four cities /, 82-6480 
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children — Education — 

United States. 

Disparities still exist in who gets special 
education Committee on Education and 
Labor, House of Representatives : 
report to the Chairman, Subcommitteee 
on selected education /, 82-5496 


services — Services for — 
United States — Bibliography — Catalogs. 
The handicaped., 82-5534 


Harbors — Design and construction. 
Design for harbor entrance improve- 
ments, Wells Harbor, Maine : hydraulic 

model investigation /, 82-4995 


Harbors — Erie, Lake. 

United States ports on Lake Erie : Erie, 
Pa., Conneaut, Ashtabula, Fairport 
Harbor, Lorain, Huron, Sandusky, 
Ohio /, 82-4979 


Harbors — Hawaii. 

Ports of Hawaii : Honolulu, Port Allen, 
Nawiliwili, Kahului, Kaunakakai, 
Kawaihae, Hilo /, 82-4980 

Harbors — Virginia. 

The Ports of Hampton Roads, Va. : Nor- 

folk, Portsmouth, Hampton, Chesa- 


peake, Newport News, Yorktown /, 
82-4978 : 


Hardware — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 5140, 5180. Tool 
and hardware boxes microform : sets, 
kits, and outfits of hand tools. 82- 
4875 


Consolidated federal supply catalog iden- 
tification list. FSC 5335, 5340. Metal 
screening : miscellaneous hardware mi- 
croform, 82-4856, 82-4876 


Hardwoods. 
Hardwood log grades and lumber grade 
yields for factory lumber logs /, 82- 
4371 


Hardwoods — Tables. 
Hardwood log grades and lumber grade 
yields for factory lumber logs /, 82- 
4371 


Harmonic analysis. 
Random harmonic analysis program, 
L221 (TEV156)., 82-6098 


Haskell County (Okla.) — Maps. 
Important farmlands map, 
County, Oklahoma /, 82-4427 


Hazardous substances — Handbooks, 
manuals, etc. 
Occupational health guidelines for chemi- 
cal hazards /, 82-5761 


Hazardous substances — Transportation — 
Law and legislation — United States. 
Hazardous Materials Transportation Act 

authorization, fiscal year 1982 : hearing 
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before the Subcommittee on Com- 
merce, Transportation, and Tourism of 
the Committee on Energy and Com- 
merce, House of Representatives, 
Ninety-seventh Congress, first session, 
March 12, 1981., 82-6814 

Safety effectiveness evaluation : federal 
and state enforcement efforts in hazard- 
ous materials transportation by truck., 
82-6289 


Hazardous substances — United States — 
Safety measures. 
A feasilility [sic] study of the state-of-the- 
art of personnel monitors /, 82-6473 


Hazardous substances — United States — 
Transportation. 
Development of criteria to designate 
routes for transporting hazardous mate- 
rials /, 82-6321 


Hazardous waste management industry — 
United States. 
Nonnuclear industrial hazardous waste : 
classifying for hazard management., 
82-6726 


Hazardous wastes — United States. 
Everybody’s problem : hazardous waste / 
, 82-5255 


Hazardous waste matters : a case study of 
landfill sites : hearing before the Sub- 
committee on Oversight and Investiga- 
tions of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, 
June 9, 1981., 82-6810 


Nonnuclear industrial hazardous waste : 
classifying for hazard management., 
82-6726 


Organized crime links to the waste dis- 
posal industry : hearing before the Sub- 
committee on Oversight and Investiga- 
tions of the Committee on Energy and 
Commerce, House of Representatives, 
Ninety-seventh Congress, first session, 
May 28, 1981., 82-6804 


Hazardous wastes — United States — 

Incineration. 

Ocean-based incineration of hazardous 
wastes : hearing before the Subcommit- 
tee on Commerce, Transportation, and 
Tourism of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on options to disposing of 
wastes that have been accumulated by 
the United States, February 11, 1981., 
82-6812 


Head — Cancer — Abstracts. 
Current cancer research on oral and head 
and neck cancer., 82-5695 
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Head — Wounds and injuries. 
The national head and spinal cord injury 
survey., 82-5745 


Health facilities — New England — 


Planning. 
Health planning and regulation : the New 
England experience /, 82-9081 


Health maintenance organizations — Oregon 
— Gladstone. 
Physicians Association of Clackamas 
County : a case study of an IPA in 
Gladstone, Oregon /, 82-5675 


Health maintenance organizations — United 

States. 

Proposals to stimulate competition in the 
financing and delivery of health care : 
hearings before the Subcommittee on 
Health of the Committee on Ways and 
Means, House of Representatives, 
Ninety-seventh Congress, first session, 
September 30, October 1, 2, 1981., 82- 
6917 


Health maintenance organizations — United 

States — Finance. 

Medicare reimbursement of HMO’s 
hearing before the Subcommittee on 
Health of the Committee on Finance, 
United States Senate, Ninety-seventh 
Congress, first session, July 30, 1981., 
82-6821 


Health planning — New England. 
Health planning and regulation : the New 
England experience /, 82-9081 


Health planning — United States. 
Report on the future of health planning /, 
82-6801 


Hearing disorders. 

Biological effects of ultrasound and their 
relevance to the establishment of safety 
standards for the exposure of divers to 
intense ultrasound /, 82-5118 


Heart — Bibliography — Catalogs. 


Heart and circulatory system., 82-5558 


Heart, Artificial. 
Guidelines for physicochemical charac- 
terization of biomaterials, April 1979 /, 
82-5741 


*Heart, Artificial — standards 
Guidelines for physicochemical charac- 
terization of biomaterials, April 1979 /, 
82-5741 


Heart Mountain (Wyo.) — Maps. 
Heart Mountain, Wyoming., 82-5934 


Heat — Transmission. 

Comparison of fission-gas release and me- 
chanical behavior during transient nu- 
clear and electrical heating of light- 
water-reactor fuels /, 82-6643 





Heat removal characteristics of volume 
heated boiling pools with inclined 
boundaries /, 82-6657 


PWR blowdown heat transfer sepurate- 
effects program : thermal-hydraulic test 
facility experimental data report for 
test 169 /, 82-6625 

Theoretical study of nonadiabatic bound- 
ary-layer stabilization times in a cryo- 
genic wind tunnel for typical stainless- 
steel wing and fuselage models /, 82- 
6080 


Heat — Transmission — Computer 


programs. 

An advanced thermohydraulic simulation 
code for pool-type LMFBRs : (SSC-P 
code) /, 82-6675 

ORMDIN : a finite element program for 
two-dimensional nonlinear inverse heat 
conduction analysis /, 82-6673 


Heat — Transmission — Data processing. 
Simulation of steady-state and transient 
sodium boiling experiments in a seven- 
pin bundle under flow rundown condi- 
tions by using bodyfit-IFE code /, 
82-6680 


Heating — Equipment and supplies — 

Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 4500. Plumbing, 
heating, and sanitation equipment mi- 
croform, 82-4825, 82-4826 


Heating from central stations — Minnesota 
— Minneapolis — Congresses. 
District Heating/Cogeneration Sympo- 
sium /, 82-5187 


Heating from central stations — Minnesota 
— Saint Paul — Congresses. 
District Heating/Cogeneration Sympo- 
sium /, 82-5187 


Heating from central stations — United 

States. 

District heating and cooling : hearing 
before the Subcommittee on Energy 
Development and Applications of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
July 23, 1981., 82-6900 


Heavy minerals — Oregon. 
Recovery of byproduct heavy minerals 
from sand and gravel operations in 
Oregon and Washington /, 82-5877 


Heavy minerals — Washington (State) 
Recovery of byproduct heavy minerals 
from sand and gravel operations in 
Oregon and Washington /, 82-5877 


Helicopters. 
Superhard transparent coatings /, 82- 
5077 
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— Control systems. 
Approval of airborne radar approach 
(ARA) procedures for helicopters to 
offshore platforms., 82-6397 


Helicopters — Design and construction. 
Helicopter drive system R&M design 
guide /, 82-5080 
Helicopters — Flight testing. 
Analytical testing /, 82-6126 


Kinematic properties of the helicopter in 
coordinated turns /, 82-6164 


Helicopters — Handling characteristics — 
Testing. 


Kinematic properties of the helicopter in 
coordinated turns /, 82-6164 


Helicopters — Landing. 
Approval of airborne radar approach 
(ARA) procedures for helicopters to 
offshore platforms., 82-6397 


Helicopters — Maintenance and repair. 
The US Army Transportation School ap- 
prenticeship program for the trade of 
helicopter mechanic., 82-4912 


Helicopters — Motors. 
Advanced coupling development pro- 
gram /, 82-5078 


Helicopters — Motors — Design and 
construction. 
Final report, helicopter drive system 
R&M design guide /, 82-5081 


Helicopters — Testing. 
Crashworthiness design parameter sensi- 
tivity analysis /, 82-5075 
Experimental installation of mast mount- 
ed sight on an OH-58C helicopter /, 
82-5074 


Investigation of the crash-impact charac- 
teristics of advanced airframe struc- 
tures /, 82-5082 


Helmets. 
Protection factors of the airstream helmet 
/, 82-5898 


Helmets — Colorado. 
Impact of motorcycle helmet usage in 
Colorado : executive summary /, 82- 
6519 


Hematology. 
Hematologic changes after two exposures 
to 6.7 ATA air at three-day intervals /, 

82-5093 


Hematopoietic stem cells — Abstracts. 
Current cancer research on differentiation 
and maturation of normal and neoplas- 

tic hematopoietic cells., 82-5724 
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Hematopoietic system — Cancer — 
Abstracts. 


Current cancer research on differentiation 
and maturation of normal and neoplas- 
tic hematopoietic cells., 82-5724 


Hemodialysis. 
Implementing the End-Stage Renal Dis- 
ease Program of Medicare., 82-5777 


Hemodialysis — Finance. 
End-stage renal disease (ESRD) program 
under Medicare /, 82-€322 


ee United States — Finance. 
End stage renal disease program : hearing 
before the Subcommittee on Health of 
the Committee on Finance, United 
States Senate, Ninety-seventh Con- 
gress, first session, September 28, 1981., 
82-6823 


Herpes zoster. 
Shingles: hope through research /, 82- 
5746 


Heterodyning (Electronics) — Congresses. 
Heterodyne systems and technology : 
proceedings of an international confer- 
ence held at Williamsburg, Virginia, 
March 25-27, 1980., 82-6175 


Hides and skin industry — Waste disposal. 
Innovative destruction of complex indus- 
try wastes : auto oxidation of tannery 
beamhouse wastewater /, 82-5302 


High speed ground transportation. 
TLV status report /, 82-6353 


High speed ground transportation — United 
States. 


Case studies in private/public coopera- 
tion to revitalize America : report of 
the Joint Economic Committee, Con- 
gress of the United States together 
with supplementary and additional 
views., 82-6780 

Phase [Illc-test and 
(PTACV) /, 82-6355 


Highway engineering — United States. 
Methods for assessment of stream-related 
hazards to highways and bridges /, 
82-6326 
Value engineering for highways : text- 
book and training course /, 82-6298 


Highway planning — United States. 
Evaluation of highway safety projects : 
summary., 82-6292 
Historic and archeological preservation : 
an orientation guide., 82-6300 
National highway inventory and perform- 
ance summary from the 1976 National 
highway inventory and performance 
study., 82-6293 
Planning and environment : 


demonstration 


highway en- 
gineer training program, November 8- 
17, 1977., 82-6295 
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Performance investment analysis process : 
user’s guide., 82-6302 


transport workers — United States. 
Slips & falls : truck related personal 
injury accidents., 82-6337 


Leading a back country outing., 


Historic sites — United States — 
Conservation and restoration. 
Historic and archeological preservation : 
an orientation guide., 82-6300 


Hobart Corp. 

Effects of proposed Canadian Pacific ac- 
quisition of Hobart Corp. : hearing 
before the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, February 16, 
1981., 82-6860 


82-4307 


Holography. 

Holographic volume-phase, 17-inch aper- 
ture, on-axis, spherical beamsplitter 
mirror : development of /, 82-5145 


Hood County (Tex.) — Maps. 
Soil interpretative map of important 
farmlands, Hood County, Texas /, 82- 
4428 


Hormone receptors — Abstracts. 

Current cancer research on role of hor- 
mones in carcinogenesis and related 
studies of hormone receptors., 82- 
5700 


Hormones — Abstracts. 

Current cancer research on role of hor- 
mones in carcinogenesis and related 
studies of hormone receptors., 82- 
5700 


Hormones, Ectopic — Abstracts. 
Selected abstracts on ectopic hormones 
and enzymes /, 82-5733 


Horses — Diseases. 
Biology and control of insect and related 
pests of horses /, 82-5305 


Horses — Law and legislation — United 
States — Periodicals. 
Administration of the Wild Free-Roam- 
ing Horse and Burro Act, 82-5788 
Report to Congress, administration of the 
Wild Free-Roaming Horse and Burro 
Act., 82-5788 


Hose — 

Consolidated federal supply catalog iden- 
tification list. FSC 4720. Hose and 
tubing, flexible microform, 82-4828, 
82-4829 

Consolidated federal supply catalog iden- 
tification list. FSC 4730. Fittings and 
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*Hospital — utilization — United States — 
statistics 
National study of hospitalized 
poisonings, 1974-1976 /, 82-5330 


Hospital care — United States. 

First annual report of the National Hospi- 
tal Rate-Setting Study : a comparative 
review of nine prospective rate-setting 
programs /, 82-5771 


Hospital utilization — United States — 
Statistics. 
National study of hospitalized pesticide 
poisonings, 1974-1976 /, 82-5330 


Hospitals — United States — Bibliography 
Catalogs. 


Hospitals., 82-5566 
Hospitals — United States — Rates. 

First annual report of the National Hospi- 
tal Rate-Setting Study : a comparative 
review of nine prospective rate-setting 
programs /, 82-5771 


*Hospitals — United States — States. 

First annual report of the National Hospi- 
tal Rate-Setting Study : a comparative 
review of nine prospective rate-setting 
programs /, 82-5771 


Household appliances, Electric — Standards 
— United States. 
Certification/enforcement analysis’ : 

energy efficiency standards for con- 
sumer products /, 82-5203 


Household appliances, Electric — United 
States — Energy consumption. 
Certification/enforcement analysis’ : 

energy efficiency standards for con- 
sumer products /, 82-5203 


Housing — Idaho — Statistics. 
1980 census of population and housing : 
Idaho, final population and housing 
unit counts., 82-4599 


Housing — United States — Abstracts — 
Periodicals. 
Compendium of research reports., 
5778 
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Housing — United States — Bibliography — 
Catalogs. 
Housing, urban and rural development., 
82-5639 


Housing for physically handicapped — 
United States — Designs and plans. 
Weaknesses in the planning and utiliza- 

tion of rental housing for persons in 
wheelchairs : report to the Congress : 
summary /, 82-5475 
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Housing policy — United States. 
os the oy teat of the 1980s 


on housing fi- 
tines 7, oe 


Housing rehabilitation — United States. 
Further actions needed to improve man- 
agement of HUD programs : report to 
the Congress /, 82-5473 


Houston region (Tex.) (Tex.) — 
conditions. 

The Impact of technological change in 
transportation networks on regional 
productivity and development., 82- 
6279 


conditions. 


Howell, Yaeko, 1928- 


Yaeko Howell : report (to accompany S. 
280)., 82-6557 


Hulls (Naval architecture) — Maintenance 
and repair. 

The US Army Transportation School ap- 
prenticeship program for the trade of 
marine hull repairer, ironworker (boat- 
builder, steel)., 82-4895 


Human information processing. 

Human information processing in naviga- 
tional displays /, 82-5098 

Investigation of the strength of associ- 
ation between graphic symbology and 
military information /, 82-4938 

Learning strategy training materials : a 
selected subset /, 82-5150 


Humphreys County (Miss.) — Maps. 
Important farmlands map, Humphreys 
County, Mississippi /, 82-4429 


Hunt County (Tex.) — Maps. 
Soil interpretative map of important 
farmlands, Hunt County, Texas /, 82- 
4430 


Hunter, Robert P., 1940- 

Nomination : hearing before the Commit- 
tee on Labor and Human Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on Robert P. 
Hunter, of Virginia, to be a member of 
the National Labor Relations Board, 
September 10, 1981., 82-6874 


Hydraulic engineering — Equipment and 
supplies — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 1900. Ships, small 
craft, pontoons, and floating docks mi- 
croform, 82-4793 


Hydraulic gates. 
Prototype gate vibration tests, Barkley 
Dam, Cumberland River, Kentucky /, 
82-4996 


Hydraulic models. 
Bald Eagle Creek and Little Juniata 
River channel improvement project : 





hydraulic model investigation /, 82- 

5004 

Effects of first vnderlayer weight on the 
stability of stone-armored rubble- 
mound breakwater trunks subjected to 
nonbreaking waves with no overtop- 
ping : hydraulic model investigation /, 
82-5003 

Floating breakwater wave-attenuation 
tests for East Bay Marina, Olympia 
Harbor, Washington : hydraulic model 
investigation /, 82-4998 

Hydraulic sediment model study for pro- 
posed Blanco Diversion Dam modifica- 
tion /, 82-5850 


Model study of Harry S. Truman Spill- 
way, Osage River, Missouri : hydraulic 
model investigation /, 82-5001 

Navigation conditions at Lock and Dam 
53, Ohio River, Kentucky and Illinois : 
hydraulic model investigation /, 82- 
4999 

Old River overbank structure outlet 
modifications : hydraulic model investi- 
gation /, 82-5025 

Rock-lined transitions : hydraulic model 
investigation /, 82-5062 

San Juan National Historic Site, San 
Juan, Puerto Rico, design for preven- 
tion of wave-induced erosion : hydrau- 
lic model investigation /, 82-5000 

Seabrook Lock Complex, Lake Pontchar- 
train, La. : design for wave protection 
at lock entrance : hydraulic model in- 
vestigation /, 82-5005 

South jetty stability study, Masonboro 
Inlet, North Carolina : hydraulic model 
investigation /, 82-5021 

Vortex problem at intake, Lower St. An- 
thony Falls Lock and Dam, Mississippi 
River, Minneapolis, Minnesota : hy- 
draulic model investigation /, 82-4997 


Hydraulic structures. 
Air-water flow in hydraulic structures /, 
82-5846 


Hydraulic structures — United States. 
Mathematical model to correlate frost 
heave of pavements with laboratory 
predictions /, 82-6307 


Hydraulic structures — United States — 
Corrosion. 


Evaluation of highway culvert coating 
performance /, 82-6315 


Hydraulic structures — United States — 
Design and construction. 
Capacity charts for the hydraulic design 
of highway culverts /, 82-6306 


Hydraulic torque converters — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 3010. Torque con- 


verters and speed changers microform, 
82-4808 


Do not order from index; see indicated entry 





portion of the Bering Sea curing the 
summer of 1977 /, 82-5129 


Hydrocarbons. 
regional hydrocarbon emission from 
marine terminal transfer operation /, 
82-5244 


Hydrochloric acid. 

Corrosion resistance of materials in the 
aqueous hydrochloric acid environ- 
ments associated with the recovery of 
aluminum from kaolinitic clays /, 82- 
5879 


Hydrodynamics. 
Depressurization and two-phase flow of 
water containing high levels of dis- 
solved nitrogen gas., 82-6170 


Hydroelectric power plants — California. 
Act to Authorize the Generation of Elec- 
trical Power at Palo Verde Irrigration 
District Diversion Dam, California, 
82-5663 


Hydroelectric power plants — 
Environmental aspects — Idaho — 
Payette River. 

North Fork Payette River project, FERC 
no. 2930-Idaho /, 82-5222 


Hydroelectric power plants — New England. 
Hydroelectric development in New Eng- 
land : hearing before the Subcommittee 
on Energy Regulation of the Commit- 
tee on Energy and Natural Resources, 
United States Senate, Ninety-seventh 
Congress, first session, on the Federal 
Energy Regulatory Commission licens- 
ing procedures affecting hydroelectric 
development, in New England, Con- 
cord, N.H., August 7, 1981., 82-6798 


Hydroelectric power plants — United States 
— Periodicals. 
Federal Power Commission reports., 
5450 


Hydrofoil boats — Stability. 

Classification of intact stability standards 
for dynamically supported craft / pre- 
pared for U.S. Department of Transpo- 
tation, United States Coast Guard, 
Office of Research and Development., 
82-6476 


Hydrogen. 

Hydrogen distribution after a loss-of- 
coolant accident in the subdivided con- 
tainment of light water reactors : NRC 
translation /, 82-6682 


Zinc inventories in containment for some 
PWR and BWR power plants /, 82- 
6686 
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Hydrogen sulphide. 

Demonstration of EIC’s copper sulfate 
process for removal of hydrogen sul- 
fide and other trace contaminants from 
geothermal steam at turbine inlet tem- 
peratures and pressures /, 82-5204 


Hydrogeology. 
Hydrogeology of the Buffalo aquifer, 
Clay and Wilkin Counties, West-Cen- 
tral Minnesota /, 82-5813 


Hydrography. 
Technical papers on airborne laser hy- 
drography : (March -December 1978) / 
82-4642 


Hydrography — Alaska, Gulf of (Alaska) 
Winter circulation and hydrography over 
the continental shelf of the northwest 
Gulf of Alaska /, 82-4623 


Hydrologic models. 
Numerical simulation of tidal hydrodyna- 
mics, Great Egg Harbor and Corson 
Inlets, New Jersey /, 82-4994 


Hydrology — Florida — Fernandina Beach. 
Geologic and hydrologic data from a 
test-monitor well at Fernandina Beach, 
Florida /, 82-5831 


Hydrology — New Mexico — Bibliography. 
Bibliography of geology and hydrology, 
southwestern New Mexico /, 82-5804 


Hydrology — Pennsylvania — Tioga 

County. 

Effects of strip mining the abandoned 
deep Anna S Mine on the hydrology of 
Babb Creek, Tioga County, Pennsylva- 
nia /, 82-5806 


Hydrology — Research — Periodicals. 
Research reports supported by Office of 
Water Research and Technology re- 
ceived during the period ..., 82-5781 


Hydrology — Texas — North Creek 
watershed — Statistics. 
Hydrologic data for North Creek Trinity 
River basin, Texas, 1977 /, 82-5827 


Hydrology — United States. 
Facing geologic and hydrologic hazards : 
earth-science considerations 
5800 


Hydrology — Utah — Bibliography. 
Hydrologic studies of the U.S. Geologi- 
cal Survey in major coal-resource areas 
of Utah through 1980 /, 82-5841 


Hydrolysis. 

Recovery of aluminum hydroxy sulfate 
from aluminum sulfate solution by 
high-temperature hydrolysis /, 82- 
5865 


Hydrophone. 
Ocean environmental influences of tem- 
perature and mechanical stress on bare 
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fiber-optic sensors of acoustic pressures 
/, 82-5130 


Hyperbaric oxygenation. 

Human parotid gland alpha-amylase se- 
cretion as a function of chronic hyper- 
baric exposure /, 82-5103 

NSMRL calibration of microphones at 
depth in dry hyperbaric chambers /, 
82-5116 ‘ 

Visual evoked cortical potentials in men 
during compression and saturation in 
He-O,equivalent to 400, 800, 1200, and 
1600 feet of sea water /, 82-5099 

Visual evoked responses, EEG’s and re- 
action time during a normoxic satura- 
tion dive, NISATI/, 82-5096 


Hypercapnia. 
Phasic changes in bone CO.fractions, cal- 
cium, and phosphorus during chronic 
hypercapnia /, 82-5102 


Hypersonic 
Validation of scramjet exhaust simulation 
technique at Mach 6 /, 82-6105 


Hypothermia — United States. 
Hypothermia, a preventable tragedy : a 
cold weather guide for the elderly /, 
82-6740 
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Idaho — Industries — Periodicals. 
County business patterns, Idaho., 
4593 


Idaho — Population — Statistics. 
1980 census of population and housing : 
Idaho, final population and housing 
unit counts., 82-4599 


Image processing — Digital techniques. 
BIRP : software for interactive search 
and retrieval of image engineering data 
/, 82-6115 


*Immunity, Cellular — abstracts 
Selected abstracts on lymphokines and re- 
lated substances in cell mediated immu- 
nity /, 82-5729 


*Immunology. 
Quantitation and functional assay of T 
and B cells., 82-5763 


Impedance (Electricity) 
The measurement of balanced impe- 
dances with a coaxial transmission line 

system /, 82-5173 


82- 


In situ 
Water jet perforation : a new method for 
completing and stimulating in situ 
leaching wells /, 82-5883 


Incinerators — Environmental aspects — 
United States. 
Source category survey : industrial incin- 
erators /, 82-5321 
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Income tax — Law and legislation — United 

States. 

A Report of the Subcommittee on Select 
Revenue Measures of the Committee 
on Ways and Means, U.S. House of 
Representatives section-by-section 
summary, analysis, and justification of 
HLR. 4961 ...., 82-6915 

Income tax — United States. 

Energy credits for individuals., 

Farmer’s tax guide., 82-6254 

Tax benefits for older Americans., 
6255 


Tax information on U.S. Civil Service re- 
tirement and disability, 82-6256 

Tax reduction proposals : hearings before 
the Committee on Finance, United 
States Senate, Ninety-seventh Con- 
gress, first session., 82-6825 


Independent regulatory commissions — 

United States. 

The federal structure for examining finan- 
cial institutions can be improved : 
report to the Congress /, 82-5486 

The federal structure for examining finan- 
ical institutions can be improved : Sum- 
mary : report to the Congress /, 82- 
5487 s 


82-6257 


82- 
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Indianapolis (Ind.) — Officials and e 
employees — Salaries, allowances, etc. — 
Statistics — Periodicals. 

Municipal government wage survey, In- 
dianapolis, Indiana /, 82-5986 


Indians of North America — Antiquities. 
Cultural resources inventory of the cen- 
tral Mojave and Colorado Desert re- 
gions, California /, 82-5943 


Indians of North America — Antiquities — 
Collection and preservation. 
The Curation and management of archeo- 
logical collections : a pilot study., 82- 
5951 


Indians of North America — Arizona. 
An archeological survey of the Ajo Crest 
Organ Pipe Cactus National Monument 
southwestern Arizona /, 82-5903 


Indians of North America — Financial 
affairs. 


Consolidated tribal government programs 
: oversight hearing before the Commit- 
tee on Interior and Insular Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on consoli- 
dated tribal government programs, 
hearing held in Washington, D.C., 
Tuesday, March 31, 1981., 82-6849 


Indians of North America — Government 
relations. 
Consolidated tribal government programs 
: oversight hearing before the Commit- 
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tee on Interior and Insular Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, first session, on consoli- 
dated tribal government programs, 
hearing held in Washi D.C., 
Tuesday,. March 31, 1981., 82-6849 


Indians of North America — Great Plains — 
Music. 
Ceremonies of the Pawnee /, 82-6235 


Indians of North America — Great Plains — 
Rites and ceremonies. 
Ceremonies of the Pawnee /, 82-6235 


Indians of North America — Maryland — 

Antiquities. 

A cultural resources reconnaissance for 
the Wicomico River (East) Federal 
Maintenance Dredging Project /, 82- 
4975 


Individual retirement accounts — United 
States. 
A Guide to individual retirement ac- 
counts (IRA’s) : an information paper / 
, 82-6735 


Individualized instruction. 
Front-end analysis of the instructor’s job 
in self-paced instructuction /, 82-5143 


Task analysis schema based on cognitive 
style and supplantational instructional 
design with application to an Air Force 
training course /, 82-5168 


Industrial Environmental Research 
Laboratory (Research Triangle Park, N.C.) 
Industrial Environmental Research Labo- 

ratory, Research Triangle Park, North 
Carolina /, 82-5245 


Industrial hygiene — United States. 
A Nationwide survey of the occupational 
safety and health workforce., 82-5760 


Protecting workers’ health : federal, state 
and local compliance-assistance pro- 
grams /, 82-5668 


Industrial productivity — United States. 
Japanese and American economic policies 
and U.S. productivity : hearings before 
the Subcommittee on Monetary and 
Fiscal Policy and the Subcommittee on 
Trade, Productivity, and Economic 
Growth of the Joint Economic Com- 
mittee, Congress of the United States, 
Ninety-seventh Congress, first session, 
June 23 and July 28, 1981., 82-6783 


Production v. conservation in the utility 
industry : hearing before the Subcom- 
mittee on Energy Conservation and 
Power of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first 
session, April 3, 1981., 82-6808 


Industrial relations — United States. 
The Impact of labor-management rela- 
tions on productivity and efficiency in 
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urban mass transit : employee attitudes, 
withdrawal behavior, and bargaining 
unit structure., 82-6277 


safety — United States. 

A feasilility [sic] study of the state-of-the- 
art of personnel monitors /, 82-6473 

A Nationwide survey of the occupational 
safety and health workforce., 82-5760 

Oversight hearings on OSHA—occupa- 
tional safety and health for federal em- 
ployees : hearings before the Subcom- 
mittee on Health and Safety of the 
Committee on Education and Labor, 
House of Representatives, Ninety-sev- 
enth Congress, first session, hearings 
held in Washington, D.C. on March 4, 
and 31, 1981., 82-6791 


Protecting workers’ health : federal, state 
and local compliance-assistance pro- 
grams /, 82-5668 


Industrial supply houses — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 3600. Speciul indus- 
try machinery microform, 82-4818 


Infants — Nutrition. 

Infant feeding practices : hearing before 
the Subcommittee on Domestic Mar- 
keting, Consumer Relations, and Nutri- 
tion of the Committee on Agriculture, 
House of Representatives, Ninety-sev- 
enth Congress, first session, June 22, 
1981., 82-6747 


Infants — Soviet Union — Mortality. 
Rising infant mortality in the U.S.S.R. in 
the 1970’s /, 82-4591 


Information and retrieval systems — 


Non-Federal computer acquisition prac- 
tices provide useful information for 


streamlining Federal methods : study 
by the staff of the U.S. General Ac- 
counting Office., 82-5457 


Information display systems. 
BIRP : software for interactive search 
and retrieval of image engineering data 
/, 82-6115 
Human information processing in naviga- 
tional displays /, 82-5098 


Information networks. 


Introducing SHARE., 82-5948 


Information retrieval. 
Effects of retrieval term specificity on in- 
formation retrieval from computer- 
based intelligence systems /, 82-4948 


Information services — United States. 
Telecc ications and _ information 
products and services in international 
trade : hearings before the Subcommit- 
tee on Telecc ications, Consumer 
Protection, and Finance of the Com- 
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mittee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth first session, April 29, 
and July 22, 1981., 82-6817 


Information storage and retrieval systems. 
Integrated traffic simulation model, phase 
I / prepared for Federal Highway Ad- 
ministration, Office of Research & De- 
velopment, Traffic Systems Division., 
82-6318 


Information storage and retrieval systems — 
Marine sciences — Handbooks, manuals, 
etc. 

Aquatic sciences and fisheries abstracts 
database user guide., 82-4656 


Information storage and retrieval systems — 
Power resources. 
Guide to the National Power Plant 
Team’s bibliographic data base /, 82- 
5921 


Information storage and retrieval systems — 

Veterans. 

The centralized development center and 
the Target computer system : hearing 
before the Subcommittee on Oversight 
and Investigations of the Committee on 
Veterans’ Affairs, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, October 7, 1981., 82-6908 


Infra-red rays — Military applications. 
Passive infrared surveillance /, 82-5128 


Infra-red spectrometry. 
Collection and interpretation of Level 1 
IR and LRMS data /, 82-5291 


Inheritance and transfer tax — United 

States. 

Major estate and gift tax issues : hearings 
before the Subcommittee on Estate and 
Gift Taxation of the Committee on Fi- 
nance, United States Senate, Ninety- 
seventh Congress, first session., 82- 
6824 


Inland navigation — United States. 
The prediction of river tow maneuvering 
performance : final report /, 82-6474 


Inlets — New Jersey. 
Numerical simulation of tidal hydrodyna- 
mics, Great Egg Harbor and Corson 
Inlets, New Jersey /, 82-4994 


Insect control. 
Biology and control of insect and related 
pests of horses /, 82-5305 
Biology and control of insect and related 
pests of sheep /, 82-5306 


*Insecticides, Organophosphate — toxicity 
Chronic neurological sequelae of acute 
organophosphate pesticide poisoning : 
a case-control study, final report., 82- 
5329 
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Insects Behavior. 


Tasects — Behavior. 
Social biology of the Polistine wasp Mis- 
chocyttarus labiatus : survival in a Co- 
lombian rain forest /, 82-6227 


Insects — Bibliography — 
Insects., 82-5533 


Insects — Classification. 
Classification of the superfamily Sesioidea 
(Lepidoptera:Ditrysia) /, 82-6226 


Insects — Colombia. 
Social biology of the Polistine wasp Mis- 
chocyttarus labiatus : survival in a Co- 
lombian rain forest /, 82-6227 


Instrument flying — Statistics — 
Periodicals. 


Air traffic activity, 82-6429 
FAA air traffic activity., 82-6429 


FAA air traffic activity and terminal area 
relationships, 82-6429 


Instrument industry — United States — 
Employees — Statistics. 
Occupational employment : mechanical 
measuring and control devices indus- 
try, June 1974 /, 82-5982 


Instrument landing systems. 
Far field monitor for instrument landing 
systems /, 82-6460 
Microwave landing system 
plan., 82-6447 


: transition 


Insurance — United States — Bibliography 
— Cai 


Insurance., 82-5644 


Insurance, Agricultural — Crops — 
Vocational guidance. 
Careers : Federal Crop Insurance Corpo- 
ration., 82-4456 


Insurance, Automobile — Wisconsin. 
Wisconsin Department of Transportation 
: vehicle insurance study., 82-6494 


*Insurance, Dental — United States 
Survey of dental benefit plans, 1978., 
82-5757 


Insurance, Dental — United States — 
Statistics. 
Survey of dental benefit plans, 1978., 
82-5757 


Flood insurance study : Etowah County, 
Alabama, unincorporated areas. 82- 
5335 


Insurance, Flood — Alabama — Macon 
County. 
Flood insurance study : Macon County, 
Alabama, unincorporated areas., 82- 
5336 
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Insurance, Flood — Connecticut — 
Danbury. 
Flood insurance study : city of Danbury, 
Connecticut, Fairfield County., 82- 
5338 


Insurance, Flood — Connecticut — Somers. 
Flood insurance study : town cf Somers, 
Connecticut, Tolland County., 82- 
5339 


Insurance, Flood — Florida — Lake County. 

Flood insurance study : Lake County, 

Florida, unincorporated areas., 82- 
5342 


Insurance, Flood — Florida — Osceola 
County. 
Flood insurance study : Osceola County, 
Florida, unincorporated areas., 82- 
5340 


Insurance, Flood — Florida — Sumter 
County. 
Flood insurance study : Sumter County, 
Florida, unincorporated areas. 82- 
5341 


Insurance, Flood — Hawaii — Kauai 
County. 
Flood insurance study : Kauai County, 
Hawaii., 82-5343 


Insurance, Flood — Illinois — 
Carpentersville. 
Flood insurance study : village of Car- 
pentersville, Illinois, Kane County., 
82-5344 


Insurance, Flood — Illinois — Lebanon. 
Flood insurance study : city of Lebanon, 
Illinois, St. Clair County., 82-5347 


Insurance, Flood — Illinois — Madison 
County. 
Flood insurance study : county of Madi- 
son, Illinois, unincorporated areas., 
82-5345 


Insurance, Flood — Illinois — Mascoutah. 
Flood insurance study : city of Mascou- 
tah, Illinois, St. Clair County., 82- 
5348 


Insurance, Flood — Illinois — Springfield. 
Flood insurance study : city of Spring- 
field, Illinois, Sangamon County., 82- 
5346 


Insurance, Flood — Illinois — Will County. 

Flood insurance study : county of Will, 

Illinois, unincorporated areas. 82- 
5349 


Insurance, Flood — Indiana — Lake 
County. 
Flood insurance study : County of Lake, 
Indiana, unincorporated areas., 82- 
5351 
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Insurance, Flood — Indiana — Vanderburgh 
County. 
Flood insurance study : Vanderburgh 
County, Indiana, unicorporated areas., 
82-5352 


Insurance, Flood — Indiana — Zionsville. 
Flood insurance study : town of Zions- 
ville, Indiana, Boone County., 82- 
5350 


Insurance, Flood — Iowa — Des Moines. 
Flood insurance study : county of Des 
Moines, Iowa, unincorporated areas., 
82-5353 


Insurance, Flood — Iowa — Hiawatha. 
Flood insurance study : city of Hiawatha, 
Iowa, Linn County., 82-5356 


Insurance, Flood — Iowa — Irwin. 
Flood insurance study : city of Irwin, 
Iowa, Shelby County., 82-5355 


Insurance, Flood — Idwa — Red Oak. 
Flood insurance study : city of Red Oak, 
Iowa, Montgomery County., 82-5354 


Insurance, Flood — Kansas — Derby. 
Flood insurance study : City of Derby, 
Kansas, Sedgwick County., 82-5359 


Insurance, Flood — Kansas — Pratt County. 
Flood insurance study : City of Pratt, 
Kansas, Pratt County., 82-5357 


Insurance, Flood — Kansas — Riley County. 

Flood insurance study : County of Riley, 

Kansas, unincorporated areas., 82- 
5358 


Insurance, Flood — Kentucky — Cynthiana. 

Flood insurance study : city of Cynth- 

iana, Kentucky, Harrison County., 82- 
5361 


Insurance, Flood — Kentucky — Flatwoods. 
Flood insurance study City of 
Flatwoods, Kentucky, Greenup 
County., 82-5360 


Insurance, Flood — Kentucky — Franklin 
County. 
Flood insurance study : Franklin County, 
Kentucky, unincorporated areas., 82- 
$337 


Insurance, Flood — Kentucky — Harrison 
County. 
Flood insurance study : Harrison County, 
Kentucky, unincorporated areas., 82- 
5363 


Insurance, Flood — Kentucky — Hazard. 
Flood insurance study : City of Hazard, 
Kentucky, Perry County., 82-5364 


Insurance, Flood — Kentucky — Wurtland. 
Flood insurance study : city of Wurtland, 
Kentucky, Greenup County., 82-5362 
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Insurance, Flood — Massachusetts — 
Boston. 


Flood insurance study : city of Boston, 
Massachusetts, Suffolk County., 82- 
5366 


Flood insurance study : town of Easton, 
Massachusetts, Bristol County., 82- 
5365 


Flood insurance study : town of Oxford, 
Massachusetts, Worchester County., 
82-5367 


Insurance, Flood — Michigan — Caledonia 
(Kent County : Township) 
Flood insurance study : township of Cal- 
edonia, Michigan, Kent County., 82- 
5369 


Insurance, Flood — Michigan — Locke. 
Flood insurance study : township of 
Locke, Michigan, Ingham County., 
82-5368 


Flood insurance study : county of Cass, 
Missouri, unincorporated areas., 82- 
5370 


Flood insurance study : county of Lan- 
caster, Nebraska, unincorporated 
areas., 82-5371 


Insurance, Flood — Nebraska — Springfield. 

Flood insurance study : City of Spring- 

field, Nebraska, Sarpy County., 82- 
5372 


Insurance, Flood — New York (State) — 
Buffalo. 
Flood insurance study : city of Buffalo, 
New York, Erie County., 82-5373 


Insurance, Flood — New York (State) — 
Skaneateles. 
Flood insurance study : village of Skan- 
eateles, New York, Onondaga County., 
82-5374 


Insurance, Flood — New York (State) York 
(Town) 

Flood insurance study : town of York, 

New York, Livingston County., 82- 
5375 


Insurance, Flood — Oregon — John Day. 
Flood insurance study : city of John Day, 
Oregon, Grant County., 82-5376 


Flood insurance study : Borough of Ab- 
bottstown, Pennsylvania, Adams 
County., 82-5408 





Insurance, Flood Pennsylvania Lancaster County. 


Flood insurance study : township of Lati- 
more, Pennsylvania, Adams County., 
82-5409 


Insurance, Flood — Pennsylvania — 

Allegheny County. 

Flood insurance study : Borough of Ben 
Avon, Pennsylvania, Allegheny 
County., 82-5377 

Flood insurance study : borough of 
Green Tree, Pennsylvania, Allegheny 
County., 82-5378 

Flood insurance study : borough of Plum, 
Pennsylvania, Allegheny County., 82- 
5379 

Flood insurance study : township of Col- 
lier, Pennsylvania, Allegheny County., 
82-5406 


Insurance, Flood — Pennsylvania — Avoca. 

Flood insurance study : borough of 

Avoca, Pennsylvania, Luzerne 
County., 82-5390 


Insurance, Flood — Pennsylvania — Beaver 
County. 


Flood insurance study : Borough of Fall- 
ston, Pennsylvania, Beaver County., 
82-5380 


Insurance, Flood — Pennsylvania — Berks 
County. 
Flood insurance study : township of 
Exeter, Pennsylvania, Berks County., 
82-5407 


Insurance, Flood — Pennsylvania — Blair 

County. 

Flood insurance study : township of 
Frankstown, Pennsylvania, Blair 
County., 82-5412 

Flood insurance study : township of 
Greenfield, Pennsylvania, Blair 
County., 82-5413 

Flood insurance study : township of Juni- 
ata, Pennsylvania, Blair County., 82- 
5414 


Insurance, Flood — Pennsylvania — Butler 
County. 
Flood insurance study : 
Cranberry, 
County., 


township of 
Pennsylvania, Butler 
82-5411 


Insurance, Flood — Pennsylvania — Chester 


Flood insurance study : township of Wil- 
listown, Pennsylvania, Chester 
County., 82-5431 


Insurance, Flood — Pennsylvania — 
Columbia County. 
Flood insurance study 
Scott, 
County., 


: township of 
Pennsylvania, Columbia 
82-5405 
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Insurance, Flood — Pennsylvania — 

Cumberland County. 

Flood insurance study : borough of Car- 
lisle, Cumberland 
County., 82-5434 

Flood insurance study : township of 

North Middleton, Pennsylvania, Cum- 

berland County., 82-5381 


Insurance, Flood — Pennsylvania — 

Delaware County. 

Flood insurance study : borough of Glen- 
olden, Pennsylvania, Delaware 
County., 82-5382 

Flood insurance study : borough of Lans- 
downe, Pennsylvania, Delaware 
County., 82-5383 

Flood insurance study 
Aston, 
County., 


: township of 
Pennsylvania, Delaware 
82-5415 


Insurance, Flood — Pennsylvania — Fayette 

County. 

Flood insurance study : Borough of 
Brownsville, Pennsylvania, Fayette 
County., 82-5384 

Flood insurance study : township of Lu- 
zerne, Pennsylvania, Fayette County., 
82-5416 


Flood insurance study : borough of 
Clarksville, Pennsylvania, Greene 
County., 82-5385 


Insurance, Flood — Pennsylvania — 
Jackson (Snyder County) 
Flood insurance study 

Jackson, 
County., 


: township of 
Pennsylvania, Snyder 
82-5422 


Insurance, Flood — Pennsylvania — 

Lackawanna County. 

Flood insurance study : borough of May- 
field, | Pennsylvania, § Lackawanna 
County., 82-5386 

Flood insurance study 
Moscow, Pennsylvania, Lackawanna 
County., 82-5387 

Flood insurance study : township of Ab- 
ington, Pennsylvania, Lackawanna 
County., 82-5432 

Flood insurance study : township of Fell, 
Pennsylvania, Lackawanna County., 
82-5417 

Flood insurance study : township of 
Springbrook, Pennsylvania, Lacka- 
wanna County., 82-5418 


: borough of 


Flood insurance study : borough of 
Mount Joy, Pennsylvania, Lancaster 
County., 82-5389 
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Insurance, Flood Pennsylvania Lancaster County. 


Flood insurance study 
Mountville, Pennsylvania, Lancaster 
County., 82-5388 

Flood insurance study : township of Eph- 
rata, Pennsylvania, Lancaster County., 
82-5410 

Flood insurance study : township of 
Providence, Pennsylvania, Lancaster 
County., 82-5419 


Insurance, Flood — Pennsylvania — Lower 
Burrell 


: borough of 


Flood insurance study : city of Lower 
Burrell, Pennsylvania, Westmoreland 
County., 82-5402 


Insurance, Flood — Pennsylvania — 

Lycoming County. 

Flood insurance study borough of 
Hughesville, Pennsylvania, Lycoming 
County., 82-5392 

Flood insurance study : township of Hep- 
burn, Pennsylvania, Lycoming 
County., 82-5391 

Flood insurance study : township of Mc- 
Intyre, Pennsylvania, Lycoming 
County., 82-5393 


Insurance, Flood — Pennsylvania — 

McKean County. 

Flood insurance study : city of Bradford; 
Pennsylvania, McKean County., 82- 
5394 

Flood insurance study : 
Bradford, Pennsylvania, McKean 
County., 82-5430 

Flood insurance study 
Foster, 
County., 


township of 


: township of 
Pennsylvania, McKean 
82-5420 


Insurance, Flood — Pennsylvania — Mercer 


insurance study : borough of 
Greenville, Pennsylvania, Mercer 
County., 82-5395 


Flood insurance study : Borough of Bryn 
Athyn, Pennsylvania, Montgomery 
County., 82-5421 


Insurance, Flood — Pennsylvania — 
Northampton County. 
Flood insurance study : borough of Port- 
land, Pennsylvania, Northampton 
County., 82-5396 


Insurance, Flood — Pennsylvania — Perry 
County. 
Flood insurance study : borough of Mil- 


lerstown, Pennsylvania, Perry County., 
82-5397 


Insurance, Flood — Pennsylvania — 
Washington County. 
Flood insurance study : borough of Cali- 
fornia, Pennsylvania, Washington 
County., 82-5398 
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Flood insurance study : borough of Cen- 
terville,- Pennsylvania, Washington 
County., 82-5433 

Flood insurance study : borough of 
Charleroi, Pennsylvania, Washington 
County., 82-5399 

Flood insurance study : borough of Coal 
Center, Pennsylvania, Washington 
County., 82-5423 

Flood insurance study : borough of Dun- 
levy, Pennsylvania, Washington 
County., 82-5424 

Flood insurance study : borough of Elco, 
Pennsylvania, Washington County., 
82-5404 

Flood insurance study 
Roscoe, Pennsylvania, 
County., 82-5400 

Flood insurance study : borough of 
Stockdale, Pennsylvania, Washington 
County., 82-5401 


Insurance, Flood — Pennsylvania — York 

County. 

Flood insurance study : borough of Glen 
Rock, Pennsylvania, York County., 
82-5403 : 

Flood insurance study : township of 
Chanceford, Pennsylvania, York 
County., 82-5425 

Flood insurance study : township of Hei- 
delberg, Pennsylvania, York County., 
82-5426 


Flood insurance study : township of 
Peach Bottom, Pennsylvania, York 
County., 82-5427 


Flood insurance study : township of 
Shrewsbury, Pennsylvania, York 
County., 82-5428 

Flood insurance study : township of West 
Manchester, Pennsylvania, York 
County., 82-5429 


Insurance, Flood — Rhode Island — 
Pawtucket. 
Flood insurance study : city of Pawtuck- 
et, Rhode Island, Providence County., 
82-5435 


Insurance, Flood — South Dakota — 
Deadwood. 
Flood insurance study : city of Dead- 
wood, South Dakota, Lawrence 
County., 82-5436 


Insurance, Flood — Texas — Coryell 
County. 
Flood insurance study : Coryell County, 
Texas, unincorporated areas., 82-5437 


Insurance, Flood — Texas — Mesquite. 
Flood insurance study : city of Mesquite, 
Texas, Dallas County., 82-5438 


Insurance, Flood — Utah — Davis County. 
Flood insurance study : Davis County, 
Utah, unincorporated areas., 82-5439 


: borough of 
Washington 
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Insurance, Flood — Utah — South Ogden. 

Flood insurance study : City of South, 
Ogden, Utah, Weber County., 82- 
5440 


Insurance, Flood — Vermont — Montpelier. 

Flood insurance study : city af Montpe- 

lier, Vermont, Washington, County., 
82-5441 


Insurance, Flood — Virginia — Arlington 
County. 
Flood insurance study : Arlington 
County, Virginia., 82-5443 


Insurance, Flood — Virginia — Roanoke. 
Flood insurance study : city of Roanoke, 
Virginia, independent city., 82-5442 


Insurance, Flood — Washington (State) 
Flood insurance study : city of Cle Elum, 
city of South Cle ELum, city of of 
Ellensburg, town of Kittitas, and Kitti- 
tas County, Washington, unincorporat- 
ed areas., 82-6930 


Insurance, Flood — Washington (State) — 
Bellevue. 


Flood insurance study : city of Bellevue, 
Washington, King County., 82-5449 


Insurance, Flood — Washington (State) — 
Lewis County. 
Flood insurance study : Lewis County, 
Washington, unincorporated  areas., 
82-5444 


Insurance, Flood — Washington (State) — 
Olympia. 
Flood insurance study : city of Olympia, 
Washington, Thurston County., 82- 
5445 


Insurance, Flood — Washington (State) — 
Roy. 
Flood insurance study : city of Roy, 
Washington, Pierce County., 82-5446 


Insurance, Flood — Wisconsin — Dunn 
County. 
Flood insurance study : Dunn County, 
Wisconsin, unincorporated., 82-5447 


Flood insurance study 
Racine, Wisconsin, 
areas., 82-5448 


County of 
unincorporated 


Iusurance, Government — United States. 
Personal property claims and general 
claims administration within the De- 
partment of Defense : hearing before 
the Subcommittee on Administrative 
Law and Governmental Relations of 
the Committee on the Judiciary, House 
of Representatives, Ninety-seventh 
Congress, first session, on personal 
property claims and general claims ad- 
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Defense, March 5, 1981., 


Insurance, Health — Canada. 
Responses of Canadian physicians to the 
introduction of universal medical care 
insurance : the first five years in 


Quebec /, 82-5756 


Health — Law and legislation — 

United States — States. 

Status of state legislation on health insur- 
ance coverage for alcoholism treatment 
as of December 31, 1980 : an interim 
report /, 82-5770 


Insurance, Health — United States. 

Proposals to stimulate competition in the 
financing and delivery of health care : 
hearings before the Subcommittee on 
Health of the Committee on Ways and 
Means, House of Representatives, 
Ninety-seventh Congress, first session, 
September 30, October 1, 2, 1981., 82- 
6917 


*Insurance, Major Medical — Canada. 
Responses of Canadian physicians to the 
introduction of universal medical care 
insurance : the first five years in 
Quebec /, 82-5756 


*Insurance, Physician Services — Canada. 
Responses of Canadian physicians to the 
introduction of universal medical care 
insurance : the first five years in 
Quebec /, 82-5756 


t of 
82-6856 


Insurance, Unemployment — United States. 

Conclusions and recommendations on 
employment security administrative fi- 
nancing /, 82-6727 

A proposal for a program paying UI 
benefits beyond 39 weeks /, 82-6730 

Railroad unemployment insurance 
crossroads /, 82-6728 


Study to assess the feasibility of alterna- 
tive UCFE chargeback systems for all 
federal agencies /, 82-6729 


: ata 


Insurance, Unemployment — United States 
— Costs. 
Study to assess the feasibility of alterna- 
tive UCFE chargeback systems for all 
federal agencies /, 82-6729 


Intakes (Hydraulic engineering) 

Vortex problem at intake, Lower St. An- 
thony Falls Lock and Dam, Mississippi 
River, Minneapolis, Minnesota : hy- 
draulic model investigation /, 82-4997 


Intelligence service — United States. 

U.S. intelligence analysis and the oil 
issues, 1973-1974 : staff report of the 
Select Committee on Intelligence, Sub- 
committee on Collection, Production 
and Quality, United States Senate., 
82-6851 





Intelligence service — United States — 
Bibliography — Catalogs. 
United States intelligence activities., 82- 
5636 
Intercommunication systems — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 5830. Intercommuni- 
cation and public address sytems, 
except airborne microform, 82-4865 


Interconnected electric utility systems — 
United States. 
Power pooling in the United States /, 
82-5224 


Interest and usury — United States. 

Credit Deregulation and Availability Act 
of 1981 : hearings before the Subcom- 
mittee on Financial Institutions of the 
Committee on Banking, Housing, and 
Urban Affairs, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 963 ... and S. 1406 ... July 9, 15, 
and 21, 1981., 82-6771 


Interest rate futures — United States. 
Interest rates. and credit availability : 
hearing before the Subcommittee on 
Conservation, Credit, and Rural Devel- 
opment of the Committee on. Agricul- 


ture, House of Representatives, Ninety- - 


seventh Congress, first session, June 23, 
1981., 82-6748 


Interference (Sound) 

The effects of earplugs and earmuffs on 
pitch discrimination in noise /, 82- 
5114 

Multiplicative effects on sentence com- 
prehension for combined acoustic dis- 
tortions /, 82-5107 


Intergovernmental fiscal relations — New 

York (State) 

New York State public assistance cost- 
sharing policies : implications for feder- 
al policy : report to the Congress /, 
82-5511, 82-5512 


Intergovernmental fiscal relations — United 
States. 
Communications with county govern- 
ments /, 82-6290 


Fiscal management of federal pass- 
through grants : the need for more uni- 
form requirements and procedures., 
82-6609 


New York State public assistance cost- 
sharing policies : implications for feder- 
al policy : report to the Congress /, 
82-5511, 82-5512 


Intergovernmental fiscal relations — United 
States — Bibliography — Catalogs. 
Intergovernmental relations., 82-5605 
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Physical security at U.S. military bases : 
hearing before the Investigations Sub- 
committee of the Committee on Armed 
Services, House of Representatives, 
Ninety-seventh first session, 
July 17, 1981., 82-6761 

Physical security at U.S. Military bases : 
report of the Investigations Subcom- 
mittee of the Committee on Armed 
Services, House of Representatives, 
Ninety-seventh Congress, first session., 
82-6759 


International agencies — Finance — 
Periodicals. 
United States contributions to internation- 
al organizations., 82-6200 


International broadcasting. 

International broadcasting : direct broad- 
‘cast satellites : hearing before a sub- 
committee on the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, Ninety-seventh 
first session, October 23, 1981., 
6840 


82- 


International economic relations. 

East/West economic relations : hearing 
before the Subcommittee on Interna- 
tional Economic Policy of the Commit- 
tee on Foreign Relations, United States 
Senate, Ninety-seventh Con first 
session, September 16, 1981., 82-6832 


International law — Yearbooks. 
Digest of United States practice in inter- 
national law., 82-6223 


International obligations — Bibliography — 
Catalogs. 
Treaties and other international 
ments of the United States., 


agree- 
82-5597 


International Whaling Commission. Meeting 

(33rd : 1981 : Brighton, England) 

Review of the 33d International Whaling 
Commission meeting : hearing before 
the Subcommittee on Human Rights 
and International Organizations of the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-seventh 
Congress, first session, September 22, 
1981., 82-6829 


Interpolation — Data processing. 
Modal interpolation program, L 215 
(INTERP)., 82-6094 


Interstate commerce. 

Report on the regulatory reform provi- 
sions of the railroad revitalization and 
regulatory reform act of 1976., 82- 
6343 
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Report on the activity of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, for the ... 
Congress., 82-6550 


Investments — United States — 
Bibliography — Catalogs. 
Securities and investments., 


82-5645 


Investments, American — Canada. 

Impact of Canadian investment and 
energy policies on U.S. commerce : 
hearings before the Subcommittee on 
Oversight and Investigations and the 
Subcommittee on Telecc ications, 
Consumer Protection, and Finance of 
the Committee on Energy and Com- 
merce, House of Representatives, 
Ninety-seventh Congress, first session, 
June 19, July 9, and August 6, 1981., 
82-6809 


Investments, Foreign — Bibliography — 
Catalogs. 


Foreign investments., 


Ton exchange. 
Uranium ion exchange from low-grade 
acidic solutions in a fluidized system /, 
82-5863 


Ionizing radiation. 

Federal strategy for research into the bio- 
logical effects of ionizing radiation : re- 
sponding to the congressional mandate 
under the Biological Research Exten- 
sion Act of 1978 (P.L. 95-622)., §82- 
5679 





82-5637 


Ionizing radiation — Safety regulations — 
United States. 
Ionizing radiation category of the sug- 
gested state regulations for control of 
radiation /, 82-6617 


Iran Hostage Crisis, 1979-1981 — 
Addresses, essays, lectures. 
Statement to U.N. on Iran : December 1, 
1979 /, 82-6202 


Iron. 
The removal of iron from aluminum 
chloride leach liquor by solvent extrac- 
tion /, 82-5874 


Iron alloys. 
Consolidation of an iron-base superalloy 


by powder metallurgy techniques /, 
82-5870 


Iron and steel workers — United States. 

The US Army Transportation School ap- 
prenticeship program for the trade of 
marine hull repairer, ironworker (boat- 
builder, steel)., 82-4895 


Irrigation — Environmental aspects. 
Entrainment of ichthyoplankton by irri- 
gation withdrawal systems /, 82-5912 
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Irrigation — Oklahoma — Major County — 


Maps. 

Major County, Oklahoma, soil interpre- 
tive map, soil potential for surface irri- 
gation, soil potential rating /, 82-4453 


Irrigation — Oklahoma — McCurtain 

County — Maps. 

McCurtain County, Oklahoma, soil inter- 
pretive map, soil potential for surface 
irrigation, soil potential rating /, 82- 
4452 


Irrigation — Oklahoma — Roger Mills 
County — Maps. 
Roger Mills County, Oklahoma, soil in- 


terpretive map, soil potential for sur-- 


face irrigation, soil potential rating /, 
82-4454 


Irrigation — Oklahoma — Woodward 
County — Maps. 
Woodward County, Oklahoma, soil inter- 
pretive map, soil potential for surface 
irrigation /, 82-4455 


Irrigation — United States. 

Ground water quality and qu§ntity issues 
: hearing before the Subcommittee on 
Department Operations, Research, and 
Foreign Agriculture of the Committee 
on Agriculture, House of Representa- 
tives, Ninety-seventh Congress, first 
session, July 23, 1981., 82-6753 
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the Congress 4. 82-5508 


Federal charges for irrigation projects re- 
viewed do not cover costs : report to 
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County, Mississippi /, 82-4431 
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Growth of the Joint Economic Com- 
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ings before the Subcommittee on Inter- 
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Economics of the Joint Economic 
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Jet cutting. 
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South jetty stability study, Masonboro 
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The Israeli air strike : hearings before the 
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Congress, first session , on the Israeli 
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Criterion development for job perform- 
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Validity of peer ratings obtained during 
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on oversight of the Federal Trade 
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Prosecutorial discretion and federal sen- 
tencing reform /, 82-5966 


Judicial opinions — United States. 
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ary, United States Senate /, 82-6859 


Juniper — United States. 
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Experimentation in the law : report of the 
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Juvenile justice, Administration of — United 
States. 
Indexed legislative history of the “Juve- 
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Kentucky Geological Survey 
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ry and evaluation of the Kentucky 
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Survey mapping program, 1960-1978 /, 
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ease Program of Medicare., 82-5777 
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Current cancer research on neoplasms of 
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deorecording /, 82-6545 
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Implementing the End-Stage Renal Dis- 
ease Program of Medicare., 82-5777 


Kidneys — Diseases — United States. 

End-stage renal disease (ESRD) program 
under Medicare /, 82-6822 

End stage renal disease program : hearing 
before the Subcommittee on Health of 
the Committee on Finance, United 
States Senate, Ninety-seventh Con- 
gress, first session, September 28, 1981., 
82-6823 
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Kinematic properties of the helicopter in 
coordinated turns /, 82-6164 


Kirtland’s warbler. 
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Migrant and seasonal farmworker hous- 
ing in the United States : hearings 
before the Subcommittee on Housing 
and Community Development of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
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Studies of the effects of operating the Mt. 
Elbert pumped-storage powerplant on 
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Design and experimental results for a 
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eral aviation application /, 82-6173 
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Laminated materials — Fatigue. 
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Suwannee County, Florida, soil interpre- 
tive map of important farmlands /, 
82-4448 


Land use — Idaho — Ada County — Maps. 
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farmlands, Chambers County, Texas /, 
82-4417 


Land use — Texas — Delta County — 
Maps. 
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Use of lime in levee restoration /, 82- 
4987 


Liberia — Description and travel. 
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Comparison of fission-gas release and me- 
chanical behavior during transient nu- 
clear and electrical heating of light- 
water-reactor fuels /, 82-6643 


Fission product source terms for the 
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code for pool-type LMFBRs : (SSC-P 
code) /, 82-6675 

Closeout costs, Clinch River breeder re- 
actor project : hearing before the Com- 
mittee on Science and Technology, 
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Committee on Energy and Commerce, 
House of Representatives, Ninety-sev- 
enth Congress, first session, February 
6, 1981., 82-6881 


A guidelines handbook on federal loan 
guarantee programs : staff study /, 
82-6765 


SBA’s pilot programs to improve guaran- 
ty loan procedures need further devel- 
opment : report to the Congress /, 
82-5464 


SBA’s pilot programs to improve guaran- 
ty loan procedures need further devel- 
opment : report to the Congress : sum- 
mary /, 82-5465 


Tosco loan guarantee proposal : hearing 
before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-seventh Con- 
gress, first session, on Defense Produc- 
tion Act loan guarantees to Tosco Cor- 
poration for Tosco’s part in the colony 
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shale oil project in western Colorado, 


October 7, 1981., 82-6772 


Local transit — California — Fares. 
Efficiency and equity implications of 4l- 
ternative transit fare policies /, §2- 
6282 


Local transit — California — Orange 
County — Planning. 
Orange County, dual mode planning case 
study /, 82-6493 


Local transit — Canada — Case studies. 
Joint development : making the real 
estate-transit connection /, 82-6481 


Local transit — Economic aspects — Texas 

— Houston. 

The Impact of technological change in 
transportation networks on regional 
productivity and development., 82- 
6279 


Local transit — United States — 

Accounting. 

Urban mass transportation industry uni- 
form system of accounts and records 
and reporting system : level C report- 
ing manual and sample forms., 82- 
6483 


Local transit — United States — Case 
studies. 
Joint development : making the real 
estate-transit connection /, 82-6481 


Local transit — United States — 


Congresses. 

Proceedings of the Fourth National Con- 
ference on Rural Public Transportation 
: held in June 1979 in Vail, Colorado / 
Sponsored by U.S. Department of 
Transportation, Office of the Secretary 
[and] Transportation Research Board., 
82-6281 


Local transit — United States — Cost of 
Operation. 
Survey and analysis of bus rehabilitation 
in the mass transportation industry /, 
82-6487 


Local transit — United States — Employees. 
Study of operator absenteeism and work- 
ers’ compensation trends in the urban 
mass transportation industry /, 82- 
6492 


Local transit — United States — Labor 
productivity. 

Study of operator absenteeism and work- 
ers’ compensation trends in the urban 
mass transportation industry /, 82- 
6492 


Local transit — United States — 
Management. 
Mass transit management : a handbook 
for small cities /, 82-6283 


Do not order from index; see indicated entry 





Survey and analysis of bus rehabilitation 


in the mass transportation industry /, 
82-6487 


Local transit — United States — Noise — 
Measurement. 
Noise assessment of the Port Authority 
Transit Corporation Lindenwold rail 
transit line /, 82-6488 


Local transit — United States — Stations. 
Conceptual study of handicapped facili- 
ties for new subway station designs : 
final report /, 82-6485 


Locks (Hydraulic engineering) 
Instrumentation observations from the U- 
frame lock of the Arkansas River Lock 
and Dam 5 /, 82-5026 


Lock design, bottom longitudinal filling 
and emptying system /, 82-5024 

Navigation conditions at Lock and Dam 
53, Ohio River, Kentucky and Illinois : 
hydraulic model investigation /, 82- 
4999 


Single-valve prototype tests, main lock, 
Locks and Dam 26, Mississippi River, 
Alton, Illinois /, 82-5020 

Vortex problem at intake, Lower St. An- 
thony Falls Lock and Dam, Mississippi 
River, Minneapolis, Minnesota : hy- 
draulic model investigation /, 82-4997 


Locks (Hydraulic engineering) — Louisiana. 

Seabrook Lock Complex, Lake Pontchar- 

train, La. : design for wave protection 

at lock entrance : hydraulic model in- 
vestigation /, 82-5005 


Locks (Hydraulic engineering) — Minnesota 


Minneapolis. 
Modifications to filling and emptying 


system of Lock No. 1, Mississippi 
River, Minneapolis, Minnesota : hy- 
draulic model investigation /, 82-5002 


Locks (Hydraulic engineering) — Mississippi 

River. 

Modifications to filling and emptying 
system of Lock No. 1, Mississippi 
River, Minneapolis, Minnesota : hy- 
draulic model investigation /, 82-5002 


Locks (Hydraulic engineering) — 
Washington (State) 
Navigation lock for Lower Granite Dam, 
Snake River, Washington : hydraulic 
model investigations /, 82-5032 


Locomotives — United States — 


Performance. 

Tests of the AMTRAK SDP-40F train 
consist conducted on Chessie System 
track /, 82-6361 


LOFT (Nuclear reactor safety test facility) 
Experiment data report for LOFT nucle- 
ar small break experiment L3-5/L3-SA 
/, 82-6672 
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Loss-of-coolant accident test series—re- 
sults of TC-1 tests /, 82-6681 


LOFT (Nuclear reactor safety test facility) 
— Testing. 
Experiment data report for LOFT nonnu- 
clear small break experiment L3-0 /, 
82-6640 


Logging, Skyline — Appalachian region. 
Production and cost of a live skyline 
cable yarder tested in Appalachia /, 
82-4370 


Logic diagrams. 
Logic tree troubleshooting aids : organi- 
zational and intermediate maintenance 
/, 82-5166 
Logistics, Naval. 
Logistics concerns over Navy’s guided 
missile frigate FFG-7 class : report to 
the Congress /, 82-5517 
Logistics concerns over Navy’s guided 
missile frigate FFG-7 class : report to 
the Congress : summary /, 82-5518 


Long-term care of the sick — United States. 
Long-term care and the Older Americans 
Act : impact of administration-pro- 
posed budget cuts : hearing before the 
Subcommittee on Health and Long- 
Term Care of the Select Committee on 
Aging, House of Representatives, 
Ninety-seventh Congress, first session, 
April 29, 1981., 82-6743 


Loran — Tables. 

Loran-C correction table 
5930 /, 82-4720 

Loran-C correction table : Great Lakes 
8970 /, 82-4722 

Loran-C correction table : 
U.S.A. 9960 /, 82-4721 

Loran-C correction table 
U.S.A. 7980 /, 82-4723 

Loran-C correction table 
Canada 5990 /, 82-4725 

Loran-C correction table 
U.S.A. 9940 /, 82-4724 

Loran-C table : Canadian 
82-4718, 82-4719 


: east coast, 


Northeast, 
: Southeast, 
: west coast, 
: West Coast, 


east coast /, 


Low temperature engineering. 
Automatic and continuous transducer 
drift compensator for end point detec- 

tion systems /, 82-5882 


Lower Monumental Dam (Wash.) — Maps. 
Lower Monumental Lock & Dam, Lake 
Herbert G. West, Snake River, Wash- 
ington /, 82-4973 


Lowndes County (Miss.) — Maps. 
Important farmlands map, Lowndes 
County, Mississippi /, 82-4433 
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Lubrication and lubricants. 
Evaluation and auger analysis of a zinc- 
dialkyl-dithiophosphate antiwear addi- 
tive in several diester lubricants /, 82- 
6151 


Lung — Cancer — Abstracts. 
Selected abstracts on small cell carcino- 
ma of the lung /, 82-5737 


Lungs — Cancer — Abstracts. 
Current cancer research on diagnosis and 
treatment of lung cancer., 82-5686 


Lymphatic metastasis — Abstracts. 

Current cancer research on clinical as- 
pects of leukemias, lymphomas and 
other lymphoproliferative disorders., 
82-5691 


Lymphokines — Abstracts. 
Selected abstracts on lymphokines and re- 
lated substances in cell mediated immu- 
nity /, 82-5729 


«Lymphoma — Abstracts. 

Current cancer research on clinical as- 
pects of ,leukemias, lymphomas and 
other lymphoproliferative disorders., 
82-5691 


Lyndon B. Johnson National Historical Park 
(Johnson City, Tex.) — Maps. 
Lyndon B. Johnson National Historical 
Park, Texas /, 82-5904 


M 


Machinists — United States. 
The U.S. Army Ordnance Center and 
School apprenticeship program for the 
trade of machinist., 82-4903 


Magnetic levitation vehicles. 
TLV status report /, 82-6353 


Magnetohydrodynamics. 

Experimental studies of an MHD gener- 
ator in the presence of ash in plasma : 
U.S.-U.S.S.R. Cooperative Program in 
MHD Power Generation, April 13-21, 
1977, Washington, D.C. /, 82-5184 


Mail-order business — United States. - 

FTC oversight : the JS&A case : report 
on oversight of the Federal Trade 
Commission investigation of alleged 
violations of the mail order rule by the 
Joseph Sugarman and Associates 
Group, Inc. /, 82-6803 


Mailing lists — United States. 
Standard distribution for unclassified U.S. 
Nuclear Regulatory Commission publi- 
cations., 82-6619, 82-6620 


Maintenance. 
Logic tree troubleshooting aids : organi- 
zational and intermediate maintenance 
/, 82-5166 
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Maintenance — Employees — Training of. 
Maintenance task identification and anal- 
ysis : organizational and intermediate 
maintenance /, 82-5167 


Major County (Okla.) — Maps. 
Major County, Oklahoma, soil interpre- 
tive map, soil potential for surface irri- 
gation, soil potential rating /, 82-4453 


Mammals — Arizona — Maricopa County 

— Geographical distribution. 

Small mammals of the Black Canyon and 
Skull Valley planning units, Maricopa 

and Yavapai Counties, Arizona /, 82- 

5938 


Mammals — Arizona — Yavapai County — 

Geographical distribution. 

Small mammals of the Black Canyon and 
Skull Valley planning units, Maricopa 
and Yavapai Counties, Arizona /, 82- 
5938 


Mammals — Bibliography — Catalogs. 
Mammals and reptiles., 82-5546 


Management — Bibliography — Catalogs. 
Business and business management., 82- 
5522 ‘ 


Mass transit., 82-5540 


Manalo, Felipe B., 1937- 
Felipe B. Manalo and Maria Monita A. 
Manalo : report (to accompany H.R. 
1783)., 82-6581 


Manalo, Maria Monita A., 1939- 
Felipe B. Manalo and Maria Monita A. 
Manalo : report (to accompany H.R. 
1783)., 82-6581 


Manchester (N.H.) — Office buildings. 
Performance of the Norris Cotton Feder- 
al Office Building for the first 3 years 
of operation /, 82-4614 


Manganese sulphide. 
Electrochemical determination of Gibbs 
energies of formation of MnS and 
FeoS /, 82-5859 


Manpower planning — United States. 
Civil servants and contract employees : 
who should do what for the federal 
government? : Summary /, 82-5485 


Manpower policy — United States. 
The New CETA : effect on public serv- 
ice employment programs /, 82-6062 


Manufacturing processes — Automation. 
Development of integrated programs for 
aerospace-vehicle design (IPAD), 
product manufacture interactions with 
the design process /, 82-6104 


Maricopa County (Ariz.) — Maps. 
Lower Gila North Planning/EIS Area : 
grazing allotments /, 82-5930 
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Marine biology — Northeastern States. 
Marine flora and fauna of the northeas- 
tern United States : protozoa; Sarco- 
dina; benthic foraminifera /, 82-4624 


Marine borers. 

United States Frigate Constellation : 
monitoring of water at Constellation 
Pier, Baltimore Harbor, for the pres- 
ence of marine wood-destroyers : first 
year of observations from April 1978 
to May 1979 /, 82-5131 


Marine diesel motors — Maintenance and 
repair. 


The US Army Transportation School ap- 
prenticeship program for the trade of 
marine heavy duty mechanic (heavy- 
duty mechanic diesel)., 82-4899 


Marine ecology — Alaska — Congresses. 

Marine biological effects of OCS petro- 
leum development : a program review 
of research supported under the 
NOAA Outer Continental Shelf Envi- 
ronmental Assessment Program, No- 
vember 29-December 1, 1977 /, 82- 
4636 


Marine ecology — Bibliography. 
Publications, Gulf Breeze Laboratory /, 
82-5256 


Marine ecology — 
Remote sensing and problems of the hy- 
drosphere : a focus for future research 
/, 82-6133 


Marine fishes — Juan de Fuca Strait (B.C. 
and Wash.) 

Nearshore fish and macroinvertebrate as- 
semblages along the Strait of Juan de 
Fuca including food habits of the 
common nearshore fish : final report of 
three years’ sampling, 1976-1979 /, 
82-5265 


Marine invertebrates — Juan de Fuca Strait 

(B.C. and Wash.) 

Nearshore fish and macroinvertebrate as- 
semblages along the Strait of Juan de 
Fuca including food habits of the 
common nearshore fish : final report of 
three years’ sampling, 1976-1979 /, 
82-5265 


Marine pollution — Bibliography. 
Publications, Gulf Breeze Laboratory /, 
82-5256 


Marine resources conservation — Law and 
legislation — United States. 
Oceanography miscellaneous : hearings 

before the Subcommittee on Oceanog- 
raphy of the Committee on Merchant 
Marine and Fisheries, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session., 82-6880 


Oversight report on the Magnuson Fish- 
ery Conservation and Management Act 
of 1976 /, 82-6879 





Congresses. 
Environmental chemistry and cycling 
processes : proceedings of a symposium 
held at Augusta, Georgia, April 28- 
May 1, 1976 /, 82-5183 


Marine sediments — Sohm Plain (Atlantic 
Ocean) 
Sohm Abyssal Plain : evaluating proximal 
sediment provenance /, 82-6237 


Marine terminals — United States. 
Background information on national and 
regional hydrocarbon emission from 
marine terminal transfer operation /, 
82-5244 


Marine terminals — United States — 
Management. 
Marine and terminal operations /, 82- 
4964 


Maritime law — United States — 
Periodicals. 
CFR. 46, Shipping, 82-5661 
Code of federal regulations. 46, 
ping., 82-5661 
Shipping, 82-5661 


Ship- 


Mark Twain National Forest (Mo.) — Maps. 
Mark Twain National Forest (Ava 
Ranger District) Missouri, 1976 /, 82- 
4330 
Mark Twain National Forest (Cassville 
Ranger District) Missouri, 1976 /, 82- 
4329 
Mark Twain National Forest (Frederick- 
town Ranger District), Missouri, 1976 
/, 82-4328 


Mark Twain National Forest (Poplar 
Bluff Ranger District), Missouri, 1976 / 
, 82-4331 


Mark Twain National Forest (Rolla- 
Houston Ranger Districts), Missouri, 
1976 /, 82-4332 

Mark Twain National Forest (Salem- 
Potosi Ranger Districts), Missouri, 
1976 /, 82-4333 

Mark Twain National Forest (Willow 
Springs Ranger District) Missouri, 1975 
/, » 82-4334 

Mark Twain National Forest (Winona- 
Doniphan-Van Buren Ranger Dis- 
tricts), Missouri, 1976 /, 82-4335 


Marketing research — United States — 
Bibliography — Catalogs. 
Marketing research., 82-5571 


Marriage customs and rites — Statistics. 
Nuptiality patterns in developing coun- 
tries : implications for fertility /, 82- 
6225 


Married people — United States. 
Information for married applicants /, 
82-6197 
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Mass spectrometry. 

Collection and interpretation of Level 1 

IR and LRMS data /, 82-5291 
Massachusetts — Blizzard, 1978. 

Poor controls over federal aid in Massa- 
chusetts after the 1978 blizzard caused 
questionable benefit: payments : report 
/, %2-5461 


Materials — Thermal properties. 
Representative equations for the thermo- 
dynamic and transport properties of 
fluids near the gas-liquid critical point 
/, 82-6124 
Materials handling. 
Development of criteria to designate 
routes for ing hazardous mate- 
rials /, 82-6321 


Materials management. 

Opportunities still exist for the Army to 
save millions annually through im- 
proved retail inventory management : 
report to the Congress /, 82-5497 

Opportunities still exist for the Army to 
save millions annually through im- 
proved retail inventory management : 
report to the Congress : summary /, 
82-5498 


Materials testing reactors — Automatic 
control. 
A computerized process control system 
for the ORR-PSF irradiation experi- 
ment /, 82-6928 


Mathematical statistics. 
Experimental statistics /, 82-4611 


Mathematics., 82-5521, 82-5529 


Matrices. 
An algorithm to compute the eigenvec- 
tors of a symmetric matrix /, 82-4625 


Matter, Effect of reduced gravity on. 
Development of experimental concepts 
for investigating the strength behavior 
of fine-grained cohesive soil in the spa- 
celab/space shuttle zero-G environ- 
ment /, 82-6118 


McCurtain County (Okla.) — Maps. 
McCurtain County, Oklahoma, soil inter- 
pretive map, soil potential for surface 
irrigation, soil potential rating /, 82- 
4452 


McKinnon, Clinton Dan, 1934- 

Nomination—Civil Aeronautics Board : 
hearing before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on nomination 
of Clinton Dan McKinnon, to be chair- 
man, Civil Aeronautics Board, October 
21, 1981., 82-6778 
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Measuring instruments. 


Measuring instruments. 
Instrumentation observations from the U- 
frame lock of the Arkansas River Lock 
and Dam 5/, 82-5026 


Measuring instruments — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 5200. Measuring 
tools microform, 82-4844 


Measuring instruments industry — United 
States — Employees — Statistics. 
Occupational employment : mechanical 

measuring and control devices indus- 
try, June 1974 /, 82-5982 

Meat, Frozen. 

Guidelines for packaging frozen edible 
offal for export., 82-4300 


Meat, Frozen — Packing. 
Guidelines for packaging frozen edible 
offal for export., 82-4300 


Mechanics (Persons). 
The US Army Transportation School ap- 
prenticeship program for the trade of 
helicopter mechanic.; 82-4912 


The US Army Transportation School ap- 
prenticeship program for the trade of 
marine heavy duty mechanic (heavy- 
duty mechanic diesel)., 82-4899 


Mechanics (Persons) — Certification — 
United States. 
The US Army Ordnance Center and 
School apprenticeship program for the 
trade of truck mechanic., 82-4902 


Medical care — Handbooks, manuals, etc. 
Health service support in a communica- 
tions zone., 82-4888 


Medical care, Cost of — Canada. 

Responses of Canadian physicians to the 
introduction of universal medical care 
insurance : the first five years in 
Quebec /, 82-5756 


Medical care, Cost of — United States. 

Proposals to stimulate competition in the 
financing and delivery of health care : 
hearings before the, Subcommittee on 
Health of the Committee on Ways and 
Means, House of Representatives, 
Ninety-seventh Congress, first session, 
September 30, October 1, 2, 1981., 82- 
6917 


Medical education — Law and legislation — 

United States. 

Health professions education/nurse train- 
ing and National Health Service Corps, 
1981 : hearing before the Committee on 
Labor and Human Resources, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 799 ... S. 801 
.. April 8, 1981., 82-6870 
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*Medical Oncology — directories 
Current cancer research on selected as- 
pects of cancer-related protein, carbo- 
hydrate, lipid, and other biochemistry., 
82-5717 


Medical policy — New England. 
Health planning and regulation : the New 
England experience /, 82-9081 


Medical research — Research grants — 
United States — Indexes — Periodicals. 
Research awards index., 82-5680 


Medical research — Research grants — 
United States — Periodicals. 
NIH research grants, 82-5681 


Research grants /, 82-5681 


Medical research — United States — 
Bibliography — Catalogs. 


Medicine and medical science., 82-5584 


Medical research — United States — 
Periodicals. 
Annual report /, 82-5744 
NIH research and developnient contracts, 
82-5682 


Research and development contracts /, 
82-5682 


Medicare. 
Implementing the End-Stage Renal Dis- 
ease Program of Medicare., 82-5777 


Medicare reimbursement of HMO’s 
hearing before the Subcommittee on 
Health of the Committee on Finance, 
United States Senate, Ninety-seventh 
Congress, first session, July 30, 1981., 
82-6821 


*Medicine — periodicals. 
Annual report /, 82-5744 


Medicine — Periodicals — Indexes — 
Periodicals. 
Bibliography of medical reviews /, 82- 
5747 


Medicine — United States — Bibliography 
— Catalogs. 
Medicine and medical science., 


Medicine, Preventive. 
An Ounce of prevention : how medical 
professionals can work to prevent 
motor vehicle injuries., 82-6543 


Mediterranean Sea — Navigation. 

Omega propagation correction tables for 
10.2 kHz : area 07, Mediterranean, sta- 
tion F (Argentina) /, 82-4746 

Omega propagation correction tables for 
13.6 kHz : area 00, Mediterranean, sta- 
tion E (Reunion) /, 82-4771 


Melanoma — Abstracts. 
Current cancer research on etiology, epi- 
demiology, and biology of melanomas 
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and other skin cancers /, 82-5702, 
82-5719 


Current cancer research on preclinical 
and clinical studies on diagnosis, prog- 
nosis, therapy, and immunology of 
melanomas and other skin cancers., 
82-5727 ‘ 


*Melanoma — directories 
Current cancer research on etiology, epi- 
demiology, and biology of melanomas 
and other skin cancers /, 82-5702, 
82-5719 


Membranes (Technology). 
Investigation of construction concepts for 
pavements across soft ground /, 82- 
5006 


Traffic slope tests of military inventory 
items and their effectiveness in riverine 
egress tests /, 82-5018 


Memory. 
Learning strategy training materials : a 
selected subset /, 82-5150 


Men’s clothing industry — United States — 
Statistics — Periodicals. . 
Current industrial reports. Series MA- 

23E, Men’s and boys’ outerwear., 82- 
4586 


Men’s and boys’ outerwear, 82-4586 


Mental health services — Periodicals. 
Mental health in deafness : a journal of 
Saint Elizabeths Hospital /, 82-5765 


Mentally handicapped — Care and treatment 

— Connecticut. 

Care for the retarded, 1981 : hearings 
before the Subcommittee on the Handi- 
capped of the Committee on Labor and 
Human Resources, United States 
Senate, Ninety-seventh Congress, first 
session, on oversight on the effects of 
deinstitutionalization of mentally re- 
tarded citizens, April 14 and 15, 1981, 
Hartford, Conn., 82-6877 


Mentally ill — Care and treatment — 
United States. 
Assessing therapeutic environment for 
active psychiatric treatment settings /, 
82-5773 


Treating and assessing the chronically 
mentally ill : the pioneering research of 
Gordon L. Paul /, 82-5766 


Merchant marine — Officers — Education. 
Simulators for mariner training and li- 
censing : phase 1 : role of simulators in 
the mariner training and licensing proc- 
ess : CAORF technical report, simula- 
tion experiment /, 82-6471 


Mercury — Analysis. 
Modification of a commercial atomic ab- 
sorption spectrophotometer for cold- 
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determination of mercury /, 


vapor 
82-5887 


MESA New York Bight Project (U.S.) 
MESA New York Bight Project : ex- 
panded water column characterization 
cruise (XWCC 18), NOAA Ship 
George B. Kelez, June 1978 /, 82- 
4649, 82-4651, 82-4652, 82-4653, 
82-4654, 82-4655 


MESA New York Bight Project : 
Winkler oxygen data, expanded water 
column characterization cruises 
(XWCC 2 to XWCC 24), NOAA ships 
Researcher and George B. Kelez, 1975- 
1979 /, 82-4647 


Metal oxide semiconductors. 
The capabilities and limitations of auger 
sputter profiling for studies of semicon- 
ductors /, 82-4606 


Metal-working machinery — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 3400. Metalworking 
machinery microform, 82-4816 


Metallurgy. 
Process for recovering chromium and 
other metals from superalloy scrap /, 

82-5884 


Metallurgy — United States. 
Mechanical properties and oxidation and 
corrosion resistance of reduced chromi- 
um 304 stainless steel alloys /, 82- 
6153 


Metals — Effect of radiation on. 

Cooperative Radiation Effects Simulation 
Program : annual progress report for 
the period 1 September 1977-31 August 
1978 /, 82-5135 

Cooperative Radiation Effects Simulation 
Program : semiannual progress report 
for the period 1 March 1977-31 August 
1977 /, 82-5134 

The NRL-EPRI research program 
(RP886-2) : evaluation and prediction 
of neutron embrittlement in reactor 
pressure vessel materials : annual prog- 
ress report for CY 1979 /, 82-5137 


-Metals — Fracture. 

The NRL-EPRI research program 
(RP886-2) : evaluation and prediction 
of neutron embrittlement in reactor 
pressure vessel materials : annual prog- 
ress report for CY 1979 /, 82-5137 


Metals, Effect of radiation on — Simulation 
methods. 


Cooperative Radiation Effects Simulation 
Program : annual progress report for 
the period 1 September 1978-31 August 
1979 /, 82-5136 


Meteorological satellites. 
SMS-GOES satellite position and data 
availability /, 82-4638 
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— Bibliography — Catalogs. 

Scientific and technical publications of 
the Environmental Research Laborato- 
Ties., 82-4684 


Meteorology — California — Santa Maria 

— Statistics — Periodicals. 

Local climatological data. Santa Maria, 
California, annual summary with com- 
parative data., 82-4657 

Meteorology — Florida — Tallahassee — 

Statistics — Periodicals. 

Local climatological data. Tallahassee, 
Florida, annual summary with com- 
parative data., 82-4658 


Meteorology — Georgia — Savannah — 
Statistics — Periodicals. 
Local climatological data. Savannah, 
Georgia, annual summary with com- 
parative data., 82-4659 


Meteorology — Indiana — Evansville — 
Statistics — Periodicals. 
Local climatological data. Evansville, In- 
diana annual summary with compara- 
tive aata., 82-4660 


Meteorology — Indiana — Fort Wayne — 
Statistics — Periodicals. 
Local climatological data. Fort Wayne, 
Indiana, annual summary with com- 
parative data., 82-4661 


Meteorology — Iowa — Des Moines — 
Statistics — Periodicals. 
Local climatological data. Des Moines, 
Iowa, annual summary with compara- 
tive data., 82-4662 


Meteorology — Louisiana — Shreveport — 
Statistics — Periodicals. 
Local climatological data. Shreveport, 
Louisiana, annual summary with com- 
parative data., 82-4663 


Meteorology — Nebraska — Grand Island 
— Statistics — Periodicals. 
Local climatological data. Grand Island, 
Nebraska, annual summary with com- 
parative data., 82-4664 


Meteorology — Nebraska — Lincoln — 
Statistics — Periodicals. 
Local climatological data. Lincoln, Ne- 
braska, annual summary with compara- 
tive data., 82-4665 


Meteorology — Nebraska — Norfolk — 
Statistics — Periodicals. 
Local climatological data. Norfolk, Ne- 
braska, annual summary with compara- 
tive data., 82-4666 


Meteorology — Nebraska — North Platte 
— Statistics — Periodicals. 

Local climatological data. North Platte, 

Nebraska, annual summary with com- 
parative data., 82-4667 
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Meteorology — Nebraska — Scottsbluff — 


parative daia., 82-4668 


Meteorology — Nebraska — Valentine — 
Statistics — Periodicals. 
Local climatological data. Valentine, Ne- 
braska, annual summary with compara- 
tive data., 82-4669 


Meteorology — Nevada — Elko — Statistics 
— Periodicals. 
Local climatological data. Elko, Nevada, 


— Periodicals. 

Local climatological data. Ely, Nevada, 
annual summary with comparative 
data., 82-4671 


Meteorology — Nevada — Las Vegas — 
Statistics — Periodicals. 
Local climatological data. Las Vegas, 
Nevada, annual summary with com- 
parative data., 82-4674 


Local climatological data. Reno, Nevada, 
annual summary with comparative 
data., 82-4672 


Meteorology — Nevada — Winnemucca — 
Statistics — Periodicals. 
Local climatological data. Winnemucca, 
Nevada, annual summary with com- 
parative data., 82-4673 


Meteorology — New Hampshire — Concord 
— Statistics — Periodicals. 

Local climatological data. Concord, New 

Hampshire, annual summary with com- 
parative data., 82-4675 


Meteorology — New Jersey — Newark — 
Statistics — Periodicals. 
Local climatological data. Newark, New 
Jersey, annual summary with compara- 
tive data., 82-4676 


Meteorology — New Jersey — Trenton —— 
Statistics — Periodicals. 
Local climatological data. Trenton, New 
Jersey, annual summary with compara- 
tive data., 82-4677 


Meteorology — New Mexico — Clayton — 
Statistics — Periodicals. 
Local climatological data. Clayton, New 
Mexico, annual summary with com- 
parative data., 82-4678 
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Meteorology — New York (State) — 
Binghamton — Statistics — Periodicals. 
Local climatological data. Binghamton, 

New York, annual summary with com- 
parative data., 82-4679 


Meteorology — New York (State) — Buffalo 
- — Periodicals. 
Local climatological data. Buffalo, New 
York, annual summary with compara- 
tive data., 82-4680 


Meteorology — New York (State) — 
Syracuse — Statistics — Periodicals. 
Locai climatological data. Syracuse, New 

York, annual summary with compara- 
tive data, 82-4681 


Meteorology — Observations. 
Model yr estimating meteorological pro- 
files from shipboard observations /, 
82-5126 


Meteorology — Observers’ manuals. 
Surface observations., 82-4466 


Meteorology, Maritime. 
Model for estimating meteorological pro- 
files from shipboard observations /, 
82-5126 


Meteorology in aeronautics. 
Surface observations., 82-4466 


Meteorology in aeronautics — Bibliography. 
Current research on aviation weather : 
bibliography /, 82-6108 


Meteorology in aeronautics — Data 
processing. 


National voice response system (VRS) 
implementation plan alternatives study 
/, %2-6462 


Methanation. 
Effects of additives on methanation activ- 
ity of Raney nickel catalysts /, 82- 
5860 


Methane. 

Methane drainage study using an under- 
ground pipeline, Marianna mine 58 /, 
82-5890 

Structure study of a CF,Br,-inhibited 
methane flame : effect of CF.Br.on 
composition, net reaction rates, and 
rate coefficients /, 82-5866 


Metric system — United States. 
Problems in worldwide standardization of 
the units of height measurement., 82- 
6431 


METROMEX. 
A dual doppler radar study of the urban 
boundary layer : a summary of ME- 
TROMEX results /, 82-4630 


Mexican Americans — Health and hygiene 
— United States — Congresses. 
Proceedings of the Conference on Com- 

municating with Mexican Americans, 
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Por Su Buena Salud Communicando 
con Mexico Americanos, For Their 
Good Health, September 13 and 14, 
1979, Houston, Texas /, 82-5740 


Mexico — Emigration and immigration. 

U.S. consular operations in Mexico City 
and Mexican government attitudes on 
immigration reform : a study trip /, 
82-6853 


Mexico — Foreign relations — United 

States. 

U.S. consular operations in Mexico City 
and Mexican government attitudes on 
immigration reform : a study trip /, 
82-6853 


Michigan, Lake. 
The effect of structures and lake level on 
bluff and shore erosion in Berrien 
County, Michigan, 1970-74 /, 82-5030 


Microphone — Calibration. 
NSMRL calibration of microphones at 
depth in dry hyperbaric chambers /, 
82-5116 


Microwave communication systems — 
Maintenance and repair. 
The US Army Signal School apprentice- 
ship program for the trade of field en- 
gineer (microwave)., 82-4926 


Microwave communication systems — 
United States. 
Motorist aid citizens radio service as a 
wide area communication system /, 
82-6325 


Recommendations for digital radio 


common tactical/long-haul standards /, 
82-4705 


Microwave landing systems. 
Microwave landing system 
plan., 82-6447 


Microwave landing system intra-aircraft 
EMC analysis /, 82-6458 


: transition 


Midland County (Tex.) — Maps. 
Soil interpretative map of important 
farmlands, Midland County, Texas /, 
82-4434 


Migrant agricultural laborers — United 

States. 

Migrant and seasonal farmworker hous- 
ing in the United States : hearings 
before the Subcommittee on Housing 
and Community Development of the 
Committee on Banking, Finance, and 
Urban Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 
session., 82-6769 


Military art and science. 
Battalion command group performance in 
simulated combat /, 82-4943 
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Military art and science — Data processing: 
Evaluation of defense attempts to manage 


Evaluation of defense attempts to manage 
battlefield intelligence data : report to 
the Congress : summary /, 82-5501 


Military assistance, American. 
Appropriateness of procedures for leasing 
Defense property to foreign govern- 
ments : report to the Chairman, Com- 
mittee on Foreign Relations, United 

States Senate /, 82-5492 


The roles and functions of overseas Secu- 
rity Assistance Offices need to be clari- 
fied : report /, 82-5494 


Military bases — United States — Noise 
control. 
Mitigation of noise impact via operational 
changes /, 82-5057 


Military bases — United States — Security 

measures, 

Defense needs better system for assuring 

* adequate security at reasonable cost on 
U.S. Bases : report to the Congress : 
summary /, 82-5515 

Physical security at U.S. military bases : 
hearing before the Investigations Sub- 
committee of the Committee on Armed 
Services, House c Representatives, 
Ninety-seventh Congress, first session, 
July 17, 1981., 82-6761 


Physical security at U.S. Military bases : 
report of the Investigations Subcom- 
mittee of the Committee on Armed 
Services, House of Representatives, 
Ninety-seventh Congress, first session., 
82-6759 


Military bases, American — Germany, West 
— Maintenance and repair. 
Total contract maintenance for Mann- 
heim family housing /, 82-5060 


Military bases, American — Security 
measures. 

Defense needs better system for assuring 
adequate security at reasonable cost on 
U.S. bases : report to the Congress /, 
82-5514 


Military discipline — United States. 

Better administration of the military’s ar- 
ticle 15 punishments for minor offenses 
is needed : report to the Secretary of 
Defense U.S. General Accounting 
Office., 82-5480 

Crime and punishment in the Army /, 
82-4949 


Military education — United States. 
The army needs to improve individual 
soldier training in its units : report to 
the Congress /, 82-5483 
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The army needs to improve individual 
soldier training in its units : report to 
the Congress summary /, 82-5452 

Tactical engagement simulation training : 
a method for learning the realities of 
combat /, 82-4944 


Training developments /, 


Military — United States. 
Engineer /, 82-4953 


Military intelligence. 
The effect of signal/noise ratio and band- 
width on vehicle indentification, using 
the acoustic sensor /, 82-4947 


Military intelligence — Bibliography — 


82-4954 


United States intelligence activities., 
5636 


82- 


Intelligence., 82-5138 


Military intelligence — United States. 
Counter-intelligence (CI)/human _intelli- 
gence (HUMINT) /, 82-4956 
Tactical (combat support)/strategic intel- 
ligence /, 82-4955 


Military law — United States. 

Better administration of the military’s ar- 
ticle 15 punishments for minor offenses 
is needed : report to the Secretary of 
Defense U.S. General Accounting 
Office., 82-5480 


Military law — United States — Periodicals. 

Report on the activities of the Committee 

on Armed Services, United States 
Senate., 82-6552 


Military offenses — United States. 
Crime and punishment in the Army /, 
82-4949 


Military railroads — Design and 
construction — Handbooks, manuals, etc. 
Railroad design and construction at 

Army and Air Force _installations., 
82-4883 


Military reconnaissance — Remote sensing. 
Vehicle identification using the acoustic 


sensor : training, sensing concepts, and 
bandwidth /, 82-4940 


Military service, Voluntary — United States. 
Manpower effectiveness of the All-Vol- 


unteer Force : report to the Congress / 
, 82-5484 


Military supplies — Standards — United 
States — Handbooks, manuals, etc. 
Defense standarization and specificiation 

program policies, procedures and 
instructions., 82-4784 





Military symbols. 
Investigation of the sttength of associ- 
ation between graphi¢ symbology and 
military information /, 82-4938 


Military telegraph — United States. 

The US Army Signal SChool apprentice- 
ship program for the trade of tele- 
graphic-teletypewriter 
4920 


Milk trade — United States. 
The Federal milk marketing order pro- 
gram., 82-4301 


Millwork (Woodwork), 
5/4 ponderosa pine shop grade cutting 
yields /, 82-4366 


Milwaukee (Wis.) — Economic conditions. 
The economic future of metropolitan Mil- 
waukee : hearings before the Joint 
Economic Committée, Congress of the 
United States, Ninety-seventh Con- 
gress, first sessioh, October 8 and 9, 
1981., 82-6785 


Mine dusts. j 
Protection factors of the airstream helmet 
/, 82-5898 


operator., 82- 


Mine rescue work — Equipment and 
supplies. 
Evaluation of the seflmic system for lo- 
cating trapped miners /, 82-5881 


Mine roof bolting. 
Inorganic cement - for mine roof-bolt 
grouting /, 82-5864 


Mine safety — Equipment and supplies. 
Papers presented at the Seminars on 
Ground Check Monitoring /, 82-5945 


Protection factors of the airstream helmet 
/, 82-5898 


Mine subsidences — Micsuremint. 
Monitoring \ground movements near 
caving stopes ! methods and meas- 
urements /, 82-5896 


Mine ventilation. 
Methane drainage study using an under- 
ground pipeline, Marianna mine 58 /, 
82-5890 


Mineral County (W. Va.) — Maps. 
Important farmlands, Mineral Co., West 
Virginia /, 82-4435 


Mineral industries '— By-products. 
Recovery of principal metal values from 
electrolytic zinc waste /, 82-5894 


Mineral industries — United States — 
Periodicals. , 
Minerals yearbook /, 82-5901 
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Mineral industries — United States — 
Statistics. 
1977 census of mineral industries. Sub- 
ject, industry, and area statistics., 82- 
4598 


Mines and mineral resources — Alaska. 
The Alaskan mineral resource assessment 
program : background information to 
accompany folio of geologic and re- 
source maps of the Chignik and Sutwik 
Island quadrangles, Alaska /, 82-5795 


Mines and mineral resources — United 
States — 
Minerals and mining., 


82-5582 


Minerals yearbook /, 82-5901 
Minidoka County (Idaho) — Maps. 
Important farmlands, Minidoka County, 
Idaho /, 82-4436 


Mining machinery — Electric equipment. 
Papers presented at the Seminars on 
Ground Check Monitoring /, 82-5945 


Minorities — Bibliography — 
Minorities., 82-5523 


Minorities — Education — United States. 
Minorities in allied health education : a 
comprehensive summary of the 
report—January 1980 /, 82-5752 


Minorities — Health and hygiene — United 
States. 
Strategies for promoting health for spe- 
cific populations., 82-5674 


Minority- business enterprises — Law and 
legislation — United States. 

Improving the rate of progress in the im- 
plementation of section 906 of the Rail- 
road Revitalization and Regulatory 
Reform Act., 82-6341 


Minority business enterprises — United 
States. 


Small Business Administration’s 8(a) pro- 
gram : hearings before the Subcommit- 
tee on SBA and SBIC Authority, Mi- 
nority Enterprise, and General Small 
Business Problems of te Committee 
on Small Business, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, Washington, D.C., May 
21, June 4 and 10, 1981., 82-6904 


Mirrors. 

An assessment of the U.S. mirror fusion 
program : report of the 1980 Mirror 
Senior Review Panel, February 1980 /, 
82-5197 

Report of the TMX-Upgrade Review 
Panel, May 1980 /, 82-5198 
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Mischocyttarus labiatus Behavior. 


labiatus — Behavior. 
Social biology of the Polistine wasp Mis- 
chocyttarus labiatus : survival in a Co- 
lombian rain forest /, 82-6227 


Misconduct in office — United States. 
Investigation of Senator Harrison A. Wil- 
liams, Jr. : government brief in opposi- 
tion to Senator Williams’ motion to dis- 
miss and for a new trial., 82-6819 


Investigation of Senator Harrison S. Wil- 
liams, Jr. : response of Senator Wil- 
liams to report of the Select Committee 
on Ethics, on S. Res. 204., 82-6818 


Mobiie communication systems. 
Some mobile VHF measurements in an 
urban environment /, 82-4700 


*Models, Theoretical — congresses 
Proceedings of a conference on modeling 
techniques and applications in dentistry 
/, 82-5758 


Modular integrated utility systems. 
Feasibility study of a self-contained envi- 
ronmental control unit / M. J. McGoff, 
J.W. Maustellar ; prepared for U.S. 
Department of Transportation, United 
States Coast Guard, Office of Research 

and Development., 82-6470 


Mohave County (Ariz.) — Maps. 
Lower Gila North Planning/EIS Area : 
grazing allotments /, 82-5930 


Mojave River watershed (Calif.) 
Ground-water quality along the Mojave 
River near Barstow, California, 1974-79 
/, 82-5809 


Molecular dynamics. 
The multistate impact parameter method 


for molecular charge in nitrogen /, 
82-6116 


Moncrieffe, Junior Edmund, 1962- 
Junior Edmund Moncrieffe : report (to 
accompany H.R. 688)., 82-6558 


Monetary policy — United States. 

Monetary and fiscal policy : the essential 
linkage : hearing before the Subcom- 
mittee on Monetary and Fiscal Policy 
of the Joint Economic Committee, 
Congress of the United States, Ninety- 
seventh Congress, first session, June 12, 
1981., 82-6786 


Montague County (Tex.) — Maps. 
Soil interpretative map of important 
farmlands, Montague County, Texas /, 
82-4437 


Montana — Industries — Periodicals. 


County business patterns, Montana., 82- 
4594 


Montcalm County (Mich.) — Maps. 
Important farmlands, Montcalm County, 
Michigan /, 82-4438 
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Morgan County (W. Va.) — Maps. 
Important farmlands, Morgan County, 
West Virginia /, 82-4439 


Mortars. 
Vinyl ester polymer concrete and experi- 
menal repair of Madera Canal drop 
structure /, 82-5851 


Motion — Computer programs. 

A user’s guide to EPIC : a computer 
program to calculate the motion of fuel 
and coolant subsequent to pin failure in 
an LMFBR /, 82-6666 


Motor-trucks — Accidents. 

Motor carrier accident investigation : 
Central Transport, Inc., accident, 
March 14, 1978, near Bethesda, Mary- 
land., 82-6338 


Motor vehicles — Design and construction. 
Automotive applications of composite 
materials /, 82-6499 


Motor vehicles — Fuel systems — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 2910. Engine fuel 
system components, non-aircraft micro- 
form, 82-4798 


Motor vehicles — Maintenance and repair 

— Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 4910. Motor ‘Vehicle 
maintenance and repair shops special- 
ized equipment microform, 82-4833 


Motor vehicles — United States — Brakes 
— Evaluation. 
Improved passenger car braking perform- 
ance : appendices /, 82-6502 


Motor vehicles — United States — Defects. 
Systems feasibility study states’ assistance 
in defect recall campaigns /, 82-6526 


Motor vehicles — United States — 

Inspection. 

Safety effectiveness evaluation : federal 
and state enforcement efforts in hazard- 
ous materials transportation by truck., 
82-6289 


Scope and impact of new automotive 
technology on the inspection, diagno- 
sis, and repair process /, 82-6501 


Motor vehicles — United States — Pollution 
control devices. 
The determination of vehicular cold and 
hot operating fractions for estimating 
highway emissions /, 82-6299 


Motor vehicles — United States — Safety 
measures, 
Systems feasibility study states’ assistance 
in defect recall campaigns /, 82-6526 
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Motorcycles. 
Impact of motorcycle helmet usage in 
Colorado : executive summary /, 82- 
6519 


Motorcycles — Brakes. 
Development of a low cost anti-lock 
brake system for small motorcycles /, 
82-6520 


Motorcyclists — California. 
Improved motorcyclist licensing and test- 
ing project : executive summary /, 
82-6521 


Mouse leukemia viruses — Research — 
Abstracts. 
Current cancer research on murine tumor 
viruses., 82-5707 


*Mouse Tumor Viruses — directories 
Current cancer research on murine tumor 
viruses., 82-5725 


Mouth — Cancer — Abstracts. 
Current cancer research on oral and head 
and heck cancer., 82-5695 


Moving, Household. 

Personal property claims and general 
claims administration within the De- 
partment of Defense : hearing before 
the Subcommittee on Administrative 
Law and Governmental Relations of 
the Committee on the Judiciary, House 
of Representatives, Ninety-seventh 
Congress, first session, on personal 
property claims and general claims ad- 
ministration within the Department of 
Defense, March 5, 1981., 82-6856 


Moving pictures — Law and legislation — 

United States. 

The Piracy and Conterfeiting Amend- 
ments Act of 1981—S. 691 : hearing 
before the Subcommittee on Criminal 
Law of the Committee on the Judici- 
ary, United States Senate, Ninety-sev- 
enth Congress, first session, on S. 691 
... June 19, 1981., 82-6864 


Multiple myeloma — Abstracts. 

Current cancer research oh myeloma pro- 
teins, other paraproteins, myelomas, 
and other monoclonal gammopathies., 
82-5722 


*Multiple Myeloma — directories 
Current cancer research on myeloma pro- 
teins, other paraproteins, myelomas, 
and other monoclonal gammopathies., 
82-5704 


*Multiple Proteins — abstracts 
Current cancer research on myeloma pro- 
teins, other paraproteins, myelomas, 
and other monoclonal gammopathies., 
82-5722 
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Multivariate analysis. 

Optimal estimation of nuclear reactor 
core power (with supporting multivar- 
iate system identification methods) /, 
82-6695 


Municipal water supply — Florida — Lee 
County. 
Municipal water supplies in Lee County, 
Florida, 1974 /, 82-5791 


Murine sarcoma viruses — Abstracts. 
Current cancer research on murine tumor 
viruses., 82-5725 


Music — Bibliography — Catalogs. 
Music., 82-5610 


Muskingum River (Ohio) — Floods. 
Special flood hazard information report : 
Muskingum River and tributaries, Co- 
shocton County, Ohio /, 82-5044 


Mycotoxins — Congresses. 
Conference on Mycotoxins in Animal 
Feeds and Grains Related to Animal 
Health, June 13, 1980 /, 82-5751 


Mycotoxins — Physiological effect — 
Congresses. * 
Conference on Mycotoxins in Animal 
Feeds and Grains Related to Animal 
Health, June 13, 1980 /, 82-5751 


Myeloma proteins — Abstracts. 

Current cancer research on myeloma pro- 
teins, other paraproteins, myelomas, 
and other monoclonal gammopathies., 
82-5704, 82-5722 


*Myeloma Proteins — directories 
Current cancer research on myeloma pro- 
teins, other paraproteins, myelomas, 
and other monoclonal gammopathies., 
82-5704 


Myopia. 
Aids for improving vision in white-out /, 
82-5124 


Target size and corrections for empty- 
field myopia /. 82-5122 


The Vision of submariners and National 


Guardsmen : a longitudinal study, 
5121 


82- 


N 


Nacogdoches County (Tex.) — Maps. 
Soil interpretative map of important 
farmlands, Nacogdoches County, Texas 
/, 82-4440 


Nails and spikes. 
Manual on the railroad spike industry., 
82-6347 


Nantahala National Forest (N.C.) 
A checklist of common plants of selected 
areas in the Nantahala National Forest, 

North Carolina /, 82-4374 
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Narcotics, Control of — Florida. 

Problems of law enforcement and its 
effort to reduce the level of drug traf- 
ficking in south Florida : report of the 
Select Committee on Narcotics Abuse 
and Control, Ninety-fifth Congress, 
second session., 82-6882 


National Engineering Laboratory (U.S.). 
Electromagnetic Fields Division. 
A Bibliography of publications in the 
NBS Electromagnetic Fields Division / 
, 82-4616 


Nefional Health Service Corps (U.S.) 

Health professions education/nurse train- 
ing and National Health Service Corps, 
1981 : hearing before the Committee on 
Labor and Human Resources, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 799 ... S. 801 
... April 8, 1981., 82-6870 


National Institute of General Medical 
Sciences (U.S.) — Periodicals. 
Annual report /, 82-5744 


National Institutes of Health (U.S.) Data 
Management Branch. 
Data Management Branch /, 82-5678 


National Institutes of Health (U.S.) — 
Directories — Telephone. 
NIH telephone and service directory, 
82-5683 


Telephone and service directory /, 82- 
5683 


National Institutes of Health (U.S.) — 
Periodicals. 


NIH research and development contracts, 
82-5682 


NIH research grants, 82-5681 


Research and development contracts /, 
82-5682 


Research grants /, 82-5681 


National Labor Market Information Training 
Institute (U.S.) 
National Labor Market Information 
Training Institute., 82-6063 


National Ocean Survsy — Bibliography — 
Catalogs. 
National Ocean Survey publications., 
82-5628 


National Power Plant Team — Information 
services. 
Guide to the National Power Plant 
Team’s bibliographic data base /, 82- 
5921 


National Science Foundation (U.S.) — 
Appropriations and expenditures. 
Reauthorization of the National Science 

Foundation, 1981 : hearing before the 
Committee on Labor and Human Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session, on pro- 
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posed authorizations for the National 
Science Foundation for fiscal year 
1981, April 7, 1981., 82-6873 

1982 National Science Foundation au- 
thorization : hearings before the Sub- 
committee on Science, Research, and 
Technology of the Committee on Sci- 
ence and Technology, U.S. House of 
Representatives, Ninety-seventh Con- 
gress, first session on H.R. 1520, Janu- 
ary 28, March 3, 5, 10, 12, 17, 1981., 
82-6892 


National Science Foundation (U.S.) — 
Bibliography — Catalogs. 
National Science Foundation publica- 
tions., 82-5609 


National Visitor Center — Appropriations 
and expenditures. 

Union Station—National Vistor Center : 
hearing before the Committee on Envi- 
ronment and Public Works, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 548 ... and S. 
1192 ... July 20, 1981., 82-6886 


Natural disasters — United States. 
Facing geologic and hydrologic hazards : 
earth-science considerations /, 82- 
5800 


Natural resources — Arizona — Grand 
Canyon National Park. 
Adjacent lands study, Grand Canyon Na- 
tional Park, Arizona., 82-5902 


Natural resources — Law and legislation — 

United States — Periodicals. 

Legislative and review activities of the 
Committee on Interior and Insular Af- 
fairs of the House of Representatives 
during the .. Congress pursuant to 
clause 1(d) of rule XI of the rules of 
the House of Representatives., 82- 
6549 


Nature conservation — United States — 
Periodicals. 
YCC at work /, 82-5789 


Navajo Reservoir (N.M. and Colo.) — Maps. 
Navajo /, 82-5845 


Navarro County (Tex.) — Maps. 
Soil interpretative map of important 
farmlands, Navarro County, Texas /, 
82-4441 


Navigation — Study and teaching — 

Simulation methods. 

Simulators for mariner training and li- 
censing : phase | : role of simulators in 
the mariner training and licensing proc- 
ess : CAORF technical report, simula- 
tion experiment /, 82-6471 


Page I-537 





Navigation (Aeronautics) Economic aspects. 


Navigation (Aeronautics) — Economic 


aspects. 
Economic analysis of future civil air navi- 
gation systems., 82-6432 


Proposed Washington Naval Yard con- 
struction : hearing before the Military 
Installations and Facilities Subcommit- 
tee of the Committee on Armed Serv- 
ices, House of Representatives, Ninety- 
seventh Congress, first session, October 
5, 1981., 82-6763 


Near East — 
Middle East., 


y — Catalogs. 
82-5643 


Near East — Foreign relations — United 

States. 

Proposed United States-Egyptian agree- 
ment for peaceful nuclear cooperation : 
hearing and markup before the Com- 
mittee on Foreign Affairs, House of 
Representatives and its Subcommittees 
on International Security and Scientific 
Affairs, on Europe and the Middle 
East, and on International Economic 
Policy and Trade, Ninety-seventh Con- 
gress, first session on H. Con. Res. 176, 
September 10 and 17, 1981., 82-6827 


Near East — Foreign relations — United 
States — Addresses, essays, lectures. 
The Middle East, outlook for peace : 
June 9, 1980 /, 82-6208 


Near East — 
The Middle East., 
Southwest Asia., 
Negotiation. 
Manual on contract negotiation tech- 
niques., 82-6345 
Neighborhood. 


Improving the residential street environ- 
ment /, 82-6327 


82-6194 
82-6196 


*Neoplasms — abstracts 
Current cancer research on the relation- 
ship of viruses to human cancer., 82- 
5720 


*Neoplasms — chemically induced — 
directories 
Current cancer research on nitroso com- 
pounds., 82-5710 


Current cancer research on polycyclic 
aromatic hydrocarbons., 82-5713 


*Neoplasms — directories 
Current cancer research on animal, tissue, 
chemical and viral supply sources for 
cancer research., 82-5696 


*Neoplasms — radiography — directories 
Current cancer research on preclinical ra- 
diologic diagnosis and radiotherapy of 
cancer., 82-5716 
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*Neoplasms — 
Current 


— directories 
cer research on preclinical ra- 
diologic diagnosis and radiotherapy of 
eancer., “82-5716 


Nepal — Impriats — 
‘Accessions list, Nepal /, 
6067 


" 82-6066, 82- 


Nervous system — — Diseases. 
Chronic neyrological sequelae of acute 
organophosphate pesticide poisoning : 
a case-control study, final report., 82- 
5329 


Nervous system — — Tumors — Abstracts. 
Current cancer research on clinical, pre- 
clinical ‘and basic studies of nervous 
system and related tumors,, 82-5693 


*Nervous System Diseases — chemically 
induced © 


Chronic pee sequelae of acute 
organophosphate pesticide poisoning : 
a case-control study, final report., 82- 
3529 3: 

[ &. 
Nevada — Industries — Periodicals. 
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Omega propagation correction tables for 
10.2 kHz : area 11, North America, 
station D (North Dakota) /, 82-4755 
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Twenty-third meeting of the North At- 
lantic Assembly, held at Paris, France, 
September 18 through September 23, 
1977 : report of the U.S. delegation., 
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A method for assessing the performance 
of a material control and accounting 
system at an operating nuclear fuel 
processing facility : final report, July 
1979-July 1980 /, 82-6687 

Safeguards methodology development 
history / prepared by L.D. Chapman 
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Assuring the availability of funds for de- 
commissioning nuclear facilities /, 82- 
6621 


Nuclear facilities — United States — 
Decommissioning — Congresses. 
Proceedings of the U.S. Nuclear Regula- 
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program progress 
report for July-December 1979 /, 82- 
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Nuclear nonproliferation. 

Prohibition of nuclear weapons in Latin 
America : hearing before the Commit- 
tee on Foreign Relations, United States 
Senate, Ninety-seventh Congress, first 
session, on EX. I, 95-2, the additional 
protocol to the treaty for the prohibi- 
tion of nuclear weapons in Latin 
America, also known as the Treaty of 
Tlatelolco, September 22, 1981., 82- 
6835 


Proposed United States-Egyptian agree- 
ment for peaceful nuclear cooperation : 
hearing and markup before the Com- 
mittee on Foreign Affairs, House of 
Representatives and its Subcommittees 
on International Security and Scientific 
Affairs, on Europe and the Middle 
East, and on International Economic 
Policy and Trade, Ninety-seventh Con- 
gress, first session on H. Con. Res. 176, 
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Critical experiments, measurements and 
analyses to establish a crack arrest 
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vessels /, 82-6636 


Heavy-section steel technology program 


quarterly progress report for October- 
December 1979 /, 82-6651 
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Nuclear reactors. 

Cooperative Radiation Effects Simulation 
Program : semiannual progress report 
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Cooling of core debris and the impact on 
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/, 82-6672 


Nuclear reactors — Soviet Union. 
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O’Connor, Sandra Day, 1930- 

Nomination of Sandra Day O’Connor : 
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Continental Shelf Lands Act Amend- 
ments of 1978, Public Law 95-372 (43 
U.S.C. 1801), October 6, 1981., 82- 
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Providing for reinstatement and valida- 
tion of U.S. oil and gas lease numbered" 
ES 20644 : report (to accompany S. 
1605)., 82-6561 

Providing for reinstatement and valida- 
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pany S. 651)., 82-6565 
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Resources of the Committee on Educa- 
tion and Labor, House of Representa- 
tives, Ninety-seventh Congress, first 
session, hearings held in St. Joseph, 
Mo., on April 3, 1981., 82-6792 
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Issues relating to the reauthorization of 
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Boarding home fires : New Jersey : hear- 
ing before the Select Committee on 
Aging, House of Representatives, 
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Floating breakwater wave-attenuation 
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Benefication of a hematitic taconite by 
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Beneficiation of potential platinum re- 
sources from southeastern Alaska /, 
82-5867 


Organ Pipe Cactus National Monument 
(Ariz.) 
An archeological survey of the Ajo Crest 
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(Aves : Charadrifformes) /, 82-6229 


Pedionomus torquatus — Classification. 
The relationships of the Pedionomidae 
(Aves : Charadrifformes) /, 82-6229 
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Relationship between officer duty per- 
formance and certain measures of po- 
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5189 


Petroleum — Storage. 
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Effects on eastern larch beetle of its natu- 
ral attractant and synthetic pheromones 
in Alaska /, 82-4372 


Phillips, Susan Meredith, 1944- 
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crystals microform, 82-4870 


Piggyback transportation — Energy 
conservation. 

An Equilibrium analysis of selected inter- 
city freight markets trucks with 
double trailers vs. TOFC shuttle trains 
as energy conservation alternatives /, 
82-6274 


Pillaring (Mining) — Mathematical models. 
Analysis of pillar stability on steeply 
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Sensitive plants of the Francis Marion 
National Forest., 82-4308 


Plasma (Ionized gases) 

Preliminary results from the electron 
beam-plasma experiments in the very 
large vacuum facilities at Plum Brook 
and Johnson Space Center /, 82-4637 


Plasma (Ionized gases) — Congresses. 
Proceedings of the Workshop on New 
Diagnostics Related to Impurity Re- 
lease Germantown, Maryland, May 31- 
June 1, 1979 /, 82-5188 
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An assessment of the U.S. mirror fusion 
program : report of the 1980 Mirror 
Senior Review Panel, February 1980 /, 
82-5197 

Report of the TMX-Upgrade Review 
Panel, May 1980 /, 82-5198 


Plasma 
Experimental studies of an MHD gener- 
ator in the presence of ash in plasma : 
U.S.-U.S.S.R. Cooperative Program in 
MHD Power Generation, April 13-21, 
1977, Washington, D.C. /, 82-5184 


Plastic coatings. 
Superhard transparent coatings /, 82- 
5077 


Plateaus — Arkansas. 
Ground water in the Springfield-Salem 
plateaus of southern Missouri and 
northern Arkansas /, 82-5808 


Plateaus — Missouri. 
Ground water in the Springfield-Salem 
plateaus of southern Missouri and 
northern Arkansas /, 82-5808 


Plates (Engineering) — Vibration. 
Acoustical behavior of thick, composite, 
fluid-loaded plates, calculated using Ti- 
moshenko-Mindlin plate theory /, 82- 
5127 


Platinum ores — Alaska. 
Beneficiation of potential platinum re- 
sources from southeastern Alaska /, 
82-5867 


Plumbing — Equipment and supplies — 
Catalogs. 


Consolidated federal supply catalog iden- 
tification list. FSC 4500. Plumbing, 
heating, and sanitation equipment mi- 
croform, 82-4825, 82-4826 


Poisons — Law and Legislation — United 
States — States. 
Perspectives on state-EPA grant activities 
/, 82-5289 


Poland — Foreign relations — United States 
— Addresses, lectures, essays. 
Interview on “Meet the press” : March 
29, 1981 /, 82-6212 


Police training — United States. 
Material development for training for op- 
erators of speed measuring devices /, 
82-6530 


Pollution — Environmental aspects — Soviet 

Union — Congresses. 

Proceedings of the third USA-USSR 
Symposium on the Effects of Pollutants 
Upon Aquatic Ecosystems : theoretical 
aspects of aquatic toxicology, July 2-6, 
1979, Borok, Jaroslav Oblast, USSR /, 
82-5262 
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Pollution — United States. 


Controlling emissions from 
coal-fired boilers., 82-5249 


Polychlorinated biphenyls — Environmental 
aspects — United States. 
Evaluation of silicone fluid for replace- 
ment of PCB coolants in railway indus- 
try /, 82-6362 


Polycyclic compounds — Abstracts. 
Current cancer research on polycyclic 
aromatic hydrocarbons., 82-5713 


*Polycyclic Hydrocarbons — directories 
Current cancer research on polycyclic 
aromatic hydrocarbons., 82-5713 


Polymer-impregnated concrete. 
Vinyl ester polymer concrete and experi- 
menal repair of Madera Canal drop 
structure /, 82-5851 


Polymers and polymerization — Analysis. 
Polymeric concentration determined by 
drag reduction /, 82-5873 


Ponderosa pine. 


5/4 ponderosa pine shop grade cutting 
yields /, 82-4366 


Poor — Energy assistance. 

National Home Weatherization Act of 
1981 : hearing before the Subcommittee 
on Energy Conservation and Supply of 
the Committee on Energy and Natural 
Resources, United States Senate, 
Ninety-seventh Congress, first session, 
on S. 1166 ... July 15, 1981., 82-6796 


Poplar. 
How to identify and control septoria leaf 
spot and canker of poplar., 82-4378 


*Imperial’ Carolina poplar., 82-4296 


Poplar — Diseases and pests — United 
States. 
How to identify and control Marssonina 
leaf spot of poplars., 82-4377 


Port Authority Transit Corporation. 
Noise assessment of the Port Authority 
Transit Corporation Lindenwold rail 
transit line /, 82-6488 


Port districts — United States. 

Landside transportation at ports : a pre- 
liminary assessment of transportation 
connectivity problems at U.S. ports /, 
82-6261 
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Portland cement — Testing. 
Inorganic cement for mine roof-bolt 
grouting /, 82-5864 


Postage-stamps — United States — 
Bibliography — Catalogs. 
United States postage stamps., 


82-5525 


Postal service — Interational 
International mail manual., 


Postal service — United States. 

Annual report of the postmaster general : 
hearing before the Committee on Gov- 
ernmental Affairs, United States 
Senate, Ninety-seventh Congress, first 
session, April 22, 1981., 82-6847 


Postal service — United States — 
Directories. 
National five digit zip code and post 
Office directory /, 82-6182 


82-6181 


Postal service — United States — 
Handbooks, manuals, etc. 


International mail manual., 82-6181 


Annual report of the Postmaster Gener- 
al., 82-6180 


Poverty. 

Fighting poverty : private initiatives and 
public assistance : hearing before the 
Subcommittee on Aging, Family, and 
Human Services of the Committee on 
Labor and Human Resources, United 
States Senate, Ninety-seventh Con- 
gress, first session, on oversight on 
ways to fight poverty and to examine 
ways to help determine the future di- 
rection of social programs in our coun- 
try, August 25, 1981, Montgomery, 
Ala., 82-6876 


Powder metallurgy. 
Consolidation of an iron-base superalloy 
by powder metallurgy techniques /, 
82-5870 


Power-plants — Germany (West) — 
Statistics. 
Production availability and production 
utilization of power plants in 1975 /, 
82-5220 


Power resources — North Dakota — Mercer 

County — Congresses. 

Proceedings of the Workshop on Manag- 
ing Growth in Mercer County, North 
Dakota, Bismarck, North Dakota, De- 
cember 1 and 2, 1977 /, 82-5185 


Power resources — United States — 
Bibliography — Catalogs. 
Energy conservation and research tech- 
nology., 82-5650 
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Energy supplies, prices, and consump- 
tion., 82-5649 


Power resources — United States — 


Congresses. 

Proceedings of the Symposium to 
Review Volume III of the 1978 Annual 
Report to Congress, November 7-8, 
1979, College Park, Maryland /, 82- 
5226 


Power tools — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 5120. Hand tools, 
nonedged, nonpowered microform, 
82-4840 


Consolidated federal supply catalog iden- 
tification list. FSC 5130. Hand tools, 
power driven microform, 82-4841 


Power transmission — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 3020. Gears, pulleys, 
sprockets, and transmission chain mi- 
croform, 82-4809 

Consolidated federal supply catalog iden- 
tification list. FSC 3040. Miscellaneous 
power transmission equipment micro- 
form, 82-4811 


Pozzuolanas — Analysis. 
Laboratory analysis of pozzolan (fly ash) 
concrete /, 82-5895 


Precious metals — Recycling. 
Recovery of copper and associated pre- 
cious metals from electronic scrap /, 
82-5875 


Prediction of scholastic success — 
Mathematical models. 
Computerized algorithms : evaluation of 
capability to predict graduation from 
Air Force training /, 82-5171 


Prepackaged commodities, Checking of. 
Checking the net contents of packaged 
goods /, 82-4612 


Prescribed 
Effects of prescribed fire on soil nitrogen 
levels in a cutover Douglas-fir/western 
larch forest /, 82-4368 


Presenile dementia. 
Progress report on senile dementia of the 
Alzheimer’s type /, 82-5748 


Pressurized water reactors — Accidents. 
Behavior of a nine-rod fuel assembly 
during power-cooling-mismatch condi- 
tions : results of test PCM-5 /, 82- 
6649 


Containment response during degraded 
core accidents initiated by transients 
and small break LOCA in the ZION/ 
Indian Point reactor plants /, 82-6710 


Cooling of core debris and the impact on 
containment pressure /, 82-6692 
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Pressurized water reactors — Blowdown. 
Experiment data report for Semiscale 
mod-3 integral blowdown and reflood 
heat transfer test S-07-6 : (baseline test 
series) /, 82-6630 


LOFT transient (blowdown) critical heat 
flux tests /, 82-6623 


Pressurized water reactors — Blowdown — 

Testing. 

PWR blowdown heat transfer separate- 
effects program : thermal-hydraulic test 
facility experimental data report for 
test 169 /, 82-6625 


Experiment data report for LOFT nonnu- 
clear small break experiment L3-0 /, 
82-6640 


Pressurized water reactors — Cores — 
Cooling. 
Cooling of core debris and the impact on 
containment pressure /, 82-6692 


Pressurized water reactors — Critical heat 
flux. 


LOFT transient (blowdown) critical heat 
flux tests /, 82-6623 


Quarterly progress report on blowdown 
heat transfer separate-effects program 
for January-March 1980 /, 82-6663 

Review of in-vessel meltdown models /, 
82-6664 


Pressurized water reactors — Emergency 
core cooling systems. 
Experiment data report for LOFT nonnu- 
clear test L1-5 : (isothermal test with 
core | installed) /, 82-6627 


Experiment data report for Semiscale 
mod-3 integral blowdown and reflood 
heat transfer test S-07-6 : (baseline test 
series) /, 82-6630 


Pressurized water reactors — Emergency 
core cooling systems — Testing. 
Comanche Peak Steam Electric Station, 

Units 1 and 2, auxiliary feedwater 
system reliability study evaluation /, 
82-6712 


Pressurized water reactors — Loss of. 
Experiment data report for LOFT antici- 
pated transient experiment L6-5 /, 82- 
6669 


Pressurized water reactors — Loss of 
coolant. 

Comparison of COMPARE/RELAP3 
subcompartment calculations with Bat- 
telle-Frankfurt C-Series test results /, 
82-6701 

Containment response during degraded 
core accidents initiated by transients 
and small break LOCA in the ZION/ 
Indian Point reactor plants /, 82-6710 
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An experimental investigation of syner- 
gisms in class 1 components subjected 
to LOCA typetests /, 82-6628 

Nuclear pin simulation analysis of THTF 
test 105 /, 82-6670 

PWR blowdown heat transfer separate- 
effects program : thermal-hydraulic test 
facility experimental data report for 
test 169 /, 82-6625 


Quarterly progress report on blowdown 
heat transfer separate-effects program 
for January-March 1980 /, 82-6663 


Pressurized water reactors — Loss of 
coolant — Accidents. 
Loss-of-coolant accident test series—re- 
sults of TC-1 tests /, 82-6681 


Pressurized water reactors — Loss of 
coolant — By-products 
Hydrogen distribution after a_loss-of- 
coolant accident in the subdivided con- 
tainment of light water reactors : NRC 
translation /, 82-6682 


Zinc inventories in containment for some 
PWR and BWR power plants /, 82- 
6686 


Pressurized water reactors — Safety 
measures, 
An experimental investigation of syner- 
gisms in class 1 components subjected 
to LOCA typetests /, 82-6628 


Price regulation — United States. 

DOE’s enforcement of alleged pricing 
violations by the nation’s major oil 
companies : hearing before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, July 9, 1981., 82-6841 


Prices — United States — Bibliography — 
Catalogs. 
Prices, wages, and the cost of living., 
82-5612 


Princeton University. Plasma Physics 

Laboratory — Accidents. 

December 11, 1980 investigation report 
of the accident at the Princeton Plasma 
Physics Laboratory Tokamak Fusion 
Test Reactor Motor Generator Build- 
ing., 82-5199 


Privacy, Right of — United States. 

Description of S. 732 and present law 
relating to disclosure of tax returns and 
return information for purposes of 
nontax criminal law enforcement 
listed for a hearing before the Subcom- 
mittee on Oversight of the Internal 
Revenue Service of the Committee on 
Finance on November 9, 1981 /, 82- 
6906 


Private schools — United States — Finance. 
Oversight on private schools : hearings 
before the Subcommittee on Elemen- 





tary, Secondary, and Vocational Edu- 
cation of the Committee on Education 
and Labor, House of Representatives, 
Ninety-seventh Congress, first session, 
hearings held in Washington, D.C., on 
May 13, 14, September 16, 22, and 23, 
1981., 82-6793 


Problem solving — Mathematical models. 
Problem solving and decisionmaking : an 
integration /, 82-6090 


Procedure (Law) — United States. 
Experimentation in the law : report of the 
Federal Judicial Center Advisory 
Committee on Experimentation in the 
Law /, 82-5965 


Product recall — United States. 
Systems feasibility study states’ assistance 
in defect recall campaigns /, 82-6526 


Professional sports — Law and legislation — 

United States. 

Tax issues involved in the sale or transfer 
of professional sports franchises : hear- 
ing before the Subcommittee on Select 
Revenue Measures of the Committee 
on Ways and Means, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, May 1, 1981, Oakland, 
California., 82-6916 


Programming (Electronic computers). 
Final report : a survey of software tools 
usage /, 82-4609 


Programming (Electronic computers) — 

Congresses. 

Proceedings of the NBS/IEEE/ACM 
Software Tool Fair : held in conjunc- 
tion with the Sth International Confer- 
ence on Software Engineering in San 
Diego, CA, March 10-12, 1981 /, 82- 
4608 


Propellers — Accidents. 
Aircraft metal propeller blade failure., 
82-6387 


Propellers, Aerial. 
Procedure for noise prediction and opti- 
mization of advanced technology pro- 
pellers /, 82-6109 


Propellers, Aerial — Accidents. 
Hazards of rotating propeller and heli- 
copter rotor blades., 82-6398 


Propellers, Aerial — Noise. 

Aeroacoustic wind-tunnel tests of a light 
twin-boom general aviation airplane 
with free or shrouded-pusher propel- 
lers /, 82-6079 


Propellers, Aerial — Vibration. 
Vibration evaluation of aircraft propel- 
lers., 82-6379 


Prosecutors. 
Prosecutorial discretion and federal sen- 
tencing reform /, 82-5966 
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— Geophysical methods. 
Feasibility study of an earth melting pen- 
etrator for i 

tunnel right-of-ways /, 82-5012 


Prospecting — Nevada — Washoe County 
— Geophysical methods. 
sical reconnaissance of Lemmon 
Valley, Washoe County, Nevada /, 
82-5838 


Proteins — Abstracts. 

Current cancer research on effects of 
chemical carcinogens on nucleic acids, 
proteins, and chromosomes., 82-5701, 
82-5718 

Current cancer research on selected as- 
pects of cancer-related protein, carbo- 
hydrate, lipid, and other biochemistry., 
82-5717 


*Proteins — directories 
Current cancer research on effects of 
chemical carcinogens on nucleic acids, 
proteins, and chromosomes., 82-5718 


Pseudorabies. 

Pseudorabies control and eradication in 
swine : hearing before the Subcommit- 
tee on Livestock, Dairy, and Poultry 
of the Committee on Agriculture, 
House of Representatives, Ninety-sev- 
enth Congress, first session, July 28, 
1981., 82-6746 


Psychoacoustics. 
Effects of sound level fluctuations on an- 
noyance caused by aircraft-flyoter 
noise /, 82-6157 


Psychology, Physiological — Methodology. 
Attention and task complexity as indicat- 
ed by physiological indicgs /, 82-5165 


Public address systems — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 5830. Intercommuni- 
cation and public address sytems, 
except airborne microform, 82-4865 


Public administration —- United States — 

Data processing. 

Most Federal agencies have done little 
planning for ADP disasters : report to 
the Congress /, 82-5453 

Most Federal agencies have done little 
planning for ADP disasters : report to 
the Congress : summary /, 82-5454 


Public contracts — Costs. 

Total contract maintenance for Mann- 

heim family housing /, 82-5060 
Public contracts — United States. 

Civil servants and contract employees : 
who should do what for the federal 
government? : Summary /, 82-5485 

Small business and the federal procure- 
ment system : hearings before the Sub- 
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committee on General Oversight of the 
Committee on Small Business, House 
of Representatives, Ninety-seventh 
Congress, first session, Washi 
D.C., June 18, 23, and 25, 1981., 
6903 

The 8(a) pilot program. for disadvantaged 
small businesses has not been effective : 
report to the Congress /, 82-5462 

The 8(a) pilot program for disadvantaged 
small businesses has not been effective : 


report to the Congress : summary /, 
82-5463 
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Public health — Research grants — United 
States — Indexes — Periodicals 
Research awards index., 82-5680 


Public health — United States — 
Bibliography — Catalogs. 
Public health., 82-5568 


Public health — United States — Statistics 
— Bibliography — Catalogs. 
Vital and health statistics., 82-5567 


Public housing — United States. 
Further actions needed to improve man- 
agement of HUD programs : report to 
the Congress /, 82-5473 


Public schools — United States — 
Directories. 
Education directory. Local education 
agencies., 82-5234 


Local education agencies, 82-5234 


Public service employment — United States 
The New CETA : effect on public serv- 
ice employment programs /, 82-6062 


Public utilities — Energy conservation. 

Production v. conservation in the utility 
industry : hearing before the Subcom- 
mittee on Energy Conservation and 
Power of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first 
session, April 3, 1981., 82-6808 


Public utilities — United States — 
Bibliography — Catalogs. 
Public and private utilities, 82-5646 

Public welfare — United States. 

Research tables based on Characteristics 
of state plans for aid to families with 
dependent children : need, eligibility, 
administration in effect September 30, 
1979., 82-5670 


Pulleys — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 3020. Gears, pulleys, 
sprockets, and transmission chain mi- 
croform, 82-4809 


Pulsating stars — Congresses. 
Current problems in stellar pulsation in- 
stabilities /, 82-6088 
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Studies of the effects of operating the Mt. 
Elbert pumped-storage powerplant on 
Twin Lakes, Colorado : 1979 report of 
findings /, 82-5849 


machinery — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 4300. Pumps and 
compressors microform, 82-4822, 82- 
4823 


Pumping stations. 
Pumping stations, field performance in- 
vestigation /, 82-5022 


Pyrheliometer observations as an indica- 
tor of the climatological persistence of 
clouds /, 82-4633 


Pyrometallurgy. 
A pyrometallurgical method for process- 
ing Ni-Cd scrap batteries /, 82-5888 
Pyrometallurgical recovery of chromium 
from scrap metals : laboratory studies / 

, 82-5885 


Pyrrhotite. 
Electrochemical determination of Gibbs 
energies of formation of MnS and 
FeosS /, 82-5859 


Q 


Quarries and quarrying — Oregon — By- 
products. 
Recovery of byproduct heavy minerals 
from sand and gravel operations in 
Oregon and Washington /, 82-5877 


Quarries and quarrying — Washington 
(State) — By-products. 
Recovery of byproduct heavy minerals 
from sand and gravel operations in 
Oregon and Washington /, 82-5877 
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Radar — Equipment and supplies — 

Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 5840. Radar equip- 
ment, except airborne microform, 82- 
4867 


Radar — United States. 
The US Army Signal School apprentice- 
ship program for the trade of electron- 
ics mechanic (RADAR)., 82-4929 


Radar air traffic control systems. 
Automatic traffic advisory and resolution 
service (ATARS) multi-site algorithms 
/, 82-6466 
Evaluation of transponder antenna cover- 
age/ATCRBS performance during sim- 
ulated flights of aircraft /, 82-6459 
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An exploratory investigation of various 
assessment instruments as correlates of 
complex visual monitoring perform- 
ance /, 82-6455 

Interim report on the conflict monitoring 
analysis of parallel route spacing in the 
high altitude conus airspace /, 82- 
6439 


Radar in aeronautics. 
Approval of airborne radar approach 
(ARA) procedures for helicopters to 
offshore platforms., 82-6397 


Radar in speed limit enforcement — United 
States. 
Material development for training for op- 
erators of speed measuring devices /, 
82-6530 


Radar in speed limit enforcement — United 
States — Evaluation. 
Evaluation of speed monitoring systems / 
, 82-6297 


Radar operators — Training of — United 

States. 

System performance, error rates, and 
training time for recent FAA academy 
nonradar graduates, community per- 
sons, and handicapped persons on the 
radar training facility pilot position /, 
82-6452 


Radiation — Bibliography — Catalogs. 
Radiation and radioactivity., 82-5538 


Radiation — Measurement — Computer 


programs, 

MILDOS - a computer program for cal- 
culating environmental radiation doses 
from uranium recovery operations /, 
82-6684 


Radiation, Background. 
Effect of neutron-induced background ra- 
diations on thin imaging sc’:.tillators /, 
82-6674 


Radiation dosimetry. 

Final report, September 1975-September 
1978 : radiation dose to construction 
workers at operating nuclear power 
plant sites /, 82-6629 


Radiation dosimetry — Computer programs. 
MILDOS - a computer program for cal- 
culating environmental radiation doses 
from uranium recovery operations /, 
82-6684 


Radio — Antennas. 
An atlas of basic transmission loss for 125 
MHZ-15.5 GHZ /, 82-6465 


Radio — Apparatus and supplies — 


Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 5820. Radio and 
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television communication equipment, 
except airborne microform, 82-4862 
Consolidated federal supply catalog iden- 
tification list. FSC 5821. Radio and 
television communication equipment, 
airborne microform, 82-4863 


Radio — Transmitters and transmission. 
An atlas of basic transmission loss for 125 
MHZ-15.5 GHZ /, 82-6465 


Radio — United States. 
Recommendations for digital radio 
common tactical/long-haul standards /, 
82-4705 


The US Army Signal School apprentice- 
ship program for the trade of electri- 
cian, radio., 82-4919 


Radio — United States — Apparatus and 
supplies — Maintenance and repair. 
The US Army Signal School apprentice- 
ship program for the trade of radio me- 
chanic., 82-4921 


Radio — United States — Interference. 
Measurements of interference betweem 
AM radios due to local oscillator radi- 
ation /, 82-4696 


Radio -- United States — Maintenance and 


repair. 

The US Army Signal School apprentice- 
ship program for the trade of radio 
communications technician., 82-4896 


Radio — United States — Repairing. 
The US Army Signal School apprentice- 
ship program for the trade of radio and 
television repairer., 82-4911 


Radio — United States — Transmitters and 
transmission — Fading. 
Fading statistics on a 23 km link at 9.6 
and 28.8 GHz /, 82-4692 


Radio, Short wave. 

International shortwave broadcasting and 
direct broadcast satellites : Voice of 
America, Radio Free Europe/Radio 
Liberty, Radio Marti : twentieth report 
/, 82-6598 


Radio beacons. 
Distress buoy system analysis /, 82-6472 


Use of radionavigational land test stations 
and signal generators., 82-6426 


Radio broadcasting. 
Proposed techniques for adding FM 
broadcast stations in a major market /, 
82-4693 


Radio broadcasting — United States. 

The US Army Signal School apprentice- 
ship program for the trade of produc- 
tion coordinator (television and radio 
broadcasting)., 82-4928 
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Radio in navigation — Equipment and 
supplies 


Consolidated federal supply catalog iden- 
tification list. FSC 5826. Radio naviga- 
tion equipment, airborne microform, 
82-4864 

Radio operators — United States. 
The US Army Signal School apprentice- 


ship program for the trade of radio op- 
erator., 82-4914 


Radio wave propagation. 
Some mobile VHF measurements in an 
urban environment /, 82-4700 


Radio waves. 
Wave interaction observations of ionos- 
pheric modification in the D-region /, 

82-4704 


Radioactive fallout — Arizona. 
A Feasibility study of the biological ef- 
fects of fallout on people in Utah, 
Nevada, and Arizona /, 82-5749 


Radioactive fallout — Nevada. 
A Feasibility study of the biological ef- 
fects of fallout on people in Utah, 
Nevada, and Arizona /, 82-5749 


Radioactive fallout — Utah. 
A Feasibility study of the biological ef- 
fects of fallout on people in Utah, 
Nevada, and Arizona /, 82-5749 


Radioactive pollution — United States. 
LMFBR aerosol release and transport 


program quarterly progress report for 
April-June 1979 /, 82-6648 


Radioactive pollution of the atmosphere. 
A study of stratosphere-to-troposphere 
transfer using radioactive tracer data in 
a one-dimensional parameterization /, 
82-6440 


Radioactive substances — Transportation. 
A model for radioactive transport in the 
aquatic ecosystem /, 82-6671 


Radioactive substances — United States — 
Transportation. 
A review of removable surface contami- 
nation on radioactive materials trans- 
portation containers /, 82-6683 


Radioactive substances — United States — 
Transportation — Bibliography. 
Shipping containers of nuclear material : 
a descriptive bibliography /, 82-6632 


Radioactive tracers. 
A study of stratosphere-to-troposphere 
transfer using radioactive tracer data in 
a one-dimensional parameterization /, 
82-6440 


Implementation of the Uranium Mill Tail- 
ings Radiation Control Act of 1978 : 
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hearing before the Subcommittee on 
Nuclear Regulation of the Committee 
on Environment and Public Works, 
United States Senate, Ninety-seventh 

first session, June 16, 1981., 
82-6887 


Radioactive waste disposal — New York © 

(State) — West Valley. 

West Valley cooperative agreement : 
hearing before the Subcommittee on 
Investigations and Oversight of the 
Committee on Science and Technol- 
ogy, U.S. House of Representatives, 
Ninety-seventh Congress, first session, 
July 9, 1981., 82-6891 


Radioactive waste disposal — United States 


— Congresses. 

Proceedings of the Meeting on Low 
Level Radioactive Waste held at In- 
cline Village, Nevada, February 20-21, 
1980 /, 82-6719 


Radioactive waste disposal in the ground — 

Nevada — Bibliography. 

Bibliography of reports by U.S. Geologi- 
cal Survey personnel pertaining to un- 
derground nuclear testing and radioac- 
tive waste disposal at the Nevada Test 
Site, and radioactive waste disposal at 
the WIPP Site, New Mexico, January 
1, 1979, to December 31, 1979 /, 82- 
5834 


Radioactive waste disposal in the ground — 
New Mexico — Bibliography. 
Bibliography of reports by U.S. Geologi- 

cal Survey personnel pertaining to un- 
derground nuclear testing and radioac- 
tive waste disposal at the Nevada Test 
Site, and radioactive waste disposal at 
the WIPP Site, New Mexico, January 
1, 1979, to December 31, 1979 /, 82- 
5834 


Radioactive waste disposal in the ground — 
New York (State) — Cattaraugus County. 
Permeability of covers over low-level ra- 
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zones /, 82-6319 


Roads — United States — Guard fences — 
Testing. 
Safety effectiveness evaluation of traffic 
barrier systems., 82-6288 


Roads — United States — Location. 
A Short course on guide for selecting, 
locating and designing traffic barriers / 
, 82-6305 


Roads — United States — Maintenance and 


Guidelines for use of fabrics in construc- 
tion and maintenance of low-volume 
roads /, 82-6329 


Roads — United States — Maintenance and 
repair — Inspection. 
FHWA maintenance 

82-6266 


review manual., 


Roads — United States — Safety measures. 
Safety assessment of Denver Type I and 
Standard Type II Barricades via full 
scale tests : executive summary /, 82- 
6309 


Safety effectiveness evaluation of traffic 
barrier systems., 82-6288 

Temporary barriers used in construction 
zones /, 82-6319 


Roads — United States — Snow and ice 
control, 
Investigation of the basic forces involved 
in the adhesion of ice to highway sur- 
faces /, 82-6275 


Roads — United States — Subgrades. 
Feasibility of a grade severity rating 
system /, 82-6308 


Roadside rest areas — United States. 
Student workbook for training course on 
water supply and wastewater treatment 
and disposal systems for safety rest 
areas /, 82-6304 
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Rock mechanics. 

Geologic factors in predicting coal mine 
roof-rock stability in the upper Kittan- 
ning coalbed, Somerset County, Pa. /, 
82-5889 


Rockets (Aeronautics) — Maintenance and 
repair — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 4921, 4923, 4925, 
4927. Torpedo maintenance, depth 
charges and underwater mines, ammu- 
nition maintenance and rocket mainte- 
nance checkout specialized equipment 
microform, 82-4836, 82-4837 


Rocks — Classification. 
Tunnel design by rock mass classifica- 
tions /, 82-4989 


Rocks, Carbonate. 
Extracting uranium from carbonaceous 
ores /, 82-5892 


Rockwall County (Tex.) — Maps. 
Soil interpretative map of important 
farmlands, Rockwall County, Texas /, 
82-4445 


Roger Mills County (Okla.) — Maps. 

Roger Mills County, Oklahoma, soil in- 
terpretive map, soil potential for sur- 
face irrigation, soil potential rating /, 
82-4454 


Roller bearings — Lubrication. 
Prevention of roller bearing-initiated bur- 
noffs in railroad freight car journals /, 
82-6356 


Roofing — Testing. 
Roofing repair materials for Korean relo- 
catable buildings— test and evaluation 
/, 82-5054 


Roofs — Maintenance and repair. 
Roofing repair materials for Korean relo- 
catable buildings— test and evaluation 
/, 82-5054 


Rope — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 4000. Rope, cable, 
chain and fittings microform, 82-4819 


Rotors (Helicopters) — Accidents. 
Hazards of rotating propeller and heli- 
copter rotor blades., 82-6398 


Rotors (Helicopters) — Aerodynamics. 
Bearingless tail rotor loads and stability /, 
82-5076 


Rotors (Helicopters) — Design and 
construction. 
On the nonlinear deformation geometry 
of Euler-Bernoulli beams /, 82-6156 


Runoff. 
Oxygen-consuming organics in nonpoint 
source runoff /, 82-5296 





Planning study to model and monitor 
coal pile run-off /, 82-5292 


Runoff — Texas — Mathematical models. 
Application of a rainfall-runoff model in 
estimating flood peaks for selected 
smail natural drainage basins in Texas / 
, 82-5826 


Runoff — United States. 
Constituents of highway runoff /, 82- 
6328 


Rural development — North Dakota — 

Mercer County. 

Proceedings of the Workshop on Manag- 
ing Growth in Mercer County, North 
Dakota, Bismarck, North Dakota, De- 
cember 1 and 2, 1977 /, 82-5185 


Rural development — United States — 
Bibliography — Catalogs. 
Housing, urban and rural development., 
82-5639 


Ss 


Sabine National Forest (Tex.) — Maps. 
Sabine National Forest (Tenaha and Yel- 
lowpine Ranger Districts) Texas /, 
82-4338 


Saccharin. 
Saccharin: technical assessment of risks 
and benefits : report no. 1 /, 82-6075 


Saccharin — toxicology. 
Saccharin: technical assessment of risks 
and benefits : report no. 1 /, 82-6075 


Safety goggles. 
The optical properties of smoke-protec- 
tive devices /, 82-6450 


Safety regulations — United States — 
Bibliography — Catalogs. 
Accidents and accident prevention., 
5614 


82- 


Saint Croix County (Wis.) — Maps. 
Important farmlands, St. Croix County, 
Wisconsin /, 82-4446 


San Juan National Historic Site (San Juan, 

P.R.) 

San Juan National Historic Site, San 
Juan, Puerto Rico, design for preven- 
tion of wave-induced erosion : hydrau- 
lic model investigation /, 82-5000 


San Juan (P.R.) — Harbor. 

San Juan National Historic Site, San 
Juan, Puerto Rico, design for preven- 
tion of wave-induced erosion : hydrau- 
lic model investigation /, 82-5000 


Sand. 
Comparison between the strengths of un- 


disturbed and reconstituted sands from 
Niigata, Japan /, 82-5007 


Effect of shear stress on dynamic bulk 
modulus of sand /, 82-5011 
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drained sand /, 82-5010 


Sand — Testing. 
Cyclic strength of undisturbed sands from 
Niigata, Japan /, 82-5008 
Fabric analysis of undisturbed sands from 
Niigata, Japan /, 82-5009 


Sand, Foundry. 
Bentonite-bonded rammed olivine and 
zircon molds for titanium casting /, 
82-5897 


Sanitary engineering, Low temperature. 
Particle size variation effects on landfilled 
solid waste : cold climate studies /, 
82-5297 


Particle size variation effects on landfilled 
solid waste : cold climate studies /, 
82-5297 


Sanitary landfills — Puerto Rico. 
Municipal solid waste disposal in estu- 
aries and coastal marchlands /, 82- 
5303 


Sanitary landfills — United States. 
Hazardous waste matters : a case study of 
landfill sites : hearing before the Sub- 
committee on Oversight and Investiga- 
tions of the Committee on Energy and 
Commerce, House of Representatives, 


Ninety-seventh Congress, first session, 


June 9, 1981., 82-6810 

Municipal solid waste disposal in estu- 
aries and coastal marchlands /, 82- 
5303 


Sanitation — Bibliography — Catalogs. 
Sanitation and sewage., 82-5576 


Sanitation — Equipment and supplies — 

Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 4500. Plumbing, 
heating, and sanitation equipment mi- 
croform, 82-4825, 82-4826 


Santa Maria (Calif.) — Climate — Statistics 
— Periodicals. 
Local climatological data. Santa Maria, 
California, annual summary with com- 
parative data., 82-4657 


Satellite solar power stations. 

Analysis of a phase-locked loop to sup- 
press interference from a_ satellite 
power satellite /, 82-4701 

Analysis of interference caused by the 
solar power satellite to satellite earth 
terminals /, 82-4702 

Analysis of interference from the solar 
power satellite to general electronics 
systems /, 82-4703 
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Saturn (Planet) Exploration Congresses. 


Saturn (Planet) — Exploration — 
Congresses. 
The Saturn system /, 82-6130 


Saturn probes — Congresses. 
The Saturn system /, 82-6130 


Savannah (Ga.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Savannah, 
Georgia, annual summary with com- 
parative data., 82-4659 


Scaffolding — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 5400. Prefabricated 
structures and scaffolding microform, 
82-4859 


Scanning systems. 
A parametric study of aliasing error for a 
narrow field of view scanning radiome- 
ter /, 82-6114 


School buildings — United States — 
Bibliography — Catalogs. 
School administration, 

equipment., 82-5611 


buildings and 


School children — Transportation — 
Congresses. 
Conference on Child Passenger Protec- 
tion /, 82-6507 


School integration — Research — United 
States — Periodicals. 
Grants for research on desegregation., 
82-5236 


School management and organization — 
United States — Bibliography — Catalogs. 
School administration, buildings and 

equipment., 82-5611 


Science — Research grants — United States 
— Periodicals. 
Federal funds for research and develop- 
ment., 82-6177 


Science — United States — Experiments — 
Bibliography — Catalogs. 
Science experiments and projects., 82- 
5618 


*Science — United States — statistics. 
Academic science, scientists and engi- 
neers /, 82-6178 


Science and law — Periodicals. 
Report on the activities of the Committee 
on Commerce, Science, and Transpor- 
tation., 82-6551 


Science and state — United States. 
Major science and technology issues : 
study /, 82-5513 
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Scientific apparatus and instruments industry 
— United States — Employees — 
Statistics. 

Occupational employment : engineering 
and scientific instruments industry, 
June 1971 /, 82-5983 


Scientists — Employment — United States 
— Statistics — Periodicals. 
Academic science, scientists and engi- 
neers /, 82-6178 


Scintillators. 
Effect of neutron-induced background ra- 
diations on thin imaging scintillators /, 

82-6674 


Scottsbluff (Neb.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Scottsbluff, 
Nebraska, annual summary with com- 
parative data., 82-4668 


Scrap metals — Recycling. 
Process for recovering chromium and 
other metals from superalloy scrap /, 
82-5884 


Pyrometallurgical recovery of chromium 
from scrap metals : laboratory studies / 
82-5885 


Screens — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 5335, 5340. Metal 
screening : miscellaneous hardware mi- 
croform, 82-4856, 82-4876 


Screws — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 5305. Screws micro- 
form, 82-4845, 82-4846 


Scuba diving. 
Attempts to correct swimming errors /, 
82-5112 


Swimming accuracy and consistency of 
scuba divers under conditions of low 
visibility /, 82-5110 


Sea birds — Atlantic Coast (U.S.) — 

Atlases. 

Atlas of gull and tern colonies : North 
Carolina to Key West, Florida (includ- 
ing pelicans, cormorants and skimmers) 
/, 82-5922 


Secondary recovery of oil. 

Conference on Microbiological Processes 
Useful in Enhanced Oil Recovery : 
final report, August 29,—September 1, 
1979, San Diego, California /, 82- 
5189 


Securities — United States. 
United States of America, treasury bonds 
of 2001., 82-6241, 82-6251 
United States of America, treasury bonds 
of 2006-2011., 82-6246 
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United States of America, treasury notes 
of April 15, 1988, series D-1988., 82- 
6242 


United States of America, treasury notes 
of April 30, 1983, series Q-1983., 82- 
6243 


United States of America, treasury notes 
of July 15, 1988, series E-1988., 82- 
6252 


United States of America, treasury notes 
of July 31, 1983, series T-1983., 82- 
6253 


United States of America, treasury notes 
of June 30, 1983, series S-1983., 82- 
6249 


United States of America, treasury notes 
of June 30, 1985, series H-1985., 82- 
6250 


United States of America, treasury notes 
of March 31, 1983, series P-1983., 82- 
6239 


United States of America, treasury notes 
of March 31, 1985, series G-1985., 82- 
6240 


United States of America, treasury notes 
of May 15, 1984, series K-1984., 82- 
6244 


United States of America, treasury notes 
of May 15, 1991, series A-1991., 82- 
6245 


United States of America, treasury notes 
of May 31, 1983, series R-1983., 82- 
6247 


United States of America, treasury notes 
of November 15, 1986, series E-1986., 
82-6248 


Securities — United States — Bibliography 
— Catalogs. 


Securities and investments., 82-5645 


Security, International. 

Strategic weapons proposals : hearings 
before the Committee on Foreign Rela- 
tions, United States Senate, Ninety-sev- 
enth Congress, first session, on the for- 
eign policy and arms control implica- 
tions of President Reagan’s strategic 
weapons proposals., 82-6837 


Security, International — Bibliography — 
Catalogs. 


Disarmament and arms control., 82-5572 


Security Assistance Program. 
The roles and functions of overseas Secu- 
rity Assistance Offices need to be clari- 

fied : report /, 82-5494 


Security systems — United States. 

Defense needs better system for assuring 
adequate security at reasonable cost on 
U.S. bases : report to the Congress /, 
82-5514 
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Defense needs better system for assuring 
adequate security at reasonable cost on 
U.S. Bases : report to the Congress : 
summary /, 82-5515 


Sediment control — New Mexico. 
Hydraulic sediment model study for pro- 
posed Blanco Diversion Dam modifica- 
tion /, 82-5850 


Sediment transport. 
Weir sand-bypassing systems /, 82-5029 


Sediment transport — Wyoming — East 
Fork River. 
Field data describing the movement and 
storage of sediment in the East Fork 
River, Wyoming., 82-5839 


Sedimentation and deposition — Wyoming 
— East Fork River. 
Field data describing the movement and 
storage of sediment in the East Fork 
River, Wyoming., 82-5839 


Sediments (Geology) 
Methodology for design of fine-grained 
dredged material containment areas for 
solids retention /, 82-4982 


Sediments (Geology) — Congresses. 
Environmental chemistry and cycling 
processes : proceedings of a symposium 
held at Augusta, Georgia, April 28- 
May 1, 1976 /, 82-5183 


Seepage. 
Documentation and analysis of Rock 
Island underseepage data /, 82-4990 


Segregation in education — Research — 
United States — Periodicals. 
Grants for research on desegregation., 
82-5236 


Seismic prospecting — Handbooks, manuals, 
etc. 
Guidelines for selecting seismic detectors 
for high resolution applications /, 82- 
5899 


Seismological research — Missouri — New 
Madrid, 
New Madrid seismotectonic study : activ- 
ities during fiscal year 1980 /, 82-6696 


Seismology — Iowa. 
Regional tectonics and seismicity of 
southwestern Iowa : annual report, 
May 1, 1978-April 30, 1979 /, 82-6639 


Seismology — Nebraska. 
Regional tectonics and seismicity of east- 
ern Nebraska : annual report, June 1, 
1978-May 30, 1979 /, 82-6653 


Seismometers. 
Evaluation of the seismic system for lo- 
cating trapped miners /, 82-5881 





p high resolution » a na 4, 


Seldovia (Alaska) — Maps. 
Hydrogeology of the Seldovia area, 
Alaska /, 82-5835 


Self-determination, National — Periodicals. 
Status of the world’s nations., 82-6217 


Semiconductors. 
The capabilities and limitations of auger 
sputter profiling for studies of semicon- 
ductors /, 82-4606 


Sentences (Criminal procedure) — United 
States. 
Prosecutorial discretion and federal sen- 
tencing reform /, 82-5966 


Septoria musiva — Identification. 
How to identify and control septoria leaf 
spot and canker of poplar., 82-4378 


Service industries — United States — 
Equipment and supplies Catalogs. 
Consolidated federal supply catalog iden- 

tification list. FSC 3500. Service and 
trade equipment microform, 82-4817 


Service industries — United States — 
Statistical services. 
Statistics on service industries., 


Analysis — Mathematical 


82-4604 
Sewage — 


methods. 

Thermal analysis of the Manning S-4000 
portable wastewater sampler /, 82- 
5301 


Sewage — Bibliography — Catalogs. 
Sanitation and sewage., 82-5576 


Sewage — Environmental 
Thermal analysis of the Manning S-4000 
portable wastewater sampler /, 82- 
5301 


Sewage — Environmental aspects — 
California — Los Angeles region. 
Final EIS/EIR Las Virgenes-Triunfo, 
Malibu-Topanga area wide facilities 
plan /, 82-5270 


Sewage — Environmental aspects — Maine 
— South Paris. 
Sludge disposal alternatives, South Paris, 
Maine., 82-5276 


Sewage — Environmental aspects — North 
Carolina — Wake County. 
Crabtree Creek, Wake County, North 
Carolina, interceptor sewer /, 82-5269 


Sewage — Environmental aspects — Tahoe, 

Lake, region (Calif. and Nev.) 

Technical appendices : draft environmen- 
tal impact statement : South Tahoe 
Public Utilities District and Douglas 
County Sewer Improvement District 
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No. 1, proposed wastewater treatment 
facilities /, 82-5285 


Sewage — Environmental aspects — 
Washington (State) — Spokane. 
City of Spokane combined sewer over- 
flow abatement project : draft environ- 
mental impact statement /, 82-5286 


Sewage — Microbiology. 
Evaluation of the health risks associated 
with the treatment and disposal of mu- 
nicipal wastewater and sludge /, 82- 
5300 


Sewage — Purification. 

Tertiary treatment of wastewater using a 
rotating biological coutactor system /, 
82-5058 

Sewage — Purification — Handbooks, 
manuals, etc. 

Domestic wastewater treatment., 82- 
4879 


Sewage disposal — New York Bight (N.J. 
and N.Y.) 
Final environmental impact statement on 
the ocean dumping of sewage sludge in 
the New York Bight /, 82-5273 


Sewage disposal — United States. 

Student workbook for training course on 
water supply and wastewater treatment 
and disposal systems for safety rest 
areas /, 82-6304 


Sewage disposal in rivers, lakes, etc. — 

Indiana. 

A one-dimensional steady-state, dis- 
solved-oxygen model and waste-load 
assimilation study for Little Lick and 
Big Lick Creeks, Blackford and Dela- 
ware Counties, Indiana /, 82-5830 


Sewage disposal in the ground — 

Environmental aspects. 

Evaluation of the health risks associated 
with the treatment and disposal of mu- 
nicipal wastewater and sludge /, 82- 
5300 


Sewage disposal plants — Employees — 

Diseases and hygiene. 

Evaluation of the health risks associated 
with the treatment and disposal of mu- 
nicipal wastewater and sludge /, 82- 
5300 


Sewage disposal plants — Environmental 
aspects — California. 
Draft EIS/EIR Las Virgenes-Triunfo 
Malibu-Topanga Area Wide Facilities 
Plan /, 82-5280 





Sewage disposal plants Environmental aspects California San Diego metropolitan 


Sewage disposal plants — Environmental 
aspects — California — San Diego 


metropolitan area. 

San Diego metropolitan facilities plan : 
wastewater treatment, reclamation and 
disposal, 1975-2000 /, 82-5284 


Sewage disposal plants — Equipment and 
Catalogs. 


supplies — 

Consolidated federal supply catalog iden- 
tification list. FSC 4600. Water purifi- 
cation and sewage treatment micro- 
form, 82-4827 


Sewage disposal plants — Tahoe, Lake, 
region (Calif. and Nev.) 

Technical appendices : draft environmen- 
tal impact statement : South Tahoe 
Public Utilities District and Douglas 
County Sewer Improvement District 
No. 1, proposed wastewater treatment 
facilities /, 82-5285 


Sewage disposal plants — United States. 
Tertiary treatment of wastewater using a 
rotating biological contactor system /, 
82-5058 


Sewage irrigation — Environmental aspects 
— California — Los Angeles region. 
Final EIS/EIR Las Virgenes-Triunfo, 
Malibu-Topanga area wide facilities 
plan /, 82-5270 


Sewage sludge. 
Sludge disposal alternatives, South Paris, 
Maine., 82-5276 


Sewers, Concrete. 
15 Mile Road/Edison Corridor sewer 
tunnel failure study, Detroit area, 
Michigan /, 82-4991 


Sewing-machines — Maintenance and repair. 
The US Army Ordnance Center and 
School apprenticeship program for the 
trade of sewing machine repairer., 82- 
4904 


Shale — Environmental aspects. 
Toxic effect of shale tar water /, 82- 
5221 


Shale oils — Toxicology. 
Toxic effect of shale tar water /, 82- 
5221 


Shawnee National Forest (Ill.) — Maps. 
Shawnee sportsman’s map /, 82-4358, 
82-4359, 82-4360 


Shear (Mechanics). 
Effect of shear stress on dynamic bulk 
modulus of sand /, 82-5011 


Shear, Harold E., 1918- 
Nomination—Maritime Administration : 
hearing before the Committee on Com- 
merce, Science and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on nomimation 
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of Adm. Harold E. Shear, to be admin- 
istrator, Maritime Administration, Sep- 
tember 25, 1981., 82-6777 


Shear strength of soils. 

Comparison between the strengths of un- 
disturbed and reconstituted sands from 
Niigata, Japan /, 82-5007 

In situ and laboratory determinations of 
shear and Young’s moduli for the 
Portsmouth, Ohio, gaseous diffusion 
add-on site /, 82-5027 


Shear strength of soils — Testing. 
Development of experimental concepts 
for investigating the strength behavior 
of fine-grained cohesive soil in the spa- 
celab/space shuttle zero-G environ- 
ment /, 82-6118 


Gyratory shear apparatus : design, testing 
procedures, and test results on un- 
drained sand /, 82-5010 


State of the art of undisturbed sampling 
of cohesionless soils /, 82-5015 


Sheep — Diseases. 
Biology and control of insect and related 
pests of sheep /, 82-5306 


Sheet-metal work. 
The US Army Transportation School ap- 
prenticeship program for the trade of 
sheet metal worker (aircraft)., 82-4897 


Shell Oil Company. 
Draft environmental impact statement for 
Willow Bend chemical complex near 
Edgard, Louisiana /, 82-5288 


Shells (Engineering) 

The buckling analysis of imperfection 
sensitive shell structures / Johann 
Arbocz and Charles D. Babcock, Jr., 
82-6117 


Sheltered workshops — United States. 
Stronger federal efforts needed for pro- 
viding employment opportunities and 
enforcing labor standards in sheltered 
workshops : report to the Honorable 
Barry M. Goldwater, Jr., House of 
Representatives /, 82-5489 


Shielding (Heat) 
Performance of a Haynes 188 metallic 
standoff thermal protection system at 
Mach 7/, 82-6165 


Ship-building — Law and legislation — 

United States. 

Hearing no. H.R. 3464, to amend title 10 
.. before the Seapower and Strategic 
and Critical Materials Subcommittee of 
the Committee on Armed Services, 
House of Representatives, Ninety-sev- 
enth Congress, first session, September 
24, 1981., 82-6762 
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Ship models — Testing. 
Structural tests of SL-7 ship model/, 82- 
6722 


Shipment of goods — Bibliography — 
Catalogs. 
Shipping and transportation., 82-5536 


Shipping — United States — Rates. 
A study of ocean rate disparities /, 82- 
6263 


Ships — Hydraulic equipment — Catalogs. 
Consolidated federal supply catalog iden- 
tification list. FSC 1900. Ships, small 
craft, pontoons, and floating docks mi- 
croform, 82-4793 


Ships — Hydrodynamics. 
Structural tests of SL-7 ship model/, 82- 
6722 


Ships — Maneuverability. 
Adaptive path control of surface ships in 
restricted waters : final report /, 82- 
6475 


The prediction of river tow maneuvering 
performance : final report /, 82-6474 


Ships — Maneuverability — Evaluation. 
Report to the president on an evaluation 
of devices and techniques to improve 
maneuvering and stopping abilities of 
large tank vessels /, 82-6477 


Shooting — California — Cleveland National 
Forest. 
Shooting opportunities in the Cleveland 
National Forest., 82-4314 


Shore protection. 
Practical riprap design /, 82-5019 


Shore protection — Great Lakes. 
Midsummer fun : beach restoration on 
the lower Great Lakes /, 82-4972 


Shore protection — Rhode Island. 
State of Rhode Island coastal manage- 
ment program and final environmental 

impact statement /, 82-4645 


Shreveport (La.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Shreveport, 
Louisiana, annual summary with com- 
parative data., 82-4663 


Signal generators. 
Use of radionavigational land test stations 
and signal generators., 82-6426 


Signal lights. 
The ability of color defectives to judge 
signal lights at sea /, 82-5108 


Signals and signalling, Submarine. 
The necessity for high frequency hearing 
in passive sonar listening /, 82-5105 
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Signs and sign-boards — United States. 
Readability of self-illuminated signs in a 
smoke-obscured environment /, 82- 
6451 


Silicon compounds — Evaluation. 
Evaluation of silicone fluid for replace- 
ment of PCB coolants in railway indus- 
try /, 82-6362 


Silver — Prices — United States. 
Silver prices and the adequacy of federal 
actions in the marketplace, 1979-80 : 
seventeenth report /, 82-6597 


Simonson, Frieda. 
Mrs. Frieda Simonson : report (to accom- 
pany H.R. 1608)., 82-6572 


Simulation methods. 

Closed loop models for analyzing engi- 
neering requirements for simulators /, 
82-6103 

Tactical engagement simulation training : 
a method for learning the realities of 
combat /, 82-4944 


Singular perturbations (Mathematics) 

A rapid perturbation procedure for deter- 
mining nonlinear flow solutions : appli- 
cation to transonic turbomachinery 
flows /, 82-6125 


Sipsey Wilderness (Ala.) — Maps. 
Sipsey Wilderness, William B. Bankhead 
National Forest, Alabama /, 82-4339 


Skin — Cancer — Abstracts. 


Current cancer research on etiology, epi- 
demiology, and biology of melanomas 
and other skin cancers /, 82-5702, 
82-5719 


Current cancer research on preclinical 
and clinical studies on diagnosis, prog- 
nosis, therapy, and immunology of 
melanomas and other skin cancers., 
82-5727 


Skin diving. 
Attempts to correct swimming errors /, 
82-5112 


*Skin Neoplasms — abstracts 
Current cancer research on preclinical 
and clinical studies on diagnosis, prog- 
nosis, therapy, and immunology of 
melanomas and other skin cancers., 
82-5727 


*Skin Neoplasms — directories 
Current cancer research on etiology, epi- 
demiology, and biology of melanomas 
and other skin cancers /, 82-5702, 
82-5719 


Sky Lark (Ship) 
Restoration of coastwise trading privi- 
leges to the vessel “Sky Lark” : report 
(to accompany H.R. 3126) (including 
cost estimate of the Congressional 
Budget Office)., 82-6579 





Skylight illumination., 82-5091 


Evaluation of synthetic fluorspar in BOF 
slags /, 82-5872 


Slopes (Physical geography). 

Traffic slope tests of military inventory 
items and their effectiveness in riverine 
egress tests /, 82-5018 

Sluices. 
Hydraulic sediment model study for pro- 


posed Blanco Diversion Dam modifica- 
tion /, 82-5850 


Slurry — Congresses. 

Proceedings from the Symposium on 
Design & Construction of Slurry Walls 
as as [sic] Part of Permanent Struc- 
tures., 82-6330 


Slurry — Dewatering. 
Fine coal refuse slurry dewatering /, 
82-5893 


Small business — Finance. 
Most borrowers of economic opportunity 
loans have not succeeded in business : 
report to the Congress /, 82-5459 


Most borrowers of economic opportunity 
loans have not succeeded in business : 
report to the Congress : summary /, 
82-5460 


Small business — United States. 

Impact on Small Business Administra- 
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Revision of simulation model of auto- 
mobile collisions computer program : 
investigation of new integration algo- 
rithm /, 82-6500 


Traffic accidents — Texas — Roby. 

Motor carrier accident investigation : 
Cardinal Surveys Company and 
McCaulley Independent School dis- 
trict, accident, December 8, 1978, 
Roby, Texas., 82-6339 


Traffic accidents — Virginia — Statistics. 
Vehicle accidents in highway work zones 
/, 82-6317 


Traffic accidents, investigation — United 

States. 

Tri-level study, modification : task 2, final 
report on driver/vehicle characteristics 
: related to vehicle condition and cau- 
sation and an assessment of Indiana 
PMVI effectiveness to reduce the fre- 
quency and severity of accidents causes 
by vehicular-related malfunctions/deg- 
radations /, 82-6533 


Traffic control — United States. 
Regulatory analysis for the final noise 
emission regulation for buses /, 82- 
5248 


Traffic courts — New York (State) — 
Buffalo. 
Decriminalization : administrative adjudi- 
cation /, 82-6514 


Traffic courts — North Dakota. 
Decriminalization : administrative adjudi- 
cation /, 82-6514 
Traffic courts — United States. 


The uniform traffic ticket study /, 82- 
6536 
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Traffic courts — United States — Cases. 
Non-resident violator compact fiscal 
impact/cost effectiveness : a case study 
/, 82-6510 


Traffic engineering — Florida — Miami. 
Report II-2 : evaluation of the effects of 
the I-95 exclusive bus/car pool lane 
priority system on vehicular and pas- 
senger movements /, 82-6486 


Traffic engineering — United States. 

Criteria for removing traffic signals, tech- 
nical report /, 82-6320 

Curbside pickup and delivery operations 
and arterial traffic impacts /, 82-6311 

Evaluation of priority treatments for high 
occupancy vehicles /, 82-6316 

Participant’s notebook for positive guid- 
ance. /, 82-6301 


Traffic engineering — United States — 
Simulation methods. 
Integrated traffic simulation model, phase 
I / prepared for Federal Highway Ad- 
ministration, Office of Research & De- 
velopment, Traffic Systems Division., 
82-6318 


Traffic flow — United States. 
Curbside pickup and delivery operations 
and arterial traffic impacts /, 82-6311 


Parking and traffic enforcement /, 82- 
6284 


Traffic noise — Psychological aspects. 
Laboratory study of annoyance to com- 
bined airplane and road-traffic noise /, 
82-6140 


Traffic noise — United States. 
Fundamentals and abatement of highway 
traffic noise : textbook and training 
course., 82-6294 


Traffic noise — United States — 
Measurement. 
Fundamentals and abatement of highway 
traffic noise : textbook and training 
course., 82-6294 


Increased D.U.I. enforcement program, 
Stockton, California /, 82-6531 


Traffic safety — Congresses. 
Conference on Child Passenger Protec- 
tion /, 82-6507 


Traffic safety — Louisiana — New Orleans. 

A Comparison of methods for evaluating 

network traffic control systems /, 82- 
6313 


Traffic safety — United States. 
Criteria for removing traffic signals, tech- 
nical report /, 82-6320 
Evaluation of highway safety projects : 
summary., 82-6292 





Laboratory evaluation of existing break- 
away structures /, 82-6310 

An Ounce of prevention : how medical 
professionals can work to prevent 
motor vehicle injuries., 82-6543 

Special study : fatalities and injuries asso- 
ciated with riding in cargo areas of 
pickup trucks., 82-6286 

Traffic safety — United States — 

Bibliography — Catalogs. 

Occupant protection/speed limit public 
information materails [sic] catalog no. 2 
/, 82-6523 


Traffic safety — United States — Costs. 
An Assessment of state and community 
highway safety programs, FY 1975-FY 
1979 /, 82-6509 


Traffic safety — United States — 
Evaluation. 
An Assessment of state and community 
highway safety programs, FY 1975-FY 
1979 /, 82-6509 


Traffic safety — United States — Statistics. 
Compendium of highway safety question- 
naire items /, 82-6511 


Traffic safety — Virginia. 
Vehicle accidents in highway work zones 
/, 82-6317 


Traffic safety and children — United States. 

Model regulations and public education 

for rural-suburban pedestrian safety /, 
82-6524 


Traffic saftey — New York (State) — 
Buffalo. 
Decriminalization : administrative adjudi- 
cation /, 82-6514 


Traffic saftey — North Dakota. 
Decriminalization : administrative adjudi- 
cation /, 82-6514 


Traffic signs and signals — Louisiana — 
New Orleans — Evaluation. 
A Comparison of methods for evaluating 
network traffic control systems /, 82- 
6313 


Traffic signs and signals — United States. 
Criteria for removing traffic signals, tech- 
nical report /, 82-6320 
Emergency medical services highway 
sign evaluation /, 82-6517 


Traffic signs and signals — United States — 
Break-away supports. 
Laboratory evaluation of existing break- 
away structures /, 82-6310 


Traffic violations. 
Evaluation of screening breath testing in 
traffic law enforcement /, 82-6504 
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Transportation California History. 


impact/cost effectiveness : a case study 
/, 82-6510 

The uniform traffic ticket study /, 82- 
6536 


Investigation of construction concepts for 
pavements across soft ground /, 82- 
5006 


Traffic slope tests of military inventory 
items and their effectiveness in riverine 
egress tests /, 82-5018 


Trailers — Handbooks, manuals, etc. 
Operator, organizational direct and gen- 
eral support maintenance manual for 
trailer, low bed guided missle, 7-ton, 4- 
wheel M529 (2330-780-0801)., 82-4884 


Trails — California. 
Pacific Crest National Scenic Trail /, 
82-4336 


Trails — California — History. 
Cultural resources of the California 
desert, 1776-1880 : historic trails and 
wagon roads /, 82-5941 


Training planes. 
Air Force and Navy plans to acquire 
trainer aircraft : report to the Congress 
/, 82-5504 
Air Force and Navy Plans to acquire 
trainer aircraft : report to the Congress 
: Summary /, 82-5505 


Transducers — Drift. 
Automatic and continuous transducer 
drift compensator for end point detec- 
tion systems /, 82-5882 


*Transfer Factor — abstracts 
Selected abstracts on transfer factor and 
immune RNA /, 82-5730 


Transients (Dynamics) 
Experiment data report for LOFT antici- 
pated transient experiment L6-5 /, 82- 
6669 


ORMDIN : a finite element program for 
two-dimensional nonlinear inverse heat 
conduction analysis /, 82-6673 


Transients (Dynamics) — Mathematical 
models. 
An advanced thermohydraulic simulation 
code for pool-type LMFBRs : (SSC-P 
code) /, 82-6675 


Transonic wind tunnel — Congresses. 
High Reynolds number research,, 
6137 


Transportation — California — History. 
Cultural resources of the California 
desert, 1776-1880 : historic trails and 
wagon roads /, 82-5941 


82- 
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Transportation Energy conservation. 


Transportation — Energy conservation. 
Energy in transportation /, 82-6273 


Report on the activities of the Committee 
on Commerce, Science, and Transpor- 
tation., 82-6551 


Shipping and transportation., 82-5536 


Transportation — United States — Energy 
conservation. 


Freight transportation energy use /, 82- 
6271 


State energy conservation activities /, 
82-6336 


Transportation — United States — Planning. 
Landside transportation at ports : a pre- 
liminary assessment of transportation 
connectivity problems at U.S. ports /, 
82-6261 


Rail transportation requirements for coal 
movement in 1985 /, 82-6269 


Transportation — United States — Rates. 
A Long-term study of produce transpor- 
tation /, 82-6369 


Transportation, Automotive — United States 
— Freight. 
A Study of trucking service in six small 
communities /, 82-6265 


Transportation, Automotive — United States 
— Freight — Energy consumption. 
The Effect of economic regulation on 
fuel-use efficiency in private trucking 
operations., 82-6259 


Transportation consultants — United States 
— Selection and appointment. 
Architectural, engineering and planning 

consultant services for airport grant 
projects., 82-6412 


Transportation planning — Information 
services — United States. 
Commercial data sources for transporta- 
tion planning /, 82-6478 


Transportation planning — Tennessee. 
Ridesharing versus road building 
TVA experience., 82-6482 


: the 


Trenton (N.J.) — Climate — Statistics — 
Periodicals. 
Local climatological data. Trenton, New 
Jersey, annual summary with compara- 
tive data., 82-4677 


Triangulation. 
Analytical aerial triangulation : Georgia 
project., 82-6334 
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Troposphere. 
Disproportionation reactions of small in- 
organic radicals in the context of inter- 
mediate complex formation /, 82-6443 


Truck parking — United States. 
Curbside pickup and delivery operations 
and arterial traffic impacts /, 82-6311 


Trucks. 

Motor carrier accident investigation : 
Cardinal Surveys Company and 
McCaulley Independent School dis- 
trict, accident, December 8, 1978, 
Roby, Texas., 82-6339 


Trucks — Maintenance and repair. 
The US Army Ordnance Center and 
School apprenticeship program for the 
trade of truck mechanic., 82-4902 


Tubes — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 4720. Hose and 
tubing, flexible microform, 82-4828, 
82-4829 


Consolidated federal supply catalog iden- 
tification list. FSC 4730. Fittings and 
specialities; hose, pipe, and tube., 82- 
4830 


Tuition tax credits — United States. 

Tuition tax credits : hearings before the 
Subcommittee on Taxation and Debt 
Management of the Committee on Fi- 
nance, United States Senate, Ninety- 
seventh Congress, first session., 82- 
6826 


Tumor proteins — Abstracts. 

Current cancer research on myeloma pro- 
teins, other paraproteins, myelomas, 
and other monoclonal gammopathies., 
82-5704 


Tumors — Abstracts. 
Current cancer research on animal, tissue, 
chemical and viral supply sources for 
cancer research., 82-5696 


Tumors, Radiation-induced — Abstracts. 
Current cancer research on radiation car- 
cinogenesis and related radiobiology., 
82-5687 


Tuna fisheries — Pacific coast (United 
States and Canada) — Equipment and 
supplies. 

Fishing methods and equipment of the 
U.S. west coast albacore fleet /, 82- 
4641 


Tuna fishing — Equipment and supplies. 
Fishing methods and equipment of the 
U.S. west coast albacore fleet /, 82- 
4641 
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Tunnel detection — Handbooks, manuals, 
etc. 
Handbook of geophysical cavity-locating 
techniques with emphasis on electrical 
resistivity /, 82-6333 


Tunnel lining — Congresses. 

Proceedings from the Symposium on 
Design & Construction of Slurry Walls 
as as [sic] Part of Permanent Struc- 
tures., 82-6330 


Tunneling. 

Feasibility study of an earth melting pen- 
etrator system for geoprospecting 
tunnel right-of-ways /, 82-5012 

— Congresses. 

Proceedings from the Symposium on 

Design & Construction of Slurry Walls 


as as [sic] Part of Permanent Struc- 
tures., 82-6330 


Tunnels — Design and construction. 
Tunnel design by rock mass classifica- 
tions /, 82-4989 


Tunnels — Michigan — Detroit. 
15 Mile Road/Edison Corridor sewer 
tunnel failure study, Detroit area, 
Michigan /, 82-4991 


Turbines — Aerodynamics. 
Study of mean-and turbulent velocity 
fields in a large-scale turbine-vane pas- 
sage /, 82-6107 


Turbines — Catalogs. 

Consolidated federal supply catalog iden- 
tification list. FSC 2835. Gas turbines 
and jet engines, except aircraft; and 
components microform, 82-4797 


Turboengines — Blades — Testing. 
Performance of two-stage fan having 
low-aspect-ratio, first-stage rotor blad- 
ing /, 82-6142 


Turbomachines — Blades — Design and 
construction. 

A rapid perturbation procedure for deter- 
mining nonlinear flow solutions : appli- 
cation to transonic turbomachinery 
flows /, 82-6125 


Turbulence. 
Design and experimental results for a 
Natural-Laminar-Flow airfoil for gen- 
eral aviation application /, 82-6173 


Two-phase flow — Instruments. 
Advanced two-phase flow instrumenta- 
tion program quarterly progress report 
for January-March 1979 /, 82-6637 
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U.S. Army Signal School — Curricula. 
The US Army Signal School apprentice- 
ship program for the trade of aircraft 
electrical mechanic., 82-4901 


The US Army Signal School apprentice- 
ship program for the trade of aircraft 
engine mechanic (turbine)., 82-4925 

The US Army Signal School apprentice- 
ship program for the trade of automat- 
ic equipment technician., 82-4910 

The US Army Signal School apprentice- 
ship program for the trade of cable 
splicer., 82-4909 

The US Army Signal School apprentice- 
ship program for the trade of central 


office telephone installer and repairer., 
82-4900 


The US Army Signal School apprentice- 
ship program for the trade of electrical 
repairer., 82-4931 


The US Army Signal School apprentice- 
ship program for the trade of electri- 
cian, radio., 82-4919 


The US Army Signal School apprentice- 
ship program for the trade of electron- 
ic technician (communication)., 82- 
4927 

The US Army Signal School apprentice- 
ship program for the trade of electron- 
ics mechanic (computer)., 82-4917 


The US Army Signal School apprentice- 
ship program for the trade of electron- 


ics mechanic (RADAR)., 82-4929 


The US Army Signal School apprentice- 
ship program for the trade of field en- 
gineer (microwave)., 82-4926 


The US Army Signal School apprentice- 
ship program for the trade of instru- 
ment repairer (electronic)., 82-4915 


The US Army Signal School apprentice- 
ship program for the trade of line in- 
staller-repairer., 82-4918 


The US Army Signal School apprentice- 
ship program for the trade of office 
machine servicer., 82-4913 


The US Army Signal School apprentice- 
ship program for the trade of photog- 
rapher, motion picture., 82-4923 


The US Army Signal School apprentice- 
ship program for the trade of photog- 
rapher, still., 82-4916 


The US Army signal School apprentice- 
ship program for the trade of photo- 
graphic equipment maintenance techni- 
cian., 82-4922 

The US Army Signal School apprentice- 
ship program for the trade of produc- 
tion coordinator (television and radio 
broadcasting)., 82-4928 





The US Army Signal School apprentice- 
ship program for the trade of radio and 
television repairer., 82-4911 

The US Army Signal School apprentice- 
ship program for the trade of radio 
communications technician., 82-4896 

The US Army Signal School apprentice- 
ship program for the trade of radio me- 
chanic., 82-4921 


The US Army Signal School apprentice- 
ship program for the trade of radio op- 
erator., 82-4914 


The US Army Signal School apprentice- 
ship program for the trade of tele- 
graphic-teletypewriter operator., 82- 
4920 

The US Army Signal School apprentice- 
ship program for the trade of televi- 
sion-cable installer., 82-4930 


*U.S. Bureau of Health Insurance End-State 
Renal Disease Program. 
Implementing the End-Stage Renal Dis- 
ease Program of Medicare., 82-5777 


U.S. Commercial Service — Directories. 
U.S. Commercial Service offices and the 
Foreign Commercial Service posts : a 
guide for business., 82-4707 


U.S. Consumer Product Safety Commission 
— Bibliography — Catalogs. 
Consumer Product Safety Commission 
publications., 82-5641 


U.S. Nuclear Regulatory Commission. 
Standard distribution for unclassified U.S. 
Nuclear Regulatory Commission publi- 
cations., 82-6619, 82-6620 


U.S. Nuclear Regulatory Commission — 
Archives. 
Public document room users guide /, 
82-6618 


Uinta National Forest (Utah) — Maps. 
Uinta National Forest, Utah, travel plan/ 
recreation guide., 82-4340 


Ultrastructure (Biology) — Atlases. 
A scanning electron microscope survey 
of the epidermis of East African 
grasses, I /, 82-6232 


Underdeveloped areas — Food relief. 

Food for development program con- 
strained by unresolved management 
and policy questions : report to the 
Congress /, 82-5490 


Food for development program con- 
strained by unresolved management 
and policy questions : summary : report 
to the Congress /, 82-5491 


Underdeveloped areas — Food supply. 

AID and universities have yet to forge an 
effective partnership to combat world 
food problems : report to the Congress 
/, 82-5495 
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Underdeveloped areas — Population. 
Nuptiality patterns in ing coun- 
tries : implications for fertility /, 82- 
6225 


Underground nuclear explosions — Nevada 


— Bibliography. 

Bibliography of reports by U.S. Geologi- 
cal Survey personnel pertaining to un- 
derground nuclear testing and radioac- 
tive waste disposal at the Nevada Test 
Site, and radioactive waste disposal at 
the WIPP Site, New Mexico, January 
1, 1979, to December 31, 1979 /, 82- 
5834 


Underwater acoustics. 
The necessity for high frequency hearing 
in passive sonar listening /, 82-5105 


Underwater acoustics — Instruments. 

Ocean environmental influences of tem- 
perature and mechanical stress on bare 
fiber-optic sensors of acoustic pressures 
/, 82-5130 


Underwear industry — United States — 
Statistics — Periodicals. 
Current industrial reports. Series MA- 
23G, Underwear and nightwear., 82- 
4587 


Underwear and nightwear, 82-4587 


Organizational and direct support mainte- 
nance manual : general repair proce- 
dures for clothng and individual equip- 
ment., 82-4885 


Union Station (Washington, D.C.) 

Union Station—National Vistor Center : 
hearing before the Committee on Envi- 
ronment and Public Works, United 
States Senate, Ninety-seventh Con- 
gress, first session, on S. 548 ... and S. 
1192 ... July 20, 1981., 82-6886 


United Nations. 
The United Nations, 1976 : report to the 
Committee on Foreign Relations, 
United States Senate /, 82-6838 


United States. 
Indexed legislative history of the “Juve- 
nile Justice Amendments of 1980.”, 
82-5953 


Legislative history of the Fair Labor 
Standards Amendments of 1977 /, 82- 
6868 


United States. Army — Procurement. 
Impact on Small Business Administra- 
tion’s section 8(a) program of federal 
ADP and other high technology pro- 
curements : hearings before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
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tives, Ninety-seventh 
session, April 7 and 29, 1981., 


United States. Action. 

The Vietnam veterans leadership pro- 
gram/Action : hearing before the Sub- 
committee on Education, Training, and 
Employment of the Committee on Vet- 
erans’ Affairs, House of Representa- 
tives, Ninety-seventh Congress, first 

session, October 20, 1981., 82-6910 


United States. Action — Bibliography — 


first 
82-6845 


Action Agency publications., 82-5632 


United States. Advisory Commission on 
Intergovernmental Relations — 


Periodicals. 
ACIR, the year in review, 
Annual report., 82-6606 


82-6606 


United States. Agency for International 

Development. 

AID and universities have yet to forge an 
effective partnership to combat world 
food problems : repori to the Congress 
/, 82-5495 


United States. Air Force — Aviation 
electronics technicians. 

Avionics maintenance training : relative 
effectiveness of 6883 simulator and 
actual equipment : test and evaluation 
plan /, 82-5159 


United States. Air Force — Equipment — 
Maintenance and 
Maintenance training system : 6883 con- 
verter/flight control test station /, 82- 
5155 


United States. Air Force — Facilities — 
Handbooks, manuals, etc. 
Raised floor systems /, 82-4878 


United States. Air Force — Handbooks, 
manuals, etc. 

Airdrop of supplies and equipment : 
ging communications shelters 
power unit., 82-4889 

Airdrop of supplies and equipment 
ging 4.2-inch mortar., 82-4890 

Domestic wastewater treatment., 
4879 


Drainage and erosion control : subsurface 
drainage facilities for airfield pave- 
ments., 82-4880 


Raised floor systems /, 82-4878 
Search and rescue 


and 
: rig- 


82- 


82-5141 


United States. Air Force — Handbooks, 
manuals, etc. — Bibliography — Catalogs. 
United States Air Force manuals., 82- 

5594 


: survival., 


United States. Air Force — Officers. 
Concepts of Air Force leadership /, 82- 
5142 
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United States. Air Force — Personnel 
management. 
Maintenance training simulators design 
and acquisition : summary of current 
procedures /, 82-5161 


United States Air Force — Procurement. 
Air Force and Navy Plans to acquire 
trainer aircraft : report to the Congress 
: summary /, 82-5505 


United States. Air Force — Procurement. 
Air Force and Navy plans to acquire 
trainer aircraft : report to the Congress 
/, 82-5504 


United States. Air Force — Recruiting, 
enlistment, etc. 
The Air Force, the future, and you : a 
guide to Air Force opportunity., 82- 
5140 


United States. Air Force — Vocational 
guidance. 


Vocational interest-career examination : 
use and application in counseling and 
job placement /, 82-5148 


United States — 
expenditures, 1982. 
ents of Commerce, Justice, and 
State, the Judiciary, and related agen- 
cies appropriation bill, 1982 : report (to 
accompany H.R. 4169)., 82-6566 


Departments of State, Justice, and Com- 
merce, the Judiciary, and related agen- 
cies appropriations for fiscal year 1982 
: hearings before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-seventh Con- 
gress, first session, on H.R. 4169 ...., 
82-6758 


Making further continuing appropriations 
for the fiscal year ending September 
30, 1982, and for other purposes : con- 
ference report (to accompany H.J. 
357)., 82-6593 


United States — Armed Forces. 

Personal property claims and general 
claims administration within the De- 
partment of Defense : hearing before 
the Subcommittee on Administrative 
Law and Governmental Relations of 
the Committee on the Judiciary, House 
of Representatives, Ninety-seventh 
Congress, first session, on personal 
property claims and general claims ad- 
ministration within the Department of 
Defense, March 5, 1981., 82-6856 


United States — Armed Forces — 
Bibliography — Catalogs. 
Armed Forces., 82-5575 


United States — Armed Forces — 
Mobilization. 
Military readiness, mobilization Planning 
and Civil Preparedness : issues for 
planning /, 82-5516 
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United States — Armed Forces — 
Mobilization. 
Manpower effectiveness of the All-Vol- 
unteer Force : report to the Congress / 
, 82-5484 


United States — Armed Forces — Pay 
allowances, etc. 

Preliminary analysis of military compen- 
sation systems in the United States and 
five other countries : a report /, 82- 
5481 


United States — Armed Forces — 
Procurement — Bibliography — Catalogs. 
How to sell to the Department of De- 

fense., 82-5541 


Procurement, supply cataloging, and clas- 
sification., 82-5574 


United States — Armed Forces — 
Recruiting, enlistment, etc. 
Manpower effectiveness of the All-Vol- 
unteer Force : report to the Congress / 
, 82-5484 


United States — Armed Forces — Supplies 
and stores — Bibliography — Catalogs. 
Defense supply and logistics., 82-5623 


United States — Armed Forces — Travel 
regulations. 
Joint travel regulations. Volume 2. De- 
partment of Defense civilian person- 
nel., 82-4715 


United States — Armed Forces — Weapons 
systems. 
Decisions to be made in charting future 
of DOD’s assault breaker : report to 
the Congress /, 82-5502, 82-5503 


United States — Armed Forces — Women. 
Male and female soldiers’ beliefs about 
the “appropriateness” of various jobs 
for women in the Army /, 82-4942 


United States. Army — Aviation. 
Aviation /, 82-4952 


United States. Army — Bibliography — 


Catalogs. 
Army technical and field manuals., 
5585 


82- 


United States. Army. Corps of Engineers. 
Engineer /, 82-4953 


United States. Army. Corps of Engineers — 
Bibliography — Catalogs. 
United States Army Corps of Engineers., 
82-5629 


United States. Army. Corps of Engineers — 


Engineers of independence : a documen- 
tary history of the Army Engineers in 
the American Revolution, 1775-1783 /, 
82-5031 
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United States. Army — 
Maintenance management /, 82-4965 


United States. Army — Equipment — 
Maintenance and repair. 

The US Army Ordnance Center and 
School apprenticeship program for the 
trade of artillery repairer., 82-4907 


Organizational and direct support mainte- 
nance manual : general repair proce- 
dures for clothng and individual equip- 
ment., 82-4885 


United States. Army — Equipment — 
Quality control. 
Management summary : Facilities Engi- 
neering Equipment Maintenance 
System (FEEMS) /, 82-5059 


United States. Army — Facilities. 
Project development guidelines for con- 
verting army installations to coal use /, 
82-5061 


United States. Army — Facilities — 
Handbooks, manuals, etc. 


Raised floor systems /, 82-4878 


United States. Army — Finance. 
Comptroller /, 82-4960 


Finance /, 82-4959 
United States. Army — Guided missile 


personnel. 
Missile materiel management /, 82-4961 


United States. Army — Handbooks, 
manuals, etc. 

Airdrop of supplies and equipment : rig- 
ging communications shelters and 
power unit., 82-4889 

Airdrop of supplies and equipment : rig- 
ging 4.2-inch mortar., 82-4890 

Automatic data _ telecc 
center operator., 82-4891 

Conversion of Warsaw Pact grids to 
UTM grids., 82-4893 

Domestic wastewater treatment., 82- 
4879 

Drainage and erosion control : subsurface 
drainage facilities for airfield pave- 
ments., 82-4880 

Drainage and erosion-control structures 
for airfields and heliports., 82-4881 


82-4892 

Health service support in a communica- 
tions zone., 82-4888 

Operator, organizational direct and gen- 
eral support maintenance manual for 
trailer, low bed guided missle, 7-ton, 4- 
wheel M529 (2330-780-0801)., 82-4884 

Organizational and direct support mainte- 
nance manual : general repair proce- 


ications 





Flute player., 
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ment., 82-4885 

Railroad design and construction at 
Army and Air Force installations., 
82-4883 

Raised floor systems /, 82-4878 

Repair of rigid pavements using epoxy 
resin grouts, mortars and concretes., 
82-4882 


Special electronic devices repairer., 82- 
4886 


Tacfire operations specialist., 82-4887 
Unit air movement planning., 82-4894 
United States. Army — Inventory control. 
Opportunities still exist for the Army to 
save millions annually through im- 
proved retail inventory management : 
report to the Congress /, 82-5497 


Opportunities still exist for the Army to 
save millions annually through im- 
proved retail inventory management : 
report to the Congress : summary /, 
82-5498 


United States. Army — Medical care — 
Handbooks, manuals, etc. 
Health service support in a communica- 
tions zone., 82-4888 


United States. Army — Officer efficiency 


reports. 

Relationship between officer duty per- 
formance and certain measures of po- 
tential /, 82-4945 


United States. Army — Officers. 
Administrative and personnel systems 
management /, 82-4958 


Air defense artillery /, 82-4951 

Aviation /, 82-4952 

Chemical /, 82-4962 

Comptroller /, 82-4960 

Counter-intelligence (CI)/human_intelli- 
gence (HUMINT) /, 82-4956 

Engineer /, 82-4953 

Finance /, 82-4959 

Maintenance management /, 82-4965 


Marine and terminal operations /, 82- 
4964 


Materiel/services management 
4966 


Missile materiel management /, 82-4961 


Munitions materiel management /, 82- 
4963 


Personnel programs management /, 82- 
4957 


Procurement /, 82-4968 

Tactical (combat support)/strategic intel- 
ligence /, 82-4955 

Training developments /, 82-4954 


Transportation management /, 82-4967 


/, 82- 
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Validity of peer ratings obtained during 
ranger training /, 82-4941 
United States. Army — Officers’ handbooks. 
Student guide : armor officer basic course 
: tank platoon leader., 82-4877 


United States. Army — Personnel 
management. 


The army needs to improve individual 
soldier training in its units : report to 
the Congress summary /, 82-5452 

United States. Army — Personnel 


management. 

Administrative and personnel systems 
management /, 82-4958 

The army needs to improve individual 
soldier training in its units : report to 
the Congress /, 82-5483 


Personnel programs management /, 82- 
4957 


United States. Army — Procurement. 
Procurement /, 82-4968 


United States. Army — Supplies and stores. 

Materiel/services management /, 82- 
4966 

Opportunities still exist for the Army to 
save millions annually through im- 
proved retail inventory management : 
report to the Congress /, 82-5497 

Opportunities still exist for the Army to 
save millions annually through im- 
proved retail inventory management : 
report to the Congress : summary /, 
82-5498 


United States. Army — Transport service. 
Transportation management /, 82-4967 


United States. Army Materiel Development 
and Readiness Command. 
The sights and sounds of DARCOM 
motion picture /, 82-4935 
The sights and sounds of DARCOM vi- 
deorecording /, 82-4936 


United States. Bureau of Land Management 


Catalogs. 
Bureau of Land Mangement publications., 
82-5624 


United States. Bureau of Naval Personnel — 


Bibliography — Catalogs. 

Naval Personnel Bureau and Naval Edu- 
cation and Training Command publica- 
tions., 82-5592 


United States. Bureau of Reclamation — 


Bibliography — Catalogs. 
Bureau of Reclamation publications., 82- 
5622 
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U.S. Bureau of Reclamation. Concrete and Structural Branch History. 


United States. Bureau of Reclamation. 
Concrete and Structural Branch — 


History. 
Bureau of Reclamation, Concrete Labo- 
ratory : fifty years., 82-5844 


United States — Census, 20th, 1980. 
1980 census of population and housing : 
Idaho, final population and housing 
unit counts., 82-4599 


United States. Civil Aeronautics Board — 
Appointments, promotions, salaries, etc. 
Nomination—Civil Aeronautics Board : 

hearing before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on nomination 
of Clinton Dan McKinnon, to be chair- 
man, Civil Aeronautics Board, October 
21, 1981., 82-6778 


United States. Civil Aeronautics Board — 
Bibliography — Catalogs. 
Civil Aeronautics Board publications., 
82-5595 


United States. Civil Aeronautics Board — 
Rules and practice. 
Agenda of significant regulations., 
4710 


82- 


United States — Civil defense. 
Electric power emergency handbook /, 
82-5228 
Military readiness, mobilization Planning 
and Civil Preparedness : issues for 
planning /, 82-5516 


United States — Civil defense — 
Bibliography — Catalogs. 
Disaster preparedness and civil defense., 
82-5617 


United States. Coast Guard. 

Semi-paratus, the United States Coast 
Guard, 1981 : oversight report of the 
Committee on Merchant Marine and 
Fisheries together with additional 
views., 82-6594 


United States. Coast Guard — Bibliography. 
United States Coast Guard publications., 
82-5631 


United States — Commerce. 

Impact of Canadian investment and 
energy policies on U.S. commerce : 
hearings before the Subcommittee on 
Oversight and Investigations and the 
Subcommittee on Telecx ications, 
Consumer Protection, and Finance of 
the Committee on Energy and Com- 
merce, House of Representatives, 
Ninety-seventh Congress, first session, 
June 19, July 9, and August 6, 1981., 
82-6809 


Landside transportation at ports : a pre- 
liminary assessment of transportation 
connectivity problems at U.S. ports /, 
82-6261 
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United States — Commerce — Bibliography 


Catalogs. 
Foreign trade and tariff., 


82-5569 


United States — Commerce — China. 
Adventures in the China trade motion 
picture /, 82-4686 


Adventures in the China trade videore- 
cording /, 82-4687 


United States — Commerce — Periodicals. 
Report on the activity of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, for the ... 
Congress., 82-6550 


United States — Commerce — Statistics — 
Periodicals. 
Schedule B commodity by country, 
4589, 82-4590 


U.S. exports. Schedule B commodity by 
country., 82-4589, 82-4590 


82- 


United States. Commodity Futures Trading 
Commission — Appointments, promotions, 
salaries, etc. 

Nominations of Dr. Susan M. Phillips to 
be a commissioner of the Commodity 
Futures Trading Commission and Ev- 
erett Rank to be a member of the 
board of directors of the Commodity 
Credit Corporation : hearing before the 
Committee on Agriculture, Nutrition, 
and Forestry, United States Senate, 
Ninety-seventh Congress, first session, 
October 21, 1981., 82-6755 


United States. Congress — Bibliography — 
Catalogs. 
Congress., 82-5602 

United States. Congress. House — 
Appropriations and expenditures — 
Periodicals. 

Report of the Clerk of the House from 
«-» 82-6569 


United States. Congress. House. Committee 
on Agriculture — Periodicals. 

Minutes of the business meetings and 
hearings of the Committee on Agricul- 
ture, House of Representatives (pursu- 
ant to Committee rule IVf), 82-6731 


United States. Congress. House. Committee 
on Armed Services — Bibliography — 
Periodicals. 

Reports on legislation made by the House 
Committee on Armed Services during 
the ... sessions of the ... Congress., 82- 
6760 


United States. Congress. House. Committee 
on Foreign Affairs — Rules and practice 
— Periodicals. 

Rules of the Committee on Foreign Af- 
fairs, House of Representatives., 82- 
6828 
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practice 

Rules of the Committee on Government 
Operations, House of Representatives 
together with selected rules of the 
House of Representatives (including 
clause 2 of House rule XI)., 82-6843, 
82-6844 


United States. Congress. House. Committee 
on House Administration — Periodicals. 
Report on the activities of the Committee 

on House Administration of the House 
of Representatives during the ... Con- 
gress., 82-6548 


United States. Congress. House. Committee 
on Interior and Insular Affairs — 
Periodicals. 

Legislative and review activities of the 
Committee on Interior and Insular Af- 
fairs of the House of Representatives 
during the ... Congress pursuant to 
clause 1(d) of rule XI of the rules of 
the House of Representatives., 82- 
6549 


United States. Congress. House. Committee 
on Interstate and Foreign Commerce — 
Periodicals. 

Report on the activity of the Committee 
on Interstate and Foreign Commerce, 
House of Representatives, for the ... 
Congress., 82-6550 


United States. Congress. House. Committee 
on Ways and Means — Periodicals. 
Legislative record of the Committee on 

Ways and Means, U.S. House of Rep- 
resentatives along with brief historical 
and other pertinent information con- 
cerning the Committee., 82-6914 


United States. Congress. House — Ethics. 
Instructions for completing financial dis- 
closure statement required by Ethics in 
Government Act of 1978 for use by 
members, officers, and employees of 
the Legislative branch /, 82-6601 


United States. Congress. House — Officials 
and employees — Periodicals. 
Report of the Clerk of the House from 
wy 82-6569 


United States. Congress. House — 

Periodicals. 

Report on the activities of the Committee 
on House Administration of the House 
of Representatives during the ... Con- 
gress., 82-6548 


United States. Congress. House — Salaries, 
pensions, etc. 

Amending House Rule XLVII of the 
Rules of the House of Representatives 
relating to limitation on outside earned 
income : report (to accompany H. Res. 
251)., 82-6586 
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United States. Congress — Privileges and 
immunities — Periodicals. 
Court proceedings and actions of vital 
interest to the Congress, 82-6854 


Report of the Committee on the Judici- 
ary, House of Representatives ... identi- 
fying court proceedings and actions of 
vital interest to the Congress., 82- 
6854 


United States. Congress. Senate. Committee 
on Appropriations — Appropriations and 
expenditures. 

Allocation to subcommittees of budget 
totals from the first concurrent resolu- 
tion, fiscal year 1982 : report., 82- 
6553 


United States. Congress. Senate. Committee 
on Armed Services — Periodicals. 
Report on the activities of the Committee 
on Armed Services, United States 
Senate., 82-6552 


United States. Congress. Senate. Committee 
on Commerce, Science, and Transportation 
— Periodicals. 

Report on the activities of the Committee 
on Commerce, Science, and Transpor- 
tation., 82-6551 


United States. Congress. Senate. Committee 
on Labor and Human Resources — Rules 
and practice — Periodicals. 

Rules of procedure of the Senate Comit- 
tee on Labor and Human Reources /, 
82-6878 


United States. Congress. Senate. Special 
Committee on Aging — Bibliography — 
Periodicals. 

Publications list /, 82-6734 


United States — Constitutional law — 

Amendments. 

Balancing the budget : hearing before the 
Subcommittee on the Constitution of 
the Committee on the Judiciary, 
United States Senate, Ninety-seventh 
Congress, first session, on S.J. Res. 58, 
Phoenix, Ariz., May 29, 1981., 82- 
6861 


United States — Constitutional law — Cases 
— Periodicals. 
Court proceedings and actions of vital 
interest to the Congress, 82-6854 


Report of the Committee on the Judici- 
ary, House of Representatives ... identi- 
fying court proceedings and actions of 
vital interest to the Congress., 82- 
6854 


United States. Court of Claims — 
Bibliography — Catalogs. 
United States Court of Claims reports., 
82-5593 





U.S. Dept. of Energy Appropriations and expenditures Periodicals. 


United States. Court of Customs and Patent 
Appeals — Bibliography — Catalogs. 
U.S. Court of Customs and Patent Ap- 
peals reports and U.S. Customs Court 
reports., 82-5539 


United States. Customs Court — 


Bibliography — Catalogs. 

U.S. Court of Customs and Patent Ap- 
peals reports and U.S. Customs Court 
reports., 82-5539 


United States — Defenses — Bibliography 
— Cai 


National defense and security., 82-5583 


United States — Defenses — Periodicals. 
CFR. 32, National defense, 82-5656, 
82-5657, 82-5658, 82-5659, 82-5660 


Code of federal regulations. 32, National 
defense., 82-5656, 82-5657, 82-5658, 
82-5659, 82-5660 


National defense, 82-5656, 82-5657, 
82-5658, 82-5659, 82-5660 


United States. Dept. of Commerce. 
Adventures in the China trade motion 
picture /, 82-4686 


Adventures in the China trade videore- 
cording /, 82-4687 


United States. Dept. of Commerce — Data 
processing. 
Automated data processing security 
manual., 82-4465 


United States. Dept. of Commerce — 
Officials and employees — Travel 
regulations. 


Tips to the traveler., 82-4464 


United States. Dept. of Defense. 
Decisions to be made in charting future 
of DOD’s assault breaker : report to 
the Congress /, 82-5502, 82-5503 


How to sell to the Department of De- 
fense., 82-5541 


United States. Dept. of Defense — 

Appropriations and expenditures. 

An Act to Authorize Suppplemental Ap- 
propriations for Fiscal Year 1981 for 
the Armed Forces for Procurement of 
Aircraft, Missiles, Naval Vessels, and 
Tracked Combat Vehicles and for Re- 
search, Development, Test, and Evalu- 
ation, to Increase the Authorized Per- 
sonnel End Strengths for Military and 
Civilian Personnel of the Department 
of Defense for Such Fiscal Year, to 
Authorize Supplemental Appropri- 
ations for Such Fiscal Year for Con- 
struction at Certain Military Installa- 
tions, and for Other Purposes., 82- 
5662 


Congress cannot rely on the military 
services’ reported real property mainte- 
nance and repair backlog data : report 
to the Chairman, Committee on Appro- 
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priations, United States Senate /, 82- 
5499 


Personal property claims and general 
claims administration within the De- 
partment of Defense : hearing before 
the Subcommittee on Administrative 
Law and Governmental Relations of 
the Committee on the Judiciary, House 
of Representatives, Ninety-seventh 
Congress, first session, on personal 
property claims and general claims ad- 
ministration within the Department of 
Defense, March 5, 1981., 82-6856 


United States. Dept. of Defense — Officials 
and employees — Travel regulations. 
Joint travel regulations. Volume 2. De- 
partment of Defense civilian person- 
nel., 82-4715 


United States. Dept. of Defense — Security 
measures, 

Defense needs better system for assuring 
adequate security at reasonable cost on 
U.S. bases : report to the Congress /, 
82-5514 


Defense needs better system for assuring 
adequate security at reasonable cost on 
U.S. Bases : report to the Congress : 
summary /, 82-5515 


United States. Dept. of Education. Office of 
Inspector General — Periodicals. 
Semi-annual report / Office of Inspector 

General, U.S. Department of Educa- 
tion., 82-5232 


Semi-annual report to Congress, 82-5232 
United States. Dept. of Energy. 

DOE’s enforcement of alleged pricing 
violations by the nation’s major oil 
companies : hearing before a subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, July 9, 1981., 82-6841 


United States. Dept. of Energy — 

Appropriations and expenditures. 

1982 Department of Energy authorization 
(environmental research, environmental 
compliance, and environmental safety) 
: hearing before the Subcommittee on 
Natural Resources, Agriculture Re- 
search, and Environment of the Com- 
mittee on Science and Technology, 
U.S. House of Representatives, Ninety- 
seventh Congress, first session, March 
31, 1981., 82-6898 


United States. Dept. of Energy — 
Appropriations and expenditures — 
Periodicals. 

Congressional budget request., 82-5207, 
82-5208, 82-5209, 82-5210, 82-5211 
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U.S. Dept. of Health and Human Services. Office of Inspector General. 


United States. Dept. of Health and Human 


General, 
Health and Human Services efforts to 
combat fraud, waste, and abuse /, 82- 
6732 


United States. Dept. of Housing and Urban 
Development — Management. 
Further actions needed to improve man- 
agement of HUD programs : report to 
the Congress /, 82-5473 


Appointments, promotions, 

Nominations : hearing before the Com- 
mittee on Labor and Human Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session on John 
F. Cogan, of California, to be assistant 
secretary of labor (for policy, evalua- 
tion, and research), Lenora Cole-Alex- 
ander, of the District of Columbia, to 
be director, Women’s Bureau, Depart- 
ment of Labor, Rosemary M. Collyer, 
of Colorado, to be commissioner, Fed- 
eral Marine Safety and Health Review 
Commission, and Ford B. Ford, of 
California, to be assistant secretary of 
labor (for mine safety and health), Oc- 
tober 14, 1981., 82-6875 


United States. Dept. of State. 

Consular functions of the State Depart- 
ment : oversight hearing before the 
Subcommittee on Immigration, Refu- 
gees, and International Law of the 
Committee on the Judiciary, House of 
Representatives, Ninety-seventh Con- 
gress, first session, on consular func- 
tions of the State Department, April 
13, 1981., 82-6858 


United States. Dept. of State — Addresses, 
essays, lectures. 
Foreign policy and the role of the secre- 
tary : May 7, 1980 /, 82-6205 


United States. Dept. of the Interior. Water 

and Power Resources Service. 

Federal charges for irrigation projects re- 
viewed do not cover costs : report to 
the Congress /, 82-5508 

Federal charges for irrigation projects re- 
viewed do not cover costs : report to 
the Congress : summary /, 82-5509 


United States. Dept. of Transportation — 
Security measures. 
Department of Transportation physical 
security manual., 82-6267 


United States — Diplomatic and consular 
service. 


Consular functions of the State Depart- 
ment : oversight hearing before the 
Subcommittee on Immigration, Refu- 
gees, and International Law of the 
Committee on the Judiciary, House of 
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Representatives, Ninety-seventh Con- 
gress, first session, on consular func- 
tions of the State Department, April 
13, 1981., 82-6858 

Information for married applicants /, 
82-6197 


United States — Diplomatic and consular 
service — Liberia. 


Liberia, post report /, 82-6221 


United States — Diplomatic and consular 
service — Mexico. 

U.S. consular operations in Mexico City 
and Mexican government attitudes on 
immigration reform : a study trip /, 
82-6853 


United States — Directories — Bibliography 
Directories and lists of persons and orga- 
nizations., 82-5562 


United States — Economic conditions. 
Unit II : the domestic environment : 
readings., 82-4782 


United States — Economic conditions — 
1971- 
The Economic and budget outlook : an 
update /, 82-6920 


Economic growth through energy effi- 
ciency : hearing before the Subcommit- 
tee on Energy Conservation and 
Power of the Committee on Energy 
and Commerce, House of Representa- 
tives, Ninety-seventh Congress, first 
session, on a study entitled “Building a 
sustainable future” by the Solar Energy 
Research Institute, May 20, 1981., 82- 
6815 


Economic outlook for the second budget 
resolution : hearings before the Com- 
mittee on the Budget, House of Repre- 
sentatives, Ninety-seventh Congress, 
first session, September 10, 21, 22, 23, 
25, and October 1, 1981., 82-6773 


Grassroots hearings on the economy : 
hearings before the Committee on 
Banking, Finance, and Urban Affairs, 
House of Representatives, Ninety-sev- 
enth Congress, first session., 82-6768 

Maintaining the quality of economic data 
:astudy /, 82-6782 


United States. Economic Development 
Administration — Bibliography — 


Economic Development Administration 
publications., 82-5633 


United States — Economic policy — 1971- 

1981, 

Japanese and American economic policies 
and U.S. productivity : hearings before 
the Subcommittee on Monetary and 
Fiscal Policy and the Subcommittee on 
Trade, Productivity, and Economic 
Growth of the Joint Economic Com- 
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mittee, Congress of the United States, 
Ninety-seventh first session, 
June 23 and July 28, 1981., 82-6783 


United States — Emigration and 


immigration. 

Immigration and refugee issues in South- 
ern California « an investigative trip /, 
82-6855 

U.S. consular operations in Mexico City 
and Mexican government attitudes on 
immigration reform : a study trip /, 
82-6853 


United States — Emmigration and 
immigration. 
Management improvements in the Immi- 
gration and Naturalization Service : 
final report /, 82-6185 


United States. Energy Information 
Administration. 


Secondary stocks : a paper prepared for 
the American Statistical Association 
Committee on Energy Statistics. 82- 
$227 


United States. Environmental Protection 
Agency — Appointments, promotions, 
salaries, etc. 

Employment opportunities in the Envi- 
ronmental Protection Agency /, 82- 
5240 


United States. Extension Service. 

The Cooperative Extension Service 
should provide farmers with more in- 
formation on farm credit sources : 
report to the Secretary of Agriculture 
/, 82-5458 


United States. Federal Aviation 
Administration. 


Advisory circular checklist., 82-6376 


United States. Federal Aviation 
Administration — Directories. 
Directory of Engineering and Manufac- 
turing District offices., 82-6381 


United States, Federal Aviation Agency — 
Equipment and supplies. 
Aircraft maintenance base materiel man- 
agement handbook : an FAA hand- 
book., 82-6374 


United States. Federal Bureau of 
Investigation — Bibliography — Catalogs. 
Federal Bureau of Investigation publica- 

tions., 82-5634 


United States. Federal Communications 
jon, 

Federal Communications Commission 
oversight : hearings before a Subcom- 
mittee of the Committee on Govern- 
ment Operations, House of Representa- 
tives, Ninety-seventh Congress, first 
session, September 16 and 22, 1981., 
82-6842 
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United States. Federal Communications 
Commission — Bibliography. 
Federal Communications Commmission 
publications., 82-5640 


United States. Federal Maritime Commission 


US. 


Bibliography — Catalogs. 
Federal Maritime Commission publica- 
tions., 82-5596 


United States. Federal Mine Safety and 
Health Review Commission — 
Appointments, promotions, salaries, etc. 
Nominations : hearing before the Com- 

mittee on Labor and Human Re- 
sources, United States Senate, Ninety- 
seventh Congress, first session on John 
F. Cogan, of California, to be assistant 
secretary of labor (for policy, evalua- 
tion, and research), Lenora Cole-Alex- 
ander, of the District of Columbia, to 
be director, Women’s Bureau, Depart- 
ment of Labor, Rosemary M. Collyer, 
of Colorado, to be commissioner, Fed- 
eral Marine Safety and Health Review 
Commission, and Ford B. Ford, of 
California, to be assistant secretary of 
labor (for mine safety and health), Oc- 
tober 14, 1981., 82-6875 


United States. Federal Trade Commission. 
FTC oversight : the JS&A case : report 
on oversight of the Federal Trade 
Commission investigation of alleged 
violations of the mail order rule by the 
Joseph Sugarman and Associates 
Group, Inc. /, 82-6803 


United States. Federal Trade Commission — 
Bibliography — Catalogs. 

Federal Trade Commission decisions and 
publications., 82-5557 


United States — Foreign economic relations. 
International coal trade : hearings before 
the Subcommittee on International 
Economic Policy of the Committee on 
Foreign Relations, United States 
Senate, Ninety-seventh Congress, first 
session, on U.S. competitiveness in in- 
ternational coal trade, April 28, 1981., 
82-6831 


United States — Foreign economic relations 

— Japan. 

U.S.-Japanese economic relations : hear- 
ings before the Subcommittee on Inter- 
national Trade, Finance, and Security 
Economics of the Joint Economic 
Committee, Congress of the United 
States, Ninety-seventh Congress, first 
session, June 19 and July 9 and 13, 
1981., 82-6784 


United States — Foreign relations. 
International organization headquarters 
site : report (to accompany H.R. 4716) 
(including cost estimate of the Con- 
gressional Budget Office)., 82-6588 





Interstate Commerce Commission Appointments, promotions, salaries, etc. 


Section-by-section analysis of the pro- 
posed International Development Co- 
operation Act of 1978 : S. 2420 ... /, 
82-6833 


United States — Foreign relations — 

Addresses, essays, lectures. 

Foreign policy and the American spirit : 
May 16, 1981 /, 82-6215 

Foreign policy and the role of the secre- 
tary : May 7, 1980 /, 82-6205 

National security goals : February 19, 
1980 /, 82-6204 


NATO and restoring U.S. leadership : 
May 9, 1981 /, 82-6214 


A new direction in U.S. foreign policy : 
April 24, 1981 /, 82-6213 


News conference : January 28, 1981 /, 
82-6210 


Refugees, the U.S. response : December 
5, 1980 /, 82-6209 

Resources and foreign policy : May 28, 
1980., 82-6206 


Security and development assistance : 
March 19, 1981 /, 82-6211 


Statement to U.N. on Iran : December 1, 
1979 /, 82-6202 


A strategic approach to American foreign 
policy : August 11, 1981 /, 82-6216 


United States — Foreign relations — 
Addresses, lectures, essays. 
Interview on “Meet the press” : March 
29, 1981 /, 82-6212 


United States — Foreign relations — 
Bibliography — Catalogs. 
Treaties and other international agree- 
ments of the United States., 82-5597 


United States — Foreign relations — 
Cambodia — Addresses, essays, lectures. 
Kampuchean relief : May 26, 1980., 82- 

6207 


United States — Foreign relations — 

Mexico. 

U.S. consular operations in Mexico City 
and Mexican government attitudes on 
immigration reform : a study trip /, 
82-6853 


United States — Foreign relations — Near 

East. 

Proposed United States-Egyptian agree- 
ment for peaceful nuclear cooperation : 
hearing and markup before the Com- 
mittee on Foreign Affairs, House of 
Representatives and its Subcommittees 
on International Security and Scientific 
Affairs, on Europe and the Middle 
East, and on International Economic 
Policy and Trade, Ninety-seventh Con- 
gress, first session on H. Con. Res. 176, 
September 10 and 17, 1981., 82-6827 
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29, 1981 /, 82-6212 


United States — Foreign relations — Soviet 
Union — Addresses, essays, lectures. 
Soviet invasion of Afghanistan : January 

4, 1980 /, 82-6203 
U.S.-Soviet relations : an overview : Oc- 
tober 16, 1979., 82-6201 


United States — Foreign relations — 
Yearbooks. 
Digest of United States practice in inter- 
national law., 82-6223 
United States. Forest Service. 
Actions on budget estimates for fiscal 
year 1981 /, 82-4303 


United States. Forest Service — Officials 
and employees. 
A Job with the Forest Service : a guide 
to career opportunities in technical sup- 
port positions., 82-4291 


United States. Government Printing Office 


Bibliography — Catalogs. 
U.S. Government Printing Office publica- 
tions., 82-5619 


United States. Government Printing Office 
— Periodicals. 
Annual report of the U.S. Government 
Printing Office., 82-5519 


United States. Heritage Conservation and 
Recreation Service. Park and Recreation 
Technical Services. 

PARTS : Park and Recreation Technical 
Services., 82-5946 


United States — History — Revolution, 

1775-1783. 

Engineers of independence : a documen- 
tary history of the Army Engineers in 
the American Revolution, 1775-1783 /, 
82-5031 


United States — History — Revolution, 
1775-1783 — Bibliography — Catalogs. 
American Revolution., 82-5580 


United States. Immigration and 
Naturalization Service — Management. 
Management improvements in the Immi- 

gration and Naturalization Service : 
final report /, 82-6185 


United States. Interstate Commerce 
Commission — Appointments, promotions, 
salaries, etc. 
Nominations—Interstate 

Commission : hearing before the Com- 


Commerce 
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U.S. Interstate Commerce Commission Appointments, promotions, salaries, etc. 


mittee on 


on nominations of Malcolm M.B. Ster- 
rett and Frederic N. Andre, to be 
members, Interstate Com- 
mission, October 7, 1981., 82-6776 
United States — Manufactures. 
Manufacturers’ service documents., 
6386 


United States. Marine Corps — 


82- 


Bibliography. 
Marine Corps publications., 82-5616 


United States. Marine Corps — Handbooks, 
manuals, etc. 
Field artillery support., 


Intelligence., 82-5138 


82-5139 


United States. Maritime Administration — 

its, promotions, salaries, etc. 
Nomination—Maritime Administration : 
hearing before the Committee on Com- 
merce, Science and Transportation, 
United States Senate, Ninety-seventh 
Congress, first session, on nomimation 
of Adm. Harold E. Shear, to be admin- 
istrator, Maritime Administration, Sep- 

tember 25, 1981., 82-6777 


United States. Maritime Administration — 
Directories. 
Ship your cargo on U.S. flag ships : it 
makes sense and saves dollars : consid- 
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Selected water-level records for Oklaho- 
ma/, 82-5837 


Water transfer — United States. 
Water transportation requirements for 
coal movement in 1985 /, 82-6270 


Water treatment plants. 
Treatment of primary effluent by rapid 
inflation /, 82-5295 


Water use — Great Plains. 

Evaluating methods for determining 
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construction steel 22 NiMoCr 37 /, 
82-6720 


Do not order from index; see indicated entry 





Welders (Persons) — Training of — United 
States. 


The US Army Ordnance Center and 


School apprenticeship program for the 
trade of industrial welder., 82-4906 


Wells — Florida — Fernandina Beach. 
Geologic and hydrologic data from a 
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manuals, etc. 
Common wetland plants of southeast 
Texas., 82-4977 


Whaling. 

Review of the 33d International Whaling 
Commission meeting : hearing before 
the Subcommittee on Human Rights 
and International Organizations of the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-seventh 
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gress, first session, on the future man- 
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Docu- 
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United States. Superintendent 
ments. SB-265., 82-5633 
United States. Superintendent 
ments. SB-266., 82-5634 
United States. Superintendent 
ments. SB-267., 82-5635 
United States. Superintendent 
ments. SB-272., 82-5636 
United States. Superintendent 
ments. SB-275., 82-5637 
United States. Superintendent 
ments. SB-278., 82-5638 
United States. Superintendent 
ments. SB-280., 82-5639 
United States. Superintendent 
ments. SB-281., 82-5640 
United States. Superintendent 
ments. SB-283., 82-5641 
United States. Superintendent 
ments. SB-284., 82-5642 
United States. Superintendent 
ments. SB-286., 82-5643 
United States. Superintendent 
ments. SB-294., 82-5644 
United States. Superintendent of 
ments. SB-295., 82-5645 
United States. Superintendent of 
ments. SB-298., 82-5646 
United States. Superintendent of 
ments. SB-299., 82-5647 
United States. Superintendent of 
ments. SB-300., 82-5648 
United States. Superintendent of 
ments. SB-304., 82-5649 
United States. Superintendent of 
ments. SB-306., 82-5650 
USAAMRDL-TR ; 76-16, 82-5076 
USAAVRADCOM.-TR ; 78-49., 
USAAVRADCOM-TR 
6169 
USAAVRADCOM-TR 
5074 
USAAVRADCOM-TR 
5075 
USAAVRADCOM-TR ; 81-B-2., 
USARTL-TR ; 78-19, 82-5077 
USARTL-TR ; 78-40, 82-5078 
USARTL-TR ; 78-47, 82-5079 
USARTL-TR ; 78-50, 82-5080 
USARTL-TR ; 78-51, 82-5081 
USARTL-TR ; 79-11, 82-5082 
USCSC/OLMR—77/04, 82-4714 
USCSC/OLMR—77/08, 82-4713 


; 80-D-25, 


; 80-D-31, 


Docu- 


82-6142 
; 80-C-17., 


82- 


82- 


82- 


82-6174 


USDA Forest Service research paper NC ; 


193, 82-4369 
USDA-REA (ADM) 81-1-0, 82-4457 
The User manual series, 82-5776 
USGS-474-309, 82-5790 
USITC publication, 82-5952 


Ww 


W/COAL-80/W28, 82-5924 
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Water-resources inv 
82-5835, 82-5838, 82-5840, 


Water-resources investigations 


82-5801 


Water-resources investigations ; 


5802 


Water-resources investigations ; 


5803 
Water-resources investigations ; 
5804 


Water resources investigations ; 


5805 


Water-resources investigations ; 


5806 


Water-resources investigations ; 


5807 


Water-resources investigations 
82-5808 


Water-resources investigations 
82-5809 
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estigations., 82-5833, 


82-5842 

; 77-110, 
79-61, 82- 
79-65, 82- 
80-20., 82- 
80-35, 82- 
80-53, 82- 
80-55, 82- 
; 80-101, 


; 80-109, 


Water-resources 
82-5810 

Water-resources 
82-5811 

Water-resources 
82-5812 

Water-resources 
5813 

Water resources studies in Alaska, 82-5829 


A Water resources technical publication, 
82-5846 


WY-042-EA80-15, 82-5787 


investigations ; 80-111, 


investigations ; 80-115, 
investigations ; 80-951, 


investigations ; 81-4, 82- 


Y 


Y 4.W 36:97-21, 82-6916 
YA-BLM-PT-81-13-6602, 82-5938 
YA-BLM-PT-81-14-9184, 82-5939 
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Series/Report Index 


0-9 


01 0516-LP-255-1403, 82-4715 

97-2 (United States. Congress. House. Com- 
mittee on the Budget), 82-6773 

97-20 (United States. Congress. House. 
Committee on Public Works and Trans- 
portation), 82-6890 

97-30 (United States. Congress. Senate. 
Committee on Banking, Housing, and 
Urban Affairs), 82-6771 

97-34 (United States. Congress. Senate. 
Committee on Banking, Housing, and 
Urban Affairs), 82-6772 


1977 enterprise statistics ; ES 77-2, 82- 
4600 


1977 nationwide personal transportation 
study ; no. 2, 82-6332 

4120.3-M, 82-4784 

7110.65 C, 82-6456 

09012-047-001, 82-6729 

120000-15-F, 82-5919 





001-000-03719-6 GPO, 82-4292 
001-000-04208-4 GPO, 82-4300 
003-001-80007-1 , 82-4584 
003-003-00135-0 GPO, 82-4611 
003-003-02331-1 GPO, 82-4612 
003-003-02336-1 GPO, 82-4607 
003-003-02352-3 GPO, 82-4614 
003-003-02362-1 GPO, 82-4608 
003-003-02376-1 GPO, 82-4610 
003-003-02378-7 GPO , 82-4609 
003-004-00577-7 , 82-4618 
003-004-00578-5 , 82-4618 
003-017-00440-6 GPO, 82-4623 
003-017-00447-3 GPO, 82-4622 
003-024-02317-2, 82-4589 
003-024-02571-0, 82-4589 
003-024-03107-8 , 82-4590 
003-024-03133-7 GPO, 82-4600 
003-024-03140-0, 82-4585 
003-024-03158-2 GPO, 82-4598 
003-024-04008-5 , 82-4592 
003-024-04018-2, 82-4593 
003-024-04032-8 , 82-4594 
003-024-04034-4 , 82-4595 
003-024-04050-6 , 82-4596 
003-024-04056-5 , 82-4597 
008-000-81004-4 GPO, 82-4715 
008-007-02936-3 GPO , 82-4783 
008-007-81003-1 GPO, 82-4784 
008-020-00862-1 GPO, 82-4781 
008-022-00166-2 GPO, 82-5031 
008-055-00119-6 GPO, 82-5138 
008-055-00158-7 GPO, = 82-5139 
008-070-00020-2 GPO, 82-5141 
017-000-00238-4 , 82-5676 
017-001-00439-1 GPO , 82-5674 
017-012-00301-0 GPO , = 82-5750 
017-022-00733-9 GPO , 82-5758 
017-022-00735-5 GPO , = 82-9081 
017-022-00749-5 GPO , = 82-5752 
017-024-00997-1 GPO , = 82-5768 
017-024-01100-2 GPO, 82-5766 
017-024-01107-0 GPO , = 82-5769 
017-024-01117-7 GPO, = 82-5773 
017-033-00305-0 GPO , 82-5760 
017-033-00337-8 GPO, 82-5761 
017-033-00390-4 , 82-5759 
017-033-00391-2 , 82-5759 
017-041-00133-5 , 82-5680 
017-049-00122-1 GPO, 82-5745 
017-049-00124-7 GPO, 82-5746 
017-052-00223-6 , 82-5747 
017-070-00369-9 GPO, 82-5671 





Stock Number Index 


017-090-00066-6 GPO , 82-5748 
017-092-00066-9 GPO , 82-5776 
018-000-00285-0 , 82-5451 
022-001-00090-6 GPO , 82-5652 
022-002-00088-1 GPO , 82-5653 
022-003-92820-1 GPO, 82-5662 
022-003-92822-7 GPO , 82-5663 
022-003-92824-3 GPO, 82-5664 
022-003-94256-4 , 82-5654 
022-003-94333-1, 82-5655 
022-003-94338-2 , 82-5656 
022-003-94340-4 , 82-5657 
022-003-94341-2 , 82-5658 
022-003-94343-9 , 82-5659 
022-003-94344-7 , 82-5660 
022-003-94399-4 , 82-5661 
022-003-94543-1 , 82-5654 
022-003-94620-9 , 82-5655 
022-003-94625-0 , 82-5656 
022-003-94627-6 , 82-5657 
022-003-94628-4 , 82-5658 
022-003-94630-6 , 82-5659 
022-003-94631-4 , 82-5660 
022-003-94687-0 , 82-5661 
023-000-00684-7 , 82-5778 
024-001-03325-9 GPO , 82-5805 
024-001-03326-7 GPO , 82-5798 
024-001-03412-3 GPO , 82-5799 
024-001-03443-3 GPO , 82-5800 
024-003-00147-3 GPO , 82-5846 
024-004-02087-3 , 82-5901 
024-010-00558-1 GPO , 82-5908 
024-010-00564-5 , 82-5918 
024-010-00585-8 GPO , 82-5909 
024-010-00598-0 GPO , = 82-5923 
027-000-01077-6, 82-5961 
027-000-01114-4 GPO , 82-5956 
027-000-01118-7, 82-5958 
027-000-01119-5 , 82-5958 
027-000-01124-1 GPO, 82-5955 
027-000-01138-1 GPO, 82-5957 
027-000-01141-1 GPO, 82-5954 
027-000-01147-1 GPO, 82-5960 
027-000-01148-9 GPO , 82-5965 
028-001-00417-2, 82-5963 
029-001-90101-1, 82-5969 
029-001-90102-0 , 82-5970 
029-001-90103-8 , 82-5971 
029-001-90104-6 , 82-5972 
029-001-90105-4 , 82-5973 
029-001-90106-2 , 82-5974 
029-001-90107-1, 82-5975 
029-001-90108-9 , 82-5976 
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029-001-90109-7 , 82-5977 
030-000-00134-6 GPO , 82-6065 
031-000-00207-9 , 82-6072 
031-000-00218-4 , 82-6073 
033-000-00636-5 , 82-6093 
038-000-00460-3 , 82-6177 
038-000-00478-6 , 82-6179 
038-000-00479-4 , 82-6177 
039-000-00265-5 , 82-6182 
039-000-81002-6 GPO, 82-6181 
041-000-00239-1 , 82-6187 
041-001-00186-7 , 82-6186 
041-001-00207-3 , 82-6187 
041-001-00208-1, 82-6189 
041-001-00209-0 , 82-6186 
041-001-00210-3 , 82-6188 
041-001-00241-3, 82-6186 
041-015-00131-1 GPO, 82-6194 
041-015-00139-6 GPO , 82-6196 
041-015-00141-8 GPO, 82-6190 
041-015-00145-1 GPO, 82-6192 
041-015-00146-9 GPO , 82-6195 
041-015-00147-7 GPO, 82-6191 
044-000-01762-8 , 82-6223 
044-000-01799-7 , 82-6217 
044-000-01805-5 GPO, 82-6198 
044-000-01824-1, 82-6200 
044-000-01849-7 GPO, 82-6199 
044-000-01854-3 GPO, 82-6221 
044-000-92653-9 GPO, 82-6218 
044-000-92654-7 GPO , 82-6220 
044-000-92655-5 GPO, 82-6219 
044-000-93091-9 GPO , 82-6224 
047-000-00360-1, 82-6235 
048-004-01834-9 GPO , 82-6255 
048-004-01835-7 GPO , 82-6256 
048-004-01836-5 GPO, 82-6257 
050-001-00199-3 GPO , 82-6330 
050-001-00218-3 GPO , 82-6285 
050-001-00218-3 GPO , 82-6479 
050-001-00223-0 GPO , 82-6284 
050-007-00579-2 , 82-6429 
052-001-00165-6 , 82-6602 
052-001-00166-4 , 82-6602 
052-001-00183-4 , 82-6603 
052-003-00728-2 , 82-6183 
052-003-00729-1, 82-6183 
052-003-00730-4 , 82-6183 
052-003-00731-2, 82-6183 
052-003-00786-0 , 82-6721 
052-003-00858-1 GPO , 82-6723 
052-003-00859-9 GPO , 82-6726 
052-004-00093-4 , 82-6608 
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82-6607 
82-6920 
82-6795 


052-004-00097-7 GPO , 
052-070-05635-5 GPO , 
052-070-05647-9 GPO , 
052-070-05655-0 GPO, 82-6737 
052-070-05657-6 GPO , 82-6782 
052-070-05659-2 , 82-6758 

052-070-05662-2 GPO, 82-6783 
052-070-05666-5 GPO, 82-6735 
061-000-00575-7 , 82-5207 
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82-5207 
82-5207 
82-5207 
82-5208 
82-5208 
82-5208 
82-5210 
82-5210 
82-5211 
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061-000-00585-4 , 
061-000-00586-2 , 
061-002-00075-8 , 
062-000-00002-3 , 
065-000-00063-6 , 
065-000-00082-2 , 
065-000-00083-1 , 
065-000-00123-3 , 
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82-5209 
82-5209 
82-5450 
82-6074 
82-5231 
82-5233 
82-5235 
82-5233 





TITLE KEYWORD INDEX 


A 


A (Norway ) /, Omega propagation correction tables 
ae 


/, Omega propagation correction tables 
/, Omega propagation correction tables 
/, Omega propagation correction tables 
/, Omega propagation correction tables 
; /, Omega propagation correction tables 
/, Omega propagation correction tables 
/, Omega propagation correction tables 
/, Omega propagation correction tables 
/, Omega propagation correction tables 
A-1991., United States of America, treasury notes 
abandoned deep Anna S Mine on the hydrology of Bab 
abatement of highway traffic noise :textbook and t 
project :draft environmental impact stat 


Noise 
= , 


project monitoring, and monitoring stra 

Abbottstown, Pennsylvania, Adams County., Flood in 
abilities of large tank vessels /, Report to the p 

tested by different methods /, Factor an 
ability of color defectives to judge signal lights 
Abington, Pennsylvania, Lackawanna County., Flood 
absenteeism and workers’ compensation trends in th 
absorption spectrophotometer for cold-vapor determ 
abstracts database user guide., Aquatic sciences a 

on carcinoembryonic antigen (CEA) in the 

on cellular interactions in the control 

on ectopic hormones and enzymes /, Selec 

on fibronectin and related transformatio 

on lymphokines and related substances in 

on nutritional therapy for the cancer pa 

on radionuclide bone scans in the diagno 


on short-term test systems for potential 


82-4726 
82-4731 
82-4737 
82-4741 
82-4749 
82-4752 
82-4763 
82-4765 
82-4772 
82-4778 
82-6245 
82-5806 
82-6294 
82-5286 
82-5543 
82-5237 
82-5408 
82-6477 
82-5117 
82-5108 
82-5432 
82-6492 
82-5887 
82-4656 
82-5739 
82-5732 
82-5733 
82-5731 
82-5729 


82-5735 





on small cell carcinoma of the lung /, S 
on transfer factor and immune RNA /, Sel 
on tumor localization with gallium, radi 
on vitamin A in cancer biology /, Select 
to water quality and water resources mat 


” Western Energy and Land Use Team publi 
ABTi) /, Service evaluation of aluminum brazed tit 
abuse /, Background materials relating to Office o 
“ 


and the American adolescent /, Drug 


of the elderly / 
“ 

:selected contemporary perspectives /, Theor 
AC’s) as of March 15, 1981]., [Revised checklist o 
Academic science, scientists and engineers / 
academy nonradar graduates, community persons, and 
accelaration cues on a flight simulator /, Experim 
access to elderly programs :, Rural 
accessible outdoor recreation facilities /, A guid 
Accessions list, Nepal / 


list, Nepal / 


“ 
list, Sri Lanka / 
“ 
list, Sri Lanka / 
accessories and components, Consolidated federal s 
“ 


microform., Consolidated federal suppl 


microform, Consolidated federal supply 
“ 


non-aircraft microform, Consolidated 
oe 


” ‘Specification for airport light base 
accident at the Princeton Plasma Physics Laborator 
. at Three Mile Island :, Financial implica 

- data /, Tri-level study, modification :ta 
data from plastic pipe natural gas distri 
delineation study :phase I final report / 
events /, FRAP-TS5 uncertainty study of fi 


in the subdivided containment of light wa 





Title Keyword Index 


investigation :Cardinal Surveys Company a H.R. 4625) (including cost estimate of t 82-6585 
investigation :Central Transport, Inc., a H.R. 4716) (including cost estimate of t 82-6588 
investigation division data /, Safety com H. Res. 232)., Providing for the conside 82-6577 
investigation division data /, Safety com H. Res. 251)., Amending House Rule XLVII 82-6586 
prevention., Accidents and H. Res. 271)., Providing for the conside 82-6589 
prevention., Engine power-loss H. Res. 272)., Providing for the conside 82-6590 
‘summary report /, Fission product source S. 167)., Juan Esteban Ramirez :report ( 82-6556 
test series—results of TC-1 tests /, Loss S. 175)., Puangpaka Vertrees and Puangti 82-6554 


December 8, 1978, Roby, Texas., Motor ca S. 280)., Yaeko Howell :report (to 82-6557 


March 14, 1978, near Bethesda, Maryland. S. 383)., Providing for reinstatement an 82-6562 
accidents /, Evaluation of safety programs with re 


! S. 466)., Providing for reinstatement an 82-6563 
and accident prevention. 

: S. 555)., Michael Whitlock :report (to 82-6555 
causes by vehicular-related, Tri-level s 
mere . S. 651)., Providing for reinstatement an 82-6565 
in highway work zones /, Vehicle 

S. 884)., Agricult id Food Act of 19 82-6567 

initiated by transients and small break >. eee = 


” S. 884)., Agriculture and Food Act of 19 82-6595 
Slips & falls :truck related personal » Agric ales = 

accommodation of fuel conservative turbojet operat S. 1086)., Older Americans Act amendment 

accompany folio of geologic and resource maps of t 


H. Con. Res. 95 ... referred jointly to S. 1457)., Providing for reinstatement a 82-6564 
HJ. Res. 341) (including the cost est S. 1605)., Providing for reinstatement a 82-6561 
H.J. 357)., Making further continuing ap S. 1672 ... referred jointly to the Comm 82-6587 


, a the nomination of Sandra Day O’Connor)., 82-6568 
HER. 600), Juntor Remand Monceieiie we accopany H.R. 3127). S. Sgt. Anne M. Fisher, US. 82-6573 
H.R. 825). Yick Bong Au Yeung :report ( Accounting and auditing. 62-5557 


- system at an operating nuclear fuel pro 82-6687 
oe ee ere accounts and records and reporting system :level C 82-6483 
OR. Cee, Hate Revere ae (IRA’s) :, A Guide to individual retireme 82-6735 
ae. ED ee, een and Siate receivable by kind of retail store., Curr 82-4584 
H.R. 1797) (including cost estimate of t ' ' ‘ ’ 

receivable by kind of retail store, Retai 82-4584 
ELR. 1841)., Isabelita Clima Portilla :r accuracy and consistency of scuba divers under con 82-5110 
acid environments associated with the recovery of 82-5879 

H.R. 1977)., Maria Gloria (Joy) C. Villa “ 
industry /, Source category survey :borax and 82-5318 

H.R. 2010)., Kai-Mee Chen :report (to = 
manufacturing industry /, Source category sur 82-5325 
HR. 2185)., Hanife Frantz :report (to acidic solutions in a fluidized system /, Uranium 82-5863 
acids, proteins, and chromosomes., Current cancer 82-5701 

“ 
proteins, and chromosomes., Current cancer 82-5718 
H.R. 3126) (including cost estimate of t ACIR, the year in review 82-6606 
acocmpany H.R. 3942) (including cost estimate of t 82-6584 
H.R. 3663) (including cost estimate of t acoustic distortions /, Multiplicative effects on 82-5107 

“ 


HLR. 2342), Maria Cecilia Gabella-Ossa : 


H.R. 4169)., Departments of Commerce, Ju emission—flaw relationships for inservice 82-6636 





H.R. 4503)., Municipal wastewater treatm 
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pressures /, Ocean environmental influenc 82-5130 





April 1982 


sensor /, The effect of signal/noise rati 


sensor :training, sensing concepts, and b 
Acoustical behavior of thick, composite, fluid-loa 
acquire trainer aircraft :report to the Congress / 

“ 


trainer aircraft :report to the Congress : 
acquisition and process control systems (ADACS) /, 
of Hobart Corp. :, Effects of proposed 


practices provide useful information f 


:summary of current procedures /, Main 
acre and thinning densities on timber yields from 
act of 1976., Report on the regulatory reform prov 

cy 


to Authorize Suppplemental Appropriations for 


to Authorize the Generation of Electrical Powe 
Action :, The Vietnam veterans leadership program/ 
“ 


7a UPARR action program development guide / 
model /, Theoretical manual and users’ guid 
of anticancer drugs., Current cancer resear 
of anticancer drugs., Current cancer resear 
program development guide /, Handbook for r 
:v. 1, Draft environmental impact assessmen 


Action Agency publications. 
actions in the marketplace, 1979-80 :seventeenth r 


needed to improve management of HUD progra 


of vital interest to the Congress., Report 


of vital interest to the Congress, Court p 


“ 


on budget estimates for fiscal year 1981 / 
active psychiatric treatment settings /, Assessing 
activities /, Perspectives on state-EPA grant 

/, State energy conservation 

during fiscal year 1980 /, New Madrid s 

of the Committee on Armed Services, Uni 

of the Committee on Commerce, Science, 

of the Committee on House Administratio 

of the Committee on Interior and Insula 

P Recreational and outdoor 


” 
Subversive 


” United States intelligence 
activity and terminal area relationships, FAA air 
“ 


of Raney nickel catalysts /, Effects of a 


of the Committee on Interstate and Foreig 


82-4947 
82-4940 
82-5504 


82-5505 
82-5023 


82-6860 
82-5457 
82-5161 
82-4369 
82-6343 
82-5662 


82-5663 
82-6910 


82-5950 
82-6348 
82-5692 
82-5715 
82-5950 
82-5252 
82-5632 
82-6597 
82-5473 
82-6854 


82-6854 





= , 

Air traffic 
“ . 

FAA air traffic 
acts of 1957, 1960, 1964, 1968 (as amended through 
acute organophosphate pesticide poisoning :a case- 
Ada County , Idaho /, Important farmlands, 
ADACS) /, Planning of automated data acquisition a 
Adams and Valley counties., Soil survey of Valley 
Adams County., Flood insurance study :Borough of A 


” Flood insurance study township of 
adaptiation to, a three-dimensional curvature dist 
adaptive control (MMAC) method for flight control 


path control of surface ships in restrict 
add-on site /, In situ and laboratory determinatio 
adding FM broadcast stations in a major market /, 
additional views., Semi-paratus, the United States 


supplemental, and separate views (to a 
additive in several diester lubricants /, Evaluati 
additives and related devices for highway vehicles 


on methanation activity of Raney nickel 
address beacon system, air traffic control radar b 
“ 
sytems, except airborne microform, Consoli 
adequacy of air monitoring :phase Il—analysis of E 
“ 


of federal actions in the marketplace, 19 


of physical protection systems /, Assessm 
adequate security at reasonable cost on U.S. bases 


security at reasonable cost on U.S. Bases 
adhesion /, Selected abstracts on cellular interac 


of ice to highway surfaces /, Investigati 
adhesives under long-term load /, Behavior of cons 
Adjacent lands study, Grand Canyon National Park, 
adjudication /, Decriminalization :administrative 
administration in effect September 30, 1979., Rese 
“ 


of propranolol /, Changes in the ox 


of the military’s article 15 punish 
of the Wild Free-Roaming Horse and 
tax proposals before the Committee 


within the Department of Defense :, 


buildings and equipment., School 
’s 

proposals to help the U.S. auto i 
administrative adjudication /, Decriminalization : 


and personnel systems management / 


“ 


financing /, Conclusions and recomm 
“ 
offices and auxiliaries., Central 
adolescent /, Drug abuse and the American 
ADP and other high technology procurements :, Impa 
“ 


82-6907 
82-6856 
82-5611 


82-6839 
82-6514 


82-4600 
82-5769 
82-6845 


disasters :report to the Congress /, Most Fede 82-5453 
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disasters :report to the Congress : summary /, 
systems development :report /, Government- 


wide 
adsorption /, Recovery of gold from arsenopyrite c 
Adult education. 
advanced airframe structures /, Investigation of t 


alcohol-testing technology /, An Analysis 


coupling development program / 
instructional system (AIS) /, Integrated 
low cost G-cuing system (ALCOGS) / 


technology propellers /, Procedure for no 


thermohydraulic simulation code for pool- 
two-phase flow instrumentation program qu 
Advances in Particle Sampling and Measurement (Day 
Adventures in the China trade motion picture / 
in the China trade videorecording / 
adviser /, The U.S. 
advisory and resolution service (ATARS) multi-site 


circular checklist. 
aerial pick up, delivery, recovery systems; and ca 


refueling as a function of tanker model com 
triangulation :Georgia project., Analytical 
Aeroacoustic wind-tunnel tests of a light twin-boo 
aerodynamic performance of 13.5-centimeter-tip-dia 
caused by control surface moti 
aeronautics document DO-160A., Radio technical com 
+e 


document DO-160A., Radio technical com 
aerosol release and transport program quarterly pr 


study :NSPP runs 101-105, data record repo 
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users manual / 
Aerospace Mechanisms Symposium ., 15th 
aerospace-vehicle design (IPAD), product manufactu 
affected zone, of welded seams on thick-walled for 
affecting handicapped drivers /, Driver licensing 

the Northeast :, Water resources problem 


+.“ 


U.S. textile/apparel exports., Foreign r 
Afghanistan / 
Afghanistan :January 4, 1980 /, Soviet invasion of 
AFM), approved manual materials, markings, and pla 
Africa. 


AGARD report 577 and MIL-F-83300 /, A comparison o 


aged, 1978., Income & resources of the 
agencies /, Study to assess the feasibility of alt 


:, General oversight on civil service 
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appropriation bill, 1982 :report (to acco 
appropriations for fiscal year 1982 :, De 
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should assess less costly ways to comply 


” Education directory. Local education 
“ 
Local education 
agency transportation providers /, Cost analysis f 
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Agenda of significant regulations. 
agents., Current cancer research on isolation, syn 
Aging. 

” Mini-Conference on Housing for the Elderly 
agreement :, West Valley cooperative 


between the United States of America and 
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DOE 40-550-75., Safeguards methodology d 


for peaceful nuclear cooperation :, Prop 
agreements /, A Survey of leave provisions in fede 
“ 
/, A survey of services to unions :prov 


of the United States., Treaties and oth 
Agricultural cooperatives :pioneer to modern., Far 


land development on drainage waters i 
land use water interaction : problem 
products : agreement between the Unit 
research, statistics, and economic re 


statistics. 
Agriculture 


/, The Cooperative Extension Service s 
and Food Act of 1981 :conference repor 
and Food Act of 1981 :conference repor 
in the Northeast :, Credit needs and e 

’ CFR. 7, 


” Code of federal regulation. 7, 


House of Representatives (pursuant to 
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preliminary report, Cheyenne County, 
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preliminary report, Coffey County, Ka 
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preliminary report, Lenoir County, N. 
preliminary report, Lincoln County, N 
preliminary report, Logan County, Kan 
preliminary report, Macon County, N.C 
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preliminary report, Schley County, Ga 
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“ 


:organizational and intermediate maintenance 
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traffic activity., FAA flyovers with differing peak noise levels 
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ice protection. 
traffic control system performance with and wi 82-6461 
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installations., Railroad design and cons 82-4883 maintenance and repair shop specialized e 
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opportunity., The Air Force, the future, 82-5140 metal propeller blade failure. 


training /, Computerized algorithms :eva 82-5171 microform, Consolidated federal supply ca 
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the future, and you :a guide to Air For 82-5140 
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airborne laser hydrography /, The Cost effectivene 82-4643 
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reciprocating engine induction system and 
microform, Consolidated federal supply ca 82-4864 


‘report to the Congress /, Air Force and 
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‘report to the Congress : summary /, Air 
microform, Consolidated federal supply ca 82-4867 


safety and operating problems /, 1980 
microform, Consolidated federal supply ca 82-4868 


simulator and visual system evaluation an 82-6407 
radar approach (ARA) procedures for helic 
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systems to be used in lieu of a ground pr ; 
aircraft /, Application of the concept of dynamic and components microform, Consolidated f 82-4797 
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airfoil for general aviation application /, Design 
airframe structures /, Investigation of the crash- 
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Airman ’s information manual. 
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crash tests at three pitch angles /, Ligh 
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flight manuals (AFM), approved manual mat 
mechanic., The US Army Transportation Sch 
noise exposure /, Annoyance due to mitipl 


with free or shrouded-pusher propellers / 
airplanes /, A spin-recovery parachute system for 


cabin ozone concentrations., Transport c 
subject to federal aviation regulation p 
, Airplane flight manuals (AFM), approve 


Supplemental structural inspection pro 
Airport and airway tax measures : 
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capacity/delay /, Parameters of future ATC 
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grant projects., Architectural, engineerin 
improvement task force delay study :data c 
light base and transformer housings, junct 
lighting circuits., Specification for L-82 
operations manual. 

policy :draft environmental impact stateme 
purposes., Federal surplus personal proper 


runway and taxiway centerlines., Installat 
airports /, Analysis of runway occupancy times at 
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: basic and general transport., Airport d 
and airways., Aircraft, 
during construction., Operational safety 
” Debris hazards at civil 
" federal aviation regulation (FAR) 121.44 


Marking of paved areas on 
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/, Effects on eastern larch beetle of its n 

/, Hydrogeology of the Seldovia area, 


/, The Alaskan mineral resource assessment 


82-6400 
82-6439 
82-5898 





April 1982 
“ 

/, Winter circulation and hydrography over 
railroad :, Transfer of the 
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: research for the 80’s :a decision report o 
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all-weather landing systems, engineering services 
alleged pricing violations by the nation’s major o 
Allegheny County ., Flood insurance study :Borough 


. Flood insurance study :borough 


: Flood insurance study :borough 

‘ Flood insurance study :township 
Allergies :questions and answers / 
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conus airspace /, Interim report on the c 


Alton, Illinois /, Single-valve prototype tests, m 
aluminum brazed titanium (ABTi) /, Service evaluat 


chloride leach liquor by solvent extracti 

from kaolinitic clays /, Corrosion resist 

hydroxy sulfate from aluminum sulfate sol 

sulfate solution by high-temperature hydr 
Alzheimer’s type /, Progress report on senile deme 
ambient air quality monitoring /, Study of the ade 

particulate analysis and assessment method 
ambulatory medical care :minimum data set /, Unifo 
amend title 10 ... before the Seapower and Strateg 
amended through the end of the 96th Congress) :, C 
Amending House Rule XLVII of the Rules of the Hous 
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of 1981 :conferences report (to accompa 
:, Case studies in private/public cooperat 


and the European communities done at Genev 
Radio Free Europe/Radio Liberty, Radio Ma 
treasury bonds of 2001., United States of 
treasury bonds of 2001., United States of 
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treasury notes of March 31, 1985, series 





America Title Keyword Index 
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treasury notes of May 15, 1991, series A- for nuclear power plants /, Fire risk 82-6713 


treasury notes of May 31, 1983, series R- for social service agency transportation 82-6285 


treasury notes of November 15, 1986, seri for social service agency transportation 
American adolescent /, Drug abuse and the 


for the final noise emission regulation f 
economic policies and U.S. productivity : 
o of a phase-locked loop to suppress interf 
foreign policy :August 11, 1981 /, A stra 


« of a track compliance measurement system 
spirit :May 16, 1981 /, Foreign policy an 
American Battle Monuments Commission., Annual repo 
American Legion ., Proceedings of the ... National 
American Revolution. 


of a zinc-dialkyl-dithiophosphate antiwea 


of accident data from plastic pipe natura 


1775-1783 /, Engineers of ind of brake inspectability requirements /, I 
American Statistical Association Committee on Ener 
Americans ‘, Older working of bus rehabilitation in the mass transpo 
e Tax benefits for older f ~ ins ian F-15 fli 
manufacturing industry /, Source category of computer scoring algorithm /, F-15 fli 82-5152 
Ammonium sulfate manufacture :background informati eos 
== Regge end tit Gl en of effect of flameholder characteristics 82-6172 
ammunition maintenance and rocket maintenance chec ‘ . P . 
amoebae in power plant cooling waters final report of EPA regulations on ambient air quality 82-6612 
amphibole cleavage fragments and fibers /, Surface y ‘ 
amplitude approach to noise analysis with applicat of frontal impact test data :new car asse 
Amtrak authorization and rail passenger corridor d 
AMTRAK SDP-40F train consist euatesed on Chessie of future civil air navigation systems., 82-6432 
Anaheim-Santa Ana-Garden Grove, California metropo yi 
analog service modes /, Performance parameters for of high NO,concentrations in 82-5310 
analyses /, Eight years’ experience with a second 
“ of imperfection sensitive shell structure 82-6117 
to establish a crack arrest methodology f 


“ 


of interference caused by the solar power 82-4702 


budget of the United States Government., 
analysis /, Airport improvement task force delay s of interference from the solar power sate 82-4703 


/, Crashworthiness design parameter sensi of mass media coverage of Concorde, May | 82-6467 
/, Distress buoy system of military compensation systems in the U 82-5481 
/, Microwave landing system intra-aircraf 82-6458 of NPRM strobe lights on locomotives / 82-6372 
/, Monitoring taconite process streams wi 82-5857 of oxide fuel rods /, FRAPCON-1, a comput 82-6662 
/, ORMDIN :a finite element program for t 82-6673 of parallel route spacing in the high alt 82-6439 
/, Three sets of task factor benchmark sc 82-5158 of perceptual and cognitive abilities tes 82-5117 
and assessment methods /, Digest of ambie 82-5309 of pillar stability on steeply pitching s 82-5891 
and extrapolation of stress-rupture data 82-6168 of portability and reciprocity in single 

and results / W.S. Rowe, J.D. Sebastian, 82-6106 of potential improvements, supplemental r 

and technology survey /, Rail inspection 82-6349 of pozzolan (fly ash) concrete /, Laborat 

and the oil issues, 1973-1974 :, U.S. int 82-6851 of Rock Island underseepage data /, Docum 
as applied to studies of convective storm 82-4635 of runway occupancy times at major airpor 


code FRAPCON-1 /, Independent assessment 82-6654 of selected intercity freight markets :tr 
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Annealing of radiation damage in 0.1- and 2-ohm-ce 
of structure to resist earthquake effects Annotated bibliography of literature on Alaska wat 
cy 


of structures to resist earthquake effect bibliography of the Air Force Human Reso 
annoyance caused by aircraft-flyoter noise /, Effe 
of structures to resist earthquake effect 2 


due to mitiple airplane noise exposure / 
of structures to resist earthquake effect « 


due to multiple aircraft flyovers with d 
of structures to resist earthquake effect “ 
; to combined airplane and road-traffic no 

of the instructor’s job in self-paced ins Annual Report to Congress, November 7-8, 1979, Col 


annually through improved retail inventory managem 
of the Manning S-4000 portable wastewater “ 


through improved retail inventory managem 
answers /, Allergies :questions and 
antecedents of Soviet terrorism :, Historical 
antenna coverage/ATCRBS performance during simulat 
antennas /, Calculation of geostationary satellite 
of the potential legal constraints on the Anthropology and archeology. 
anti-lock brake system for small motorcycles /, De 
anticancer agents., Current cancer research on iso 


of the need for intermediate and peaking 


of the network-affiliate relationship in 


of the proposed International Development 


of THTF test 105 /, Nuclear pin simulatio drugs., Current cancer research on prec 


of undisturbed sands from Niigata, Japan drugs., Current cancer research on prec 


anticipated transient experiment L6-5 /, Experimen 
anticollision light installations., Aircraft posit 
antifriction, unmounted microform, Consolidated fe 
antigen (CEA) in the clinical diagnosis and treatm 
antiwear additive in several diester lubricants /, 
Apache, Gila, and Navajo Counties., Soil survey of 
i aperture, on-axis, spherical beamsplitter mirror : 
program, L221 (TEV156)., Random harmonic 82-6098 APOLLO soil liquefaction : computer analysis of s 
‘ Appalachia /, Production and cost of a live skylin 
program, 1.224(QR)., Linear systems 82-6100 | Appalachian Trail, Tennessee and North Carolina / 
R/C frames : computer analysis of structu 82-5088 + genes Fo ae ae ae OT 


of user cost and service trade-offs in tr 82-6490 
:organizational and intermediate maintena 82-5167 


process :user’s guide., Performance inves 82-6302 


a :design, testing procedures, and test re 
schema based on cognitive style and suppl 82-5168 1 exports., Foreign relations affecting U.S. 


, : : pendices /, Feasibility of demand incentives for 
technique /, Static and dynamic J-R curve 82-6716 I wie 


to function testing of simulated CTOL tra 82-6150 / tnqueeed pennge ont eng gee 
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to function testing of the motion/no-moti 82-6149 “ /, The Yow subiiity of eactorcemiica 
with application to a new method of noise 82-5172 appendix 7 Weed otal slim sag we ll M 
"Carbon er rk #2-6131 | ‘Seicable fo fcght car ulation /, Overview 
conclusions, and recommendations concern 82-6676 pam * bana enh a chemin tee 
Anaiytical fend Guaaiice Geman teen. 82-6334 | |, in counseling and job placement /, Voc 
- testing / of a rainfall-runoff model in estimati 
eens Miia Bativie ont Villon Aten of modified profile analysis to functi 
cagheppenhy 4 suey expyen Waly 7, The we of = of modified profile analysis to functi 
a Wee cated atin: eae of statistical quality control in high 
animal, a. Sousa an aay bo rae Z of the concept of dynamic trim control 
Animal Health, June 13, 1980 /, Conference on Myco of thermal inertia using HMM data /, 82-6077 
yee aan Gatendier oF Babe Crek, Tioga to a new method of noise measurement / 82-5172 
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program for the trade of production 82-4928 


program for the trade of radio and 
/, Identification and evaluation of o 


program for the trade of radio comm 
in dentistry /, Proceedings of a conf 


program for the trade of radio mech 
of composite materials /, Automotive 


program for the trade of radio oper 
of the finite element method in geote 


a program for the trade of sewing mac 
A catalog of directories of compute 

applied to studies of convective storms /, A dual 

appointments in the federal government :, Veterans 
apprenticeship program for the trade of aircraft e 


program for the trade of sheet meta 


program for the trade of telegraphi 


program for the trade of aircraft e 
program for the trade of aircraft m 
program for the trade of airplane m 
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program for the trade of automatic 
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program for the trade of cable spli 
program for the trade of central of 
program for the trade of electrical 
program for the trade of electrical 
program for the trade of electricia 
program for the trade of electronic 
program for the trade of electronic 
program for the trade of electronic 
program for the trade of field engi 
program for the trade of helicopter 
program for the trade of industrial 
program for the trade of instrument 
program for the trade of line insta 
program for the trade of machinist. 
program for the trade of marine hea 
program for the trade of marine hul 
program for the trade of office mac 
program for the trade of photograph 


program for the trade of photograph 
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lights /, Study of optical techniques for 
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to noise analysis with application to a n 
approaches for the control of health, environmenta 
Appropriateness of procedures for leasing Defense 
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appropriation bill, 1982 :report (to accompany H.R 
appropriations for fiscal year 1982 :, Departments 
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for the fiscal year ending Septembe 
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” United States Senate /, Congress c 
Approval of airborne radar approach (ARA) procedur 


of airborne systems to be used in lieu of 


procedures., Export airworthiness 
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Closeout costs, Clinch River breeder reactor proje » P 
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evaluation of radiopharmaceutical drugs / 
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mine roof-rock stability in the upper Kittann on Oe + ete settintn a atte Ged 2 

movement in 1985 /, Rail transportation requi FRA N-l /, ; nai 

movement in 1985 /, Water transportation requ a 
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wants at the Westland Mine in southwestern Pe 82-5869 mre : 
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deficiency /, The X-Chrom lens for correctio 
Colorado /, Colorado wilderness map, National Fore 


/, Flood hazard information :Yampa River 
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/, Results of test drilling for ground wa 
:executive summary /, Impact of motorcycl 
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:1979 report of findings /, Studies of th 
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: U.S.G.S. water resources data for 
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Colorado Desert regions, California /, Cultural re 
Colorado / Sponsored by U.S. Department of Transpo 
colorectal cancer /, Selected abstracts on carcino 
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characterization cruise (XWCC 18), NOAA Shi 
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Comanche Peak Steam Electric Station, Units 1 and 
combat /, Battalion command group performance in s 


/, Tactical engagement simulation training 
fraud, waste, and abuse /, Background mater 
tindentification and measurement of critica 
support)/strategic intelligence /, Tactical 


world food problems :report to the Congress 
combined acoustic distortions /, Multiplicative ef 


airplane and road-traffic noise /, Labora 


sewer overflow abatement project :draft e 
combustion and emission-abatement wastes from coal 


of drops and sprays of no. 2 diesel oil 
combustor /, Performance of semi-transpiration coo 
Comet Science Working Group :executive summary., R 


" Report of the 
command group performance in simulated combat /, B 
groups in simulated combat :indentificatio 
qualifications for special area/routes and 


commerce :, Impact of Canadian investment and ener 
“ 


Justice, and State, the Judiciary, and r 


“ 


Science, and Transportation., Report on 
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the Judiciary, and related agencies appr 


commercial airline flights encountering high cabin 


and industrial storage of distillate an 
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atomic absorption spectrophotometer for 
data sources for transportation plannin 


market for energy technologies /, Resid 
Commercial Service offices and the Foreign Commerc 
Commerical Fisheries Research and Development Act 
commission for aeronautics document DO-160A., Radi 
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for aeronautics document DO-160A., Radi 
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report., Payments in lieu of taxes on f 
commissioner of the Commodity Futures Trading Comm 
commodity by country., U.S. exports. Schedule B 

by country., U.S. exports. Schedule B 

by country, Schedule B 

by country, Schedule B 

transportation survey (CTS) data base :u 
Commodity Credit Corporation :, Nominations of Dr. 
Commodity Futures Trading Commission and Everett R 
Commodore John Barry Day.”, Joint Resolution to A 
common nearshore fish :final report of three years 

plants of selected areas in the Nantahala N 


tactical/long-haul standards /, Recommendat 


“ 
wetland plants of southeast Texas. 
Communicating with Mexican Americans, Por Su Buena 
communication equipment, airborne microform, Conso 
“ 
equipment, except airborne microform 


system /, Motorist aid citizens radi 


)., The US Army Signal School apprent 
communications design manual /, Emergency medical 


shelters and power unit., Airdrop o 
technician., The US Army Signal Sch 
with county governments / 


zone., Health service support in a 
communities /, A Study of trucking service in six 
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/, Child protection in military 
“ 


done at Geneva April 12, 1979 with rel 
community highway safety programs, FY 1975-FY 1979 
“ 


persons, and handicapped persons on the 
compact fiscal impact/cost effectiveness :a case s 
companies :, DOE’s enforcement of alleged pricing 
Comparative assessment of residential energy suppl 
data., Local climatological data. Bing 
data., Local climatological data. Buff 
data., Local climatological data. Clay 
data., Local climatological data. Conc 
data., Local climatological data. Des 
data., Local climatological data. Elko 
data., Local climatological data. Ely, 


data., Local climatological data. Evan 
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federalism :Canada : an information re 
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synopsis of model atmospheres for 1954 
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comparison /, The Availability of German nuclear p 
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of COMPARE/RELAP3 _ subcompartment 
calcul 


of fission-gas release and mechanical b 
of methods for evaluating network traff 


of the V/STOL handling qualities of the 
compartment fires /, Probabilistic models for the 
compatibility measurement system (TAEMS) /, Transp 
Compendium of HEW evaluation studies. 


of highway safety questionnaire items / 
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Compensating and rehabilitating injured federal wo 
compensation and DIC program :, Disability 
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systems in the United States and five 


trends in the urban mass transportati 
compensator for end point detection systems /, Aut 
Competition in the drug industry : 
“ 


in the financing and delivery of healt 
compilation as of April 1, 1978 /, National emissi 


of abstracts to water quality and wate 
“ 


of ground water quality data for Kentu 


of papers presented at Prestressed Con 
completing and stimulating in situ leaching wells 
“ 


financial disclosure statement required 
complex formation /, Disproportionation reactions 
“ 
industry wastes :auto oxidation of tannery 


near Edgard, Louisiana /, Draft environmen 
“ 


visual monitoring performance /, An explor 
complexity and visual display field-of-view /, Pil 
“ 


as indicated by physiological indices / 
compliance evaluation inspection manual /, NPDES 
“ 


measurement system /, Design and analys 

of railroad track /, An Experimental ev 

test for FMVSS 301-75, and accident inv 

test program FMVSS 212, 219, 301-75, NC 


and environmental safety) :, 1982 Depa 
compli ist programs /, Protecting worke 
comply with regulations :report to the Congress /, 
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with regulations :report to the Congress : 
components and accessories microform., Consolidate 


microform, Consolidated federal supply 
microform, Consolidated federal supply 
microform, Consolidated federal supply 
‘progress report ending 31 August 1977 
subjected to LOCA typetests /, An exper 
aircraft microform, Consolidated feder 
aircraft microform, Consolidated feder 
aircraft microform, Consolidated feder 
Consolidated federal supply catalog id 
non-aircraft microform, Consolidated f 
non-aircraft microform, Consolidated f 


non-aircraft microform, Consolidated f 
composite laminate thermal expansion /, Nonlinear 


Page 1-650 





Title Keyword Index 
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fluid-loaded plates, calculated using T 
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compound (VOC) species data manual /, Volatile org 
compounds ., Current cancer research on nitroso 
comprehension for combined acoustic distortions /, 
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Comprehensive oil shale legisiation : 


summary of the report—January 1980 / 
compression and saturation in He-Ozequ 
compressors microform, Consolidated federal supply 


microform, Consolidated federal supply 
Comptroller / 
Computational techniques for solar wind flows past 
compute the eigenvectors of a symmetric matrix /, 
computer acquisition practices provide useful info 
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. analysis of structure to resist earthquak 
analysis of structures to resist earthqua 
analysis of structures to resist earthqua 
analysis of structures to resist earthqua 
analysis of structures to resist earthqua 
assisted area source emissions (CAASE) gr 


assisted instruction /, The educational e 


code /, CONAN :an LMFBR containment 
respo 


code for the steady state analysis of oxi 
image generation imagery improvement :cir 
image generation :improved edge utilizati 
program /, Users’ manual for linear freig 
program for analysis and extrapolation of 
program for calculating environmental rad 
program :investigation of new integration 
program to calculate the motion of fuel a 
program to generate equations of motion m 
programs /, Computational techniques for 
programs for railway freight car models / 
replacement strategies., Software impact 


scoring algorithm /, F-15 flight simulato 
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software applications., A catalog of dire 


system :, The centralized development cen 


usage costs in predicting unsteady aerody 
)., The US Army Signal School apprenticesh 
computer-aided instruction/computer-managed instru 
computer-based intelligence systems /, Effects of 
ae 


models applicable to freight car ut 
tapes produced by the EROS dat 
computer-generated atmospheric disturbances /, Pow 
computer-managed instruction (CAI/CMI) system :fea 
Computerized algorithms :eva)uation of capability 
ee 


audiometry /, Optimum threshold-cross 
process control system for the ORR-PS 
con Mexico Americanos, For Their Good Health, Sept 
CONAN :an LMFBR containment response computer 
code 
concentrates by cyanidation-carbon adsorption /, R 
concentration determined by drag reduction /, Poly 
oy 


due to missing members in planar fac 
concentrations ., Transport category airplanes cabi 
concept of dynamic trim control to automatic landi 
concepts for Army environmental impact assessment 
“ 


for investigating the strength behavior o 
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for pavements across soft ground /, Inves 
“ 


of Air Force leadership / 


“ 


" and bandwidth /, Vehicle identification 
Conceptual study of handicapped facilities for new 
concerns over Navy’s guided missile frigate FFG-7 


over Navy’s guided missile frigate FFG-7 

Conclusions and recommendations on employment secu 

“ 

and recommendations concerning operat 

Concord, New Hampshire, annual summary with compar 
Concorde, May 1976-February 1977 /, Content analys 
concrete /, Laboratory analysis of pozzolan (fly a 
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and experimenal repair of Madera Canal dr 


segmental bridges :a compilation of paper 


structures /, Maintenance and preservatio 
“ 
test specimens /, Evaluation of a drop ta 
Concrete Laboratory :fifty years., Bureau of Recla 
concretes., Repair of rigid pavements using epoxy 
concurrent resolution, fiscal year 1982 :report., 
condition and causation and an assessment of India 
“ 


of agriculture in the Northeast :, Credi 
conditioning, and air circulating equipment microf 
conditions /, The effect of throat contouring on t 


at Lock and Dam 53, Ohio River, Kentuck 
“ 


by using bodyfit-1FE code /, Simulation 


“ 


in human skeletal remains /, Identifica 
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conduct air quality assessments of national mobile 
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conducted on Chessie System track /, Tests of the 
conduction analysis /, ORMDIN :a finite element pr 
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“ 
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on Child Passenger Protection / 

on Communicating with Mexican Americans 

on Microbiological Processes Useful in 

on modeling techniques and applications 

on Mycotoxins in Animal Feeds and Grain 

report (to accompany H.J. 357)., Making 

report (to accompany H.R. 4503)., Munic 

report (to accompany S. 884)., Agricult 

report (to accompany S. 884)., Agricult 
conferences report (to accompany S. 1086)., Older 
confidential in character). Supplement., Cumulativ 
configuration /, Theoretical and experimental inve 
configurations for the Quiet Short-haul Research A 
confirmatory technology assessment /, Social and e 
conflict monitoring analysis of parallel route spa 


Confluence Deer River /, Flood plain information r 
Congress. 


7 /, AID and universities have yet to forge 
/, Air Force and Navy plans to acquire tr 
/, Decisions to be made in charting futur 
/, Decisions to be made in charting futur 
/, Defense needs better system for assuri 
/, Evaluation of defense attempts to mana 
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/, Fraud in government programs :How exte 
/, Further actions needed to improve mana 
/, Logistics concerns over Navy’s guided 

/, Long-term economic planning needed in 

/, Manpower effectiveness of the All-Volu 

/, Most borrowers of economic opportunity 
/, Most critical testing still lies ahead 

/, Most Federal agencies have done little 

/, New York State public assistance cost- 

/, Opportunities still exist for the Army 

/, Performance of CHAMPUS fiscal intermed 
/, Reforming interest provisions in feder 

/, SBA’s pilot programs to improve guaran 
/, The army needs to improve individual s 
/, The federal structure for examining fi 

/, The federal structure for examining fi 

/, The 8(a) pilot program for disadvantag 

: summary /, Air Force and Navy Plans to 
: summary /, Defense needs better system 

: summary /, Evaluation of defense attemp 

: summary /, Federal charges for irrigati 

: summary /, Federal-Interstate Compact C 

: summary /, Federal water resources agen 

: summary /, Logistics concerns over Navy 
: summary /, Most borrowers of economic o 
: summary /, Most Federal agencies have d 
: summary /, Need to reexamine the federa 
: summary /, New York State public assist 
: summary /, Opportunities still exist fo 

: summary /, SBA’s pilot programs to impr 
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: summary /, Weaknesses in the planning a 
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pursuant to clause 1(d) of rule XI of the 


summary /, The army needs to improve indi 


” administration of the Wild Free-Roaming 
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” Court proceedings and actions of vital i 
” November 7-8, 1979, College Park, Maryla 
: Refugee resettlement program :report to 
” Report of the Committee on the Judiciar 
” Report on the activities of the Committ 
” Report on the activity of the Committee 
‘ 7 Reports on legislation made by the Hous 


, Semi-annual report to 
Congress : Summary /, Farmer-Owned grain reserve p 


/, Most critical testing still 
Congressional budget request. 


budget request. 

budget request. 

budget request. 

budget request. 

committee hearings, Index of 
committee hearings (not confidential 


mandate under the Biological Researc 
Congressional Budget Office )., Authorization of co 


)., Authorization to se 
)., Bus Regulatory Refo 
)., Commerical Fisherie 


)., International organ 


)., Providing for a wai 
)., Restoration of coas 
conjunction with the 5th International Conference 
ConnDOT Brine Deicing System:Hartford , Connecticut 
Connecticut /, Area wage survey. 
“ 


Fairfield County., Flood insurance st 


March 11-12, 1980 : a project in coop 

Tolland County., Flood insurance stud 
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consequences of literacy gap /, Operational 
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:, Soil 

activities /, State energy 

alternatives /, An Equilibrium analys 

and research technology., Energy 

in the utility industry :, Production 

tillage :the farmer’s edge in today’s 
conservative turbojet operations /, ATC accommodat 
consideration of House Joint Resolution 349 :repor 

of House Joint Resolution 357 :repor 
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Consolidation of an iron-base superalloy by powder 
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construction :, Proposed Washington Naval Yard 
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and building materials microform, Con 
and maintenance of low-volume roads / 
at Army and Air Force installations., 
concepts for pavements across soft gr 
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grants amendments of 1981 :conference 
management essentials., Manual on 
progress and inspection report-airpor 
steel 22 NiMoCr 37 /, More precise in 
time extension in nuclear power plant 


workers at operating nuclear power pl 


zones /, Temporary barriers used in 


" Operational safety on airports duri 
Consular functions of the State Department : 


operations in Mexico City and Mexican gov 
consultant services for airport grant projects., A 
consumer products /, Certification/enforcement ana 
Consumer Product Safety Commission publications. 
Consumption in the USSR : 
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contaminated dredged material /, Treatment of 
contamination on radioactive materials transportat 
contemporary perspectives /, Theories on drug abus 
Content analysis of mass media coverage of Concord 
contents of packaged goods /, Checking the net 
Conterfeiting Amendments Act of 1981—S. 691 :, The 
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costs and technology considerations /, Fou 
devices industry, June 1974 /, Occupationa 
equipment /, Potential means of cost reduc 
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of radiation /, Ionizing radiation categor 
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test station /, Maintenance training syste 82-5155 
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to protect asbestos-cement pipe /, Field t 82-5298 
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Photocell on-off lighting 82-5090 
weapons, guided missile, miscellaneous an 


controllability of the FY-17 airplane /, Precision 
controlled? : report to the Congress /, Fraud in g 





Marssonina leaf spot of poplars., How to i 





Controlling Title Keyword Index 


Controlling particulate emissions from coal-fired 
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le :W. S.A. , 8 
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recovery from primary smelter dusts / 82-5868 tables for 10.2 kHz :area 05, Canada, s 82-4737 





smelter feed /, Behavior of arsenic in a st 82-5855 tables for 10.2 kHz :area 05, Canada, s 82-4738 
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anti-lock brake system for small motorcycles 
effectiveness :a case study /, Non-resident v 
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of living., Prices, wages, and the 
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reduction in grade crossing motorist-warning 


Reduction of export credit subsidies in worl 
cost-sharing policies :implications for federal po 
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Costs and benefits of database management :Federal 


and benefits of participations in the Treasu 

and technology considerations /, Four corner 
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of construction time extension in nuclear po 
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counterbores , and countersinks microform :, Consol 
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credits :, Tuition tax 82-6826 
4 (XWCC 23), NOAA Ship George B. Kelez, 
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links to the waste disposal industry :, Orga 82-6804 Augus 
cruises (XWCC 2 to XWCC 24), NOAA ships Research- 
prevention through environmental design :an er 
crimes against business., Federal government sourc 82-4688 crustal movements :the eastern United States /, Re 
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ee 


motorist-warning control equipment /, Pot 82-6350 
crossroads /, Railroad unemployment insurance :at 82-6728 
Crosswicks Creek basin and vicinity, central New J 82-5811 
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Apri 82-4648 cancer research on clinical aspects of leu 82-5691 
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July 





cancer research on diagnosis and treatment 82-5714 


Page I-659 





Title Keyword Index 


cancer research on differentiation and mat 82-5706 industrial reports. Series MA-23E, Men’s a 

cancer research on differentiation and mat 82-5724 industrial reports. Series MA-23G, Underwe 
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cancer research on myeloma proteins, other 82-5704 
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cancer research on statistics, epidemiolog 82-5699 /, Omega propagation correction t 82-4766 
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Page 1-660 








April 1982 
x , 

Mississippi River, Minneapolis, Minnesota :hy 
damage /, Improving the distribution and reducing 
“ 
assessment of the United States -January 19 
“ 


in 0.1- and 2-ohm-centimeter silicon solar 


which occurred during the near Izu Oshima e 
Danbury , Connecticut, Fairfield County., Flood ins 
D&D proposal guidelines :alternative fuels, fuel a 
DARCOM motion picture /, The sights and sounds of 


“ 
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‘report to the Congress /, Evaluation of defe 
‘report to the Congress : summary /, Evaluati 
series., National standard reference 


set /, Uniform ambulatory medical care :minim 


82-5501 
82-5578 


82-5755 


Page I-661 





sources for transportation planning /, Commer 
ctask order 4 /, New car assessment supplemen 
telecommunications center operator., Automati 
to assess waterfowl habitat quality /, Use of 
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Buffalo, New York, annual summary with 
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expanded water column characterization cruis 
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' Las Vegas, Nevada, annual summary with 
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deaf /, Catalog of educational captioned films for ” CFR. 32, National 
deafness :, Mental health in 


debris and the impact on containment pressure /, C ” CFR. 32, National 
hazards at civil airports. 
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decision report of the U.S. Fish and Wildlife Serv ‘ 
decisionmaking :an integration /, Problem solving 
decisions /, Federal Trade Commission 
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National 
” National 
and orders of the National Labor Relatio ‘ National 
and publications., Federal Trade Commiss 4 National 
of the United States Merit Systems Prote * National 
. , Defense U.S. General Accounting Office., Better ad 82-5480 
©. aot & teats Some of BOM 2 deficiency /, The X-Chrom lens for correction of c 82-5120 
: : . Definition of requirements for a performance measu 82-5146 
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delay /, Parameters of future ATC systems relating 
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property to foreign governments :report to 82-5492 information and forecasting research projec 
dementia of the Alzheimer’s type /, Progress repor 
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demography of human cancer., Current cancer resear 
supply and logistics. 82-5623 Demonstration of EIC’s copper sulfate process for 
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(PTACV) /, Phase IIlc-test and 
densities on timber yields from red pine plantatio 
dental benefit plans, 1978., Survey of 
dentistry /, Proceedings of a conference on modeli 
Denver Type I and Standard Type II Barricades via 
Departments of Commerce, Justice, and State, the J 


of State, Justice, and Commerce, the J 
deposit program /, The costs and benefits of parti 
Deposit Insurance Flexibility Act :, The 
depository libraries., Government 
Depressurization and two-phase flow of water conta 
depth charges and underwater mines, ammunication m 


in dry hyperbaric chambers /, NSMRL calibrat 
Derby, Kansas, Sedgwick County., Flood insurance s 
Deregulation Act of 1981 :, icati 
dermatoses :, Occupational 
Des Moines, lowa, annual summary with comparative 


Iowa, uni areas., Flood ins 


describing fish and wildlife in Pennsylvania” :a 


the movement and storage of sediment in 
description /, The federal coal management program 


of S. 732 and present law relating to 
descriptive bibliography /, Shipping containers of 
desegregation ., Grants for research on 
desert , 1776-1880 :historic trails and wagon roads 
Desha, Drew, and Lincoln counties, Arkansas /, Est 
design /, EMC considerations in classification yar 
/, Practical riprap 
can operational handbook /, Crime preventio 
and acquisition :summary of current procedu 
and analysis of a track compliance measurem 
and construction at Army and Air Force inst 
and experimental results for a Natural-Lami 
by rock mass classifications /, Tunnel 
for harbor entrance improvements, Wells Har 
for prevention of wave-induced erosion :hyd 
for wave protection at lock entrance : hydr 
guide /, Final report, helicopter drive sys 
guide /, Helicopter drive system R&M 
(IPAD), product manufacture interactions wi 
manual /, Emergency medical services commun 
of fine-grained dredged material containmen 
of foundations on expansive soils /, Overvi 


of highway culverts /, Capacity charts for 
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of Gibbs energies of formation of Mn 
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of mercury /, Modification of a comm 

of vehicular cold and hot operating 
determinations of shear and Young’s moduli for the 
determined by drag reduction /, Polymeric concentr 
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determining Debye temperatures /, An algorithm for 
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nonlinear flow solutions :application 
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developing countries :implications for fertility / 
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habitability information for the design 


development /, Reservoirs and waterways :identific 
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/, Systematic training program for enh 
/, Task level job performance criteria 
:, Amtrak authorization and rail passe 

:, Oregon port 

:, Synthetic fuels 

:a program review of research supporte 
aid program., Construction progress an 
and analysis of computer scoring algor 
assistance :March 19, 1981 /, Security 
center and the Target computer system 
contracts /, Research and 

contracts, NIH research and 

for job performance evaluation :procee 
for training for operators of speed me 
guide /, Handbook for recreation plann 
guidelines for converting army install 
history / prepared by L.D. Chapman ... 
in New England :, Hydroelectric 

in residential basement rooms /, Fire 

in the outer continental shelf :, Prop 
(ISD) in Air Force flying training /, 
:making the real estate-transit connec 
of /, Holographic volume-phase, 17-inc 
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of a low cost anti-lock brake system f 
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of a NiCad battery interface unit / 

of criteria to designate routes for tr 
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of the NOAA Corps /, Origin and 
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program constrained by unresolved mana 
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:report /, Government-wide guidelines 
:report to the Congress /, SBA’s pilot 
:report to the Congress : summary /, S 
task plan /, BWR refill-reflood progra 


” Classification of intact stability s 


” Feasibility study of a self-containe 

” Rederal funds for research and 

” Housing, urban and reral 

” ‘Test, and Evaluation, to Increase the 


” ‘The Impact of technological change i 


Development Act Amendments :report (to acocmpany H 
Developmental Disabilities Assistance and Bill of 
developments /, Training 
devices /, Breath alcohol sampling simulator (BASS 

“ 
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/, Material development for training for o 

/, The optical properties of smoke-protect 

and techniques to improve maneuvering and 
for highway vehicles /, R, D&D proposal gu 
industry, June 1974 /, Occupational employ 
microform, Consolidated federal supply cat 

on normal operation of piping systems in n 


repairer., Special electronic 


dewatering /, Fine coal refuse slurry 
diagnosis and radiotherapy of cancer., Current can 
“ 


and related techniques., Current cancer 
and staging of cancer /, Selected abstra 
and treatment of cancer of the lower res 
and treatment of colorectal cancer /, Se 
and treatment of lung cancer., Current c 


of cancer., Current cancer research on b 





diagnosis 


and repair process /, Scope and impact 


prognosis, and treatment., Current canc 


prognosis, therapy, and immunology of m 
diameter baffled culvert for passing juvenile salm 


ity 
/, Ceramic mold inserts for use in ferr 
Diego, California /, Conference on Microbiological 
dies , and collets microform :, Consolidated federa 
diesel oil and its emulsions with water and methan 


).. The US Army Transportation School appren 
diester lubricants /, Evaluation and auger analysi 
different methods /, Factor analysis of perceptual 
differentiation and maturation of normal and neopl 

and maturation of normal and neopl 
differing peak noise levels /, Cumulative annoyanc 
diffusion add-on site /, In situ and laboratory de 


flames /, Forced and natural convection 
Digest of ambient particulate analysis and assessm 

of United States practice in international 
digit zip code and post office directory /, Nation 
digital and analog service modes /, Performance pa 


ground-water flow models /, Predicted effe 
image processing system /, Manual on chara 
load and voltage control algorithms for Ye 


radio common tactical/long-haul standards 
Diked disposal area Monroe Harbor at Sterling Stat 
dimenhydrinate (Dramamine) on visual processes /, 
direct and general support maintenance manual for 


broadcast satellites : Voice of America, Rad 


deposit program /, The costs and benefits o 

support maintenance manual :general repair 
direction in U.S. foreign policy :April 24, 1981 / 
directions (enroute) for the eastern Mediterranean 


(planning guide) for the Mediterranean. 
director of Selective Service, and John S. Herring 


Internatonal Communication Agency /, U.S 


Office of Personnel Management /, Federa 
Directories and lists of persons and organizations 


of computer software applications., A 
directors of the Commodity Credit Corporation :, N 
directory /, National five digit zip code and post 

/, Telephone and service 


slowa, Kansas, Missouri, Nebraska., Wome 


of Engineering and Manufacturing Distric 


of on-going research in smoking and heal 
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Disarmament and arms control. 
Disassembly phase energetics :an examination of th 
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discretion and federal sentencing reform /, Prosec 
discrimination in noise /, The effects of earplugs 
disease (ESRD) program under Medicare /, End-stage 
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disorders of the eyes., Care and 


¥ Current cancer research on clinical as 
disparities /, A study of ocean rate 


still exist in who gets special educat 
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display field-of-view /, Pilot performance in simu 
displays /, Human information processing in naviga 
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disposal /, Identification of approaches for the c 
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Dr. Susan M. Phillips to be a commissioner of the 
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waters in the North Carolina Tidewater Re 
” Irrigation and 
Dramamine ) on visual processes /, Effects of aspir 
drawings , checklists, field guides, stories, manua 


dream :running your own business /, More than a 
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/, Omega propagation correction tables 
E-1986., United States of America, treasury notes 
E-1988 ., United States of America, treasury notes 
early retirement myth :, The 
earmuffs on an artificial head as a function of az 


on pitch discrimination in noise /, The e 
earned income :report (to accompany H. Res. 251)., 
earplugs and earmuffs on an artificial head as a f 
oe 


and earmuffs on pitch discrimination in n 
earth melting penetrator system for geoprospecting 
“ 


terminals /, Analysis of interference caused 
earth-science considerations /, Facing geologic an 
earthquake effects., APOLLO :soil liquefaction : c 
“ 


effects., CUMLIQ :evaluation of liquefa 


effects., DRAIN - 2D :inelastic dynamic 


“ 


effects., SAKE :inelastic analysis R/C 


“ 


effects., TIMHIS :time history plots : 


“ 


reconstruction in Italy /, Report on 
earthquakes, January 14 and 15, 1978 /, Visit to J 
east coast /, Loran-C table :Canadian 
oe 


coast /, Loran-C table :Canadian 


coast, 5930 /, Loran-C correction table : 


/, Bridger-Teton National Forest, travel pla 

East African grasses, I /, A scanning electron mic 
East Bay Marina, Olympia Harbor, Washington :hydra 
East Fork River, Wyoming., Field data describing t 
East/West economic relations : 
Easter offensive of 1972 /, The 
eastern larch beetle of its natural attractant and 

“ 


h Mediterranean., Sailing directions (enrout 
Nebraska :annual report, June 1, 1978-May 
shore, Md.-Va.-Del. /, Area wage survey. L 
U.S.S.R., station A (Norway) /, Omega prop 
U.S.S.R., station A (Norway) /, Omega prop 
U.S.S.R., station D (North Dakota) /, Omeg 
U.S.S.R., station H (Japan) /, Omega propa 
U.S.S.R., station H (Japan) /, Omega propa 
United States /, Recent vertical crustal m 
USSR, station B (Liberia) /, Omega propaga 


USSR, station D (North Dakota) /, Omega pr 
USSR, station E (Reunion) /, Omega propaga 
Eastern San Diego County area (McCain Valley) Cali 


82-4771 
82-5181 
82-6248 
82-6252 
82-6744 
82-5113 
82-5114 
82-6586 
82-5113 


82-5114 
82-5012 


82-4702 
82-5800 
82-5086 
82-5085 
82-5084 
82-5088 
82-5087 
82-6757 
82-5016 
82-4718 
82-4719 
82-4720 
82-4320 
82-6232 
82-4998 
82-5839 
82-6832 
82-5066 
82-4372 
82-4717 
82-6653 
82-6052 
82-4731 
82-4765 
82-4766 
82-4735 
82-4767 
82-6717 
82-4732 
82-4733 


82-4734 
82-5783 





California :a scientific 
Easton, Massachusetts, Bristol County., Flood insu 
Eaton County, Michigan /, Important farmlands, 
ecological characterization :environmental synthes 


studies of one channelized and two unch 
ecology :a guide for Gila National Forest., Checkl 
econemte analyses /, Eight years’ experience with 
" analysis of future civil air navigation s 
and budget outlook :an update /, The 
condition of agriculture in the Northeast 
data :, Maintaining the quality of 
future of metropolitan Milwaukee :, The 
growth through energy efficiency : 
growth through foreign language improveme 
impacts of the Trojan Nuclear Power Plant 
indicators of the farm sector. Production 
opportunity loans have not succeeded in b 
opportunity loans have not succeeded in b 
outlook for the second budget resolution 
planning needed in oil- and gas-producing 
policies and U.S. productivity :, Japanes 
regulation on fuel-use efficiency in priv 
relations :, East/West 
relations :, U.S.-Japanese 
reports., Agricultural research, statisti 


study of the radionuclides industry /, An 
Economic Development Administration publications. 
economically :a food buyer’s guide., Buy 
economy :, Grassroots hearings on the 
“ 


Conservation tillage :the farmer’s edge 
“ 
EPA and road :a report to the Congress in 
ecosystem /, A model for radioactive transport in 
oy 


models assessing environmental impact :t 
ectopic hormones and enzymes /, Selected abstracts 
Edgard, Louisiana /, Draft environmental impact st 
edge in today’s economy., Conservation tillage :th 


utilization study /, Computer image generatio 
Edgecombe County, N.C., 1978 census of agriculture 
edged, nonpowered microform, Consolidated federal 
edible offal for export., Guidelines for packaging 82-4300 
education /, Disparities still exist in who gets s 82-5496 


‘4 comprehensive summary of the report—J 82-5752 
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agencies., Education directory. Local 
agencies, Local 
and Labor, House of Representatives :rep 
and protection., Environmental 
block grant :, Oversight on Title I, ESE 
Committee on Education and Labor, House 
directory, colleges & universities / 
directory. Local education agencies. 
for rural-suburban pedestrian safety /, 
programs, 1975-80 /, Federally funded pr 

” Adult 

r Elementary 

Elementary and secondary 

y Foreign 

: nurse training and National Health Servi 

; Postsecondary 

. Revenues and expenditures for public e 


Secondary 


R Semi-annual report / Office of Inspect 
educational captioned films for the deaf /, Catalo 


effectiveness of graphic displays for 


“ 


statistics. 


“ 
statistics. 

EEG’s and reaction time during a normoxic saturati 

Effect of a zero g environment on flammability lim 
of agricultural land development on drainag 
of CF,Brzon composi 
of chlorofluorocarbons on the ozone layer : 
of cold stress : report to the Nuclear Regu 
of economic regulation on fuel-use efficien 
of flameholder characteristics on lean, pre 
of initial number of tree per acre and thin 
of neutron-induced background radiations on 
of Reynolds number on stability characteris 


of shale tar water /, Toxic 


of shear stress on dynamic bulk modulus of 82-5011 
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of signal/noise ratio and bandwidth on vehi 
of structures and lake level on bluff and s 
of throat contouring on two-dimensional con 
on public service employment programs /, Th 


September 30, 1979., Research tables based 
effective partnership to combat world food problem 


report to the Congress /, The 8(a) pilo 

:report to the Congress : summary /, The 
effectively /, Perceived importance of zones surro 
effectiveness : report to the Congress : Summary / 


:a case study /, Non-resident violat 


a 


“ 


and mechanisms of action of anticanc 
and mechanisms of action of anticanc 
evaluation :federal and state enforc 
evaluation of traffic barrier system 

in riverine egress tests /, Traffic 

of airborne laser hydrography /, The 
of graphic displays for computer ass 
of research and development related 
of safety belt usage laws / 

of the All-Volunteer Force :report t 
of visual and motion simulation /, T 
of yellow goggles /, Various measure 
of 6883 simulator and actual equipme 
‘report to the Congress /, Farmer-ow 
report to the Congress /, Farmer-ow 


to reduce the frequency and severity 
effects for a low-aspect-ratio highly swept arrow- 
“ 


of a proposed water-resource management pl 
of additives on methanation activity of Ra 


of altitude and two decongestant-antihista 





of aspirin and dimenhydrinate (Dramamine) 
of chemical carcinogens on nucleic acids, 
of chemical carcinogens on nucleic acids, 
of earplugs and earmuffs on pitch discrimi 


of fallout on people in Utah, Nevada, and 
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of first underlayer weight on the stabilit 
of high-frequency cue reduction on the com 
of inlet shapes on fan noise radiation /, 
of ionizing radiation :responding to the c 
of OCS petroleum development :a program re 
of operating the Mt. Elbert pumped-storage 
of Pollutants Upon Aquatic Ecosystems :the 
of postulated event devices on normal oper 
of prescribed fire on soil nitrogen levels 
of proposed Canadian Pacific acquisition o 
of pseudoephedrine and triprolidine on vis 
of retrieval term specificity on informati 
of sound level fluctuations on annoyance c 
of static tensile load on the thermal expa 
of strip mining the abandoned deep Anna S 
of the I-95 exclusive bus/car pool lane pr 
of ultrasound and their relevance to the e 
on composite laminate thermal expansion /, 
on eastern larch beetle of its natural att 
on landfilled solid waste :cold climate st 
on mental performance and health risk /, C 
on receiver performance /, A tutorial revi 
on sentence comprehension for combined aco 
" APOLLO :soil liquefaction : computer ana 
” CUMLIQ :evaluation of liquefaction poten 
” DRAIN - 2D :inelastic dynamic response : 
” SAKE :inelastic analysis R/C frames : co 


c TIMHIS :time history plots : computer an 
efficiency :, Economic growth through energy 
“ 


and equity implications of alternative 

in private trucking operations., The Ef 
in urban mass transit :employee attitud 
standards for consumer products /, Cert 
statistics /, Economic indicators of th 


statistics, Production and 


82-4372 
82-5297 
82-5111 
82-4691 
82-5107 
82-5086 
82-5085 
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effluent by rapid inflation /, Treatment of primar 
effort to reduce the level of drug trafficking in 
efforts in hazardous materials transportation by t 
needed for providing employment opportunit 


to combat fraud, waste, and abuse /, Backg 
egress tests /, Traffic slope tests of military in 
EIC’s copper sulfate process for removal of hydrog 
eigenvectors of a symmetric matrix /, An algorithm 
Eight years’ experience with a second opinion elec 
EIS) for New York Bight Acid Waste Disposal Site d 
“ 

) 


for proposed North Atlantic incineration site 
Paso-Alamogordo-Las Cruces, Tex.-N. Mex. /, Are 
El Paso County area, Colorado., Soil survey of 
Elco, Pennsylvania, Washington County., Flood insu 
elderly /, Abuse of the 


:, 1981 White House Conference on Aging, M 


programs :, Rural access to 
elections ., Voting and 
elective surgery program :utilization and economic 
Electric power emergency handbook / 

station unit 3 auxilary feedwater system 


utility steam generating units :backgroun 


“ 


utility steam generating units :backgroun 
conventional vehicle comparison crash tes 
electrical cable for airport lighting circuits., S 


energy saving. 

heating of light-water-reactor fuels /, 

mechanic., The US Army Signal School ap 
mechanic (aircraft)., The US Army Trans 
repairer., The US Army Signal School ap 
resistivity /, Handbook of geophysical 


system components, aircraft microform, 

system components, non-aircraft microfo 
Electrical Power at Palo Verde Irrigration Distric 
electrician, radio. The US Army Signal School app 
electricity supply /, Public 
electrification in the United States /, Cost effec 
Electrochemical determination of Gibbs energies of 
Electrohydraulic cystolithotripsy videorecording / 


nephrolithotripsy videorecording 
Electrolytic method for recovery of lead from scra 


zinc waste /, Recovery of principal m 
electromagnetic compatibility measurement system ( 
electron beam-plasma experiments in the very large 

microscope survey of the epidermis of Eas 


tubes and associated hardware microform, 
electronic devices repairer., Special 





electronic 


long-range navigation equipment., Recom 
microform, Consolidated federal supply 
microform, Consolidated federal supply 
ore sorting tests on native copper ore 
scrap /, Recovery of copper and associa 
technician (communication)., The US Arm 


).. The US Army Signal School apprentice 
electronics mechanic (computer)., The US Army Sign 


mechanic (RADAR)., The US Army Signal 


systems /, Analysis of interference fr 
element /, A three-dimensional fluid finite 


availability in the western energy regions 
method /, Analysis of pillar stability on 
method in geotechnical engineering :procee 


program for two-dimensional nonlinear inve 
Elementary and secondary education 


and secondary education., Revenues and 
education. 
elevated refractive layers in the oceanic boundary 
eligibility , administration in effect September 30 
elimination system permit and section 10 and secti 
Elko, Nevada, annual summary with comparative data 
Ellensburg, town of Kittitas, and Kittitas County, 
Elmore Counties, State of Idaho /, Sun Valley graz 
Ely, Nevada, annual summary with comparative data. 
embankments /, Factor of safety charts for estimat 
embrittlement in reactor pressure vessel materials 
EMC analysis /, Microwave landing system intra-air 


considerations in classification yard design / 
emergency handbook /, Electric power 
+. 


locator transmitters and receivers., Ope 
+“ 


medical services communications design m 
“ 


medical services highway sign evaluation 


+e 
vehicles /, Training program for operati 
Emergency Energy Conservation Act of 1979 /, Comme 
EMI models and their effects on receiver performan 
emission control strategies :final report /, Metho 
control technology, motor vehicles emissi 
from a model open pit uranium mine /, Pre 
from marine terminal transfer operation / 
regulation for buses /, Regulatory analys 
standards /, Ammonium sulfate manufacture 


standards for hazardous air pollutants :a 
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emission-abatement wastes from coal-fired power pl 
emissions /, The determination of vehicular cold a 
(CAASE) gridding procedure (revised) :UN 


from aircraft /, The perturbation of som 


from coal-fired boilers., Controlling pa 


from existing stationary sources /, Summ 
technology :final report /, Study of aut 
° / 

, Analysis of effect of flameholder char 
emphasis on electrical resistivity /, Handbook of 
employee attitudes, withdrawal behavior, and barga 
employees :, Oversight hearings on OSHA—occupation 

“ 


of the Legislative branch /, Instruction 


:who should do what for the federal gove 
employer pension plans /, Study and analysis of po 
Employment and training programs in the United Sta 

“ 


-bakery products industry, May 1971 /, 


“ 


‘beverage industries, May 1971 /, Occup 
:children’s outerwear industry, May 197 
:engineering and scientific instruments 

:gum and wood chemicals and miscellaneo 

in ..., Public 

:mechanical measuring and control devic 
opportunities and enforcing labor stand 
opportunities in the Environmental Prot 
programs /, The New CETA :effect on pub 


programs :, Veterans 


“ 


security administrative financing /, Co 

:weaving and finishing mills (wool) ind 
empty-field myopia /, Target size and corrections 
emptying system /, Lock design, bottom longitudina 


system of Lock No. 1, Mississippi River, 
emulsions with water and methanol., Combustion of 
en route ATC computer replacement strategies., Sof 
encountering high cabin ozone levels /, Procedures 
end of the 96th Congress) :, Civil rights acts of 


point detection systems /, Automatic and conti 
stage renal disease program : 
End-stage renal disease (ESRD) program under Medic 


Endangered and threatened vertebrate animals and v 
ended September 30 ..., Annual report of the Natio 
ending September 30, 1982, and for other purposes 
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31 August 1977 /, Structural integrity of w 
endocrine system neoplasms and related endocrinolo 
endocrinology (excluding gonads), The Epidemiology 
endowments for the arts and humanities, and museum 
energetics :an examination of the impact of SIMMER 
energies of formation of MnS and Fe, 
energy and nuclear power., Atomic 

assessments /, Water quality issues and 

authorization (environmental research, envi 

availability., Technology & Soviet 

availability :summary., Technology & Soviet 

block grants : 

conservation /, Bicycle transportation for 

conservation activities /, State 

conservation alternatives /, An Equilibrium 

conservation and research technology. 

credits for individuals. 

dissipator /, Model studies of the Sugar Pi 

efficiency :, Economic growth through 

efficiency standards for consumer products 


in transportation / 


analysis :energy efficiency standards 
and its effort to reduce the level of 
efforts in hazardous materials transpo 
of alleged pricing violations by the n 
of the Clean Air Act :Houston case stu 


program, Stockton, California /, Incre 


Law 

enforcing labor standards in sheltered workshops : 
engagement simulation training :a method for learn 
engine accessories, non-aircraft microform, Consol 


air and oil filters, strainers, and cleaner 

air and oil filters, strainers and cleaners 
cooling system components, aircraft microfo 
cooling system components, non-aircraft mic 
electrical system components, aircraft micr 
electrical system components, non-aircraft 
fuel system components, aircraft microform, 


fuel system components, non-aircraft microf 


82-6273 induction system and fuel system icing prob 


policies on U.S. commerce :, Impact of Cana 82-6809 mechanic (turbine). The US Army Signal Sch 82-4925 


products., Current industrial reports. Seri 82-4588 power-loss accident prevention. 62-6383 


products, Selected atomic 82-4588 starter turbine /, Reasons for low aerodyna 82-6169 
with several exhaust configurations for the 
Engineer / 


82-5092 . 


regions /, Four reference soil and rock sam 82-6152 


82-4953 


82-5796 


saving., Electrical 


(microwave)., The US Army Signal School a 82-4926 


storage., Batteries for 82-5201 
training program, November 8-17, 1977., P 


Engineering and Manufacturing District offices., D 


82-6295 
82-6381 


supplies, prices, and consumption. 82-5649 


supply and transportation-related energy us 82-6278 and planning consultant services for a 82-6412 


supply systems that use fuel cells :(execut 82-5264 and scientific instruments industry, J 


technologies /, Residential/commercial mark 82-5206 data /, BIRP :software for interactive 


use /, Freight transportation 82-6271 data on selected high speed passenger 


use /, Interactions between energy supply a for highways :textbook and training co 
utilities :, The future of the nation’s 


‘proceedings of the symposium held at 
Energy Statistics ., Secondary stocks :a paper prep 


enforcement /, Evaluation of screening breath test 
“ 


/, Parking and traffic 


:, Description of S. 732 and present | 





representatives., Designated 
representatives., Designated 


requirements for simulators /, Closed 





Engineering 
oe 

services support project, task 2 /, Pi impact statement /, Mount St. Helens 
“ 


tests at Department of Transportation, 
engineers /, Academic science, scientists and 
“ 
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impact statement /, State of Rhode I 


impact statement., Metropolitan Wash 

and technicians /, Practical application 
“ impact statement., Northeast corrido 
of independence :a documentary history o 


United States Army Corps of 

engines, except aircraft; and components microform 
Enhanced Oil Recovery :final report, August 29,—Se 
enhancing learning strategies and skills :further 
enroute ) for the eastern Mediterranean., Sailing d 
Entrainment of ichthyoplankton by irrigation withd 
entrance : hydraulic model investigation /, Seabro 

“ 


impact statement (EIS) for New York 
impact statement (EIS) for proposed 
impact statement :final /, Owyhee gr 
impact statement (final), Butte, Bla 


impact statement for Sooner Generati 
improvements, Wells Harbor, Maine :hydrau 
entry into the Federal Service /, Methods of 


impact statement for standards and g 
environment /, Development of experimental concept 


impact statement for the metropolita 82-5267 
/, Improving the residential street ; x 
impact statement for the Vistron Pet 82-5287 
/, Readability of self-illuminated sig . : 
impact statement for Vistron Petroch 82-5268 
/, Some mobile VHF measurements in an 


impact statement for Willow Bend che 82-5288 


: readings., Unit II :the domestic 


impact statement :Moon Lake power pl 82-4457 
for active psychiatric treatment setti F ; 
impact statement of proposed issuanc 82-5274 
‘highway engineer training program, No 

si ea oe impact statement on the ocean dumpin 82-5273 
on flammability limits as determined u 


environmental assessment., Final Ute Mountain land impact statement on the proposed 208 82-5271 
“ 


assessment :notice of proposed rulem 
assessment of BLM leasing program., 
assessment of cooling reservoirs /, 
assessment of the Alaskan continenta 
assessment :Whitney Canyon—Carter Cr 
chemistry and cycling processes :pro 
compliance, and environmental safety 
control assessment program :second s 
control unit / M. J. McGoff, J.W. Ma 
design :an operational handbook /, C 
education and protection. 

impact assessment /, Aquatic Rationa 
impact assessment /, Toward clean wa 
impact statement /, Arizona strip wi 
impact statement /, City of Spokane 


impact statement /, Diked disposal a 
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impact statement on the proposed 208 
impact statement : South Tahoe Publi 
impact :third annual report /, Evalu 
influences of temperature and mechan 
quality problems and research progra 
radiation doses from uranium recover 
research, environmental compliance, 
safety) :, 1982 Department of Energy 


synthesis papers /, Texas barrier is 


and safety hazards associated with 
Environmental Effects of Synthetic Fossil Fuel Tec 
Environmental Protection Agency /, Employment oppo 
Environmental Research Laboratories ., Scientific a 
environmentalimpact statement, docket no. RP75-79 
environments /, Developing habitability informatio 


associated with the recovery of alumi 
enzymes /, Selected abstracts on ectopic hormones 
“ 


in cancer., Current cancer research on sel 
EPA and road :a report to the Congress in response 


82-5281 
82-5285 
82-6638 
82-5130 
82-4986 
82-6684 
82-6898 
82-6898 
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regulations on ambient air quality monitoring 
lich remaht Linmdie Gea Fede 
EPIC :a computer program to calculate the motion o 
Snark Giles ff alanis ak ce 
“oe 


, and biology of melanomas and other s 


and demography of human cancer., Cur 


and related biology of cancer of the 


clinical aspects and related studies 


Current cancer research on carcinog 

etiology and pathophysiology of endo 
epidermis of East African grasses, I /, A scanning 
epoxy resin grouts, mortars and concretes., Repair 
equal opportunity., Civil rights and 

modifying program, L219 (EQMOD). 

equation-of-state experiments on nuclear fuels /, 
equations for the thermodynamic and transport prop 


of motion matrices, L217 (EOM)., A compu 
Equilibrium analysis of selected intercity freight 
equipment /, Potential means of cost reduction in 
oe 


: test and evaluation plan /, Avionics m 
components microform, Consolidated feder 
evaluation program :technology review /, 
maintenance technician., The US Army Sig 
microform, Consolidated federal supply c 
microform, Consolidated federal supply c 
microform, Consolidated federal supply c 
microform, Consolidated federal supply c 
microform, Consolidated federal supply c 
microform, Consolidated federal supply c 
microform, Consolidated federal supply c 
microform, Consolidated federal supply c 
microform, Consolidated federal supply c 
microform, Consolidated federal supply c 
microform, Consolidated federal supply c 
microform, Consolidated federal supply c 
microform, Consolidated federal supply c 
microform, Consolidated federal supply c 


microform, Consolidated federal supply c 


microform, Consolidated federal supply c 
of the U.S. west coast albacore fleet /, 
rigging 4.2-inch mortar., Airdrop of su 
technician., The US Army Signal School a 
airborne microform, Consolidated federa 
airborne microform, Consolidated federa 
airborne microform, Consolidated federa 
; and nuclear reactors microform, Consoli 
except airborne microform, Consolidated 
, except airborne microform, Consolidated 
” Organizational and direct support main 
Recommended practices and procedures f 
” School administration, buildings and 
”  Spain., Food processing and packaging 


Specification for discharge-type flash 
equity implications of alternative transit fare po 
eradication in swine :, Pseudorabies control and 
Erie County ., Flood insurance study :city of Buffa 
EROS data center digital image processing system / 
erosion /, Susceptibility of dispersive clay at Gr 
“ 


control :subsurface drainage facilities fo 


‘hydraulic model investigation /, San Juan 
“ 
in Berrien County, Michigan, 1970-74 /, Th 
erosion-control structures for airfields and helip 
error for a narrow field of view scanning radiomet 
“ 


rates, and training time for recent FAA acad 


removal algorithm for a multiple-site system 

errors /, Attempts to correct swimming 
ES 20644 :report (to accompany S. 1605)., Providin 
escorted persons., Security rules-carriage weapons 
ESEA and the chapter 2 education block grant :, Ov 
Espeletia (Compositae ) in the Venezuelan Andes /, 
ESRD) program under Medicare /, End-stage renal di 
essentials ., Manual on construction management 
establish a crack arrest methodology for nuclear p 
Establishing innovative taxicab services :a guideb 
Establishment of a National Accident Sampling Syst 

cy 


of safety standards for the exposure 
estate and gift tax issues :, Major 
“ 


and gift tax treaty between the United Stat 


microform, Consolidated federal supply c estate-transit connection /, Joint development :ma 82-6481 


ester polymer concrete and experimenal repair of M 82-5851 
Estimate of feasibility to develop acoustic emissi 82-6636 
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of the Congressional Budget Office)., Aut 
of the Congressional Budget Office)., Aut 
of the Congressional Budget Office)., Bus 
of the Congressional Budget Office)., Com 
of the Congressional Budget Office)., Int 

of the Congressional Budget Office)., Pro 


of the Congressional Budget Office)., Res 
estimated carboxyhemoglobin levels and interpretat 


cost of a submarine fiber cable system / 


from drill holes with variable spacings 
estimates for fiscal year 1981 /, Actions on budge 


of temperature extremes for the contiguo 
estimating flood peaks for selected small natural 
“ 


highway emissions /, The determination 
meteorological profiles from shipboard 
the frequency of commercial airline fli 
the magnitude and frequency of floods i 


the stability of saturated and unsatura 
estimation of flood probabilities /, FLOE, a progr 
“ 


of nuclear reactor core power (with sup 
estuaries and coastal marchlands /, Municipal soli 
estuary —summer 1978 /, Biochemical studies of the 
Ethics in Government Act of 1978 for use by member 
etiology and pathophysiology of endocrine system n 
+“ 


epidemiology, and biology of melanomas a 


epidemiology, and biology of melanomas a 


epidemiology, and related biology of can 


epidemiology, clinical aspects and relat 
Alabama 


Etowah Counties, /, Special flood hazard i 
Etowah County, Alabama, unincorporated areas., Flo 
Eugene-Springfield, Medford, Oreg. /, Area wage su 
Euler-Bernoulli beams /, On the nonlinear deformat 
Europe :, Social security in 

“ 


station A (Norway) /, Omega propagation co 


station B (Liberia) /, Omega propagation c 


station E (Reunion) /, Omega propagation c 


station H (Japan) /, Omega propagation cor 
European communities done at Geneva April 12, 1979 
evaluating adequacy of physical protection systems 


methods for determining water use in th 


network traffic control systems /, A Co 


“ 
proximal sediment provenance /, Sohm Ab 
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trainee proficiency /, A Bayesian metho 


evaluation /, Comanche Peak Steam Electric Station 
“ 


/, Emergency medical services highway s 
/, Roofing repair materials for Korean 

/, Waterford steam electric station uni 
and approval., Aircraft simulator and v 
and auger analysis of a zinc-dialkyl-di 
and development of ecosystem models ass 
and prediction of neutron embrittlement 
:federal and state enforcement efforts 
:final report /, Career criminal progra 
for three federal motor vehicle standar 
inspection manual /, NPDES compliance 
of a drop table for consolidating 6-in. 

of “A procedure for describing fish an 

of a small diameter baffled culvert for 

of aircraft propellers., Vibration 

of aluminum brazed titanium (ABTIi) /, S 
of capability to predict graduation fro 

of control technology for the phosphate 
of defense attempts to manage battlefie 
of defense attempts to manage battlefie 
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solutions :application to transonic turbomach 
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of 1981 :conference report (to accompany 
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3120. Bearings, plain, unmounted microform, Co 


3130. Bearings, mounted microform, Consoli- 
date 


3200. Woodworking machinery and equipment 
micr 
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dat 


4910. Motor vehicle maintenance and repair sho 
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loan guarantee program :, Alcohol 


processing facility :final report, July 1979- 


rod analysis code FRAPCON-1 /, Independent 
as 


rods /, FRAPCON-1, a computer code for the 
st 


system components, aircraft microform, Consol 
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G.S. water resources data for Colorado, U.S. 
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“ 


water resources data for Idaho, U.S. 


“ 


water resources data for Pennsylvania, U.S. 
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82-5160 


conductance test series :test GC 2-3 /, Postir 
Gary-Hammond-East Chicago, Indiana, metropolitan a 
gas curtailment plan draft environmentalimpact sta 


82-6624 
82-5974 
82-5223 


desulfurization system manufacturers survey /, 82-5241 
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lease numbered M-15450 (ND) :report (to 
accomp 


lease numbered M 16402 (ND) ACQ :report (to 
ac 


lease numbered OR-13713 :report (to accompa- 
ny 


lease numbered W-46102 :report (to accompany 
S 


option—new resources and new technologies :, 


processing projects in Uinta and Lincoln Count 


turbines and jet engines, except aircraft; and 82-4797 

‘ Depressurization and two-phase flow of water 82-6170 

gas-liquid critical point /, Representative equati 82-6124 

States :report to the Congress /, Lo 82-5510 

gaseous diffusion add-on site /, In situ and labor 82-5027 
“ 


fuels safety and environmental control ass 
gasket materials microform, Consolidated federal s 
gasohol /, Environmental assessment :notice of pro 
gasoline :a study required by section 241 of the E 
Gaston County, N.C., 1978 census of agriculture, p 
gastroenterology /, Physician requirements, 1990, 
gate vibration tests, Barkley Dam, Cumberland Rive 
Gates County, N.C., 1978 census of agriculture, pr 
GC 2-3 /, Postirradiation examination data report 
Gears, pulleys, sprockets, and transmission chain 
Gem County , Idaho /, Important farmlands, 
genera, 1775-1979 :lists and bibliography /, Livin 
general :, Annual report of the postmaster 


82-5194 
82-4855 
82-5200 
82-5225 
82-4562 
82-5753 
82-4996 
82-4563 
82-6624 
82-4809 
82-4423 
82-6234 
82-6847 


aviation accidents /, Evaluation of safety 82-6445 


aviation airplane with free or shrouded-pu 
aviation airports : basic and general tran 
aviation application /, Design and experim 
claims administration within the Departmen 
electronics systems /, Analysis of interfe 
oversight on civil service agencies : 
repair procedures for clothng and individu 
support maintenance manual for trailer, lo 
transport., Airport design standards :gene 
General Accounting Office., Non-Federal computer a 
general-aviation airplanes /, A spin-recovery para 


generate equations of motion matrices, L217 (EOM). 
generating units :background information for propo 
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Title Keyword Index 
units :background information for propo 
generation imagery improvement :circles, contours, 


82-5279 
82-5180 
improved edge utilization study /, Com 


of Electrical Power at Palo Verde Irrig 


“ 


of runway approach lights /, Study of o 


system /, Systems navigation :RNAV and 
generator in the presence of ash in plasma :U.S.-U 
generators ., Power-conditioning system for wind 


: Use of radionavigational land test st 
Geneva April 12, 1979 with related letter signed a 
geodetic quantities /, Tidal corrections to 
Geologic and hydrologic data from a test-monitor w 
and hydrologic hazards :earth-science con 


P and resource maps of the Chignik and Sutw 
application of thermal inertia using HCMM 
character of some coal wants at the West 
factors in predicting coal mine roof-rock 


mapping of Kentucky :a history and evalua 82-5794 
Geological Survey in major coal-resource areas of 82-5841 


personnel pertaining to undergro 
geology and hydrology, southwestern New Mexico /, 


82-5834 
82-5804 


of Dugway quadrangle, Oswego County, New 
¥ 


82-5842 
program, 1978-1979 /, Reports of planetary 

geometry of Euler-Bernoulli beams /, On the nonlin 

geophysical cavity-locating techniques with emphas 


82-6085 
82-6156 
82-6333 


reconnaissance of Lemmon Valley, Washo 
geoprospecting tunnel right-of-ways /, Feasibility 
George B. Kelez, April 1976 /, MESA New York Bight 


82-5838 
82-5012 
82-4646 


"April 1978 /, MESA New York Bight 82-4648 


" July 1978 /, MESA New York Bight 82-4650 


“ 


82-4647 
82-5191 


"1975-1979 /, MESA New York Bight 
Georgia /, Proceedings of the sixth International 


and Tennessee /, Cohutta Wilderness, Chatt 82-4324 


‘hydraulic model investigation /, Navigati 82-4993 


project., Analytical aerial triangulation 82-6334 


annual summary with comparative data, Lo 82-4659 


April 28-May 1, 1976 /, Environmental che 82-5183 
North Carolina, South Carolina., Chattoog 
geostationary satellite footprints for certain ide 
geotechnical engineering :proceedings of the sympo 
geothermal steam at turbine inlet temperatures and 
German nuclear power plants in international compa 


82-4323 
82-4694 
82-4970 
82-5204 
82-5213 
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Germany /, Explanation of proposed estate and gift ? 

* : Summary /, Civil servants and contra 

/, Operating experiences with nuclear powe Government Act of 1978 for use by members, officer 
a: Government. Appendix., Budget of the United States 


| ” ‘The budget of the United St 
gets special education Committee on Education and Government Cost Reduction Act : 
GHZ /, An atlas of basic transmission loss for 125 Government Operations, House of Representatives to 
“ “ 
/, Fading statistics on a 23 km link at 9.6 an ” House of Representatives to 
Gibbs energies of formation of MnS and Fe, Government Printing Office publications., U.S. 
gift tax issues :, Major estate and “ i or 


:report (to accompany H.R. 4625) (includin 
germplasm system :, National plant 


tax treaty between the United States and the Acne saps fi So 

eaty een the Uni an Government-wi idelin management assi 
Gila, and Navajo Counties., Soil survey of Fort Ap aaa py hace ersnn with ae — 
Gila-Duncan area, Arizona :parts of Graham and Gre “ . 
Gila National Forest ., Checklist ecology :a guide - : : 

ae : . ‘report to the Chairman, Committee on 
Giles County , Virginia /, Special flood hazard inf GPWS)., Airworthiness and operational approval of 
Gillespie County , Texas /, Soil interpretative map Gr/PI composite material /, Effects of static tens 
Gladstone , Oregon /, Physicians Association of Cla . —. SScations 7 Wailitacash . e 
Gladstone-Dale constant for CF4 / Alpheus W. Burne wate ee ee eT eee ba 
gland alpha-amylase secretion as a function of chr = Partici 
Glen Rock, Pennsylvania, York County., Flood insur crossing improvement programs /, Participant 
Glenolden, Pennsylvania, Delaware County., Flood i } ; ; ‘ 
gliders (sailplanes)., Type certification-fixed-wi crossing motorist-warning control equipment 
glossaries, and other handy information., Selway B : g , 
goals :February 19, 1980 /, National security cutting yields /, 5/4 ponderosa pine shop 
Goddard Space Flight Center, Greenbelt, Maryland, . ( sal 
Goddard Space Flight Center Battery Workshop :a wo severity rating system /, Feasibility of a 82-6308 
goggles /, Various measures of the effectiveness o : 
gold from arsenopyrite concentrates by cyanidation yields for factory lumber logs /, Hardwood | 82-4371 
Goldsboro, N.C. /, Area wage survey. 82-6003 grades and lumber grade yields for factory lumber 82-4371 
gonads), The Epidemiology, etiology and pathophysi 82-5689 | graduates, community persons, and handicapped pers 82-6452 
good camping neighbor?, Are you a 82-4304 graduation from Air Force training /, Computerized 82-5171 
goods /, Checking the net contents of packaged 82-4612 Graham and Greenlee Counties., Soil survey of Gila 82-4400 
Gordon L. Paul /, Treating and assessing the chron 82-5766 Graham County, Kans., 1978 census of agriculture, 82-4529 
government :, Veterans readjustment appointments i 82-6913 = 


“ N.C., 1978 census of agriculture, p 82-4564 
attitudes on immigration reform :, U.S. 82-6853 grain reserve program needs modification to improv 82-5476 


depository libraries. 82-6885 reserve program needs modification to improv 82-5477 


exchange programs are not being coordin 82-5493 reserve program needs modification to improv 82-5478 

Grains Related to Animal Health, June 13, 1980 /, 82-5751 

forms., Federal 82-5554 Grand Canyon National Park, Arizona., Adjacent lan 82-5902 

Grand Island, Nebraska, annual summary with compar 82-4664 

programs :, Consolidated tribal 82-6849 grant :, Oversight on Title I, ESEA and the chapte 82-6789 
“ 


programs :How extensive is it? : How ca activities /, Perspectives on state-EPA 82-5289 
“ 


sources On crimes against business., Fe projects., Architectural, engineering and pl 82-6412 


Grant County ., Flood insurance study :city of John 82-5376 
wage survey, Chicago, Illinois /, Munic grants /, Research 82-5681 
“ 


wage survey, Indianapolis, Indiana /, M :, Energy block 82-6816 


Budget of the U.S. amendments of 1981 :conference report (to a 82-6600 


Budget of the U.S. and awards. 82-5626 


Budget of the U.S. awarded by the National Center for the Prev 82-5764 


Budget of the U.S. for research on desegregation. 82-5236 


Budget of the United States process /, National Cancer Institute 82-5685 


, Budget of the United States ‘the need for more uniform requirements and 82-6609 





” Special analyses, budget of the Unite NIH research 82-5681 
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granular base layer of the pavement structure., In 

Granville County , N.C., 1978 census of agriculture movements near caving stopes :methods and m 82-5896 

graphic displays for computer assisted instruction 
+ 


proximity warning system(s) (GPWS)., Airwor 82-6384 
symbology and military information /, Inve 


graphite - Part II /, Feasibility of monitoring th temperature measurements. 
grasses, I /, A scanning electron microscope surve 
Grassroots hearings on the economy : 

gravel operations in Oregon and Washington /, Reco 
gravity field at the Reelfoot Scarp, Lake County, 
Grayson County, Texas /, Soil interpretative map o 
grazing and wilderness management for the Eastern 


82-5799 
water, Chena Ridge vicinity, Fairbanks, Ala 82-5829 
water in the southeastern Uinta Basin, Utah 82-5812 


water in the Springfield-Salem plateaus of 


environmental impact statement :final /, O water on Cape Cod, Massachusetts /, Chemica 


:environmental impact statement (final), B water quality and quantity issues : 82-6753 


h- aeae McGregor EIS area, New eiiahia water quality data for Kentucky /, A compil 82-5832 
ares Ground Check Monitoring /, Papers presented at the 82-5945 
great deeds :the story of STS-1, the first space s 82-6128 | sround-handling simulation /, A: fication of modif 82-6149 
Great Egg Harbor and Corson Inlets, New Jersey /, 82-4994 fects fi k PP io hi 82-6145 
Great Lakes /, Midsummer fun :beach restoration on 82-4972 | Sround-induced effects for a low-aspect-ratio high 2-61 
“ ground-water flow models /, Predicted effects of a 82-5792 
8970 /, Loran-C correction table : 82-4722 " . p j 
Greece /, Travel to 82-6198 levels in Arkansas, spring 1981 / 82-5843 
Greeley County, Kans., 1978 census of agriculture, 82-4530 . > \ 
Green Tree, Pennsylvania, Allegheny County., Flood 82-5378 quality along the Mojave River near B 82-5809 
Greenbelt, Maryland, November 18-20, 1980., The 19 82-6136 group I control technique guideline documents for 82-5313 
Greene County ., Flood insurance study :borough of 82-5385 ™ 
“ ’ of simulated launch vehicles /, Transonic pr 82-6078 
Ga., 1978 census of agriculture, pr 82-4492 


“ : performance in simulated combat /, Battalion 82-4943 

N.C., 1978 census of agriculture, p 82-4566 groups in simulated combat :indentification and me 82-4946 
Greenfield , Pennsylvania, Blair County., Flood ins 82-5413 grouting /, Bibliography on 82-5013 
Greenland, station A (Norway) /, Omega propagation 82-4741 “ 


/, Inorganic cement for mine roof-bolt 82-5864 
grouts, mortars and concretes., Repair of rigid pa 82-4882 


: . 82-6 
station C (Hawaii) /, Omega propagation 82-4743 Guam and pepelaten Gage gf Ripe Congo om 


station B, (Liberia) /, Omega propagati 82-4742 


ffici = i 
station C (Hawaii) /, Omega propagation 82-4769 through energy efficiency :, Economic 82-6815 


: through foreign language improvement :, Nat 82-6790 
station D (North Dakota) /, Omega propa 82-4744 tee pro :, Alcohol fuel loan 82-6881 
ws station F (Argentina) /, Omega propagst 62-4146 programs :, A guidelines handbook on fed 82-6765 

, “ 
station F (Argentina) /, Omega propagat 82-4770 . 
Greenlee Counties ., Soil survey of Gila-Duncan are 82-4400 proposal :, Tosco loan 62-6772 
Greenup County., Flood insurance study :City of Fl 82-5360 guaranty loan procedures need further development 82-5464 


“ 


? Flood insurance study :city of Wu 82-5362 loan procedures need further development 82-5465 
Greenville, Pennsylvania, Mercer County., Flood in 82-5395 guidance and counseling., Personnel management, 82-5603 
Greenwood County, Kans., 1978 census of agricultur 82-4531 . 


Grenada Dam, Mississippi to piping and rainfall er 82-4988 document /, NPDES best management practic 82-5246 
gridding procedure (revised) :UNIVAC 1110/EXEC 8 v 82-5253 


grids to UTM grids., Conversion of Warsaw Pact 82-4893 /, Participant’s notebook for positive 82-6301 
a guide /, APTI course 450, source sampling for part 82-5315 
“ 


Conversion of Warsaw Pact grids to UTM 82-4893 
grievance arbitration practic +s need more manageme 82-5482 /, Final report, helicopter drive system R&M 82-5081 
grizzly , grizzly., Grizzly, grizzly, 82-4306 

“ , /, Handbook for recreation planning & action 82-5950 
grizzly, grizzly., Grizzly, 82-4306 ’ 

’ /, Helicopter drive system R&M design 82-5080 

grizzly, grizzly, grizzly. 82-4306 

ground /, Investigation of construction concepts f 82-5006 /, Public document room users 82-6618 


collapse /, Foundation considerations in si 82-6691 /, Your retirement :a financial planning 82-4298 





handling equipment microform, Consolidated 
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& map /, Coronado National Forest off road v 82-4310 





April 1982 


‘armor Officer basic course : tank platoon 1 
for business., U.S. Commercial Service offic 
for Gila National Forest., Checklist ecology 
for international traders., Sources of infor 
for selecting, locating and dinlgnieg traffi 
:longitudinal-vertical train action model /, 
to Air Force opportunity., The Air Force, th 
to career opportunities in technical support 
to designing accessible outdoor recreation f 
to EPIC :a computer program to calculate the 
to individual retirement accounts (IRA’s) :, 
to social security., A woman’s 
to the incentive awards program., A Supervis 
to the McClellan-Kerr Arkansas River navigat 
to the National Power Plant Team’s bibliogra 
: Aquatic sciences and fisheries abstracts d 
” Briefing 
" Buy economically :a food buyer’s 
" Farmer’s tax 
for the Mediterranean., Sailing directions 
: Historic and archeological preservation :a 
y Optimizer III, detector :user 
y Performance investment analysis process :u 
i Uinta National Forest, Utah, travel plan/r 
guidebook /, Establishing innovative taxicab servi 
guided missile frigate FFG-7 class :report to the 
missile frigate FFG-7 class :report to the 
missile, miscellaneous and space vehicle ma 
missiles microform, Consolidated federal su 
missle, 7-ton, 4-wheel M529 (2330-780-0801) 
guideline documents for control of volatile organi 
guidelines salternative fuels, fuel additives and 
and management assistance center needed 
for chemical hazards /, Occupational he 
for converting army installations to co 


for designing, operating and managing d 


82-6666 
82-6735 
82-5673 
82-4933 
82-4976 
82-5921 
82-4656 
82-6456 
82-4299 
82-6254 
82-4716 
82-6300 
82-5672 
82-6302 


82-4340 
82-6491 
82-5517 


82-5518 
82-4838 





for packaging frozen edible offal for e 
for physicochemical characterization of 
for selecting seismic detectors for hig 

for the clinical evaluation of radiopha 
for use of fabrics in construction and 
handbook on federal loan guarantee prog 
:Pacific Northwest regional plan : Oreg 


:rail branch line continuation assistan 
guides , stories, manuals, glossaries, and other ha 
Guilford County, N.C., 1978 census of agriculture, 
Guinea. 
Gulf of Alaska /, Winter circulation and hydrograp 
Guif Breeze Laboratory /, Publications, 
gull and tern colonies :North Carolina to Key West 
gum and wood chemicals and miscellaneous chemical 
Gwinnett County , Ga., 1978 census of agriculture, 
gynecologic cancer, etiology, epidemiology, clinic 
Gypsy moth :a major pest of trees. 
Gyratory shear apparatus :design, testing procedur 


H 


H. Con. Res. 95 ... referred jointly to the Commit 

H.J. 357)., Making further continuing appropriatio 

H.J. Res. 341) (including the cost estimate of the 

H (Japan) /, Omega propagation correction tables f 
Toe ce 


/, Omega propagation correction tables f 
/, Omega propagation correction tables f 


/, Omega propagation correction tables f 
) 
/, Omega propagation correction tables f 


/, Omega propagation correction tables f 


“ 


/, Omega propagation correction tables f 
H.R. 688)., Junior Edmund Moncrieffe :report (to a 
“ 


825)., Yick Bong Au Yeung :report (to accompa 


1352)., Laszlo Revesz :report (to accompany 
" 1608)., Mrs. Frieda Simonson :report (to acco 
 1783)., Felipe B. Manalo and Maria Monita A. 
1797) (including cost estimate of the Congres 
" 1841). Isabelita Clima Portilla :report (to 
" 1977), Maria Glona (Joy) C. Villa :report ( 
2010)., Kai-Mee Chen :report (to accompany 


2185)., Hanife Frantz :report (to accompany 


82-6576 
82-6593 
82-6592 
82-4729 
82-4735 
82-4736 
82-4748 
82-4756 
82-4767 


82-4777 
82-6558 


82-6580 
82-6574 
82-6572 
82-6581 
82-6578 
82-6582 
82-6575 
82-6559 


82-6560 


" 2342), Maria Cecilia Gabella-Ossa report (to 82-6583 
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3126) (including cost estimate of the Congres 
3127). S. Sgt. Anne M. Fisher, U.S. Army Res 
3464, to amend title 10 ... before the Seapow 
" 3663) (including cost estimate of the Congres 
" 3942) (including cost estimate of the Congres 
" 4169)., Departments of Commerce, Justice, and 
" 4503)., Municipal wastewater treatment constr 


" 4612 :teport (to accompany H. Res. 232). Pro 


4625) (including cost estimate of the Congres 


" 4716) (including cost estimate of the Congres 
H. Res. 232)., Providing for the consideration on 


251), Amending House Rule XLVII of the Ru 
271)., Providing for the consideration of 


272)., Providing for the consideration of 
H-1985 ., United States of America, treasury notes 
Habersham County, Ga., 1978 census of agriculture, 
habitability information for the design of office 
habitat /, The use of gabions to improve aquatic 

“ 


quality /, Use of Landsat data to assess w 
habits of the common nearshore fish :final report 
Halifax County, N.C., 1978 census of agriculture, 
Hamilton County, Kans., 1978 census of agriculture 
Hampshire County, West Virginia important farmland 
Hampton, Chesapeake, Newport News, Yorktown /, The 
Hampton Roads, Va. :Norfolk, Portsmouth, Hampton, 
Hand tools, edged, nonpowered microform, Consolida 


tools, 
Consol 


nonedged, nonpowered microform, 


tools, power driven microform, Consolidated f 
handbook /, Crime prevention through environmental 
/, Electric power emergency 
can FAA handbook., Aircraft maintenance b 
for recreation planning & action :a UPARR 
for small cities /, Mass transit manageme 
of geophysical cavity-locating techniques 
on federal loan guarantee programs :, A g 
with drawings, checklists, field guides, 
‘ Aircraft maintenance base materiel mana 
. NTIA publications 
handicaped ., The 
handicapped drivers /, Driver licensing laws affec 


facilities for new subway station desi 
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82-6579 
82-6573 
82-6762 
82-6591 
82-6584 
82-6566 
82-6600 
82-6577 
82-6585 


82-6588 
82-6577 


82-6586 
82-6589 


82-6590 
82-6250 
82-4494 
82-5053 
82-5937 


82-5919 
82-5265 
82-4568 
82-4532 
82-4426 
82-4978 
82-4978 
82-4839 


82-4840 





Title Keyword Index 


persons on the radar training facility 


users and non-users of special transpo 
handling /, Improvement of mathematical models for 


equipment microform, Consolidated federal 
of combustion and emission-abatement wast 
qualities in the presence of naturally-oc 
qualities of the VAK-191B with requiremen 
handy information., Selway Bitterroot Wilderness p 
Hanife Frantz :report (to accompany H.R. 2185). 


harbor entrance improvements, Wells Harbor, Maine 


Harbor Workers’ Compensation Act Amendments of 
198 


hardness in ground water, Chena Ridge vicinity, Fa 
hardware boxes microform :, Consolidated federal s 
oo 
microform, Consolidated federal supply ca 
Hardwood log grades and lumber grade yields for fa 
harmonic analysis program, L221 (TEV156)., Random 
Harnett County, N.C., 1978 census of agriculture, 
Harrison County., Flood insurance study :city of C 
Kentucky, unincorporated areas., 
Harry S. Truman Spillway, Osage River, Missouri :h 
Haskell County, Oklahoma /, Important farmlands ma 
Hawaii., Flood insurance study :Kauai County, 
Hawaii :Honolulu, Port Allen, Nawiliwili, Kahului, 
Haynes 188 metallic standoff thermal protection sy 
Haywood County, N.C., 1978 census of agriculture, 
hazard information :Clover Creek, Stillwater Creek 
“ 
information report :Big Willis Creek, Colli 
information report :Muskingum River and tri 
information report :Short Creek, Jefferson 
information report :Tygart River, Taylor Co 
information report :Wolf Creek, Giles Count 
information :Yampa River and tributaries, C 
management., Nonnuclear industrial hazardou 


Kentucky, Perry County., Flood insurance s 
hazardous air pollutants :a compilation as of Apri 


materials /, Development of criteria to 

materials transportation by truck., Safe 

waste /, Everybody’s problem : 

waste :classifying for hazard management 

waste matters : 

wastes :, Ocean-based incineration of 
Hazardous Materials Transportation Act authorizati 
hazards /, Occupational health guidelines for chem 


associated with air bag use and disposal / 


82-6452 


82-6480 


82-6430 
82-6143 
82-4361 
82-6560 
82-4995 
82-6872 
82-5829 
82-4875 
82-4871 
82-4371 
82-6098 
82-4569 
82-5361 
82-5363 
82-5001 
82-4427 
82-5343 
82-4980 
82-6165 
82-4570 
82-5040 
82-5037 
82-5044 
82-5039 
82-5050 
82-5038 
82-5036 
82-6726 


82-5364 
82-5254 


82-6321 
82-6289 
82-5255 
82-6726 
82-6810 
82-6812 
82-6814 
82-5761 


82-6497 





Aprii 1982 


Heart Mountain, Wyoming. 
at civil airports., Debris heat affected zone, of welded seams on thick-walle 
oe 


:earth-science considerations /, Facing ge 82-5800 conduction analysis /, ORMDIN :a finite eleme 
“ 


of rotating propeller and helicopter rotor 82-6398 flux tests /, LOFT transient (blowdown) criti 


to highways and bridges /, Methods for ass 
HCMM data /, Geologic application of thermal inert 82-6077 
He-O,zequivalent to 400, 800, 1200, and 82-5099 
head /, Calibration of a 90 V-notch weir using par 82-5260 


flux tests of a simulated power burst facilit 


removal characteristics of volume heated boil 


transfer separate-effects program for Jani 
and neck cancer., Current cancer research on 82-5695 . — 


transfer separate-effects program :thermal-h 
and spinal cord injury survey., The national 82-5745 “ ° . 


transfer test S-07-6 :(baseline test series) 


as a function of azimuth of the sound source 82-5113 heated boiling pools with inclined boundaries /, H 
“« 


headlighting system /, Evaluation of the feasibili 82-6260 
headquarters site :report (to accompany H.R. 4716) 82-6588 : 

health /, Directory, on-going research in smoking OO | ee Geer et ee ee 
and Human Services efforts to combat fraud, 82-6732 of light-water-reactor fuels /, Comparison 82-6643 


care :, Proposals to stimulate competition 82-6917 and sanitation equipment microform, Conso 82-4825 


“ 
education :a comprehensive summary of the r 82-5752 and sanitation equipment microform, Conso 82-4826 


‘federal, state and local compliance-assist 82-5668 one sn cudnt aes a nga oad 
for federal employees :, Oversight hearings 82-6791 ot minerals from sand and gravel operations in 82-5877 
for specific populations., Strategies for p 82-5674 aiocnueniy iasietbetinetanion ae to 
guidelines for chemical hazards /, Occupati 82-5761 Sane ceasnee, Donon heen rt od ne 
in deafness :, Mental 82-5765 held at Augusta, Georgia, April 28-May 1, 1976 /, 82-5183 


insurance coverage for alcoholism treatment 82-5770 at Columbia, South Carolina and Seattle, Wash 82-6718 
planning /, Report on the future of 82-6801 at Goddard Space Flight Center, Greenbelt, Ma 82-6136 
planning and regulation :the New England ex at Incline Village, Nevada, February 20-21, 1 82-6719 
professions education/nurse training and Na 82-6870 at Paris, France, September 18 through Septem 82-6836 
risk /, Current submarine carbon monoxide a 82-5111 at Vicksburg, Mississippi, 1-4 May 1972 /, Ap 82-4970 
risks associated with the treatment and dis 82-5300 at Williamsburg, Virginia, March 25-27, 1980. 82-6175 
service support in a communications zone. in conjunction with the Sth International Con 82-4608 


“ 


statistics., Vital and . in June 1979 in Vail, Colorado / Sponsored by 82-6281 

: helicopter /, Experimental installation of mast mo 82-5074 
workforce., A Nationwide survey of the occu bs : . : 
drive system R&M design guide / 82-5080 


Directory of on-going research in smoking 


' drive system R&M design guide /, Final 82-5081 

i tal, and safety hazard: iat ; 

” ean Caren —, in coordinated turns /, Kinematic prope 82-6164 
On-goi hi ki d 

“ » salcsachiiteci Ghee Neale mechanic., The US Army Transportation S 82-4912 

Public * 

Health Effects of Oxidants, Raleigh, North Carolin rotor blades., Hazards of rotating prop 82-6398 

healthier smile for school children., Flouride tab helicopters to offshore platforms., Approval of ai 82-6397 

Heard County , Ga., 1978 census of agriculture, pre heliports., Drainage and erosion-control structure 82-4881 

hearing in passive sonar listening /, The necessit helmet /, Protection factors of the airstream 82-5898 

“ “ 
no. H.R. 3464, to amend title 10 ... befor usage in Colorado :executive summary /, Imp 82-6519 
Heart and circulatory system. help the U.S. auto industry :, The administration’ 82-6839 
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help 


you., Developers & builders :soil surveys can 
hematitic taconite by reduction roasting, magnetic 
Hematologic changes after two exposures to 6.7 ATA 
hematopoietic cells., Current cancer research on d 


“ 
cells., Current cancer research on d 
Henderson County , N.C., 1978 census of agriculture 
Henry County, Ga., 1978 census of agriculture, pre 
hepatic neoplasms., Current cancer research on 
Hepburn, Pennsylvania, Lycoming County., Flood ins 
Hertford County , N.C., 1978 census of agriculture, 
Heterodyne systems and technology :proceedings of 
HEW evaluation studies., Compendium of 
Hiawatha, Iowa, Linn County., Flood insurance stud 
high altitude conus airspace /, Interim report on 
“ 
cabin ozone levels /, Procedures for estimati 
frequency hearing in passive sonar listening 
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/, Evaluation of silicone fluid for repla . " influences of temperature and mechanical stress on 82-5130 

/, Source category survey :ammonia manufa 82-5317 tatermation /, Freedom of 82-6222 


/, Evaluation of control technology for t 


/, Source category survey :borax and bori 82-5318 /, Investigation of the strength of as 82-4938 
/, Source category survey :ceramic clay 82-5319 :a collection of monographs and papers 82-5312 
/, Source category survey :perlite 82-5322 :a collection of monographs and papers 82-5333 
/, Source category survey :refractory 82-5323 and forecasting research project :indu 82-6370 
/, Source category survey :secondary copp 82-5320 :Clover Creek, Stillwater Creek, and S 82-5040 
/, Source category survey :secondary zinc 82-5327 concerning the Committee., Legislative 82-6914 
/, Source category survey :starch manufac 82-5324 :Cucharas River & tributaries, Walsenb 82-5051 
/, Source category survey :thermal proces 82-5325 for married applicants / 82-6197 
/, Source category survey :uranium refini 82-5326 for national forests in Oregon and Was 82-4318 
/, Study of operator absenteeism and work 82-6492 for proposed emission standards /, Amm 82-5277 
/, Survey and analysis of bus rehabilitat 82-6487 for proposed SO,emission s 82-5278 
:, Competition in the drug 82-6806 for proposed SO,emission s 82-5279 
:, Organized crime links to the waste dis 82-6804 for proposed standards /, Organic solv 82-5283 
:, Production v. conservation in the util 82-6808 for purposes of nontax criminal law en 82-6906 
:, The administration’s proposals to help 82-6839 for streamlining Federal methods :stud 82-5457 
machinery microform, Consolidated federal for the design of office environments 82-5053 
problems :, Current livestock manual., Airman’s 82-5527 
report /, Freight car demand information materails [sic] catalog no. 2 /, Occup 82-6523 


‘sulfide precipitation /, Control and tre :Mimbres River & Florida Gap Draw, Dem 82-5041 


uniform system of accounts and records an :Missisquoi River - Black Creek, Tyler 82-5043 





wastes :auto oxidation of tannery beamhou :Muskingum Draw, Odessa, Texas /, Floo 82-5045 
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information 


:Ohio River, Meade and Breckinridge Co 
on farm credit sources :report to the 
on mission and functions of the Nation 
on mission and functions of the Nation 
on national and regional hydrocarbon e 
on U.S. Civil Service retirement and d 
on U.S. firms :a guide for internation 
:Passumpsic and Stevens Rivers and Sou 
:Pojoaque River & tributaries, Santa F 
processing in navigational displays /, 
products and services in international 
report., Studies in comparative federa 
report., Studies in comparative federa 
report :Big Willis Creek, Collinsville 
report, Black River, New York :Deferie 
report :Muskingum River and tributarie 
report :Short Creek, Jefferson County, 
report :Tygart River, Taylor County, W 
report :Wolf Creek, Giles County, Virg 
retrieval from computer-based intellig 
‘South and Archey Forks, Little Red Ri 
‘Squaw Creek, Sisters, Oregon /, Flood 
summarization in a corps-level scenari 
to accompany folio of geologic and res 
:Verde River, vicinity of Bridgeport a 
:White River and West Branch, Rocheste 
:Yampa River and tributaries, Craig, C 

” Motion pictures, films, and audiovis 


‘ Selway Bitterroot Wilderness primer 
infrared monitor of the stratosphere /, Spatial-fr 


surveillance /, Passive 
County., Flood insurance study :township of 
initial conditions using satellite imagery /, A su 


number of tree per acre and thinning densi 
initiated by transients and small break LOCA in th 
initiative for clean air :inspection/maintenance / 
injured federal workers :twenty-first report /, Co 
injuries associated with riding in cargo areas of 
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“ - 

An Ounce of prevention :how medical pro 
injury accidents., Slips & falls :truck related pe 
“ 

causation parameters” /, “Pedestrian 
“ 

survey., The national head and spinal cord 
inlet shapes on fan noise radiation /, Investigati 


temperatures and pressures /, Demonstration 
inner-ring-lubricated 35-millimeter-bore ball bear 
innovation :, Small, high technology firms, invent 
Innovative destruction of complex industry wastes 


taxicab services :a guidebook /, Establ 
Inorganic cement for mine roof-bolt grouting / 
“ 


radicals in the context of intermediate 
insect and related pests of beef cattle /, Biology 
“ 


and related pests of horses /, Biology and 

and related pests of sheep /, Biology and c 
insecticides , fungicides, and rodenticies., Pestic 
Insects. 
Insertion loss of earplugs and earmuffs on an arti 
inserts for use in ferrous diecasting /, Ceramic m 
inservice monitoring of nuclear pressure vessels / 
inside building sprayed with asbestos /, Measureme 
inspectability requirements /, Implementation anal 
inspection and preventive & remedial maintenance / 

“ 


“ manual /, NPDES compliance evaluation 
program., Approved aircraft 
program for large transport category ai 
report-airport development aid program. 


systems analysis and technology survey 


diagnosis, and repair process /, Scope 
/ 


maintenance /, Federal initiative for c 
maintenance program., Summary statement 
Inspector General, Department of Health and Human 


U.S. Department of Education., 
instabilities /, Current problems in stellar pulsa 
Installation details and maintenance standards for 

“ 


of mast mounted sight on an OH-58C he 
installations /, Single vs dual snubber 
“ 


(RCS DD-COMP(AR)1253) /, Banking off 


“ 


to coal use /, Project development g 


to prevent scaling and corrosion /, 


” (Aircraft position light and antico 
“ 
Railroad design and construction a 
installed) /, Experiment data report for LOFT nonn 
installer and repairer., The US Army Signal School 
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The US Army Signal School apprenticesh 82-4930 study :borough of Clarksville, Pennsylva 

-. The US Army Signal School app 

institutional assessment of the implementation and 
institutions can be improved :report to the Congre 82-5486 


study :borough of Coal Center, Pennsylva 
study :borough of Dunlevy, Pennsylvania, 
study :borough of Elco, Pennsylvania, Wa 
study :Borough of Fallston, Pennsylvania 


can be improved :Summary : report to 82-5487 

“ 
Federal support to universities, co 82-6179 
instruction /, The educational effectiveness of gr 82-4939 


- y (CAI/CMI) system :feasibility study /, 82-5164 study :borough of Glen Rock, Pennsylvani 

computer-managed instruction (CAI/CMI) 82-5164 tudy :bo: f Glenolden, P Ivani 

instructional design with application to an Air Fo 82-5168 oe SO ees eee 
“ 


tudy :bo f Green Tree, P 1 
system (AIS) /, Integrated system te 82-5163 study :borough o ree, Pennsylvan 


tudy :bo f Greenville, Penns 
systems development (ISD) in Air For 82-5147 hts —— 
Instructions for completing financial disclosure s 82-6601 study :borough of Hughesville, Pennsylva 


i Neneemilpiiaeiiite ic Sie sty toough of anova, Pensa 
- ’s : 
job in self-paced instructuction /, F 82-5143 Sky SES en Seen 
., Certification, pilots and flight 82-6393 : 
ieetiiinn /, Feunasheuieds - instru 82-5143 study -borough of Millerstown, Pennsylva 
instrument landing systems /, Far field monitor fo 82-6460 shally Seceecii el Sinaia? Webiniiivadits, 
repairer (electronic)., The US Army Sig 82-4915 f 
Instrumentation observations from the U-frame lock 82-5026 study -borough of Mount Joy, Pennsylvani 
+“ 


program quarterly progress report 82-6637 study :borough of Mountville, Pennsylvan 
instrumented fuel assembly (IFA)-527 /, Precharact 82-6700 : 
“ study :borough of Plum, Pennsylvania, Al 
impact properties of zircaloy-oxygen 82-6660 . 
instruments as correlates of complex visual monito 82-6455 study :borough of Portland, Pennsylvania 
oe 
industry, June 1971 /, Occupational em 82-5983 study :borough of Roscoe, Pennsylvania, 
Insular Affairs of the House of Representatives du 82-6549 
“ 


study :borough of Stockdale, Pennsylvani 


and Post, Expanding the membershi 82-6587 
: 82-5644 study :city of Bellevue, Washington, Kin 


sat a crossroads /, Railroad unemploymen 82-6728 study :city of Boston, Massachusetts, Su 

coverage for alcoholism treatment as of 82-5770 study :city of Bradford, Pennsylvania, M 

study., Wisconsin Department of Transpor 82-6494 study :city of Buffalo, New York, Erie C 

study :Arlington County, Virginia., Floo 82-5443 study :city of Cle Elum, city of South C 

study :Borough of Abbottstown, Pennsylva 82-5408 study :city of Cynthiana, Kentucky, Harr 

study :borough of Avoca, Pennsylvania, L 82-5390 study :city of Danbury, Connecticut, Fai 

study :Borough of Ben Avon, Pennsylvania 82-5377 study :city of Deadwood, South Dakota, L 

study :Borough of Brownsville, Pennsylva 82-5384 study :City of Derby, Kansas, Sedgwick C 

study :Borough of Bryn Athyn, Pennsylvan 82-5421 study :City of Flatwoods, Kentucky, Gree 82-5360 
study :borough of California, Pennsylvan 82-5398 study :City of Hazard, Kentucky, Perry C 82-5364 
study :borough of Carlisle, Pennsylvania 82-5434 study :city of Hiawatha, Iowa, Linn Coun 82-5356 


study :borough of Centerville, Pennsylva 82-5433 study :city of Irwin, Iowa, Shelby Count 82-5355 





study :borough of Charleroi, Pennsylvani 82-5399 study :city of John Day, Oregon, Grant C 82-5376 
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Insurance 


study :city of Lebanon, Illinois, St. Cl 
study :city of Lower Burrell, Pennsylvan 
study :city of Mascoutah, Illinois, St. 
study :city of Mesquite, Texas, Dallas C 
study :city of Montpelier, Vermont, Wash 
study :city of Olympia, Washington, Thur 
study :city of Pawtucket, Rhode Island, 
study :City of Pratt, Kansas, Pratt Coun 
study :city of Red Oak, Iowa, Montgomery 
study :city of Roanoke, Virginia, indepe 
study :city of Roy, Washington, Pierce C 
study :City of South, Ogden, Utah, Weber 
study :city of Springfield, Illinois, Sa 
study :City of Springfield, Nebraska, Sa 
study :city of Wurtland, Kentucky, Green 
study :Coryell County, Texas, unincorpor 
study :county of Cass, Missouri, unincor 
study :county of Des Moines, Iowa, uninc 
study :County of Lake, Indiana, unincorp 
study :county of Lancaster, Nebraska, un 
study :county of Madison, Illinois, unin 
study :County of Racine, Wisconsin, unin 
study :County of Riley, Kansas, unincorp 


study :county of Will, Illinois, unincor 


study :Davis County, Utah, unincorporate 


study :Dunn County, Wisconsin, unincorpo 
:Etowah County, Alabama, unincorpo 
:Franklin County, Kentucky, uninco 
:Harrison County, Kentucky, uninco 
:Kauai County, Hawaii., Flood 
:Lake County, Florida, unincorpora 
:Lewis County, Washington, unincor 

study :Macon County, Alabama, unincorpor 

study Osceola County, Florida, unincorp 
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82-5362 
82-5437 
82-5370 
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82-5351 
82-5371 
82-5345 
$2-5448 
82-5358 
82-5349 
82-5439 
82-5447 
82-5335 
82-5337 
82-5363 
82-5343 
82-5342 
82-5444 
82-5336 
82-5340 





Title Keyword Index 


:Sumter County, Florida, unincorpo 
:town of Easton, Massachusetts, Br 
: town of Oxford, Massachusetts, W 
:town of Somers, Connecticut, Toll 
:town of York, New York, Livingsto 
:town of Zionsville, Indiana, Boon 
:township of Abington, Pennsylvani 
:township of Aston, Pennsylvania, 
:township of Bradford, Pennsylvani 
:township of Caledonia, Michigan, 
:township of Chanceford, Pennsylva 
study :township of Collier, Pennsylvania 
study :township of Cranberry, Pennsylvan 
study :township of Ephrata, Pennsylvania 
study :township of Exeter, Pennsylvania, 
study :township of Fell, Pennsylvania, L 
study :township of Foster, Pennsylvania, 
study :township of Frankstown, Pennsylva 
study :township of Greenfield, Pennsylva 
study :township of Heidelberg, Pennsylva 
study :township of Hepburn, Pennsylvania 
study :township of Jackson, Pennsylvania 
study :township of Juniata, Pennsylvania 
study :township of Latimore, Pennsylvani 
study :township of Locke, Michigan, Ingh 
study :township of Luzerne, Pennsylvania 
study :township of McIntyre, Pennsylvani 
study :township of North Middleton, Penn 
study :township of Peach Bottom, Pennsyl 
study :township of Providence, Pennsylva 
study :township of Scott, Pennsylvania, 
study :township of Shrewsbury, Pennsylva 
study :township of Springbrook, Pennsylv 


study :township of West Manchester, Penn 
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study :township of Willistown, Pennsylva 
study :Vanderburgh County, Indiana, unic 
study :village of Carpentersville, Ilin 
study :village of Skaneateles, New York, 
‘the first five years in Quebec /, Respo 
intact stability standards for dynamically support 
intake, Lower St. Anthony Falls Lock and Dam, Miss 
integral blowdown and reflood heat transfer test S 
integrated programs for aerospace-vehicle design ( 


system test of the advanced instruction 


traffic simulation model, phase I / pre 
integration /, Problem solving and decisionmaking 
“ 


algorithm /, Revision of simulation mo 
integrity of water reactor pressure boundary compo 
Intelligence. 
“ 


/, Tactical (combat support)/strategi 
activities., United States 

analysis and the oil issues, 1973-197 
data :report to the Congress /, Evalu 
data :report to the Congress : summar 
(HUMINT) /, Counter-intelligence (CI) 


systems /, Effects of retrieval term 
intense ultrasound /, Biological effects of ultras 
interaction : problem abatement, project monitorin 
“ 


observations of ionospheric modificati 
Interactions between energy supply and transportat 


in the control of proliferation, move 
“ 
with the design process /, Developmen 
Interactive design program for impulse loads (IDPI 
“ 


search and retrieval of image engineer 
interagency agreement DOE 40-550-75., Safeguards m 
interceptor sewer /, Crabtree Creek, Wake County, 
intercity freight markets :trucks with double trai 
Inter ication and public address sytems, exce 
interest provisions in federal water laws could sa 
“ 





rates and credit availability : 


“ 


to the Congress., Report of the Committee 
“ 
to the Congress, Court proceedings and ac 
interest-career examination :use and application i 
interface unit /, Development of a NiCad battery 
interference as a function of cognitive processing 
“ 


betweem AM radios due to local oscill 


“ 


caused by the solar power satellite t 


from a satellite power satellite /, A 


82-5500 
82-5501 
82-4956 


82-4948 
82-5118 
82-5237 


82-4704 
82-6278 


82-5732 


82-6104 
82-6711 


82-6115 
82-6635 
82-5269 
82-6274 
82-4865 
82-5479 


82-6748 
82-6854 
82-6854 
82-5148 
82-5079 
82-5097 


82-4696 





from the solar power satellite to gen 
relations. 
Interim federal standard 1033 reference manual / 


report /, Status of state legislation on h 


report on the conflict monitoring analysis 


“ 


synthesis report - 1980 /, Environmental a 
Interior and Insular Affairs, and Post, Expanding 


and Insular Affairs of the House of Repre 
intermediaries needs improvements :report to the C 
intermediate and peaking technologies in the year 

complex formation /, Disproportionati 

maintenance /, Logic tree troubleshoo 


maintenance /, Maintenance task ident 
Intermountain Region /, National forests of the 
international agreements of the United States., Tr 
broadcasting : 


b coal trade : 

comparison /, The Availability of Ge 
conference held at Williamsburg, Vir 
law., Digest of United States practi 
mail manual. 

operation., Fuel cost and consumptio 
organization headquarters site :repo 
organizations., United States contri 
shortwave broadcasting and direct br 
trade :, Telecommunications and info 


traders., Sources of information on 
International Conference on Fluidized Bed Combusti 


on Software Engineering i 
International Development Cooperation Act of 1978 
International Whaling Commission meeting :, Review 
Internatonal Communication Agency /, U.S. governme 
INTERP)., Modal interpolation program, L 215 ( 
interpolation program, L 215 (INTERP)., Modal 
interpretation of Level 1 IR and LRMS data /, Coll 


of their possible effects on mental 
interpretative map of important farmlands, Aransas 


map of important farmlands, Bandera 
map of important farmlands, Bell Co 
map of important farmlands, Blanco 

map of important farmlands, Caldwel 


82-6588 
82-6200 
82-6598 
82-6817 


82-4708 
82-5191 





interpretative Title Keyword Index 


map of important farmlands, Cameron management :report to the Congress /, Op 


map of important farmlands, Chamber management :report to the Congress : sum 


map of important farmlands, Delta C of the central Mojave and Colorado Deser 
inverse heat conduction analysis /, ORMDIN :a fini 
investigating the strength behavior of fine-graine 
investigation /, Bald Eagle Creek and Little Junia 


map of important farmlands, Falls C 


map of important farmlands, Fort Be 


map of important farmlands, Gillesp 

map of important farmlands, Grayson 

map of important farmlands, Hood Co 

map of important farmlands, Hunt Co 

map of important farmlands, Midland 

map of important farmlands, Montagu 

map of important farmlands, Nacogdo 

map of important farmlands, Navarro 

map of important farmlands, Panola 

map of important farmlands, Rains C 

map of important farmlands, Rockwal 

map of important farmlands, Swisher 

map of important farmlands, Wichita 
Interpreting dynamic surface deflections in the gr 
interpretive map of important farmlands /, Suwanne 

+. 

map, soil potential for surface irrig 

map, soil potential for surface irrig 

map, soil potential for surface irrig 

map, soil potential for surface irrig 
Interstate and Foreign Commerce, House of Represen 
intervals /, Hematologic changes after two exposur 

“ 

for online testing /, Optimum test 
intervention in societal problems :, Primary 
Interview on “Meet the press” :March 29, 1981 / 
intra-aircraft EMC analysis /, Microwave landing s 
Introducing SHARE. 
introduction of universal medical care insurance : 


invasion of Afghanistan :January 4, 1980 /, Soviet 
inventories in containment for some PWR and BWR po 


and accounts receivable by kind of re 
inventors, and innovation :, Small, high technolog 
inventory /, The Archaeology of the McCain Valley 
“ 
/, 1979 Florida Area Cumulus Experiment 
and performance study., National highway 
and performance summary from the 1976 Na 


items and their effectiveness in riverin 
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/, Design for harbor entrance improv 
/, Effects of first underlayer weigh 

/, Floating breakwater wave-attenuat 
/, Model studies of the Portugues an 

/, Model study of Harry S. Truman Sp 
/, Modifications to filling and empt 

/, Navigation conditions at Lock and 
/, Navigation conditions, Suck Bend 

/, Old River overbank structure outl 
/, Pumping stations, field performan 

/, Rock-lined transitions :hydraulic 

/, San Juan National Historic Site, 

/, Seabrook Lock Complex, Lake Pontc 
/, South jetty stability study, Maso 

/, Vortex problem at intake, Lower S 
:Cardinal Surveys Company and McCaul 
:Central Transport, Inc., accident, 
division data /, Safety compliance t 
division data /, Safety compliance t 

of construction concepts for pavemen 
of ground-induced effects for a low- 
of new integration algorithm /, Revi 
of review issues, Narrows Unit, Colo 
of Senator Harrison A. Williams, Jr. 
of Senator Harrison S. Williams, Jr. 

of synergisms in class 1 components 
of the basic forces involved in the 

of the crash-impact characteristics 


of the effects of inlet shapes on fa 
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of the multiple model adaptive contr 
of the strength of association betwe 
of the use of coal refuse-fly ash co 
of various assessment instruments as 
publications., Federal Bureau of 
report of the accident at the Prince 


training course /, Multidisciplinary 
investigations /, Navigation lock for Lower Granit 
“ 


in the Langley Transonic Dynamics T 
in the southern Sierra Nevada :the 


“ 


of the mechanical characteristics, 
investment analysis process :user’s guide., Perfor 
“ 


and energy policies on U.S. commerce :, 
investments ., Foreign 
“ 


” Securities and 
involved in the adhesion of ice to highway surface 
“ 
in the sale or transfer of professional s 
ion exchange from low-grade acidic solutions in a 
Tonizing radiation category of the suggested state 
“ 
radiation :responding to the congressiona 
ionospheric modification in the D-region /, Wave i 
Iowa /, Area wage survey. Waterloo-Cedar Falls, 
“ 
annual report, May 1, 1978-April 30, 1979 /, 
annual summary with comparative data., Local 
Kansas, Missouri, Nebraska., Women owned bus 
Linn County., Flood insurance study :city of 


Montgomery County., Flood insurance study :c 


Shelby County., Flood insurance study :city 


unincorporated areas., Flood insurance study 
Iowa Southern Utilities Company, Ottumwa Generatin 
IPA in Gladstone, Oregon /, Physicians Association 
IPAD), product manufacture interactions with the d 
IR and LRMS data /, Collection and interpretation 
IRA’s) :, A Guide to individual retirement account 
Iran :December 1, 1979 /, Statement to U.N. on 
Iredell County, N.C., 1978 census of agriculture, 
iron from aluminum chloride leach liquor by solven 


and hardness in ground water, Chena Ridge vi 
iron-base superalloy by powder metallurgy techniqu 
ironworker (boatbuilder, steel)., The US Army Tran 
irradiation experiment /, A computerized process c 
irrigation /, Woodward County, Oklahoma, soil inte 


and drainage. 


project :, Rehabilitation of the Belle 


“ 


projects reviewed do not cover costs :r 





January-March 


projects reviewed do not cover costs :r 
withdrawal systems /, Entrainment of ic 
” soil potential rating /, Major County, 
” soil potential rating /, McCurtain Cou 


“ 

soil potential rating /, Roger Mills C 
Irving Weinberg and Ciifford K. Swartz., Annealing 
Irwin, Iowa, Shelby County., Flood insurance study 
Isabelita Clima Portilla :report (to accompany H.R 
ISD) in Air Force flying training /, Instructional 
islands region ecological characterization :enviro 
isolation , synthesis, and screening of anticancer 
Isopoda, Asellidae) /, The subterranean Asellids ( 
isothermal test with core | installed) /, Experime 
Israeli air strike :, The 
issuance of a new source national pollutant discha 
issue in an aircraft ground-handling simulation /, 
issued from the United States Patent and Trademark 
“ 


since 1977 pertaining to farm bill legislat 
issues :, Ground water quality and quantity 


:, Major estate and gift tax 

and energy assessments /, Water quality 

for planning /, Military readiness, mobiliz 

in Southern California :, Immigration and r 
in the measurement of victimization / 

involved in the sale or transfer of profess 
relating to the reauthorization of the Olde 


:study /, Major science and technology 82-5513 


Narrows Unit, Colorado, Pick-Sloan Missour 82-5847 
1973-1974 :, U.S. intelligence analysis an 82-6851 
Italy /, Report on earthquake reconstruction in 82-6757 
Itawamba County , Mississippi /, Important farmland 82-4431 
items /, Compendium of highway safety questionnair 82-6511 


and their effectiveness in riverine egress t 82-5018 
Its Use in the NPDES Permit Program, Chicago, Illi 82-5261 
Izu Oshima earthquakes, January 14 and 15, 1978 /, 82-5016 


J 


J.D. Sebastian, and J.R. Petrarca., Reduction of c 

J-R curve testing of A533B steel using the key cur 
J.R. Petrarca., Reduction of computer usage costs 

J.W. Maustellar ; prepared for U.S. Department of 
Jackson, Pennsylvania, Snyder County., Flood insur 
Jackson Co., Kan. /, Important farmlands, 

Jackson County area, Colorado., Soil survey of 


N.C., 1978 census of agriculture, 
James F. Goodrich, to be under secretary of the Na 
January - March 1979 /, Light-water-reactor safety 
January-March 1979 /, Advanced two-phase flow inst 
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January-March 


1980 /, Light water reactor safety r 

1980 /, Quarterly progress report on 
January 1, 1979, to December 31, 1979, Bibliograph 
January 13-14, 1976, Knoxville, Tennessee /, Proce 
January 14 and 15, 1978 /, Visit to Japan to obser 
January 28-30, 1980 /, Proceedings of the Research 
January 28, 1981 /, News conference : 
January 1968 - December 1977 /, A lightning damage 
January 1980 /, Minorities in allied health educat 
Japan /, Comparison between the strengths of undis 


/, Cyclic strength of undisturbed sands from 
/, Fabric analysis of undisturbed sands from 


and India :report to the Director, Internato 
to observe damage which occurred during the 
Japanese and American economic policies and U.S. p 


economic relations :, U.S. 
Jaroslay Oblast, USSR /, Proceedings of the third 
Jeff Davis County , Ga., 1978 census of agriculture 
Jefferson County , Ga., 1978 census of agriculture, 


” Ohio /, Special flood hazard inf 
Jenkins County , Ga., 1978 census of agriculture, p 
jet engines, except aircraft; and components micro 


perforation :a new method for completing and s 
. 
and inner-ring-lubricated 35-millimeter-bore 
jetty stability study, Masonboro Inlet, North Caro 
Jewell County , Kans., 1978 census of agriculture, 
job in self-paced instructuction /, Front-end anal 
“ 


performance criteria development /, Task level 


“ 
performance evaluation 


sympo 


:proceedings from 


placement /, Vocational interest-career examin 


with the Forest Service :a guide to career opp 
jobs for women in the Army /, Male and female sold 


tax credit., Targeted 

Johann Arbocz and Charles D. Babcock, Jr., The buc 
John Day, Oregon, Grant County., Flood insurance s 
John Day Fossil Beds Nation! Monument, Oregon / 
John Martin Reservoir, Colorado., Welcome to 

John S. Herrington, to be assistant secretary of t 

Johnson Space Center /, Preliminary results from t 
Johnston County, N.C., 1978 census of agriculture, 

Joint Resolution to Authorize and Request the Pres 
jointly to the Committee on Banking, Finance, and 

“ 


to the Committee on House Administration, 
Jones County , Ga., 1978 census of agriculture, pre 


N.C., 1978 census of agriculture, pr 
journals /, Prevention of roller bearing-initiated 
Juan de Fuca /, Microzooplankton in the surface wa 


de Fuca including food habits of the common n 
Juan Esteban Ramirez :report (to accompany S. 167) 
judge signal lights at sea /, The ability of color 
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82-4497 
82-4498 


82-5039 
82-4499 
82-4797 


82-5883 


82-6167 
82-5021 
82-4533 
82-5143 


82-5144 


82-5154 
82-5148 


82-4291 
82-4942 


82-6064 
82-6117 
82-5376 
82-5907 
82-4971 
82-6764 
82-4637 
82-4577 
82-5664 
82-6576 


82-6587 
82-4500 


82-4578 
82-6356 
82-4622 


82-5265 
82-6556 
82-5108 





Title Keyword Index 


Judiciary , and related agencies appropriation bill 
“ 
and related agencies appropriations for 


House of Representatives ... identifyin 
July-August 1978 /, MESA New York Bight Project :e 
July-December 1979 /, Multirod burst test program 
July 2-6, 1979, Borok, Jaroslav Oblast, USSR /, Pr 
July 15, 1988, series E-1988., United States of Am 
July 31, 1983, series T-1983., United States of Am 
July 1978 /, MESA New York Bight Project :expanded 
July 1979 /, MESA New York Bight Project :expanded 
July 1979-July 1980 /, A method for assessing the 
junction boxes, and accessories., Specification fo 
June 1, 1978-May 30, 197% /, Regional tectonics an 
June 9, 1980 /, The Middle East, outlook for peace 
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: and Commerce, the Judiciary, and related 
and State, the Judiciary, and related age 
Juvenile criminal behavior and its relation to nei 
“ 


salmonids /, Evaluation of a small diamet 
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" CFR. 29, 82-5655 
carea 11, North America, station F (Argentina) 82-4776 


i Code of federal regulations. 29, 82-5655 
varea 11, North America, station H (Japan) /, 82-4756 
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25, south polar, station E (Reunion) /, 82-4761 Flood insurance study :townshi 





Page I-714 





April 1982 


Flood insurance study :townshi 
“ 
Flood insurance study :townshi 
Ladron Planning Units ., Off-road vehicle designati 
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Lancaster, Nebraska, unincorporated areas., Flood 
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" FSC 5315. Nails, keys, and pins microform, C 
" FSC 5320. Rivets microform, Consolidated fed 
" FSC 5325. Fastening devices microform, Conso 
" FSC 5330. Packing and gasket materials micro 
" FSC 5335, 5340. Metal screening :, Consolida 
" FSC 5335, 5340. Metal screening :, Consolida 
" FSC 5360. Coil, flat, and wire springs micro 
" FSC 5360. Coil, flat, and wire springs micro 
FSC 5400. Prefabricated structures and scaff 
FSC 5600. Construction and building material 
" FSC 5805. Telephone and telegraph equipment 


FSC 5820. Radio and television communication 


FSC 5821. Radio and television communication 


FSC 5826. Radio navigation equipment, airbor 





ication and public addr 


" FSC 5835. Sound recording and reproducing eq 
FSC 5840. Radar equipment, except airborne m 
FSC 5841. Radar equipment, airborne microfor 
" FSC $950. Coils and transformers microform, 
FSC 5955. Piezoelectric crystals microform, 


" FSC 5960. Electron tubes and associated hard 


FSC 5962. Microcircuits, electronic microfor 


, FSC 5962. Microcircuits, electronic microfor 
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Sri Lanka /, Accessions 
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” Sri Lanka /, Accessions 
listening /, The necessity for high hear 
lists and bibliography /, Living and fossil brachi 


of persons and organizations., Directories a 
literacy gap /, Operational consequences of 
literature on Aiaska water birds /, An Annotated b 
“ 


review /, Impacts of navigational dredg 
“ 
index of periodical articles /, Labor 

Little Juniata River channel improvement project : 
Little Lick and Big Lick Creeks, Blackford and Del 
Little Red River , Clinton, Arkansas /, Flood plain 
Little Rock, Arkansas, October 26-27, 1978 /, Pres 
live skyline cable yarder tested in Appalachia /, 
livestock industry problems :, Current 
Living and fossil brachiopod genera, 1775-1979 :li 

“ 


Prices, wages, and the cost of 
Livingston County ., Flood insurance study :town of 
LMFBR /, A user’s guide to EPIC :a computer progra 
accident delineation study :phase I final re 


aerosol release and transport program quarte 


containment 
CONAN 
LMFBRs :(SSC-P code) /, An advanced thermohydrauli 
load /, Behavior of construction adhesives under | 


response computer code /, 


/, Dual-task interference as a function of co 
and voltage control algorithms for Yellowtail 
coefficient matrices utilizing the force summ 
concentration due to missing members in plana 
distributions for a group of simulated launch 


on the thermal expansion of Gr/PI composite m 
Loaded voltage dividers motion picture / 


“ 


voltage dividers videorecording / 
loads and stability /, Bearingless tail rotor 
“ 


(IDPIL) /, Interactive design program for im 
loan guarantee program :, Alcohol fuel 
“ 


guarantee programs :, A guidelines handbook o 
guarantee proposal :, Tosco 
procedures need further development :report t 


procedures need further development :report t 
loans have not succeeded in business :report to th 
“ 

have not succeeded in business :report to th 
LOCA in the ZION/Indian Point reactor plants /, Co 
“ 


typetests /, An experimental investigation of 
Local climatological data. Binghamton, New York, a 


climatological data. Buffalo, New York, annu 


climatological data. Clayton, New Mexico, an 


82-6096 
82-6147 
82-6078 


82-6174 
82-5178 


82-5179 
82-5076 


82-6711 
82-6881 


82-6765 
82-6772 
82-5464 


82-5465 
82-5459 


82-5460 
82-6710 


82-6628 
82-4679 


82-4680 





climatological data. Concord, New Hampshire, 
climatological data. Des Moines, Iowa, annua 
climatological data. Elko, Nevada, annual su 
climatological data. Ely, Nevada, annual sum 
climatological data. Evansville, Indiana, an 
climatological data. Fort Wayne, Indiana, an 
climatological data. Grand Island, Nebraska, 
climatological data. Las Vegas, Nevada, annu 
climatological data. Lincoln, Nebraska, annu 
climatological data. Newark, New Jersey, ann 
climatological data. Norfolk, Nebraska, annu 
climatological data. North Platte, Nebraska, 
climatological data. Reno, Nevada, annual su 
climatological data. Santa Maria, California 
climatological data. Savannah, Georgia, annu 
climatological data. Scottsbluff, Nebraska, 
climatological data. Shreveport, Louisiana, 
climatological data. Syracuse, New York, ann 
climatological data. Tallahassee, Florida, a 
climatological data. Trenton, New Jersey, an 
climatological data. Valentine, Nebraska, an 
climatological data. Winnemucca, Nevada, ann 
compliance-assistance programs /, Protecting 
education agencies 

education agencies., Education directory. 
oscillator radiation /, Measurements of inte 


parks :report to the Congress : summary /, N 
localization with gallium, radiolabled bleomycin, 
locating and designing traffic barriers /, A Short 


trapped miners /, Evaluation of the seism 
locator transmitters and receivers., Operational a 
Lock and Dam 53, Ohio River, Kentucky and Illinois 
“ 


design, bottom longitudinal filling and empty 
entrance : hydraulic model investigation /, S 


for Lower Granite Dam, Snake River, Wash- 
ingto 


82-5668 
82-5234 
82-5234 
82-4696 


82-5466 
82-5738 
82-6305 


82-5881 
82-6399 
82-4999 


82-5024 


82-5005 


82-5032 
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of the Arkansas River Lock and Dam 5 /, Instr 


Locks and Dam 26, Mississippi River, Alton, 
Lock No. 1, Mississippi River, Minneapolis, Minnes 
Locke, Michigan, Ingham County., Flood insurance s 
Locks and Dam 26, Mississippi River, Alton, Illino’ 
locomotives /, Analysis of NPRM strobe lights on 
LOFT anticipated transient experiment L6-5 /, Expe 


nonnuclear small break experiment L3-0 /, Exp 
nonnuclear test L1-5 :(isothermal test with c 
nuclear small break experiment L3-5/L3-5A /, 


transient (blowdown) critical heat flux tests 
log grades and lumber grade yields for factory lum 
Logan County, Kans., 1978 census of agriculture, p 
Logic tree troubleshooting aids :organizational an 
logistics /, RVNAF 
+. 


concerns over Navy’s guided missile frig 


concerns over Navy’s guided missile frig 


“ 


Defense supply and 
logs /, Hardwood log grades and lumber grade yield 
long-haul standards /, Recommendations for digital 
long-range navigation equipment., Recommended prac 
Long-term care and the Older Americans Act : 
“ 


economic planning needed in oil- and gas 
“ 


load /, Behavior of construction adhesiv 


study of produce transportation /, A 
longitudinal filling and emptying system /, Lock d 


study, The Vision of submariners and 
longitudinal-vertical train action model /, Theore 
Longshoremen’s and Harbor Workers’ Compensation Ac 
Loomis Corners, California /, Flood hazard informa 
loop models for analyzing engineering requirements 
“ 
of a PWR plant /, Probability of a pipe fract 
of a PWR plant /, Probability of a pipe fract 
of a PWR plant /, Probability of a pipe fract 
of a PWR plant /, Probability of a pipe fract 
to suppress interference from a satellite pow 
Lorain, Huron, Sandusky, Ohio /, United States por 
Loran-C correction table :east coast, 5930 / 
correction table :Great Lakes 8970 / 
correction table :Northeast, U.S.A. 9960 / 
correction table :Southeast, U.S.A. 7980 / 
correction table :west coast, Canada 5990 
correction table :West Coast, U.S.A. 9940 
table :Canadian east coast / 


table :Canadian east coast / 
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loss for 125 MHZ-15.5 GHZ /, An atlas of basic tra 
“ 


of earplugs and earmuffs on an artificial hea 
loss-of-coolant accident in the subdivided contain 


accident :summary report /, Fissio 


accident test series—results of TC 
Louisiana /, Draft environmental impact statement 


annual summary with comparative data., 


” Soil survey of Franklin Parish, 
Louisville, Kentucky-Indiana, metropolitan area /, 
low aerodynamic performance of 13.5-centimeter-tip 
oe 


bed guided missle, 7-ton, 4-wheel M529 (2330-7 
cost anti-lock brake system for small motorcyc 
cost G-cuing system (ALCOGS) /, Advanced 


Mach number nozzle flow /, Attenuation of 
soun 


visibility /, Swimming accuracy and consistenc 

low-aspect-ratio highly swept arrow-wing configura 
first-stage rotor blading /, Per 

Low-cost computer-aided instruction/computer-manag 
low-grade acidic solutions in a fluidized system / 
low-level radioactive-waste burial trenches, West 

wind shear, phase 3 :all-weather landing 
Low Level Radioactive Waste held at Incline Villag 
low-volume roads /, Guidelines for use of fabrics 
Lower eastern shore, Md.-Va.-Del. /, Area wage sur 


“ 


Great Lakes /, Midsummer fun :beach restorat 
respiratory tract., Current cancer research 
respiratory tract., Current cancer research 


San Luis Rey River Valley, California, using 
Lower Burrell, Pennsylvania, Westmoreland County., 
Lower Gila North Planning/EIS Area : 
Lower Granite Dam, Snake River, Washington :hydrau 
Lower Monumental Lock & Dam, Lake Herbert G. 
West, 
Lower St. Anthony Falls Lock and Dam, Mississippi 
Lowndes County, Mississippi /, Important farmlands 
LRMS data /, Collection and interpretation of Leve 
lubricants /, Evaluation and auger analysis of a z 
lumber grade yields for factory lumber logs /, Har 


logs /, Hardwood log grades and lumber grad 
Luna County, New Mexico /, Flood plain information 
lung /, Selected abstracts on small cell carcinoma 
“ 

cancer., Current cancer research on diagnosis 
Luzerne, Pennsylvania, Fayette County., Flood insu 
Luzerne County., Flood insurance study :borough of 
LWR loss-of-coolant accident :summary report /, Fi 
Lycoming County., Flood insurance study :borough o 
“ 


Flood insurance study :township 


82-6465 


82-5113 
82-6682 


82-6622 


82-6681 
82-5288 


82-4663 


82-4399 
82-5975 
82-6169 


82-4884 
82-6520 


82-5169 


82-6110 


82-5110 
82-6145 


82-6142 
82-5164 
82-5863 
82-5807 


82-6444 
82-6719 
82-6329 
82-6052 


82-4972 
82-5712 
82-5714 


82-5792 
82-5402 
82-5930 
82-5032 


82-4973 
82-4997 
82-4433 
82-5291 
82-6151 
82-4371 


82-4371 
82-5041 
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82-5686 
82-5416 
82-5390 
82-6622 
82-5392 
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” Flood i insurance study ‘township 
lymphokines and related substances in cell mediate 
lymphomas and other lymphoproliferative disorders. 
lymphoproliferative disorders., Current cancer res 
Lyndon B. Johnson National Historical Park, Texas 
L1-5 (isothermal test with core i installed) /, E 
L217 (EOM)., A computer program to generate equati 
L218 (LOADS)., A program for calculating load coef 
L219 (EQMOD)., Equation modifying program, 
L221 (TEV156)., Random harmonic analysis program, 
L224(QR)., Linear systems analysis program, 
L225 (TEV126)., Time history solution program, 
L3-0 /, Experiment data report for LOFT nonnuclear 
L3-5/L3-5A /, Experiment data report for LOFT nucl 
L6-5 /, Experiment data report for LOFT anticipate 


M 


M. J. McGoff, J.W. Maustellar ; prepared for U.S. 
M-15450 (ND) :report (to accompany S. 466)., Provi 
Mach number nozzle flow /, Attenuation of sound in 


6 /, Validation of scramjet exhaust simulatio 
“ 

7 /, Performance of a Haynes 188 metallic sta 
machine repairer., The US Army Ordnance Center and 
“ 


servicer, The US Army Signal School appre 
machinery and equipment microform, Consolidated fe 
“ 


microform, Consolidated federal supply c 
microform, Consolidated federal supply c 
machinist., The U.S. Army Ordnance Center and Scho 
Macon County, Alabama, unincorporated areas., Floo 
“ 


N.C., 1978 census of agriculture, pr 
macroinvertebrate assemblages along the Strait of 
Madera Canal drop structure /, Vinyl ester polymer 
Madison, Illinois, unincorporated areas., Flood in 
Madison County , Ohio., Soil survey of 
magnetic separation, and flotation /, Benefication 
Magnitude and chemical quality of base flow of Ott 

“ 


and frequency of floods in Texas /, Tech 
of pavement damage /, Improving the dist 
Magnuson Fishery Conservation and Management Act o 
mail manual., International 
main lock, Locks and Dam 26, Mississippi River, Al 
Maine :hydraulic model investigation /, Design for 
“ 


Massachusetts, and New Hampshire /, Coastal 


“ 
Sludge disposal alternatives, South Paris, 
Maintaining the quality of economic data : 
maintenance /, Decay in wood bridges :inspection a 
“ 
/, Federal initiative for clean air :i 
/, Logic tree troubleshooting aids :or 
/, Maintenance task identification and 


and preservation of concrete structure 


and repair backlog data :report to the 


82-6470 
82-6563 
82-6110 


82-6105 


82-6165 
82-4904 


82-4913 
82-4815 


82-4816 


82-4818 
82-4903 
82-5336 


82-4583 
82-5265 
82-5851 
82-5345 
82-4403 
82-5886 
82-5840 


82-5801 
82-6312 
82-6879 
82-6181 
82-5020 
82-4995 
82-5802 
82-5276 
82-6782 
82-4319 
82-5238 
82-5166 
82-5167 
82-4981 


82-5499 





and repair shop specialized equipment 
and repair shops specialized equipment 
and rocket maintenance checkout specia 
and rocket maintenance checkout specia 
base materiel management handbook :an 
checkout specialized equipment microfo 
checkout specialized equipment microfo 
for Mannheim family housing /, Total c 
management / 
manual for trailer, low bed guided mis 
manual :general repair procedures for 
of low-volume roads /, Guidelines for 
practices for emergency locator transm 
program., Summary statement of work :s 
repair specialized equipment microform 
review manual., FHWA 
standards for reflective markers for a 
task identification and analysis :orga 
technician., The US Army Signal School 
training :relative effectiveness of 68 
training simulators design and acquisi 
training system :6883 converter/flight 

: depth charges and underwater mines, a 


depth charges and underwater mines, a 
major airports /, Analysis of runway occupancy tim 


coal-resource areas of Utah through 1980 /, 
estate and gift tax issues : 

market /, Proposed techniques for adding FM 
oil companies :, DOE’s enforcement of allege 
pest of trees., Gypsy moth :a 


science and technology issues :study / 
Major County , Oklahoma, soil interpretive map, soi 
Male and female soldiers’ beliefs about the “appr 
Malibu-Topanga area wide facilities plan /, Final 
Mammals and reptiles. 


82-6417 
82-5167 
82-4922 
82-5159 
82-5161 
82-5155 
82-4836 


82-4837 
82-6435 





Mammals 


of the Black Canyon and Skull Valley plann 82-5938 
82-6468 


man life raft leeway study /, Seven 
manage battlefield intelligence data :report to th 
“ 


battlefield intelligence data :report to th 
management /, Administrative and personnel systems 


/, Maintenance 
/, Materiel/services 
/, Missile materiel 
/, Munitions materiel 
/, Personnel programs 
/, Transportation 
:a handbook for small cities /, Mass tr 
and policy questions :report to the Con 
and policy questions :summary : report 
assistance center needed to improve ADP 
attention :report to the Director, Offi 
essentials., Manual on construction 
‘Federal experience /, Costs and benefi 
for the Eastern San Diego County area ( 
handbook :an FAA handbook., Aircraft ma 
improvements in the Immigration and Nat 
of archeological collections :a pilot s 
of federal pass-through grants :the nee 
of HUD programs :report to the Congress 
plan and final environmental impact sta 
plan :Cowlitz, Lewis, and Skamania Coun 
plan for Martha’s Vineyard /, Draft env 
plan for Martha’s Vineyard /, Final env 
plan in the lower San Luis Rey River Va 
practices guidance document /, NPDES be 
program :a narrative description /, The 
program and final environmental impact 
‘report to the Congress /, Opportunitie 
‘teport to the Congress : summary /, Op 
summary :Facilities Engineering Equipme 
‘trainer manual /, Prevention program 
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:why we need it., Flood plain 82-4294 


” ‘Business and business 


guidance and counseling., Personnel 
” McGregor EIS area, New Mexico., Grazin 


* Nonnuclear industrial hazardous waste 
Soil and soil 
’ Solid waste 
” Wildlife 
Management Act of 1976 /, Oversight report on the 
managing dredged material containment areas /, Gui 
river basin operations : report to the Co 


river basin operations : report to the Co 


the pace of justice :an evaluation of LEA 
Managing Growth in Mercer County, North Dakota, Bi 
mandate under the Biological Research Extension Ac 
maneuvering and stopping abilities of large tank v 

performance :final report /, The predi 
Mannheim family housing /, Total contract maintena 
Manning S-4000 portable wastewater sampler /, Ther 


Manpower effectiveness of the All-Volunteer Force 
manual /, AEROSOL users 
“ 


/, Computer assisted area source emissions 

/, Emergency medical services communication 82-6542 
/, Interim federal standard 1033 reference 82-4695 
/, NPDES compliance evaluation inspection 82-5307 
/, Prevention of significant deterioration 82-5314 
/, Prevention program management :trainer 82-5767 
/, Standardized commodity transportation su 82-6368 
/, Volatile organic compound (VOC) species 82-5316 
and sample forms., Urban mass transportatio 82-6483 
and users’ guide :longitudinal-vertical tra 82-6348 
for lateral stability computer programs for 

for linear freight car forced lateral respo 

for trailer, low bed guided missle, 7-ton, 

:general repair procedures for clothng and 

materials, markings, and placards - airplan 

of fish culture :section G, fish transporta 


on characteristics of Landsat computer-comp 
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on construction management essentials. 
on contract negotiation techniques. 
on the railroad spike industry. 

if Airman’s information 

‘ Airport operations 

~ Automated data processing security 

” Department of Transportation physical sec 


FHWA maintenance review 


z International mail 
manuals (AFM), approved manual materials, markings 
“ 


Army technical and field 


glossaries, and other handy information., 


” United States Air Force 
manufacture :background information for proposed e 


interactions with the design process / 
manufacturers /, Corporate strategies of automotiv 
“ 


survey /, Flue gas desulfurization s 
“ 


service documents. 
manufacturing industry /, Source category survey : 
“ 
industry /, Source category survey : 
“ 
industry /, Source category survey : 
Manufacturing District offices., Directory of Engi 
map /, Coronado National Forest off road vehicles 
“ 
/, Shawnee sportsman’s 
/, Shawnee sportsman’s 
/, Shawnee sportsman’s 


for the Stallion and Ladron Planning Units., O 


of important farmlands /, Suwannee County, 
Flo 


of important farmlands, Aransas County, Texas 
of important farmlands, Bandera County, Texas 
of important farmlands, Bell County, Texas /, 
of important farmlands, Blanco County, Texas / 
of important farmlands, Caldwell County, Texas 
of important farmlands, Cameron County, Texas 


of important farmlands, Chambers County, 
Texas 


of important farmlands, Delta County, Texas /, 


82-4358 
82-4359 
82-4360 


82-5931 


82-4448 





March 11-12, 1980 


of important farmlands, Falls County, Texas /, 
of important farmlands, Fort Bend, Texas /, So 
of important farmlands, Gillespie County, Texa 
of important farmlands, Grayson County, Texas 
of important farmlands, Hood County, Texas /, 
of important farmlands, Hunt County, Texas /, 
of important farmlands, Midland County, Texas 


of important farmlands, Montague County, 
Texas 


of important farmlands, Nacogdoches County, 
Te 


of important farmlands, Navarro County, Texas 
of important farmlands, Panola County, Texas / 
of important farmlands, Rains County, Texas /, 


of important farmlands, Rockwall County, 
Texas 


of important farmlands, Swisher County, Texas 

of important farmlands, Wichita County, Texas 
Claiborne County, Mississippi /, Important fa 
Haskell County, Oklahoma /, Important farmlan 
Humphreys County, Mississippi /, Important fa 
Itawamba County, Mississippi /, Important far 
Lowndes County, Mississippi /, Important farm 
National Forests, Colorado /, Colorado wilder 
Pickens County, South Carolina /, Important f 
soil potential for surface irrigation /, Wood 
soil potential for surface irrigation, soil p 
soil potential for surface irrigation, soil p 

soil potential for surface irrigation, soil p 


Warren County, Mississippi /, Important farml 
mapping of Kentucky :a history and evaluation of t 
“ 


“ 


program, 1960-1978 /, Geologic mapping of 


programs /, Status and future of extraterr 
maps /, Wyoming public land user 


of the Chignik and Sutwik Island quadrangles, 
March -December 1978) /, Technical papers on airbo 
March 10-12, 1981 /, Proceedings of the NBS/IEEE/A 
March 11-12, 1980 : a project in cooperation with 
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82-4422 
82-4424 
82-4425 
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82-4453 
82-4454 
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82-5794 
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82-6119 
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82-5795 
82-4642 
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4, 1978 


1978, near Bethesda, Maryland., Motor ca 
1981 ]., [Revised checklist of current FA 

1981 /, Security and development assista 
27, 1980., Heterodyne systems and technol 
1 /, Interview on “Meet the press” 

series P-1983., United States of A 
series G-1985., United States of A 
-31 August 1977 /, Cooperative Radiation 
/, Light-water-reactor safety research 
marchlands /, Municipal solid waste disposal in es 
Maria Cecilia Gabella-Ossa :report (to accompany H 
Maria Gloria (Joy) C. Villa :report (to accompany 
Maria Monita A. Manalo :report (to accompany H.R. 
Marianna mine 58 /, Methane drainage study using a 
Maricopa and Yavapai Counties, Arizona /, Small ma 
Marine and terminal operations / 


SEF 


ra 


ew 
PP 


csSEEEHEE 
a 


3 


biological effects of OCS petroleum develop 
flora and fauna of the northeastern United 
heavy duty mechanic (heavy-duty mechanic di 
hull repairer, ironworker (boatbuilder, ste 
terminal transfer operation /, Background i 
wood-destroyers : first year of observation 


Marine Corps publications. 
mariner training and licensing :phase | : role of 


training and licensing process : CAORF tec 
Mark Twain National Forest (Ava Ranger District) M 
Mark Twain National Forest (Cassville Ranger Distr 
Mark Twain National Forest (Fredericktown Ranger D 
Mark Twain National Forest (Poplar Bluff Ranger Di 
Mark Twain National Forest (Rolla-Houston Ranger D 
Mark Twain National Forest (Salem-Potosi Ranger Di 
Mark Twain National Forest (Willow Springs Ranger 


Mark Twain National Forest (Winona-Doniphan-Van 
Bu 


markers for airport runway and taxiway centerlines 


FAA specification L-853, runway and taxi 
market /, Proposed techniques for adding FM broadc 


for energy technologies /, Residential/comm 
marketing order program., The Federal milk 


research. 
marketplace, 1979-80 :seventeenth report /, Silver 
markets :trucks with double trailers vs. TOFC shut 
Marking of paved areas on airports. 
markings, and placards - airplanes., Airplane flig 
married applicants /, Information for 
Mars mission support investigations in the Langley 
Marssonina leaf spot of poplars., How to identify 
Martha’s Vineyard /, Draft environmental impact st 


s 
Vineyard /, Final environmental impact st 
Maryland /, Proceedings of the Symposium to Review 
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and Delaware /, Water resources data for 82-5819 


” May 31-June 1, 1979 /, Proceedings of th 

u Motor carrier accident investigation :C 

” November 18-20, 1980., The 1980 Goddard 
Mascoutah, Illinois, St. Clair County., Flood insu 


Masonboro Inlet, North Carolina :hydraulic model i 
mass classifications /, Tunnel design by rock 


“ 


media coverage of Concorde, May 1976-Febru- 
ary 


transit. 

transit :employee attitudes, withdrawal behav 

transit management :a handbook for small citi 

transportation industry /, Study of operator 

transportation industry /, Survey and analysi 

transportation industry uniform system of acc 
/, Laundry and dry cleaning wage survey, Pr 


/, Moving and storage wage survey, Providen 
Massachusetts /, Chemical quality of ground water 
“ 


/, Laundry and dry cleaning wage sur 
after the 1978 blizzard caused quest 
"and New Hampshire /, Coastal flood 
, Bristol County., Flood insurance st 
Suffolk County., Flood insurance st 


Worchester County., Flood insurance 
mast mounted sight on an OH-58C helicopter /, Expe 
materails [sic] catalog no. 2 /, Occupant protecti 


material /, Effects of static tensile load on the 82-6174 


/, Investigation of the use of coal refus 82-6323 
/ Ronald R. Bowman., A temperature probe 82-4615 
/, Treatment of contaminated dredged 82-4984 
:a descriptive bibliography /, Shipping c 82-6632 
containment areas /, Guidelines for desig 82-4983 


containment areas for solids retention /, 82-4982 


containment areas :planning and implement 82-4985 
control and accounting system at an opera 82-6687 


development for training for operators of 
/, Automotive applications of composite 


82-6530 
82-6499 


/, Development of criteria to designate 
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“ 
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for reinstatement and validation of U.S. 
for reinstatement and validation of Unit 
for reinstatement and validation of Unit 
for reinstatement and validation United 
for the consideration of House Joint Res 
for the consideration of House Joint Res 


for the consideration on H.R. 4612 :repo 
provisions in federal labor agreements /, A Survey 
“ 


in federal labor agreements /, A survey 


in federal water laws could save millio 

of the railroad revitalization and regu 
proximal sediment provenance /, Sohm Abyssal Plain 
proximity warning system(s) (GPWS)., Airworthiness 
pseudoephedrine and triprolidine on visual perform 
Pseudorabies control and eradication in swine : 
psychiatric treatment settings /, Assessing therap 
Psychophysical criteria for visual simulation syst 
PTACV) /, Phase IIIc-test and demonstration ( 
Puangpaka Vertrees and Puangtip Vertrees :report ( 
Puangtip Vertrees :report (to accompany S. 175)., 
public address sytems, except airborne microform, 


z airport purposes., Federal surplus personal 
and private utilities. 
assistance cost-sharing policies :implicati 
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cooperation to revitalize America :, Case s 82-6780 
document room users guide / 
education for rural-suburban pedestrian saf 
electricity supply / 
elementary and secondary education., Revenu 
employment in ... 
health. 
information materails [sic] catalog no. 2 / 
land user maps /, Wyoming 
law 95-619, title IV, part 1, section 404 / 
service employment programs /, The New 
CETA 
Public Health Service Act, 1981 :, Oversight on fa 
Public Land Acquisition and Alternatives /, Worksh 


publication—Renault R20TS-to-Calspan RSV 75 degree 
publications /, List of 
“ 


:a bibliography with abstracts., West 
handbook., NTIA 
in the NBS Electromagnetic Fields Div 
list / 
of the Environmental Research Laborat 
of the Planetary Biology Program for 
of the Planetary Biology Program for 

Action Agency 

A Bureau of Land Mangement 

by Bureau of Reclamation 

” Civil Aeronautics Board 


é Consumer Product Safety Commission 


; Economic Development Administration 


: Federal Bureau of Investigation 

” Federal Communications Commmission 
. Federal Council for Science and Tec 

” Rederal Maritime Commission 

” Federal Trade Commission decisions 

" Gulf Breeze Laboratory / 
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wo 
Marine Corps 
” NASA scientific and technical 
” National Credit Union Administratio 
is National Ocean Survey 
” National Science Foundation 
” Naval Personnel Bureau and Naval Ed 
” Office of Personnel Management 
” Standard distribution for unclassif 
” Standard distribution for unclassif 
i U.S. Government Printing Office 


” United States Coast Guard 
Puerto Rico :hydraulic model investigation /, Mode 
“ 


design for prevention of wave-induced 
Pulaski County , Ga., 1978 census of agriculture, p 
pulleys, sprockets, and transmission chain microfo 
pulsation instabilities /, Current problems in ste 
pumped-storage powerplant on Twin Lakes, Colorado 
Pumping stations, field performance investigation 
Pumps and compressors microform, Consolidated iede 

“ 


and compressors microform, Consolidated: fede 
for nuclear power plants /, Simulation of so 
punishment in the Army /, Crime and 
punishments for minor offenses is needed :report t 
pure-tone computerized audiometry /, Optimum thres 
purification and sewage treatment microform, Conso 
“ 


systems /, Small water 
purposes :conference report (to accompany H.J. 357 


of nontax criminal law enforcement :, Des 


report (to accompany S. 1672 ... referre 


: Federal surplus personal property for p 
pursuant to clause 1(d) of rule XI of the rules of 
“ 


to Committee rule IVf), Minutes of the bu 


to the Alaska Natural Gas Transportation 
Putnam County, Fla., 1978 census of agriculture, p 
“ 


Ga., 1978 census of agriculture, pr 
PWR and BWR power plants /, Zinc inventories in co 


blowdown heat transfer separate-effects progra 
plant /, Probability of a pipe fracture in the 
plant /, Probability of a pipe fracture in the 
plant /, Probability of a pipe fracture in the 
plant /, Probability of a pipe fracture in the 


Pyrheliometer observations as an indicator of the 
pyrometallurgical method for processing Ni-Cd scra 





Q 
Q-1983 ., United States of America, treasury notes 
quadrangle, Oswego County, New York /, Surficial g 
quadrangles, Alaska /, The Alaskan mineral resourc 
Qualification testing evaluation program light-wat 
testing of breath alcohol measuremen 

qualifications for special area/routes and airport 
qualities in the presence of naturally-occurring a 


of the VAK-191B with requirements of AGA 
quality /, Use of Landsat data to assess waterfowl 


fd along the Mojave River near Barstow, Calif 
and nitrogen oxides emissions/, Analysis 0 
and quantity issues :, Ground water 
and water resources materials /, Water Qua 
assessments of national mobile source emis 
control in highway construction for engine 
data for Kentucky /, A compilation of grou 
issues and energy assessments /, Water 
management plan for Martha’s Vineyard /, D 
management plan for Martha’s Vineyard /, F 


modeling for the DOT PTACV— theory and 
exp 


monitoring /, Study of the adequacy of air 
of base flow of Otter Creek, Tongue River, 


of economic data :, Maintaining the 


of ground water on Cape Cod, Massachusetts 


“ 


problems and research program development 
Quantitation and functional assay of T and B cells 
quantities /, Tidal corrections to geodetic 
quantity issues :, Ground water quality and 
quarterly progress report for April-June 1979 /, L 
“ 
progress report for January-March 1979 / 


“ 

- progress report for October-December 197 
progress report, January - March 1979 /, 
progress report on blowdown heat transfe 
report, April - June 1978 /, Critical ex 
report January-March 1980 /, Light water 


report, October-December 1979 /, Reactor 


82-5832 
82-5195 
82-5281 


82-5271 


82-6354 





Quebec 


Quebec /, Responses of Canadian physicians to the 
questionable benefit payments :report /, Poor cont 
questionnaire items /, Compendium of highway safet 
questions and answers /, Allergies : 


report to the Congress /, Food for deve 


County, Ga., 1978 census of agriculture, p 


R, D&D proposal guidelines :alternative fuels, fue 

R/C frames : computer analysis of structures to re 
Mass. /, Laundry and dry cleaning wage survey 

Mass. /, Moving and storage wage survey, Prov 

R-1983 ., United States of America, treasury notes 

Rabun County , Ga., 1978 census of agriculture, pre 

races ., Waivers - airshows/contests/ 

Racine, Wisconsin, uni areas., Flood in 


unincorporated 
radar approach (ARA) procedures for helicopters to 


beacon system, ATCRBS IFF Mark XII system 
pe 


bias error removal algorithm for a multiple- 
equipment, airborne microform, Consolidated 
equipment, except airborne microform, Consol 
study of the urban boundary layer :a summary 
training facility pilot position /, System p 


).. The US Army Signal School apprenticeship 
radiation /, Investigation of the effects of inlet 


/, lonizing radiation category of the su 

/, Measurements of interference betweem 

and radioactivity. 

carcinogenesis and related radiobiology. 

category of the suggested state regulati 

damage in 0.1- and 2-ohm-centimeter sili 

dose to construction workers at operatin 

doses from uranium recovery operations / 

:tesponding to the congressional mandate 
radiations on thin imaging scintillators /, Effect 


radicals in the context of intermediate complex fo 
Radio and television communication equipment, airb 


and television communication equipment, exce 


and television repairer, The US Army Signal 


82-5088 
82-6036 


82-6048 
82-6247 


82-6400 
82-5448 
82-6397 
82-6463 
82-5132 
82-4868 
82-4867 
82-4630 


82-6452 


82-6443 
82-4863 


82-4862 


82-4911 


broadcasting)., The US Army Signal School ap 82-4928 


common tactical/long-haul standards /, Recom 82-4705 
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communications technician., The US Army Sign 
mechanic., The US Army Signal School apprent 
navigation equipment, airborne microform, Co 
operator., The US Army Signal School apprent 

service as a wide area communication system 

’ technical commission for aeronautics documen 
technical commission for aeronautics documen 

” ‘The US Army Signal School apprenticeship p 
Radio Free Europe/Radio Liberty, Radio Marti : twe 
radio-frequency heated material / Ronald R. Bowman 


Radio Marti : twentieth report /, International sh 
radioactive materials transportation containers /, 


tracer data in a one-dimensional param 


“ 


transport in the aquatic ecosystem /, 


waste disposal at the Nevada Test Site 
waste disposal at the WIPP Site, New M 
radioactive-waste burial trenches, West Valley, Ca 
radioactivity ., Radiation and 
radiobiology ., Current cancer research on radiatio 
radiolabled bleomycin, thallium, selenium, carbon 
radiologic diagnosis and radiotherapy of cancer., 


diagnosis and related techniques., Curr 
radiometer /, A parametric study of aliasing error 
radionavigational land test stations and signal ge 
radionuclide bone scans in the diagnosis and stagi 


decay data base :index and summary ta 
migration model /, Aquatic foodweb 
radionuclides /, Selected abstracts on tumor local 


industry /, An Economic study of the 
radiopharmaceutical drugs /, Guidelines for the cl 
radios due to local oscillator radiation /, Measur 
radiotherapy of cancer., Current cancer research o 

nuclear medicine, radiologic diagnos 

radon emission from a model open pit uranium mine 
raft leeway study /, Seven man life 
rail branch line continuation assistance program / 


inspection systems analysis and technology su 
passenger corridor development :, Amtrak auth 
passenger corridors :analysis of potential im 

system for the United States :, A high-speed 
transit line /, Noise exsenament of the Port 


“ 


transportation requirements for coal movement 
railroad :, Transfer of the Alaska 
“ 


design and construction at Army and Air F 


82-4896 
82-4921 
82-4864 
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electrification in the United States /, C 
freight car journals /, Prevention of rol 
operations modular processing system :sys 
retirement system :benefits and financing 
revitalization and regulatory reform act 
spike industry., Manual on the 


track /, An Experimental evaluation of te 


unemployment insurance :at a crossroads / 
railroad-highway grade crossing improvement progra 
Railroad Revitalization and Regulatory Reform Act. 
Railroads 


railway freight car models /, Users’ manual for la 
“ 


industry /, Evaluation of silicone fluid f 
rain forest /, Social biology of the Polistine was 
rainfall erosion /, Susceptibility of dispersive c 
rainfall-runoff model in estimating flood peaks fo 
Rains County , Texas /, Soil interpretative map of 
Raised floor systems / 

Raleigh , North Carolina /, Relationship between vi 
“ 


North Carolina, January 28-30, 1980 /, Pr 
Raleigh-Durham, N.C. /, Area wage survey. 
rammed olivine and zircon molds for titanium casti 
R&M design guide /, Final report, helicopter drive 

“ 


design guide /, Helicopter drive system 
Randolph County, Ala., 1978 census of agriculture, 
“ 


Ga., 1978 census of agriculture, 
Random harmonic analysis program, L221 (TEV156). 
Raney nickel catalysts /, Effects of additives on 
range sites of the Umnak-Unalaska area, Alaska., S 
ranger training /, Validity of peer ratings obtain 
Rape :short summaries., Grants awarded by the Nati 
rapid inflation /, Treatment of primary effluent b 


perturbation procedure for determining nonli 
rate coefficients /, Structure study of a CF 
“ 


disparities /, A study of ocean 
“ 
of progress in the implementation of section 
rate-setting programs /, First annual report of th 
rates and credit availability :, Interest 
“ 
and rate coefficients /, Structure study of 


, 


“ 


and training time for recent FAA academy no 
rating /, Major County, Oklahoma, soil interpretiv 
“ 


/, McCurtain County, Oklahoma, soil interpr 


/, Roger Mills County, Oklahoma, soil inter 
“ 
system /, Feasibility of a grade severity 
ratings obtained during ranger training /, Validit 
ratio and bandwidth on vehicle indentification, us 
rats after chronic oral administration of proprano 
ray analysis /, Monitoring taconite process stream 
RCS DD-COMP(AR)1253) /, Banking offices operating 


82-4941 
82-5764 
82-5295 


82-6125 
82-5866 


82-6263 


82-6341 
82-5771 
82-6748 


82-5866 


82-6452 
82-4453 


82-4452 
82-4454 


82-6308 
82-4941 
82-4947 
82-6454 
82-5857 
82-4783 





re making progress every day., Breast cancer :we’ 
reaction rates, and rate coefficients /, Structure 
“ 


time during a normoxic saturation dive, N 
reactions of small inorganic radicals in the conte 
reactor core power (with supporting multivariate s 

“ 


plants /, Containment response during degr 
pressure boundary components :progress rep 
pressure vessel materials : annual progres 
project :, Closeout costs, Clinch River br 
safety research program :quarterly report 
safety research programs :quarterly report 
safety research semiannual report, April - 


transient and accident events /, FRAP-T5S u 
reactors /, Statistical study of the cases of shut 
“ 


in the USSR /, Work in the field of fast 
microform, Consolidated federal supply ca 


:NRC translation /, Hydrogen distribution 
Readability of self-illuminated signs in a smoke-o 
readers :, For younger 
readiness , mobilization Planning und Civil Prepare 
Reading. 
readings ., Unit II :the domestic environment : 
readjustment appointments in the federal governmen 


counseling program :, VA Vietnam vete 
real estate-transit connection /, Joint developmen 


“ 


property :a commission report., Payments in | 


property maintenance and repair backlog data 
Real Estate Settlement Procedures Act—Controlled b 
realities of combat /, Tactical engagement simulat 
reasonable cost on U.S. bases :report to the Congr 
“ 
cost on U.S. Bases :report to the Congr 
Reasons for low aerodynamic performance of 13.5-ce 


‘ Ship your cargo on U.S. flag ships :it m 
Reauthorization of the National Science Foundation 
7 


of the Noise Control Act of 1972 : 
oe 
of the Older Americans Acct :, Issu 
recall campaigns /, Systems feasibility study stat 
receivable by kind of retail store., Current busin 


by kind of retail store, Retail trade, 
received during the period ..., Research reports s 
receiver performance /, A tutorial review of the n 
receivers ., Operational and maintenance practices 
recent FAA academy nonradar graduates, community p 
+. 


vertical crustal movements :the eastern Uni 
receptacle, cable connectors., Specification for L 
receptors., Current cancer research on role of hor 
recipes ., Cookbooks and 


82-6708 
82-5219 


82-5212 
82-4824 


82-6682 
82-6451 
82-6071 
82-5516 
82-5589 
82-4782 
82-6913 


82-6846 
82-6481 


82-6610 


82-5499 
82-6767 
82-4944 
82-5514 


82-5515 
82-6169 


82-4619 
82-6873 


82-6813 


82-6792 
82-6526 
82-4584 


82-4584 
82-5781 
82-4691 
82-6399 
82-6452 


82-6717 
82-6419 
82-5700 
82-5544 
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single employer pension plans 
and disposal, 1975-2000 /, San Diego m 
publications., Bureau of 


: Concrete Laboratory :fifty years., Bu 
recommendations concerning operator licensing /, A 


for digital radio common tactical/ 


of the Galveston Bay Enforcement C 
on employment security administrat 


to improve controls operability /, 
recommended changes to the NRC rules and regulatio 


practices and procedures for the use o 
reconnaissance for the Wicomico River (East) Feder 


of Lemmon Valley, Washoe County, Ne 
reconstituted sands from Niigata, Japan /, Compari 
reconstruction in Italy /, Report on earthquake 
record of the Committee on Ways and Means, U.S. Ho 


report /, Sodium oxide aerosol study :NSPP 
recording and reproducing equipment microform, Con 
records and reporting system :level C reporting ma 

for Oklahoma /, Selected water-level 

for Oklahoma, 1976-1978 /, Selected water-. 

for western Oklahoma, 1975-76 /, Selected 
recovering chromium and other metals from superall 
recovery from primary smelter dusts /, Copper 

of aluminum from kaolinitic clays /, Corr 

of aluminum hydroxy sulfate from aluminum 

of byproduct heavy minerals from sand and 

of chromium from scrap metals :laboratory 

of copper and associated precious metals 

of gold from arsenopyrite concentrates by 

of lead from scrap batteries /, Electroly 

of principal metal values from electrolyt 

operations /, MILDOS - a computer program 

systems; and cargo tie down equipment mic 
recreation facilities /, A guide to designing acce 


“ 


facilities of the Sequoia National Fore 


guide., Uinta National Forest, Utah, tr 
planning & action :a UPARR action progr 
Recreation Technical Services., PARTS :Park and 
Recreational and outdoor activities. 
Recycling spent chrome refractories from steelmaki 


. Salvage and 
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red pine plantations in the Lake States /, The eff 
Red Oak, Iowa, Montgomery County., Flood insurance 
reduce the frequency and severity of accidents cau 
“ 


the level of drug trafficking in south Flor 
reduced chromium 304 stainless steel alloys /, Mec 
reducing the magnitude of pavement damage /, Impro 
reduction /, Polymeric concentration determined by 
and analysis /, Airport improvement task 
in grade crossing motorist-warning contr 
of computer usage costs in predicting un 
of export credit subsidies in world trad 
on the compreheilsion of distorted speech 
proposals :, Tax 82-6825 
roasting, magnetic separation, and flota 
reelfoot scarp as estimated from drill holes with 82-6665 
Reelfoot Scarp, Lake County, Tennessee /, Influenc 82-6697 


reexamine the federal role in planning, selecting, 82-5466 
reference data series., National standard 82-5578 
“ 


“ 


manual /, Interim federal standard 1033 82-4695 


“ 


soil and rock samples for measuring elem 82-5796 
sources. 82-4602 
referred jointly to the Committee on Banking, Fina 82-6576 


jointly to the Committee on House Adminis 82-6587 
refill-reflood program task 4.7 :model development 82-6690 
refining industry /, Source category survey :secon 82-5320 

“ 


industry /, Source category survey :secon 82-5327 

“ 
industry /, Source category survey :urani 82-5326 
Reflections on the Vietnam War / 82-5070 
reflective markers for airport runway and taxiway 82-6417 
reflood heat transfer test S-07-6 :(baseline test 82-6630 
reform /, Prosecutorial discretion and federal sen 82-5966 


:, U.S. consular operations in Mexico City 82-6853 


act of 1976., Report on the regulatory refo 82-6343 


“ 


provisions of the railroad revitalization a 82-6343 
Reforming interest provisions in federal water law 82-5479 
refractive layers in the oceanic boundary layer by 82-4639 
refractories from steelmaking furnaces /, Recyclin 
refractory industry /, Source category survey : 

Refrigeration , air conditioning, and air circulati 

refueling as a function of tanker model complexity 

refugee issues in Southern California :, Immigrati 
“ 


resettlement program :report to the Congre 
Refugee Policy :, Final report of the Select Commi 
Refugees, the U.S. response :December 5, 1980 / 
refuse /, Bibliography on disposal of mine and cle 
“ 


slurry dewatering /, Fine coal 
refuse-fly ash compositions as highway base course 
region ecological characterization :environmental 
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steam drum model for a nuclear power plant 82-6702 


regional education programs, 1975-80 /, Federally 
hydrocarbon emission from marine terminal 
plan : Oregon, Washington and portions of 
productivity and development., The Impact 
study :air pollution control costs and te 
study :phase II, task 1, alternative meas 
tectonics and seismicity of eastern Nebra 


tectonics and seismicity of southwestern 
regions /, Four reference soil and rock samples fo 
“ 


California /, Cultural resources inventor 
registration standard /, Sulprofos :pesticide 
regulation (FAR) 121.445., Pilot in command qualif 

for buses /, Regulatory analysis for th 
on fuel-use efficiency in private truck 
part 125., Operations of large airplane 
ithe New England experience /, Health p 


" 7, Agriculture., Code of federal 
regulations /, Review of nuclear power plant offsi 
oe 


and public education for rural-suburba 
for control of radiation /, Ionizing r 
on ambient air quality monitoring /, S 
sreport to the Congress /, Federal wat 
‘report to the Congress : summary /, F 

- Agenda of significant 

” Calendar of federal 

” Status of federal aviation 

Volume 2. Department of Defense civil 

” Waivers of part 101, federal aviatio 

" 29, Labor., Code of federal 

32, National defense., Code of federa 

32, National defense., Code of federa 

, 32, National defense., Code of federa 

" 32, National defense., Code of federa 

" 32, National defense., Code of federa 


" 46, Shipping., Code of federal 
Regulatory analysis for the final noise emission r 


82-5230 
82-5244 
82-4382 


82-6279 


82-6524 
82-6617 
82-6612 
82-5469 
82-5470 
82-4710 
82-6721 
82-6377 





reform act of 1976., Report on the regu 


reform provisions of the railroad revit 
Regulatory Reform Act., Improving the rate of prog 
rehabilitating injured federal workers :twenty-fir 
Rehabilitation. 


“ 


in the mass transportation industry 


of the Belle Fourche irrigation pro 
reimbursement of HMO’s :, Medicare 
reinstatement and validation of U.S. oil and gas 1 
and validation of U.S. oil and gas | 


and validation of United States oil 


“ 


and validation of United States oil 


and validation United States oil and 
related agencies appropriation bill, 1982 :report 
oe 


. agencies appropriations for fiscal year 19 
biology of cancer of the lower respiratory 
devices for highway vehicles /, R, D&D pro 
endocrinology (excluding gonads), The Epid 
epidemiology., Current cancer research on 
factors /, A Statistical study of coal sul 
letter signed at Washington October 28, 19 
personal injury accidents., Slips & falls 
pests of beef cattle /, Biology and contro 
pests of horses /, Biology and control of 
pests of sheep /, Biology and control of i 
radiobiology., Current cancer research on 
recommended changes to the NRC rules and r 
studies., Current cancer research on gynec 
studies of hormone receptors., Current can 
substances in cell mediated immunity /, Se 
techniques., Current cancer research on ra 
to railroad electrification in the United 
to urbanization in the Portland, Oregon-Va 
to vehicle condition and causation and an 
transformation-sensitive cell surface prot 


tumors., Current cancer research on clinic 
relating to airport capacity/delay /, Parameters o 
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renal disease (ESRD) program under Medicare /, End 
to disclosure of tax returns and return i = 
disease program :, End stage 
to limitation on outside earned income :r Renault /, RSV test monitoring and data publicatio 
Renault R20TS-to-Calspan RSV 75 degree right side 
to Office of Inspector General, Departmen Reno, Nevada, annual summary with comparative data 
. renovation of textile wastewater /, Hyperfiltratio 
to the reauthorization of the Older Ameri rental housing for persons in wheelchairs :report 
relation to neighborhood characteristics /, Juveni repair backlog data :report to the Chairman, Commi 
relations :, East/West economic “ 


materials for Korean relocatable buildings— 
:, U.S.-Japanese economic “ 


of Madera Canal drop structure /, Vinyl est 
affecting U.S. textile/apparel exporis., 


of rigi vements using xy resin juts 
‘an overview : October 16, 1979., U.S.-S - siting wot 
rocedures for clothng and individual equi 
on productivity and efficiency in urban . eal 
Intergovernmental 
Relationship between officer duty performance and 82-4945 


process /, Scope and impact of new automoti 


shop specialized equipment microform, Conso 

bet visibility and atmospheric tu 82-4632 salt ; ; 
x ween y Pp shop specialized equipment microform, Conso 
in television /, An Analysis of the n 82-4712 shops specialized equipment microform, Cons 82-4833 
i of viruses to human cancer., Current 82-5703 specialized equipment microform, Consolidat 82-4838 
pairer and painter. The US Army Ordnance Center 82-4905 

of viruses to human cancer., Current 82-5720 "_ " ’ “4 . 
relationships for inservice monitoring of nuclear 82-6636 (electronic)., The US Army Signal School 82-4915 
“ 


“ 


: of the Berberidaceae /, Pollen morph 82-6233 " ironworker (boatbuilder, steel)., The US 82-4895 


- of the Pedionomidae (Aves :Charadrif 82-6229 Special electronic devices 82-4886 


" BAA air traffic activity and termin 82-6429 " 
relative effectiveness of 6883 simulator and actua 82-5159 The US Army Ondnence Center end School 23-4506 


release and mechanical behavior during transient n 82-6643 " The US Army Ordnance Center and School 


and transport program quarterly progress r 82-6648 = : li 
relevance to the establishment of safety standards 82-5118 The US Army Signal School apprenticeshi 
relevant to stress in aviation personnel /, Three 82-6448 ge ‘ a ik 
reliability and related recommended changes to the 82-6927 The US Army Signal School apprenticeshi 

+ 


” ‘The US Army Signal School apprenticeshi 
program for the nuclear industry /, Be 32-6693 regi ent of PCB coolants in railway industry /, 
. study evaluation /, Comanche Peak Stea 82-6712 strategies., Software impact of select 

tudy evaluation /, W report-airport development aid program., Construct 
relief May 26. iitaces ms Soe by | Report II-2 :evaluation of the effects of the I-95 
relocatable buildings— test and evaluation /, Roof 82-5054 | Teported real property maintenance and repair back 
rely on the military services’ reported real prope 82-5499 | ‘reporting manual and sample forms. Urban mass tra 
remains /, Identification of pathological conditio 82-6236 i : 
remedial maintenance /, Decay in wood bridges :ins 82-4319 system :level C reporting manual and sam 
Remote sensing and problems of the hydrosphere :a 82-6133 reports :, United States 


sensing study of the trans-boundary movemen 82-5257 and U.S. Customs Court reports., U.S. Cour 


“ “ 


sensing systems :, Civil land 82-6901 by U.S. Geological Survey personnel pertai 
Remotely operated vehicles :an overview / 82-4628 


removable surface contamination on radioactive mat 82-6683 issued since 1977 pertaining to farm bill 
removal algorithm for a multiple-site system /, Ra 82-5132 


of planetary geology program, 1978-1979 / 82-6085 
characteristics of volume heated boiling p 82-6657 
= of the Technical Assessment Task Force. 82-6183 
of hydrogen sulfide and other trace contam 82-5204 
9 of the U.S. and the U.S.S.R. /, Planning n 82-5779 
of iron from aluminum chloride leach liquo 82-5874 


removing traffic signals, technical report /, Crit 82-6320 
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co 
relevant to stress in aviation personnel / ” Congressional budget 

“re 
supported by Office of Water Research and ” Congressional budget 
” Agricultural research, statistics, and ” Congressional budget 


Annual ” Congressional budget 


” Compendium of research " Congressional budget 
required by Ethics in Government Act of 1978 for u 


” Federal Power Commission 


, ae ' by section 241 of the Emergency Energy Co 
Series BR, Retail trade, annual sales, ye requirements /, Implementation analysis of brake i 

. cy 
Series MA-23E, Men’s and boys’ outerwear. and procedures., Fiscal management of 


. “ 
Series MA-23G, Underwear and nightwear., for a performance measurement system 
“ 


Series MA-38Q, Selected atomic energy pro for coal movement in 1985 /, Rail tra 


U.S. Court of Customs and Patent Appeals for coal movement in 1985 /, Water tr 


United States Court of Claims for simulators /, Closed loop models 
—1977 /, Annotated bibliography of the Air ARD MIL 
Representative equations for the thermodynamic and c= Sage SF ans PEED / 
Representatives ... identifying court proceedings 1990, for gastroenterology /, Physic 
“ 
/, Stronger federal efforts needed ; 1990, for rheumatology /, Physici 


:, A Report of the Subcommittee on — survival, Search and 


along with brief historical and ot — —_ ent microform, Consolidat 


/, Progress in fishery 
/, Remote sensing and problems of the hyd 
/, Shingles:hope through 


: people/places/projects., Northeastern F 


during the ... Congress., Report o 


“ 


during the ... Congress pursuant t 
(including clause 2 of House rule 
(including clause 2 of House rule 


t to Committee rule IVP), 
ee and Development., Classification of intac 
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seven coal occurrence areas in Wyoming :February-S 
“ 
man life raft leeway study / 
seven-pin bundle under flow rundown conditions by 
seventeenth report /, Silver prices and the adequa 
severity of accidents causes by vehicular-related, 
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Silver prices and the adequacy of federal actions 
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Simplified N.O.D. determination / 
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CTOL transport touchdown-performance dat 


flights of aircraft /, Evaluation of tra 


launch vehicles /, Transonic pressure an 


power burst facility rod bundle /, Criti 
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/, Training effectiveness of visual and 
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simulation Title Keyword Index 
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cancers., Current cancer research on preclini 82-5727 
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; SL-7 ship model/, Structural tests of 82-6722 
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- in the New York Bight /, Final environmenta 82-5273 
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“ 
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Business Administration 82-6845 
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Social and economic impacts of the Trojan Nuclear 
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security., A woman’s guide to 82-5673 
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societal problems :, Primary intervention in 
society /, The South Vietnamese 
sodium boiling experiments in a seven-pin bundle u 
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interpretative map of important farmlands, Ba 
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interpretative 
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interpretative 
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interpretative 
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map of important farmlands, Ca 
map of important farmlands, Ca 
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interpretive map, soil potential for surface 
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interpretive map, soil potential for surface 
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sound in a low Mach number nozzle flow /, Attenuat 


level fluctuations on annoyance caused by ai 
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:report to the Secretary of Agriculture /, 


Reference 
South and Archey Forks, Little Red River, Clinton, 
“ 


Florida :, Problems of law enforcement and i 
jetty stability study, Masonboro Inlet, Nort 
polar, station B (Liberia) /, Omega propagat 
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1978 /, Biochemical studies of the Potomac 
Sumter County, Ala., 1978 census of agriculture, p 


Florida, unincorporated areas., Flo 
Sun Valley grazing :environmental impact statement 
superalloy by powder metallurgy techniques /, Cons 
“ 


scrap /, Process for recovering chromiu 
superfamily Sesioidea (Lepidoptera:Ditrysia) /, Cl 
Superhard transparent coatings / 
supersonic speeds /, Effect of Reynolds number on 
Supervisor’s guide to the incentive awards program 
supplantational instructional design with applicat 
supplemental causation assessments through hypothe 


“ 
data :task order 4 /, New car assessm 
report on four corridors /, Rail pass 
structural inspection program for lar 
tidal predictions Anchorage, Nikisha, 

and separate views (to accompany the 
supplies and equipment :rigging communications she 
and equipment :rigging 4.2-inch mortar., 
in Lee County, Florida, 1974 /, Municipal 


prices, and consumption., Energy 
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supply /, Public electricity 
“« 


and logistics., Defense 


and transportation-related energy use /, In 


and wastewater treatment and disposal syste 


catalog identification list. FSC 1000. Weap 
catalog identification list. FSC 1200. Fire 
catalog identification list. FSC 1400. Guid 
catalog identification list. FSC 1610, 1615 
catalog identification list. FSC 1650. Airc 
catalog identification list. FSC 1670. Para 
catalog identification list. FSC 1680. Misc 
catalog identification list. FSC 1700. Airc 
catalog identification list. FSC 1800. Spac 
catalog identification list. FSC 1900. Ship 
catalog identification list. FSC 2400. Trac 
catalog identification list. FSC 2500. Vehi 
catalog identification list. FSC 2600. Tire 
catalog identification list. FSC 2835. Gas 
catalog identification list. FSC 2910. Engi 
catalog identification list. FSC 2915. Engi 
catalog identification list. FSC 2920. Engi 
catalog identification list. FSC 2925. Engi 
catalog identification list. FSC 2930. Engi 
catalog identification list. FSC 2935. Engi 
catalog identification list. FSC 2940. Engi 
catalog identification list. FSC 2945. Engi 
catalog identification list. FSC 2950. Turb 
catalog identification list. FSC 2990. Misc 
catalog identification list. FSC 3010. Torq 
catalog identification list. FSC 3020. Gear 
catalog identification list. FSC 3030. Belt 
catalog identification list. FSC 3040. Misc 
catalog identification list. FSC 3110. Bear 
catalog identification list. FSC 3120. Bear 
catalog identification list. FSC 3130. Bear 





catalog identification list. FSC 3200. Wood 
catalog identification list. FSC 3500. Serv 
catalog identification list. FSC 4000. Rope 
catalog identification list. FSC 4100. Refr 
catalog identification list. FSC 4200. Fire 
catalog identification list. FSC 4300. Pump 
catalog identification list. FSC 4300. Pump 
catalog identification list. FSC 4400. Furn 
catalog identification list. FSC 4500. Plum 
catalog identification list. FSC 4500. Plum 
catalog identification list. FSC 4600. Wate 
catalog identification list. FSC 4720. Hose 
catalog identification list. FSC 4720. Hose 
catalog identification list. FSC 4730. Fitt 
catalog identification list. FSC 4810. Valv 
catalog identification list. FSC 4820. Valv 
catalog identification list. FSC 4910. Moto 
catalog identification list. FSC 4920. Airc 
catalog identification list. FSC 4920. Airc 
catalog identification list. FSC 4921, 4923 
catalog identification list. FSC 4921, 4923 
catalog identification list. FSC 4931, 4933 
catalog identification list. FSC 5110. Hand 
catalog identification list. FSC 5120. Hand 
catalog identification list. FSC 5130. Hand 
catalog identification list. FSC 5133. Dril 
catalog identification list. FSC 5136. Taps 
catalog identification list. FSC 5140, 5180 
catalog identification list. FSC 5200. Meas 
catalog identification list. FSC 5305. Scre 
catalog identification list. FSC 5305. Scre 
catalog identification list. FSC 5306. Bolt 





catalog identification list. FSC 5306. Bolt 
catalog identification list. FSC 5307. Stud 
catalog identification list. FSC 5310. Nuts 
catalog identification list. FSC 5315. Nail 
catalog identification list. FSC 5315. Nail 
catalog identification list. FSC 5320. Rive 
catalog identification list. FSC 5325. Fast 
catalog identification list. FSC 5330. Pack 
catalog identification list. FSC 5335, 5340 
catalog identification list. FSC 5335, 5340 
catalog identification list. FSC 5360. Coil 
catalog identification list. FSC 5360. Coil 
catalog identification list. FSC 5400. Pref 
catalog identification list. FSC 5600. Cons 
catalog identification list. FSC 5805. Tele 
catalog identification list. FSC 5820. Radi 
catalog identification list. FSC 5821. Radi 
catalog identification list. FSC 5826. Radi 
catalog identification list. FSC 5830. 
catalog identification list. FSC 5835. 
catalog identification list. FSC 5840. 
catalog identification list. FSC 5841. Rada 
catalog identification list. FSC 5950. Coil 
catalog identification list. FSC 5955. Piez 
catalog identification list. FSC 5960. Elec 
catalog identification list. FSC 5962. Micr 
catalog identification list. FSC 5962. Micr 
cataloging, and classification., Procuremen 
sources for cancer research., Current cance 


systems that use fuel cells :(executive sum 


support graphite - Part II /, Feasibility of monit 


in a communications zone., Health service 


investigations in the Langley Transonic Dy 


maintenance manual for trailer, low bed gu 


maintenance manual :general repair procedu 
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82-5264 
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Title Keyword Index 


of 55 /, How to mobilize voluntary organiz 82-6518 
positions., A Job with the Forest Service 
project, task 2 /, Piloted flight simulati 

; to universities, colleges and selected non 

: ” Field artillery 


)/strategic intelligence /, Tactical (comba 
supported by Office of Water Research and Technolo 


craft / prepared for U.S. Department of 


under the NOAA Outer Continental Shelf E 
supporting multivariate system identification meth 
suppress interference from a satellite power satel 
Surface charge measurements of amphibole cleavage 


“ 


contamination on radioactive materials tra 


deflections in the granular base layer of 


irrigation /, Woodward County, Oklahoma, s 
irrigation, soil potential rating /, Major 
irrigation, soil potential rating /, McCur 
irrigation, soil potential rating /, Roger 

motions :Analysis and results / W.S. Rowe, 
observations. 

proteins /, Selected abstracts on fibronec 

ships in restricted waters :final report / 


waters of the Strait of Juan de Fuca /, Mi 
surface-water data /, Water-quality data needs for 


sites in Florida /, Drainage areas 0 
surfaces /, Investigation of the basic forces invo 
Surficial geology of Dugway quadrangle, Oswego Cou 
surgery program :utilization and economic analyses 
surplus personal property for public airport purpo 
surrounding a vehicle and learning to use a convex 
surveillance /, Passive infrared 
survey /, Flue gas desulfurization system manufact 


/, Rail inspection systems analysis and tec 82-6349 


‘ammonia manufacturing industry /, Source c 82-5317 

and analysis of bus rehabilitation in the m 82-6487 
‘borax and boric acid industry /, Source ca 82-5318 
:ceramic clay industry /, Source category 82-5319 
(CTS) data base :user’s manual /, Standardi 82-6368 
:industrial incinerators /, Source category 


“of Belmont County, Ohio., Soil 
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of Blair County, Pennsylvania., Soil 

of Bonneville County area, Idaho., Soil 

of Boone County, Arkansas., Soil 

of Brazoria County, Texas., Soil 

of Callahan County, Texas., Soil 

of Cape Girardeau, Mississippi, and Scott C 
of Centre County, Pennsylvania., Soil 

of dental benefit plans, 1978. 

of El Paso County area, Colorado., Soil 

of Fort Apache Indian Reservation, Arizona, 
of Franklin County, Kansas., Soil 

of Franklin Parish, Louisiana., Soil 

of Gila-Duncan area, Arizona :parts of Grah 
of Jackson County area, Colorado., Soil 

of Kootenai County area, Idaho., Soil 

of leave provisions in federal labor agreem 

of Madison County, Ohio., Soil 

of Monroe County, Pennsylvania., Soil 

of Oswego County, New York., Soil 

of Palo Pinto County, Texas., Soil 

of services to unions :provisions in federa 

of software tools usage /, Final report :a 

of the Ajo Crest Organ Pipe Cactus National 
of the epidermis of East African grasses, I 

of the occupational safety and health workf 
of Tioga County, Pennsylvania., Soil 

of transportation handicapped users and non 
of Valley area, Idaho, parts of Adams and V 
of Yellow Medicine County, Minnesota., Soil 
of 934 nonrandomly selected personnel /, As 
:perlite industry /, Source category 

:refractory industry /, Source category 
:secondary copper smelting and refining ind 


:secondary zinc smelting and refining indus 


82-4609 
82-5903 
82-6232 
82-5760 
82-4407 
82-6480 
82-4408 
82-4409 
82-5101 
82-5322 


82-5323 





:starch manufacturing industry /, Source ca 
:thermal process phosphoric acid manufactur 
‘uranium refining industry /, Source catego 


Alaska /, Area wage 

" Albuquerque, N. Mex. /, Area wage 

" Anaheim-Santa Ana-Garden Grove, California 
" Asheville, N.C. /, Area wage 

" Atlantic City, NJ. /, Area wage 


Augusta, Ga.-S.C. /, Area wage 


Baltimore, Md. /, Laundry and dry cleaning 


Baltimore, Md. /, Moving and storage wage 


Biloxi-Gulfport and Pascagoula-Moss Point, 


Biloxi-Gulfport and Pascagoula-Moss Point, 


Birmingham, Ala. /, Area wage 
Buffalo, New York, metropolitan area /, Ar 


 Charleston-North Charleston-Walterboro, S. 


Charleston-North Charleston-Walterboro, S. 


: Charlotte-Gastonia, N.C. /, Area wage 


Cheyenne, Wyo. /, Area wage 


Chicago, Illinois /, Municipal government 


Cleveland, Ohio /, Laundry and dry cleanin 


Columbia-Sumter, S.C. /, Area wage 
Columbus, Ga.-Ala. /, Area wage 
, Columbus, Miss. /, Area wage 


~ Columbus, Ohio, metropolitan area /, Area 


Connecticut /, Area wage 


 Duluth-Superior, Minn.-Wis. /, Area wage 


" BI Paso-Alamogordo-Las Cruces, Tex.-N. Mex 
Eugene-Springfield, Medford, Oreg. /, Area 

” Fayetteville, N.C. /, Area wage 

Fort Wayne, Ind. /, Area wage 
Gary-Hammond-East Chicago, Indiana, metrop 
" Goldsboro, N.C. /, Area wage 


Indianapolis, Indiana /, Municipal governm 


82-6000 
82-6001 
82-5974 
82-6003 


82-5986 
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" Indianapolis, Indiana, metropolitan area / 
" Knoxville, Tenn. /, Area wage 
, Lima, Ohio /, Area wage 
" Louisville, Kentucky-Indiana, metropolitan 
" Lower eastern shore, Md.-Va.-Del. /, Area 
Memphis, Tennessee-Arkansas-Mississippi, m 
Meridian, Miss. /, Area wage 
Middlesex, Monmouth, and Ocean counties, N 
" Mobile-Pensacola-Panama City, Ala.-Fla. /, 
Mobile-Pensacola-Panama City, Ala.-Fla. /, 
, Montana /, Area wage 
" Montgomery, Ala. /, Area wage 
" Nashville-Davidson, Tenn. /, Area wage 
, New Hampshire /, Area wage 
New Hampshire /, Laundry and dry cleaning 
New Hampshire /, Moving and storage wage 
, North Dakota /, Area wage 
North Dakota /, Laundry and dry cleaning w 
North Dakota /, Moving and storage wage 
Northern New York /, Area wage 
northern New York /, Moving and storage wa 
i Northwest Texas /, Area wage 
northwest Texas /, Moving and storage wage 
Orlando, Fla. /, Area wage 
~ Oxnard-Simi Valley-Ventura, Calif. /, Area 
" Peoria, Ill. /, Area wage 
" Phoenix, Ariz. /, Area wage 
Providence-Warwick-Pawtucket, R.1.-Mass. / 
Providence-Warwick-Pawtucket, R.I.-Mass. / 
" Raleigh-Durham, N.C. /, Area wage 
" Saginaw, Michigan, metropolitan area /, Ar 
" Salt Lake City-Ogden, Utah, metropolitan a 
" Santa Barbara-Santa Maria-Lompoc, Calif. / 


Savannah, Ga. /, Area wage 
Page 1-794 





" Selma, Ala. /, Area wage 

" Shreveport, La. /, Area wage 

" South Dakota /, Area wage 

" southeastern Massachusetts /, Laundry and 

” southwest Virginia /, Laundry and dry clea 
” southwest Virginia /, Moving and storage w 
" Springfield, Ill. /, Area wage 

" Stockton, Calif. /, Area wage 

" Tacoma, Wash. /, Area wage 

Tampa-St. Petersburg, Fla. /, Area wage 

” ‘The national head and spinal cord injury 

" Topeka, Kan. /, / rea wage 

" ‘Tulsa, Okla. /, Area wage 

" Upper Peninsula, Mich. /, Area wage 

" Vallejo-Fairfield-Napa, Calif. /, Area wag 
Vermont /, Laundry and dry cleaning wage 
” Virgin Islands of the U.S. /, Area wage 


Waco and Killeen-Temple, Tex. /, Area wage 


" Waterloo-Cedar Falls, Iowa /, Area wage 
: Wave sensor 


West Virginia /, Area wage 
“ 
Yakima-Richland-Kennewick-Pendleton, Wash. 
surveys can help you., Developers & builders :soil 
“ 


on seven coal occurrence areas in Wyoming 
survival in a Colombian rain forest /, Social biol 


Search and rescue : 
Susceptibility of dispersive clay at Grenada Dam, 
susceptible to ground collapse /, Foundation consi 
Sutwik Island quadrangles, Alaska /, The Alaskan m 
Suwannee County , Florida, soil interpretive map of 
swamp streams in North Carolina /, Ecological stud 
swept arrow-wing configuration /, Theoretical and 
Swimming accuracy and consistency of scuba divers 
errors /, Attempts to correct 
swine :, Pseudorabies control and eradication in 
Swisher County , Texas /, Soil interpretative map o 
symbology and military information /, Investigatio 
symmetric matrix /, An algorithm to compute the ei 
symposium held at Augusta, Georgia, April 28-May 1 
“ 
held at Vicksburg, Mississippi, 1-4 May 


on Design & Construction of Slurry Walls 


82-6025 
82-6026 
82-6027 
82-6028 
82-6039 
82-6059 
82-6029 
82-6030 
82-4626 
82-6060 


82-6031 
82-4293 


82-5925 
82-6227 


82-5141 
82-4988 
82-6691 
82-5795 
82-4448 
82-5915 
82-6145 
82-5110 


82-5112 
82-6746 
82-4449 
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on Potential Health and Environmental Ef 


to Review Volume III of the 1978 Annual 


” 23 and 24 June 1977 /, Criterion develo 
Symposium Community Development and Passenger 
Tran 
in class 1 components subjected to LOCA 
synopsis of model atmospheres for 1954, 1958, 1962 
synthesis papers /, Texas barrier islands region e 
“ 


report - 1980 /, Environmental assessmen 


and screening of anticancer agents., Cu 
synthetic fluorspar in BOF slags /, Evaluation of 
“ 
fuels development : 


“ 


fuels technology assessment /, United St 


pheromones in Alaska /, Effects on easte 
Synthetic Fossil Fuel Technologies , September 25-2 
Syracuse, New York, annual summary with comparativ 
aystem /, Design and analysis of a track complianc 

/, Estimated cost of a submarine fiber cabl 

/, Evaluation of the feasibility of a sing] 

/, Feasibility of a grade severity rating 

/, Lock design, bottom longitudinal filling 

/, Manual on characteristics of Landsat com 

/, Motorist aid citizens radio service as a 

/, Radar bias error removal algorithm for a 

/, Statistical evaluation of physical prope 

/, Systems navigation :RNAV and the upgrade 

/, Tertiary treatment of wastewater using a 

/, The measurement of balanced impedances w 

/, The Saturn 

/, Uranium ion exchange from low-grade acid 

:, National plant germplasm 

:, Small business and the federal procureme 

:, The centralized development center and t 

(AIS) /, Integrated system test of the adva 

(ALCOGS) /, Advanced low cost G-cuing 

analysis /, Distress buoy 

and fuel system icing problems., Pilot prec 


and related tumors., Current cancer researc 


at an operating nuclear fuel processing fac 


82-6360 
82-4699 
82-6260 
82-6308 
82-5024 
82-5797 
82-6325 
82-5132 
82-5790 
82-6457 
82-5058 
82-5173 
82-6130 


82-5863 


82-6903 
82-6908 
82-5163 
82-5169 
82-6472 


82-6385 





at Mach 7 /, Performance of a Haynes 188 me 
:benefits and financing /, The railroad ret 
components, aircraft microform, Consolidate 
components, aircraft microform, Consolidate 
components, aircraft microform, Consolidate 
components microform, Consolidated federal 
components, non-aircraft microform, Consoli 
components, non-aircraft microform, Consoli 
components, non-aircraft microform, Consoli 
design summary /, Railroad operations modul 
evaluation and approval., Aircraft simulato 
-feasibility study /, Low-cost computer-aid 
for assuring adequate security at reasonabl 
for assuring adequate security at reasonabl 
for C-5 aircrew members /, Definition of re 
for geoprospecting tunnel right-of-ways /, 
for light general-aviation airplanes /, A s 
for locating trapped miners /, Evaluation o 
for small motorcycles /, Development of a 1 
for the ORR-PSF irradiation experiment /, A 
for the United States :, A high-speed passe 
for wind generators., Power-conditioning 
icing problems., Pilot precautions and proc 
identification methods) /, Optimal estimati 
intra-aircraft EMC analysis /, Microwave la 
‘level C reporting manual and sample forms. 
manufacturers survey /, Flue gas desulfuriz 
neoplasms and related endocrinology (exclud 
of accounts and records and reporting syste 
of Lock No. 1, Mississippi River, Minneapol 
on vehicular and passenger movements /, Rep 
performance, error rates, and training time 
performance prediction model /, The Discret 
performance with and without basic metering 
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permit and section 10 and section 404 permi 
R&M design guide /, Final report, helicopte 
R&M design guide /, Helicopter drive 
reliability study evaluation /, Comanche Pe 
reliability study evaluation /, Waterford s 
ssystem design summary /, Railroad operatio 
(TAEMS) /, Transportable automated electrom 
test of the advanced instructional system ( 
‘transition plan., Microwave landing 
(VRS) implementation plan alternatives stud 
:6883 converter/flight control test station 

air traffic control radar beacon system, A 


’ ATCRBS IFF Mark XII system performance 
pre 


” Guide to the McClellan-Kerr Arkansas Rive 


g Heart and circulatory 


“ 


(s) (GPWS)., Airworthiness and operational a 
Systematic training program for enhancing learning 
cystems /, A Comparison of methods for evaluating 

/, Analysis of interference from the solar 
/, Assessment of methods for evaluating ad 
/, Automatic and continuous transducer dri 
/, Effects of retrieval term specificity o 
/, Entrainment of ichthyoplankton by irrig 
/, Evaluation of speed monitoring 
/, Far field monitor for instrument landin 
/, Investigation of the multiple model ada 
/, Models of urban settlement and structur 
/, Psychophysical criteria for visual simu 
/, Raised floor 
/, Small water purification 
/, Weir sand-bypassing 
:, Civil land remote sensing 
(ADACS) /, Planning of automated data acqu 
analysis and technology survey /, Rail ins 
analysis program, L224(QR)., Linear 
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82-6447 
82-6462 
82-5155 


82-6463 


82-6463 
82-4976 
82-5558 
82-6384 
82-5149 
82-6313 
82-4703 
82-6678 
82-5882 
82-4948 
82-5912 
82-6297 
82-6460 
82-6112 
82-6272 
82-5162 
82-4878 
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Title Keyword Index 


and technology :proceedings of an internat 82-6175 
approvals for use in the conterminous Unit 
development (ISD) in Air Force flying trai 
development :report /, Government-wide gui 
feasibility study states’ assistance in de 
for all federal agencies /, Study to asses 
for civil aircraft /, Child restraint 
for grade crossing applications /, Identif 
for potential mutagens and carcinogens :1. 
for safety rest areas /, Student workbook 
in four cities /, Summary report of a surv 
in nuclear power plants /, Effects of post 
in the United States /, The Mississippian 
in the United States and five other countr 
management /, Administrative and personnel 
navigation :RNAV and the upgraded third ge 
relating to airport capacity/delay /, Para 
:special study., An analysis of accident d 
technology model., NASA space 
technology model, Space 
that use fuel cells :(executive summary) / 
to be used in lieu of a ground proximity w 

and cargo tie down equipment microform, C 

Economic analysis of future civil air na 

engineering services support project, tas 


Safety effectiveness evaluation of traff 


sytems, except airborne microform, Consolidated fe 


T-1983., 


table /, 
“ 


T 


United States of America, treasury notes 
A radionuclide decay data base :index and 


:Canadian east coast /, Loran-C 
:Canadian east coast /, Loran-C 
seast coast, 5930 /, Loran-C correction 


for consolidating 6-in.-diameter cylindrical 
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:Great Lakes 8970 /, Loran-C correction 82-4722 for 10.2 kHz :area 11, North America, stati 82-4754 
‘Northeast, U.S.A. 9960 /, Loran-C correctio 82-4721 for 10.2 kHz :area 11, North America, stati 82-4755 
‘Southeast, U.S.A. 7980 /, Loran-C correctio 82-4723 for 10.2 kHz :area 11, North America, stati 82-4756 
:west coast; Canada 5990 /, Loran-C correcti 82-4725 for 10.2 kHz :area 12, North Atlantic, stat 


:West Coast, U.S.A. 9940 /, Loran-C correcti 82-4724 for 10.2 kHz :area 12, North Atlantic, stat 
tables based on Characteristics of state plans for 82-5670 


for 10.2 kHz :area 18, South Atlantic, stat 
for 10.2 kHz :area 01, northern Europe, 82-4726 


for 10.2 kHz :area 25, south polar, station 
for 10.2 kHz :area 01, northern Europe, 82-4727 


for 10.2 kHz :area 25, south polar, station 
for 10.2 kHz :area 01, northern Europe, 82-4728 


for 10.2 kHz :area 25, south polar, station 
for 10.2 kHz :area 01, northern Europe, 82-4729 


for 13.6 kHz :area 00, Mediterranean, stati 
for 10.2 kHz :area 02, central U.S.S.R., st 82-4730 


for 13.6 kHz :area 00, north polar, station 
for 10.2 kHz :area 03, eastern U.S.S.R.., st 82-4731 


for 13.6 kHz :area 00, north polar, station 
for 10.2 kHz :area 03, eastern U.S.S.R., st 82-4735 


: for 13.6 kHz :area 03, eastern U.S.S.R., st 
for 10.2 kHz :area 03, eastern USSR, statio 82-4732 


for 10.2 kHz :area 03, eastern USSR, statio 82-4733 Se a 

for 10.2 kHz :area 03, eastern USSR, statio 82-4734 eS re 

for 10.2 kHz :area 04, Alaska, station H (J 82-4736 SS Cy ey 

for 10.2 kHz :area 04, Alaska, station E (R 82-5181 or ES a Oe ees eee C 

for 10.2 kHz area 05, Canada, station A (N 82-4737 Sat: GA e: A EN, SS 

for 10.2 kHz :area 05, Canada, station B (L 82-4738 RS ge A Tae 

for 10.2 kHz :area 05, Canada, station C (H 82-4739 Ot: CAs Ret Sa AN ae 
kHz :area 05, Canada, station F (A 82-4740 Gor 136 (is anon U1, eege Amedinn, stat 
kHz :area 06, Greenland, station A 82-4741 for 13.6 kHz area 11, North America, stati 

for 10.2 kHz :area 06, Greenland, station B 82-4742 for 13.6 kHz :area 11, North America, stati 

for 10.2 kHz :area 06, Greenland, station C 82-4743 for 13.6 kiiz -area 11, North America, stati 

for 10.2 kHz :area 06, Greenland, station D 82-4744 for 13.6 kHz :area 12, North Atlantic, stat 

for 10.2 kHz :area 06, Greenland, station F 82-4745 for 13.6 kHz :area 12, North Atlantic, stat 

for 10.2 kHz :area 07, Mediterranean, stati 82-4746 aie 0 healthier smile for school children, F stat 

for 10.2 kHz :area 09, northwest Pacific, s 82-4747 pmesoed pore ins te — experience /, Exe 


for 10.2 kHz :area 09, northwest Pacific, s 82-4748 | Tacoma, Wash. /, Area wage survey. — ; 
taconite by reduction roasting, magnetic separatio - 
for 10.2 kHz :area 10, central Pacific, sta 82-4749 rs 
process streams with thermal neutron capt 
for 10.2 kHz :area 10, central Pacific, sta 82-4750 Tactical (combat support)/strategic intelligence / 
“ 


for 10.2 kHz :area 10, central Pacific, sta 82-4751 engagement simulation training :a method 
™ / 


for 10.2 kHz :area 11, North America, stati 82-4752 long-haul standards /, Recommendations fo 
tactics /, Strategy and 
for 10.2 kHz :area 11, North America, stati 82-4753 TAEMS ) /, Transportable automated electromagnetic 








rotor loads and stability /, i 
pond embankments /, Factor of safety char 
, Ala., 1978 census of agriculture 
, Florida, annual summary with comparat 
Tallapoosa County, Ala., 1978 census of agricultur 
Tampa-St. Petersburg, Fla. /, Area wage survey. 
tank platoon leader., Student guide :armor officer 
vessels /, Report to the president on an eval 
tanker model complexity and visual display field-o 
tannery beamhouse wastewater /, Innovative destruc 
Tanzania /, Background notes, 
tapes produced by the EROS data center digital ima 
Taps, dies, and collets microform :, Consolidated 
tar water /, Toxic effect of shale 
Target computer system :, The centralized developm 
selector /, An attitude predictor/ 


size and corrections for empty-field myopia 

Targeted jobs tax credit. 

tariff ., Foreign trade and 

Task analysis schema based on cognitive style and 
complexity as indicated by physiological indi 
factor benchmark scales for training priority 
force delay study :data collection, reduction 
force report /, An evaluation of “A procedur 
identification and analysis :organizational a 
level job performance criteria development / 
order 4 /, New car assessment supplemental da 
plan /, BWR refill-reflood program task 4.7 : 
1, alternative measures (draft methodology) : 
2 /, Piloted flight simulation study of low-l 
2, final report on driver/vehicle characteris 
3, validity assessment of police-reported acc 
4.7 :model development task plan /, BWR refil 


6, a final report on supplemental causation a 
Tax benefits for older Americans. 
“ 


credit., Targeted jobs 

credits :, Tuition 

guide., Farmer’s 

information on U.S. Civil Service retirement a 
issues :, Major estate and gift 

issues involved in the sale or transfer of pro 
measures :, Airport and airway 


proposals before the Committee on Ways and 
Mea 
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82-5221 
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82-4640 
82-5122 
82-6064 
82-5569 
82-5168 
82-5165 
82-5158 
82-6433 
82-5916 
82-5167 
82-5144 
82-6506 
82-6690 
82-6614 


82-6444 





reduction proposals : 


returns and return information for purposes of 


treaty between the United States and the Feder 
taxes on federal real property :a commission repor 
taxicab services :a guidebook /, Establishing inno 
taxiway centerlines., Installation details and mai 
retroreflective markers., FAA specificatio 
Taylor County, West Virginia /, Special flood haza 
TC-1 tests /, Loss-of-coolant accident test series 
team in Ashley, Chicot, Desha, Drew, and Lincoln c 
technical and field manuals., Army 


. appendices :draft environmental impact s 
assessment of risks and benefits :report 
commission for aeronautics document DO-1 
commission for aeronautics document DO-1 
information :a collection of monographs 
information :a collection of monographs 
notes., National Bureau of Standards 
papers on airborne laser hydrography :(M 
publications., NASA scientific and 
publications of the Environmental Resear 
report /, Criteria for removing traffic 
report, simulation experiment /, Simulat 


reports—1977 /, Annotated bibliography o 
“ 
support positions., A Job with the Fores 
Technical Assessment Task Force., Reports of the 
technician (communication)., The US Army Signal Sc 
“ 


4 The US Army Signal School apprentices 


: The US Army Signal School apprentices 


F The US Army Signal School apprentices 
technicians /, Practical application of statistica 
technique /, Static and dynamic J-R curve testing 

at Mach 6 /, Validation of scramjet exha 


for estimating the magnitude and frequen 


for measuring two-dimensional wake-vorte 


“ 
guideline documents for control of volat 
techniques /, Consolidation of an iron-base supera 


and applications in dentistry /, Procee 


“ 


for adding FM broadcast stations in a m 


for indirect generation of runway appro 


82-4684 
82-6320 
82-6471 
82-5157 
82-4291 
82-6183 
82-4927 


82-4896 





April 1982 


for measuring the dynamic compliance of 
for solar wind flows past terrestrial p 
to improve maneuvering and stopping abi 
with emphasis on electrical resistivity 


‘ Current cancer research on radiothera 


. Manual on contract negotiation 
technological change in transportation networks on 
technologies /, Residential/commercial market for 
“ 


:, The natural gas option—new resourc 


in the year 2000 /, Analysis of the n 


technology /, An Analysis of the potential legal c 
“ 


/, Avionics and controls research and 
assessment /, Social and economic impac 
assessment /, United States versus Sovi 
considerations /, Four corners regional 
‘final report /, Study of automotive em 
firms, inventors, and innovation :, Sma 
for the metal finishing industry :sulfi 

for the phosphate fertilizer industry / 
issues :study /, Major science and 
model., NASA space systems 

model, Space systems 

on the inspection, diagnosis, and repai 
:proceedings of an international confer 
procurements :, Impact on Small Busines 
program quarterly progress report for O 
propellers /, Procedure for noise predi 
publications., Federal Council for Scie 
received during the period ..., Researc 
review /, Improved passenger equipment 
survey /, Rail inspection systems analy 

J Energy conservation and research 


motor vehicles emissions technology :f 


Technology & Soviet energy availability. 
“ 


energy availability :summary. 


tectonics and seismicity of eastern Nebraska :annu 


and seismicity of southwestern Iowa :ann 





Telecommunications and information products and se 
“ 


and telegraph equipment microform, Conso 


installer and repairer., The US Army Sig 
television /, An Analysis of the network-affiliate 
“ 


and radio broadcasting)., The US Army S 
communication equipment, airborne micro 
communication equipment, except airborn 
repairer., The US Army Signal School ap 
television-cable installer, The US Army Signal Sc 
temperature and mechanical stress on bare fiber-op 
“ 


extremes for the contiguous United Sta 


measurements., Ground 

probe for radio-frequency heated mater 
temperature-rise combustor /, Performance of semi- 
temperatures /, An algorithm for determining Debye 


and pressures /, Demonstration of EIC 
Temporary barriers used in construction zones / 
Tenn. /, Area wage survey. Knoxville, 
“ 


/, Area wage survey. Nashville-Davidson, 
Tennessee /, Cohutta Wilderness, Chattahoochee and 


/, Influence of shallow structure, and a 


/, Proceedings of the Workshop on Urban 


:, Cherokee National Forest, 

and North Carolina /, Appalachian Trail, 
Tennessee-Arkansas-Mississippi, metropolitan area 
tensile load on the thermal expansion of Gr/PI com 
term specificity on information retrieval from com 
terminal air traffic control system performance wi 


area relationships, FAA air traffic activ 


operations /, Marine and 

transfer operation /, Background informat 
terminals /, Analysis of interference caused by th 
terms for the LWR loss-of-coolant accident :summar 
tern colonies :North Carolina to Key West, Florida 
terrains and other areas susceptible to ground col 
terrestrial planets : theory and computer programs 
terrorism :, Historical antecedents of Soviet 


the Turkish experience : 
Tertiary treatment of wastewater using a rotating 
test /, Electric/conventional vehicle comparison c 


82-6697 
82-5182 
82-4325 


82-4337 
82-5970 
82-6174 
82-4948 
82-6461 





and evaluation /, Roofing repair materials fo 
and evaluation plan /, Avionics maintenance t 
data :new car assessment project /, Analysis 
drilling for ground water in the southeastern 
facility experimental data report for test 16 

for FMVSS 301-75, and accident investigation 
GC 2-3 /, Postirradiation examination data re 
intervals for online testing /, Optimum 

L1-5 :(isothermal test with core 1 installed) 


monitoring and data publication—Renault 
R20TS 


of corrosion control to protect asbestos-ceme 
of the advanced instructional system (AIS) /, 
PCM-5 /, Behavior of a nine-rod fuel assembly 


program FMVSS 212, 219, 301-75, NCAP, acci- 
den 


program progress report for July-December 197 
report /, SLRV engineering tests at Departmen 


results /, Comparison of COMPARE/RELAP3 
subco 


results on undrained sand /, Gyratory shear a 
S-07-6 :(baseline test series) /, Experiment 
series) /, Experiment data report for Semisca 
series :test GC 2-3 /, Postirradiation examin 
series—results of TC-1 tests /, Loss-of-coola 
site, using the USGS/DNA storage and retrieva 
specimens /, Evaluation of a drop table for c 
station /, Maintenance training system :6883 
stations and signal generators., Use of radio 
systems for potential mutagens and carcinogen 
with core | installed) /, Experiment data rep 
105 /, Nuclear pin simulation analysis of THT 
169 /, PWR blowdown heat transfer separate-ef 
" and Evaluation, to Increase the Authorized, 
test-monitor well at Fernandina Beach, Florida /, 


test-stand performance of the YF-102 turbofan engi 
tested by different methods /, Factor analysis of 


Page 1-800 





Title Keyword Index 


in Appalachia /, Production and cost of a | 
testimony on administration tax proposals before t 
testing /, Analytical 
/, Optimum test intervals for online 
/, Tri-level study, modification :task 6, 
and radioactive waste disposal at the Neva 
evaluation program light-water reactor saf 
in traffic law enforcement /, Evaluation o 
of A533B steel using the key curve analysi 
of breath alcohol measurement devices /, B 
of simulated CTOL transport touchdown-perf 
of the motion/no-motion issue in an aircra 
procedures, and test results on undrained 
project :executive summary /, Improved mot 
still lies ahead for missiles in theater n 


still lies ahead for missiles in theater n 
tests /, LOFT transient (blowdown) critical heat f 


/, Loss-of-coolant accident test series—resu 

/, Selected abstracts on short-term test sys 

/, Traffic slope tests of military inventory 

at Department of Transportation, Transportat 
at three pitch angles /, Light airplane cras 
at three rolls angles /, Light airplane cras 
:executive summary /, Safety assessment of D 
for East Bay Marina, Olympia Harbor, Washing 
of a light twin-boom general aviation airpla 
of a simulated power burst facility rod bund 
of military inventory items and their effect 

of SL-7 ship model/, Structural 


of the AMTRAK SDP-40F train consist con- 
ducte 


on native copper ore /, Electronic ore sorti 


; Barkley Dam, Cumberland River, Kentucky /, 


” main lock, Locks and Dam 26, Mississippi Ri 
Teton Division /, Bridger-Teton National Forest, t 
Tex. /, Area wage survey. Waco and Killeen-Temple, 





April 1982 


N. Mex. /, Area wage survey. El Paso-Alamo- ” Common wetland plants of southeast 


gor 
Texas /, Application of a rainfall-runoff model in 


” Dallas County., Flood insurance study :city 


/, Draft environmental impact statement for Motor carrier accident investigation :Card 


/, Final environmental impact statement for Soil survey of Brazoria County, 


/, Flood plain information :Muskingum Draw, Soil survey of Callahan County, 


/, Lyndon B. Johnson National Historical Par Soil survey of Palo Pinto County, 


/, Moving and storage wage survey, northwest unincorporated areas., Flood insurance stud 


/, Proceedings of the Conference on Communic 1977 /, Hydrologic data for North Creek Tri 


Soil 
Soil 
Soil 
Soil 
Soil 
Soil 
Soil 
Soil 
Soil 
Soil 
Soil 
Soil 
Soil 
Soil 
Soil 
Soil 
Soil 
Soil 
Soil 
Soil 
Soil 
Soil 


Soil 


/, Technique for estimating the magnitude an 


interpretative 
interpretative 
interpretative 
interpretative 
interpretative 
interpretative 
interpretative 
interpretative 
interpretative 
interpretative 
interpretative 
interpretative 
interpretative 
interpretative 
interpretative 
interpretative 
interpretative 
interpretative 
interpretative 
interpretative 
interpretative 
interpretative 


interpretative 


map 


map 


map 


map 


map 


map 


map 


of important 
of important 
of important 
of important 
of important 
of important 
of important 
of important 
of important 
of important 
of important 
of important 
of important 
of important 
of important 
of important 
of important 
of important 
of important 
of important 
of important 
of important 


of important 


barrier islands region ecological characteri 


" and Wyoming, 1979 /, Evaluating methods for 


82-4451 
82-5801 
82-5917 


82-5810 





textbook and training course /, Value engineering 


and training course., Fundamentals and ab 
textile wastewater /, Hyperfiltration processes fo 
" / 


apparel exports., Foreign relations affect 
texture /, Computer image generation imagery impro 
thallium, selenium, carbon and nitrogen radionucli 
than a dream :running your own business /, More 


upstream head /, Calibration of a 90 V-notch 
theater nuclear modernization :report to the Congr 


nuclear modernization :report to the Congr 
Theoretical and experimental investigation of grou 
aspects of aquatic toxicology, July 2- 


“ 
manual and users’ guide :longitudinal- 
predictions versus field measurements 


study of nonadiabatic boundary-layer s 
Theories on drug abuse :selected contemporary pers 
theory /, Acoustical behavior of thick, composite, 


and computer programs /, Computational tech 
and experiment /, Vibration aspects of ride 
therapeutic environment for active psychiatric tre 
therapy for the cancer patient /, Selected abstrac 
; and immunology of melanomas and other ski 
Thermal analysis of the Manning S-4000 portable wa 


expansion /, Nonlinear effects on composit 

expansion of Gr/PI composite material /, E 
inertia using HCMM data /, Geologic applic 
neutron capture-gamma ray analysis /, Moni 


process phosphoric acid manufacturing indu 

protection system at Mach 7 /, Performance 
thermal-hydraulic test facility experimental data 
thermodynamic and transport properties of fluids n 
thermohydraulic simulation code for pool-type LMFB 
thick, composite, fluid-loaded plates, calculated 
thick-walled forged pieces of fine-grained constru 
thin imaging scintillators /, Effect of neutron-in 


82-4706 
82-5180 
82-5738 
82-6061 


82-5260 


82-6080 
82-5768 
82-5127 
82-6102 
82-6354 
82-5773 
82-5735 


82-5727 
82-5301 


82-6111 


82-6174 





thinning 


thinning densities on timber yields from red pine 
third annual report /, Evaluation and development 


generation system /, Systems navigation :RNA 


USA-USSR Symposium on the Effects of Pol- 
luta 
Thomas K. Turnage, to be director of Selective Ser 
Threadfin shad impingement :effect of cold stress 
threatened vertebrate animals and vascular plants 
three federal motor vehicle standards, FMVSS 203, 


pitch angles /, Light airplane crash tests a 
region steam drum model for a nuclear power 
reports relevant to stress in aviation perso 
rolls angles /, Light airplane crash tests a 
sets of task factor benchmark scales for tra 


years’ sampling, 1976-1979 /, Nearshore fish 
three-day intervals /, Hematologic changes after t 
three-dimensional curvature distortion /, Percepti 


fluid finite element /, A 
Three Mile Island :, Financial implications of the 
threshold pure-tone computerized audiometry /, Opt 
threshold-crossings and time-window validation in 
throat contouring on two-dimensional converging-di 
THTF test 105 /, Nuclear pin simulation analysis o 
Thurston County., Flood insurance study :city of O 
ticket study /, The uniform traffic 
Tidal corrections to geodetic quantities / 


hydrodynamics, Great Egg Harbor and Corson 
I 


“ 


predictions Anchorage, Nikisha, Seldovia, an 
tie down equipment microform, Consolidated federal 
tillage :the farmer’s edge in today’s economy., Co 
timber resource statistics for State and private | 


yields from red pine plantations in the Lak 


Buying national forest 
time during a normoxic saturation dive, NISAT I /, 
+. 


extension in nuclear power plants /, Costs of 


for recent FAA academy nonradar graduates, 
co 


history plots : computer analysis of structur 


history solution program, L225 (TEV126). 
of useful function at hypobaric pressures in 
Time-of-day corrections to aircraft noise metrics 
time-window validation in threshold pure-tone comp 
times at major airports /, Analysis of runway occu 
“ 


in a cryogenic wind tunnel for typical stain 
TIMHIS :time history plots : computer analysis of 
Timoshenko-Mindlin plate theory /, Acoustical beha 
Tioga County , Pennsylvania /, Effects of strip min 


Pennsylvania., Soil survey of 


Page 1-802 


82-4994 
82-4683 
82-4387 


82-4369 


82-4309 
82-5096 


82-5215 


82-6452 





Title Keyword Index 


Tips for travelers to the People’s Republic of Chi 


to the traveler. 
Tires and tubes microform, Consolidated federal su 
tissue, chemical and viral supply sources for canc 
titanium (ABTi) /, Service evaluation of aluminum 


casting /, Bentonite-bonded rammed olivin 
title 10 ... before the Seapower and Strategic and 


IV, part 1, section 404 /, Passenger car fue 
Title I, ESEA and the chapter 2 education block gr 
Title X of the Public Health Service Act, 1981 :, 
TLV status report / 
TMX-Upgrade Review Panel, May 1980 /, Report of th 
tobacco, and firearms., Alcohol, 
today’s economy., Conservation tillage :the farmer 
TOFC shuttle trains as energy conservation alterna 
Toiyabe National Forest /, Off-road vehicle plan, 
Tokyo round of the multilateral trade negotiations 
Tolland County., Flood insurance study :town of So 
Tongue River, and Rosebud Creek, Southeastern Mont 
Tool and hardware boxes microform :, Consolidated 
tools microform, Consolidated federal supply catal 


usage /, Final report :a survey of software 


“ 


edged, nonpowered microform, Consolidated f 


nonedged, nonpowered microform, Consolidate 


’ 


“ 


power driven microform, Consolidated federa 
Topeka, Kan. /, Area wage survey. 
Torpedo maintenance, depth charges and underwater 


maintenance, depth charges and underwater 
Torque converters and speed changers microform, Co 
Torrance Counties, New Mexico, 1978 /, Forest area 
Tosco loan guarantee proposal : 
Total contract maintenance for Mannheim family hou 
totals from the first concurrent resolution, fisca 
touchdown-performance data /, Application of modif 
tour ., Cape Perpetua auto 
tourism programs and policies :, National 
tow maneuvering performance :final report /, The p 
towns :national reports of the U.S. and the U.S.S. 
Toxic effect of shale tar water / 
toxicity /, The use of fluorescein angiography to 
toxicology program :, National 


July 2-6, 1979, Borok, Jaroslav Oblast 
trace contaminants from geothermal steam at turbin 
tracer data in a one-dimensional parameterization 
transports to prognostic photochemical mode 
track /, An Experimental evaluation of techniques 


/, Tests of the AMTRAK SDP-40F train con- 
sist 
compliance measurement system /, Design and 
tracked vehicles :theoretical predictions versus f 
Tracked Combat Vehicles and for Research, Developm 
tract ., Current cancer research on diagnosis and t 


Current cancer research on etiology, epide 
“ 


, Current cancer research on neoplasms of th 


82-6199 


82-4464 
82-4796 
82-5696 
82-6122 


82-5897 
82-6762 


82-5242 
82-6789 
82-6869 
82-6353 
82-5198 
82-5621 
82-4387 
82-6274 
82-4316 
82-6224 
82-5339 
82-5840 
82-4875 
82-4844 


82-4609 
82-4839 
82-4840 


82-4841 
82-6025 
82-4836 


82-4837 
82-4808 
82-4375 
82-6772 
82-5060 
82-6553 
82-6150 
82-4315 
82-6811 
82-6474 
82-5779 
82-5221 
82-5095 
82-6895 


82-5262 
82-5204 
82-6440 
82-6441 
82-6357 
82-6361 
82-6360 
82-5028 
82-5662 
82-5714 
82-5712 


82-5726 





April 1982 

tsaster-comiivaliors during cornering /, The Yaw s 
during cornering :appendices 

Tractors microform, Consolidated federal supply ca 

trade :, International coal 
:, Telecommunications and information produc 
and tariff., Foreign 
equipment microform, Consolidated federal su 
motion picture /, Adventures in the China 
negotiations agricultural products : agreem 
of aircraft electrical mechanic., The US Arm 
of aircraft engine mechanic (turbine)., The 
of aircraft mechanic, armament., The US Army 
of airplane mechanic., The US Army Transport 
of artillery repairer., The US Army Ordnance 
of automatic equipment technician., The US A 
of automobile body repairer and painter., Th 


of cable splicer., The US Army Signal School 


of photographic equipment maintenance techni 
of production coordinator (television and ra 

of radio and television repairer, The US Ar 
of radio communications technician., The US 
of radio mechanic., The US Army Signal Schoo 
of radio operator., The US Army Signal Schoo 
of sewing machine repairer., The US Army Ord 
of sheet metal worker (aircraft), The US Ar 
of telegraphic-teletypewriter operator., The 

of television-cable installer., The US Army 


of truck mechanic., The US Army Ordnance 
Cen 


‘report (to accompany H. Con. Res. 95 ... re 
Statistics., Retail 


videorecording /, Adventures in the China 


annual sales, year-end inventories, and acc 


Tokyo round of the multilateral trade negot 
trade-offs in transit and paratransit services., A 
Trademark Office ., Index of patents issued from th 
tradeoff study /, ATARS implementation 
traders ., Sources of information on U.S. firms :a 


of central office telephone installer and re 
of electrical mechanic (aircraft), The US A 


of electrical repairer, The US Army Signal 


of electrician, radio., The US Army Signal S 


of electronic technician (communication)., T 


trading privileges to the vessel “Capt Tom” :rep 


privileges to the vessel “Sky Lark” :rep 
traffic activity., FAA air 
oe 


of electronics mechanic (computer)., The US 


of electronics mechanic (RADAR)., The US 
Arm 


of field engineer (microwave)., The US Army 
of helicopter mechanic., The US Army Transpo 
of industrial welder., The US Army Ordnance 
of instrument repairer (electronic)., The US 

of line installer-repairer The US Army Sig 
of machinist., The U.S. Army Ordnance Center 
of marine heavy duty mechanic (heavy-duty me 
of marine hull repairer, ironworker (boatbui 

of office machine servicer., The US Army Sig 
of photographer, motion picture., The US Arm 


of photographer, still, The US Army Signal 





activity, Air 

activity and terminal area relationships, 

advisory and resolution service (ATARS) mu 
barrier systems., Safety effectiveness eva 
barriers /, A Short course on guide for se 
control radar beacon system, ATCRBS IFF Ma 
control specialists :I. history and review 

control system performance with and withou 
control systems /, A Comparison of methods 
enforcement /, Parking and 

impacts /, Curbside pickup and delivery op 
law enforcement /, Evaluation of screening 


noise :textbook and training course., Fund 





signals, technical report /, Criteria for 
simulation model, phase I / prepared for F 
slope tests of military inventory items an 
ticket study /, The uniform 
Traffic Systems Division ., Integrated traffic simu 
trafficking in south Florida :, Problems of law en 
tragedy :, Hypothermia, a preventable 
trailer, low bed guided missle, 7-ton, 4-wheel M52 
trailers vs. TOFC shuttle trains as energy conserv 
trails and wagon roads /, Cultural resources of th 
train action model /, Theoretical manual and users 
“ 
consist conducted on Chessie System track /, 
“ 
detection systems for grade crossing applica 
trainee proficiency /, A Bayesian method for evalu 
trainer aircraft :report to the Congress /, Air Fo 
“ 
aircraft :report to the Congress : summary 


manual /, Prevention program management 
training /, Computerized algorithms :evaluation of 
“ 


/, Instructional systems development (ISD 

/, Validity of peer ratings obtained duri 

:a method for learning the realities of c 

and licensing :phase | : role of simulato 

and licensing process : CAORF technical r 

and National Health Service Corps, 1981 : 
battalion command groups in simulated com 
course /, Design of urban streets :a 

course /, Multidisciplinary highway colli 

course /, Task analysis schema based on c 
course /, Value engineering for highways 
course., Fundamentals and abatement of hi 
course in railroad-highway grade crossing 
course on water supply and wastewater tre 
developments / 

effectiveness of visual and motion simula 

facility pilot position /, System perform 

for operators of speed measuring devices 

in its units :report to the Congress /, T 

in its units :report to the Congress summ 


materials :a selected subset /, Learning 
Page 1-804 


82-6320 
82-6318 
82-5018 


82-6536 
82-6318 
82-6882 
82-6740 
82-4884 
82-6274 
82-5941 
82-6348 


82-6361 
82-6365 
82-4937 
82-5504 


82-5505 


: 82-5767 


82-5171 
82-5147 
82-4941 
82-4944 
82-6471 
82-6471 
82-6870 
82-4946 
82-6291 
82-6508 
82-5168 
82-6298 
82-6294 
82-6303 
82-6304 
82-4954 
82-5170 
82-6452 


82-6530 





priority analysis /, Three sets of task f 

program for enhancing learning strategies 

program for operation of emergency vehicl 

program, November 8-17, 1977., Planning a 

programs., Line-oriented flight 

programs in the United States, 1981 :, Em 

relative effectiveness of 6883 simulator 

simulators design and acquisition :summar 

system :6883 converter/flight control tes 

time for recent FAA academy nonradar grad 

7 sensing concepts, and bandwidth /, Vehic 

Training Command publications, Naval Personnel Bu 
trains as energy conservation alternatives /, An E 
trans-boundary movement of pollutants /, Satellite 
transducer drift compensator for end point detecti 
transfer factor and immune RNA /, Selected abstrac 

of professional sports franchises :, Tax 

of the Alaska railroad : 

operation /, Background information on na 

separate-effects program for January-Marc 

separate-effects program :thermal-hydraul 

test S-07-6 :(baseline test series) /, Ex 

using radioactive tracer data in a one-di 
transformation-sensitive cell surface proteins /, 
transformer housings, junction boxes, and accessor 
transformers microform, Consolidated federal suppl 
transient and accident events /, FRAP-TS uncertain 

“ 

(blowdown) critical heat flux tests /, L 

experiment L6-5 /, Experiment data repor 

nuclear and electrical heating of light- 

rotational accelaration cues on a flight 

sodium boiling experiments in a seven-pi 
transients and small break LOCA in the ZION/Indian 
transit and paratransit services., An Analysis of 

employee attitudes, withdrawal behavior, 

fare policies /, Efficiency and equity imp 

line /, Noise assessment of the Port Autho 

management :a handbook for small cities /, 


‘ Mass 
transition plan., Microwave landing system : 


82-5159 
82-5161 
82-5155 
82-6452 


82-4940 


82-6663 
82-6625 
82-6630 
82-6440 
82-5731 
82-6421 
82-4869 
82-6708 
82-6623 
82-6669 
82-6643 
82-6148 
82-6680 
82-6710 
82-6490 


82-6277 





SE ee 


April 1982 
transitions :hydraulic model investigation /, Rock 


translation /, Hydrogen distribution after a loss- 
transmission chain microform, Consolidated federal 


“ 
equipment microform, Consolidated fed 
line system /, The measurement of bal 
loss for 125 MHZ-15.5 GHZ /, An atlas 
transmitters and receivers., Operational and maint 
Traneonic pressure and load distributions for a gr 
turbomachinery flows /, A rapid perturba 
transparent coatings /, Superhard 
transponder antenna coverage/ATCRBS performance 
transport category airplanes., Supplemental struct 
category airplanes cabin ozone concentra 
in the aquatic ecosystem /, A model for 
program quarterly progress report for Ap 
properties of fluids near the gas-liquid 
touchdown-performance data /, Applicatio 
u Airport design standards :general avia 
Transportable automated electromagnetic compatibil 
transportation /, A Long-term study of produce 
/, Energy in 
/, Manual of fish culture :section 
at ports :a preliminary assessment 
by truck., Safety effectiveness eva 
connectivity problems at U.S. ports 
containers /, A review of removable 
energy use /, Freight 
for energy conservation /, Bicycle 
handicapped users and non-users of 
industry /, Study of operator absen 
industry /, Survey and analysis of 
industry uniform system of accounts 
management / 
networks on regional productivity a 
physical security manual., Departme 
planning /, Commercial data sources 
providers /, Cost analysis for soci 
providers /, Cost analysis for soci 


requirements for coal movement in 1 





82-5062 
82-6682 
82-4809 
82-4811 
82-5173 
82-6465 
82-6399 
82-6078 


82-6125 
82-5077 


82-6459 
82-6401 


82-6406 





requirements for coal movement in 1 
survey (CTS) data base :user’s manu 
systems in four cities /, Summary r 
:vehicle insurance study., Wisconsi 


” Federal Highway Administration, Im 


Office of the Secretary [and] Tran 


‘ Report on the activities of the C 
Shipping and 
' Transportation Test Center :final 


United States Coast Guard, Office 
transportation-related energy use /, Interactions 
Transportation Research Board., Proceedings of the 
Transportation Test Center :final test report /, S 
transporting hazardous materials /, Development of 
transports to prognostic photochemical models of t 
Transpotation , United States Coast Guard, Office o 
trapped miners /, Evaluation of the seismic system 
travel :appendices /, Feasibility of demand incent 

guide & map /, Coronado National Forest off 


“ 

x plan /, Wasatch-Cache National Forest 
plan, Bridger Division (east) /, Bridger-Te 
plan, Bridger Division (west) /, Bridger-Te 
plan/recreation guide., Uinta National Fore 
plan, Teton Division /, Bridger-Teton Natio 
regulations. Volume 2. Department of Defens 


to Greece / 
traveler ., Tips to the 
travelers to the People’s Republic of China /, Tip 
treasury bonds of 2001., United States of America, 


bonds of 2001., United States of America, 
bonds of 2006-2011., United States of Ame 
notes of April 15, 1988, series D-1988., 
notes of April 30, 1983, series Q-1983., 
notes of July 15, 1988, series E-1988., U 
notes of July 31, 1983, series T-1983., U 
notes of June 30, 1983, series S-1983., U 
notes of June 30, 1985, series H-1985., U 
notes of March 31, 1983, series P-1983., 


notes of March 31, 1985, series G-1985., 


82-4340 
82-4321 


82-4715 





Title Keyword Index 


“ 
notes of May 15, 1984, series K-1984., Un study, modification :task 6, a final rep 
triangulation :Georgia project., Analytical aerial 
notes of May 15, 1991, series A-1991., Un tribal government programs :, Consolidated 
tributaries , Coshocton County, Ohio /, Special flo 
notes of May 31, 1983, series R-1983., Un “ 


Craig, Colorado /, Flood hazard infor 
notes of November 15, 1986, series E-1986 « 
s Loomis Corners, California /, Flood h 
direct deposit program /, The costs and « 
Treaties and other international agreements of the 
Treating and assessing the chronically mentally il “ 
treatment and disposal of municipal wastewater and 


” Santa Fe County, New Mexico /, Flood 


Walsenburg, Colorado /, Flood plain i 82-5051 
trim control to automatic landing of Carrier aircr 82-6146 
and disposal systems for safety rest are triprolidine on visual performance /, Effects of p 82-5119 
Trojan Nuclear Power Plant :a confirmatory technol 82-6641 
troubleshooting aids :organizational and intermedi 82-5166 
aii ber 31, 1980 :an interim repo track mechanic., The US Army Ordnance Center and S 82-4902 


and renovation of textile wastewater /, 


inj i -» Sli 
at military installations to prevent sca selnted personal injury aochdente. Sige ft 62-6537 


“ 


' ” ‘Safety effectiveness evaluation :federal a 82-6289 
construction grants amendments of 1981 : trucking operations., The Effect of economic regul 82-6259 


facilities /, Technical appendices :draf service in six small communities /, A Stu 82-6265 


puneut plen ond final euvisonmentel trucks /, Engineering data on selected high speed 82-6359 


‘ , FE , 
micsofoam, Cunsslideted tedenl eagly © 82-4827 with double trailers vs. TOFC shuttle train 82-6274 


of cancer of the lower respiratory tract 82-5714 | trunks sttund tale amen cm no over pepe 
truss /, Load concentration due to missing members 82-6147 
of colorectal cancer /, Selected abstrac $2-5739 tube apparatus /, Effect of a zero g environment o 82-6113 
of contaminated dredged material / 62-4506 Consolidated federal supply catalog identif 82-4830 
tubes and associated hardware microform, Consolida 82-4871 
of lung cancer., Current cancer research “ 

: eS microform, Consolidated federal supply catal 82-4796 
of patary einant by rapid tafiaticn / tubing, flexible microform, Consolidated federal s 82-4828 

“ 


of wastewater using a rotating biologica 


” flexible microform, Consolidated federal s 82-4829 


2 j : F Tuition tax credits : 82-6826 
Bs /, 6 therapeutic eaviro Tulsa, Okla. /, Area wage survey. 82-6026 


technology for the metal finishing indus tumer localization with gallium, radiolabled bleom 82-5738 


Cusseet ennaee ¢ a ain eneh ene z viruses., Current Cancer research on avian 82-5705 


Domestic westeweter ys viruses., Current cancer research on avian 82-5723 


reclamation and disposal, 1975-2000 /, ‘ viruses., Current cancer research on molecul 82-5688 

treatments for high occupancy vehicles /, Evaluati : ‘ 

treaty between the United States and the Federal R e viruses., Current cancer research on murine 82-5707 

tree i t .» The Resistan i 

“ + lt o geepnee Seavent viruses., Current cancer research on murine 82-5725 

© a d thinning densiti timber yi tumors., Current cancer research on clinical, prec 82-5693 

“ sities Rie desk ae Tunnel design by rock mass classifications / 82-4989 

lantations., How to identify and control ™ 

‘ . YR ee failure study, Detroit area, Michigan /, 15 82-4991 
troubleshooting aids :organizational and inte + 

Gets. Copey math tae pate ag for typical stainless-steel wing and fusela 82-6080 

Trego County, Kans., 1978 census of agriculture, p 7 f pith ae 

trenches, West Valley, Cattaraugus County, New Yor right-of-ways /, Feasibility study of an ea 

trend detectability /, Ozone turbidity at Raleigh, North Carolina /, Relationsh 

trends in the urban mass transportation industry / turbine /, Reasons for low aerodynamic performance 

Trenton, New Jersey, annual summary with comparati ™ 

Tri-level study, modification :task 2, final repor inlet temperatures and pressures /, Demons 


study, modification :task 3, validity as ).. The US Army Signal School apprenticeshi 
Page 1-806 








April 1982 


turbine-vane passage /, Study of mean-and turbulen 
turbojet operations /, ATC accommodation of fuel c 
turbomachinery flows /, A rapid perturbation proce 
chargers microform, Consolidated federa 
turbulent velocity fields in a large-scale turbine 
Turkish experience :, Terrorism, the 
Turner County , Ga., 1978 census of agriculture, pr 
turns /, Kinematic properties of the helicopter in 
Tuscaloosa County, Ala., 1978 census of ggricultur 
tutorial review of the new EMI models and their ef 
TVA experience., Ridesharing versus road building 
twentieth report /, International shortwave broadc 
twenty-first report /, Compensating and rehabilita 
Twenty-third meeting of the North Atlantic Assemb! 
Twiggs County, Ga., 1978 census of agriculture, pr 
twin-boom general aviation airplane with free or s 
Twin Lakes, Colorado :1979 report of findings /, S 
two decongestant-antihistamine preparations on phy 


exposures to 6.7 ATA air at three-day interval 
be 
unchannelized wooded coastal swamp streams 
in 


and one-dimensional parameterizations of atmo 
two-dimensional converging-diverging nozzles at st 


nonlinear inverse heat conduction 
“ 
wake-vortex velocity distributions 
two-phase flow instrumentation program quarterly p 
“ 


flow of water containing high levels of 
two-stage fan having low-aspect-ratio, first-stage 
Two-year report on the Northeast Corridor. 
Tygart River, Taylor County, West Virginia /, Spec 
Tyler Branch, Sheldon, Vermont /, Flood plain info 
type /, Progress report on senile dementia of the 
“ 


certification-fixed-wing gliders (sailplanes) 
typetests /, An experimental investigation of syne 
typical stainless-steel wing and fuselage models / 
typing and writing., Stenography, 


U 


-U.S.S.R. Cooperative Program in MHD Power Generat 
U-frame lock of the Arkansas River Lock and Dam 5 
U.N. on Iran :December 1, 1979 /, Statement to 
UCFE chargeback systems for all federal agencies / 
UI benefits beyond 39 weeks /, A proposal for a pr 
Uinta and Lincoln Counties, Wyoming, Rich County, 
Uinta Basin, Utah and Colorado /, Results of test 
Uinta National Forest, Utah, travel plan/recreatio 
ultrasound /, Biological effects of ultrasound and 

and their relevance to the establishmen 
Umnak-Unalaska area, Alaska., Soils and range site 
uncertainty study of five reactor transient and ac 
unchannelized wooded coastal swamp streams in Nort 
unclassified U.S. Nuclear Regulatory Commission pu 

“ 


U.S. Nuclear Regulatory Commission pu 
underground electrical cable for airport lighting 


nuclear testing and radioactive waste 


82-6441 
82-6162 


82-6673 


82-6158 
82-6637 


82-6170 
82-6142 
82-6262 
82-5050 
82-5043 
82-5748 


82-6391 
82-6628 
82-6080 
82-5552 


82-5184 
82-5026 
82-6202 
82-6729 
82-6730 
82-5787 
82-5812 
82-4340 
82-5118 


82-5118 
82-4386 
82-6708 
82-5915 
82-6619 


82-6620 
82-6418 


82-5834 








“ 

pipeline, Marianna mine 58 /, Methane 
underlayer weight on the stability of stone-armore 
underseepage data /, Documentation and analysis of 


Underwear and nightwear 


and nightwear., Current industrial repor 
undisturbed and reconstituted sands from Niigata, 
sampling of cohesionless soils /, Stat 
“ 


sands from Niigata, Japan /, Cyclic st 


sands from Niigata, Japan /, Fabric an 
undrained sand /, Gyratory shear apparatus :design 
unemployment insurance :at a crossroads /, Railroa 
unicorporated areas., Flood insurance study :Vande 
Uniform ambulatory medical care :minimum data set 
requirements and procedures., Fiscal manag 


oe 


system of accounts and records and reporti 


“ 


traffic ticket study /, The 
unincorporated areas., Flood insurance study :city 
oe 


areas., Flood insurance study :Cory 
areas., Flood insurance study :coun 
areas., Flood insurance study :coun 
areas., Flood insurance study :Coun 
areas., Flood insurance study :coun 
areas., Flood insurance study :Coun 
areas., Flood insurance study :coun 
areas., Flood insurance study :coun 
areas., Flood insurance study :Coun 
areas., Flood insurance study :Davi 
areas., Flood insurance study :Etow 
areas., Flood insurance study :Fran 
areas., Flood insurance study :Harr 
areas., Flood insurance study :Lake 
areas., Flood insurance study :Lewi 
areas., Flood insurance study :Maco 
areas., Flood insurance study :Osce 


areas., Flood insurance study :Sumt 


s Flood insurance study :Dunn Count 
Union Station—National Vistor Center : 
unions :provisions in federal labor agreements /, 





unit 


watt /, Development of a NiCad battery interface 
/ M. J. McGoff, J.W. Maustellar ; prepared fo 
air movement planning. 
counts., 1980 census of population and housin 
structure., The Impact of labor-management re 
3 auxilary feedwater system reliability study 
a Airdrop of supplies and equipment :rigging 
Unit II :the domestic environment : readings. 
United Nations, 1976 :, The 
units :background information for proposed SO 
‘background information for proposed SO 
of height measurement., Problems in worldwid 
‘report to the Congress /, The army needs to 
‘report to the Congress summary /, The army 
1 and 2 /, Draft environmental impact statem 
1 and 2, auxiliary feedwater system reliabil 
1 and 2, Noble and Pawnee Counties, Oklahoma 
Maricopa and Yavapai Counties, Arizona /, S 
universal medical care insurance :the first five y 
universities /, Education directory, colleges & 
have yet to forge an effective partne 


Colleges and 


colleges and selected nonprofit inst 
unmounted microform, Consolidated federal supply c 


microform, Consolidated federal supply c 
unresolved management and policy questions :report 
“ 
management and policy questions :summar 
unsaturated tailings pond embankments /, Factor of 
unsteady aerodynamicloadings caused by control sur 
UNIVAC 1110/EXEC 8 version user’s manual /, 
Comput 
UPARR action program development guide /, Hand- 
book 
update /, The Economic and budget outlook :an 
upgraded third generation system /, Systems naviga 
upper Kittanning coalbed, Somerset County, Pa. /, 
Upper Peninsula, Mich. /, Area wage survey. 
Upper Volta /, Background notes, 
Upson County , Ga., 1978 census of agriculture, pre 
upstream head /, Calibration of a 90 V-notch weir 
uranium from carbonaceous ores /, Extracting 
“ 


ion exchange from low-grade acidic solutio 
mine /, Prediction of the net radon emissi 
recovery operations /, MILDOS - a computer 


refining industry /, Source category surve 
Uranium Mill Tailings Radiation Control Act of 197 


Page 1-808 





Uranium Mining and Milling Workshop /, Proceedings 
urban and rural development., Housing, 


boundary layer :a summary of METROMEX 
result 


environment /, Some mobile VHF meas- 
urements 


mass transit :employee attitudes, withdrawal 
mass transportation industry /, Study of ope 
mass transportation industry uniform system 
process., A Dynamic model of the 
settlement and structure as dynamic self-org 
streets :a training course /, Design of 
Urban Affairs, the Committee on Foreign Affairs, a 
Urban Freight Consolidation , January 13-14, 1976, 
urbanization in the Portland, Oregon-Vancouver, Wa 
urinary tract., Current cancer research on neoplas 
US Army Ordnance Center and Schoo! apprenticeship 
and School apprenticeship 
and School apprenticeship 
and School apprenticeship 


and School apprenticeship 
US Army Signal School apprenticeship program for t 
“ 


apprenticeship program for t 
apprenticeship program for t 
apprenticeship program for t 
apprenticeship program for t 
apprenticeship program for t 
apprenticeship program for t 
apprenticeship program for t 
apprenticeship program for t 
apprenticeship program for t 
apprenticeship program for t 
apprenticeship program for t 
apprenticeship program for t 
apprenticeship program for t 
apprenticeship program for t 
apprenticeship program for t 
apprenticeship program for t 


apprenticeship program for t 


82-6272 
82-6291 
82-6576 
82-5182 
82-5833 
82-5726 
82-4902 
82-4904 
82-4905 
82-4906 


82-4907 


82-4900 


82-4901 





April 1982 


apprenticeship program for t 
apprenticeship program for t 
apprenticeship program for t 
apprenticeship program for t 
apprenticeship program for t 


apprenticeship program for t sm foe 
Transportation School apprenticeship progr 


apprenticeship progr 


US Army 
“ 


apprenticeship progr 

apprenticeship progr 

apprenticeship progr 

apprenticeship progr 

apprenticeship progr 
USA-USSR Symposium on the Effects of Pollutants Up 
usage /, Final report :a survey of software tools 

attitude study /, Safety belt 


costs in predicting unsteady aerodynamicload 


“ 


in Colorado :executive summary /, Impact of 


“ 


laws /, Effectiveness of safety belt 

USDA research : people/places/projects., Northeas 

use /, Freight transportation energy 
/, Interactions between energy supply and tran 
/, Project development guidelines for converti 
a convex mirror effectively /, Perceived impor 
and application in counseling and job placemen 
and disposal /, Identification of approaches f 
by members, officers, and employees of the Leg 
fuel cells :(executive summary) /, Comparative 
in ferrous diecasting /, Ceramic mold inserts 
in the conterminous United States and Alaska., 
in the High Plains in parts of Colorado, Kansa 
of advanced alcohol-testing technology /, An A 
of coal refuse-fly ash compositions as highway 
of dredged material containment areas :plannin 
of electronic long-range navigation equipment. 
of fabrics in construction and maintenance of 


of fluorescein angiography to study oxygen tox 





of gabions to improve aquatic habitat /, The 
of Landsat data to assess waterfowl habitat qu 
of lime in levee restoration / 


of radionavigational land test stations and si 


water interaction : problem abatement, project 
used in construction zones /, Temporary barriers 
“ 


in lieu of a ground proximity warning system( 
useful function at hypobaric pressures in rats aft 


information for streamlining Federal method 
user cost and service trade-offs in transit and pa 
ee 


guide., Aquatic sciences and fisheries abstra 
guide., Optimizer III, detector : 

' maps /, Wyoming public land 

‘ guide., Performance investment analysis pro 


s 
guide to EPIC :a computer program to calcul 
’s 


] manual /, Computer assisted area source emi 
: manual /, Standardized commodity transporta 
users and non-users of special transportation syst 
guide /, Public document room 
‘ manual /, AEROSOL 
; guide :longitudinal-vertical train action m 
" : manual for lateral stability computer progr 


manual for linear freight car forced latera 
USGS/DNA storage and retrieval system /, Statistic 
using a rotating biological contactor system /, Te 
. a standard flammability tube apparatus /, Ef 
an underground pipeline, Marianna mine 58 /, 
bodyfit-IFE code /, Simulation of steady-sta 
digital ground-water flow models /, Predicte 
epoxy resin grouts, mortars and concretes., 
HCMM data /, Geologic application of thermal 
parameters other than upstream head /, Calib 
radioactive tracer data in a one-dimensional 
satellite imagery /, A subjective assessment 
the acoustic sensor /, The effect of signal/ 


the acoustic sensor :training, sensing conce 


the finite element method /, Analysis of pil 


82-6364 
82-6366 
82-5790 
82-5058 


82-6113 


82-6680 
82-5792 
82-4882 
82-6077 
82-5260 
82-6440 
82-4644 
82-4947 
82-4940 


82-5891 


Page 1-809 








the key curve analysis technique /, Static a 
the USGS/DNA storage and retrieval system /, 


Timoshenko-Mindlin plate theory /, Acoustica 
USSR /, Proceedings of the third USA-USSR Symposiu 
. 


/, Work in the field of fast reactors in the 
:, Consumption in the 

" station B (Liberia) /, Omega propagation cor 

j station D (North Dakota) /, Omega propagatio 


station E (Reunion) /, Omega propagation cor 
Utah /, Final environmental assessment :Whitney Ca 


and Colorado /, Results of test drilling for 
through 1980 /, Hydrologic studies of the U.S 
2 County business patterns, 
metropolitan area /, Area wage survey. Salt 
"metropolitan area, Salt Lake City-Ogden, 
Nevada, and Arizona /, A Feasibility study o 
travel plan/recreation guide., Uinta Nationa 


unincorporated areas., Flood insurance study 
Weber County., Flood insurance study :City o 
utilities :, The future of the nation’s energy 


¥ Public and private 
Utility financing : 
“ 


industry :, Production v. conservation in 
“ 


steam generating units ‘background informa 


steam generating units :background informa 
utilization /, Overview of computer-based models a 


and economic analyses /, Eight years’ 
of power plants in 1975 /, Production 
of rental housing for persons in wheel 


study /, Computer image generation :im 
utilizing the force summation method, L218 (LOADS) 
UTM agrids., Conversion of Warsaw Pact grids to 


Vv 


V-notch weir using parameters other than upstream 
V/STOL handling qualities of the VAK-191B with req 
-Va.-Del. /, Area wage survey. Lower eastern shore 
Va. :Norfolk, Portsmouth, Hampton, Chesapeake, New 
VA Vietnam veterans’ readjustment counseling progr 
VA-70 shrub lespedeza. 

vacuum facilities at Plum Brook and Johnson Space 

“ 


and de-icing system components microform, 
Page I-810 


82-6781 
82-4732 
82-4733 


82-4734 
82-5787 


82-5812 
82-5841 


82-4596 





Vail, Colorado / Sponsored by U.S. Department of T 
VAK-191B with requirements of AGARD report 577 
and 


Valdez, Alaska, 1981 /, Supplemental tidal predict 
Valentine, Nebraska, annual summary with comparati 
validation in threshold pure-tone computerized aud 

of scramjet exhaust simulation techniqu 


“ 


of U.S. oil and gas lease numbered ES 2 


“ 
of U.S. oil and gas lease numbered M-15 
of United States oil and gas lease numb 
of United States oil and gas lease numb 


United States oil and gas lease numbere 
validity assessment of police-reported accident da 


of peer ratings obtained during ranger tr 
Vallejo-Fairfield-Napa, Calif. /, Area wage survey 
Valley area, Idaho, parts of Adams and Valley coun 
“ 


counties., Soil survey of Valley area, Idah 
Value engineering for highways :textbook and train 
values from electrolytic zinc waste /, Recovery of 
Valves, nonpowered microform, Consolidated federal 
“ 


powered microform, Consolidated federal su 
Vanderburgh County , Indiana, unicorporated areas., 
vaporized fuel-air mixture quality and nitrogen ox 
variability and related factors /, A Statistical s 
variable spacings /, Monoclinal structure and shal 
variation effects on landfilled solid waste :cold 
variational objective analysis as applied to studi 
various assessment instruments as correlates of co 


jobs for women in the Army /, Male and fem 
measures of the effectiveness of yellow go 

vascular plants of Illinois /, Endangered and thre 

Vehicle accidents in highway work zones / 
and learning to use a convex mirror effect 
characteristics : related to vehicle condi 
comparison crash test /, Electric/conventi 
condition and causation and an assessment 
designation map for the Stallion and Ladro 
handling /, Improvement of mathematical mo 
identification using the acoustic sensor : 
indentification, using the acoustic sensor 
injuries. An Ounce of prevention :how med 
insurance study., Wisconsin Department of 
maintenance and repair shops specialized e 


maintenance repair specialized equipment m 


82-6539 
82-6533 
82-6515 
82-6533 
82-5931 
82-6544 
82-4940 


82-4947 





ownership /, Household 
plan, Carson Ranger District, Toiyabe Nati 


standards, FMVSS 203, 204, and 212 /, Cost 
vehicles /, Evaluation of priority treatments for 
“ 


/, R, D&D proposal guidelines :alternativ 
/, Training program for operation of emer 
/, Transonic pressure and load distributi 
:an overview /, Remotely operated 
emissions technology :final report /, Stu 
microform, Consolidated federal supply ca 
:theoretical predictions versus field mea 


travel guide & map /, Coronado National F 
and passenger movements /, Report II-2 : 


cold and hot operating fractions for est 


equipment components microform, Consolid 
vehicular-related , Tri-level study, modification : 
velocity distributions /, A scanning laser-velocim 
“ 


fields in a large-scale turbine-vane pass 
Venezuelan Andes /, Growth and population dynamics 
Verde River, vicinity of Bridgeport and Camp Verde 
Vermont /, Flood plain information :Missisquoi Riv 


/, Flood plain information :Passumpsic and 
/, Flood plain information :White River an 
/, Laundry and dry cleaning wage survey, 


Washington, County., Flood insurance stud 
version user’s manual /, Computer assisted area so 
vertebrate animals and vascular plants of Illinois 
vertical crustal movements :the eastern United Sta 
vessel “Capt Tom” :report (to accompany H.R. 179 


“ 


materials : annual progress report for CY 1 


“ 


“Sky Lark” :report (to accompany H.R. 312 


steels :quarterly report, April - June 1978 
vessels /, Estimate of feasibility to develop acou 
o 


/, Report to the president on an evaluatio 
Veterans employment programs : 
“ 


leadership program/Action :, The Vietnam 


readjustment appointments in the federal 
“ 
readjustment counseling program :, VA Vi 
VHF measurements in an urban environment /, Some m 
Vibration aspects of ride quality modeling for the 
“ 


evaluation of aircraft propellers. 


tests, Barkley Dam, Cumberland River, Ke 


82-5047 
82-6039 
82-5441 
82-5253 
82-5910 
82-6717 
82-6578 
82-5137 
82-6579 


82-6634 
82-6636 


82-6477 
82-6909 


82-6910 
82-6913 
82-6846 
82-4700 
82-6354 
82-6379 


82-4996 





vicinity of Bridgeport and Camp Verde and Wet Beav 


of Lake Montezuma, Yavapai County, Arizon 


” central New Jersey /, Flood of August 31 


“oe 

Fairbanks, Alaska /, Arsenic, nitrate, i 
Vicksburg, Mississippi, 1-4 May 1972 /, Applicatio 
victimization /, Issues in the measurement of 


in the United States /, Criminal 


in the United States /, Criminal 
videorecording /, Adventures in the China trade 
“ 


/, Coupling 

/, Electrohydraulic cystolithotrips 
/, Electrohydraulic nephrolithotrip 
/, Loaded voltage dividers 

/, Resistance 


/, The sights and sounds of DARCOM 
Vietnam veterans leadership program/Action :, The 
Vietnam War /, Reflections on the 
Vietnamization and the cease-fire / 
view scanning radiometer /, A parametric study of 
views (to accompany H.J. Res. 341) (including the 


(to accompany the nomination of Sandra Day O 


” Semi-paratus, the United States Coast Guar 
Viking Mars mission support investigations in the 
Vineyard /, Draft environmental impact statement o 


/, Final environmental impact statement o 
Vinyl ester polymer concrete and experimenal repai 
violations by the nation’s major oil companies :, 
violator compact fiscal impact/cost effectiveness 
viral supply sources for cancer research., Current 
Virgin Islands of the U.S. /, Area wage survey. 
Virgin Islands Nonimmigrant Alien Adjustment Act o 
Virginia /, Laundry and dry cleaning wage survey, 


/, Moving and storage wage survey, southw 


/, Special flood hazard information repor 


Flood insurance study :Arlington County 


independent city., Flood insurance study 


” March 25-27, 1980., Heterodyne systems a 
viruses tc human cancer., Current cancer research 


to human cancer., Current cancer research 
“ 


Current Cancer research on avian tumor 
Current cancer research on avian tumor 


Current cancer research on molecular bio 


Current cancer research on murine tumor 








“ 

Current cancer research on murine tumor 
visibility /, Swimming accuracy and consistency of 
+ 

and atmospheric turbidity at Raleigh, N 
vision in white-out /, Aids for improving 

of submariners and National Guardsmen :a lo 
Visit to Japan to observe damage which occurred du 
visitor permit information for national forests in 
Vistron Petrochemical Complex, Calhoun County, Tex 


" Calhoun County, Tex 
visual and motion simulation /, Training effective 
oe 


display field-of-view /, Pilot performance 
evoked cortical potentials in men during co 
evoked responses, EEG’s and reaction time d 
monitoring performance /, An exploratory in 
performance /, Effects of pseudoephedrine a 
processes /, Effects of aspirin and dimenhy 
simulation systems /, Psychophysical criter 


system evaluation and approval., Aircraft s 
Vital and health statistics. 
“ 


interest to the Congress., Report of the Com 
interest to the Congress, Court proceedings 
vitamin A in cancer biology /, Selected abstracts 
Vitamin C status of submariners / 
VOC) species data manual /, Volatile organic compo 
Vocational interest-career examination :use and ap 
Voice of America, Radio Free Europe/Radio Liberty, 
“ 


response system (VRS) implementation plan al 
Volatile organic compound (VOC) species data manua 
“o 


organic emissions from existing stationar 
voltage control algorithms for Yellowtail powerpla 
“ 


dividers motion picture /, Loaded 
“ 
dividers videorecording /, Loaded 
volume heated boiling pools with inclined boundari 
“ 


providers of medical examinations for the s 
“ 

2. Department of Defense civilian personnel 
volume-phase , 17-inch aperture, on-axis, spherical 
voluntary organizations in support of 55 /, How to 
Volunteers who produce books / 

Vortex problem at intake, Lower St. Anthony Falls 
Voting and elections. 
VRS) implementation plan alternatives study /, Nat 


Ww 


WS. Rowe, J.D. Sebastian, and J.R. Petrarca., Red 
W-46102 :report (to accompany S. 651)., Providing 
Wabaunsee County, Kans., 1978 census of agricultur 
Waco and Killeen-Temple, Tex. /, Area wage survey. 


Page I-812 


82-5725 


82-4632 
82-5124 


82-5121 
82-5016 
82-4318 
82-5268 


82-5287 
82-5170 


82-5156 
82-5099 
82-5096 
82-6455 
82-5119 
82-5106 
82-5162 


82-6407 
82-5567 


82-6854 


82-6854 
82-5728 
82-5123 
82-5316 
82-5148 
82-6598 


82-6462 
82-5316 


82-5313 
82-5852 


82-5178 


82-5179 
82-6657 


82-6919 


82-4715 
82-5145 
82-6518 
82-6070 
82-4997 
82-5620 
82-6462 





wage survey. Alaska /, Area 


survey. Albuquerque, N. Mex. /, Area 


survey. Anaheim-Santa Ana-Garden Grove, 
Calif 


survey. Asheville, N.C. /, Area 

survey. Atlantic City, N.J. /, Area 

survey. Augusta, Ga.-S.C. /, Area 

survey, Baltimore, Md. /, Laundry and dry cle 
survey, Baltimore, Md. /, Moving and storage 
survey. Biloxi-Gulfport and Pascagoula-Moss P 
survey, Biloxi-Gulfport and Pascagoula-Moss P 
survey. Birmingham, Ala. /, Area 

survey. Buffalo, New York, metropolitan area 
survey. Charleston-North Charleston-Walterbdor 
survey, Charleston-North Charleston-Walterbor 
survey. Charlotte-Gastonia, N.C. /, Area 
survey. Cheyenne, Wyo. /, Area 

survey, Chicago, Illinois /, Municipal govern 
survey, Cleveland, Ohio /, Laundry and dry cl 
survey. Columbia-Sumter, S.C. /, Area 

survey. Columbus, Ga.-Ala. /, Area 

survey. Columbus, Miss. /, Area 

survey. Columbus, Ohio, metropolitan area /, 
survey. Connecticut /, Area 

survey. Duluth-Superior, Minn.-Wis. /, Area 
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area /, Storm runoff as related to urba 
chydraulic model investigation /, Float 
hydraulic model investigations /, Navi 
County., Flood insurance study :city o 
King County., Flood insurance study :c 
Pierce County., Flood insurance study 
September 11-14, 25-27, 1979 /, Procee 
Thurston County., Flood insurance stud 
unincorporated areas., Flood insurance 
unincorporated areas., Flood insurance 
Wilderness visitor permit information 
Washington :Columbia River Basin, Willamette River 
Washingjen County., Flood insurance study :borough 
. Flood insurance study :borough 
b Flood insurance study :borough 
: Flood insurance study :borough 
J Flood insurance study :borough 
. Flood insurance study :borough 
Flood insurance study :borough 


i Flood insurance study :borough 


Kans., 1978 census of agricultu 
Washington October 28, 1980., Trade, Tokyo round o 
Washoe County, Nevada /, Geophysical reconnaissanc 
wasp Mischocyttarus labiatus :survival in a Colomb 
waste /, Everybody’s problem :hazardous 
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/, Recovery of principal metal values from e 
:classifying for hazard management., Nonnucl 
:cold climate studies /, Particle size varia 
disposal at the Nevada Test Site, and radioa 
disposal at the WIPP Site, New Mexico, Janua 
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disposal industry :, Organized crime links t 
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Waste Fuels Utilization Program Contractor Review 
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wastes :, Ocean-based incineration of hazardous 
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auto oxidation of tannery beamhouse wastew 


from coal-fired power plants :implications 


wastewater /, Hyperfiltration processes for treatm 
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/, Innovative destruction of complex in 
and sludge /, Evaluation of the health 
sampler /, Thermal analysis of the Mann 
treatment., Domestic 

treatment and disposal systems for safe 
treatment construction grants amendment 
treatment facilities /, Technical appen 
treatment, reclamation and disposal, 19 


using a rotating biological contactor s 


water /, Toxic effect of shale tar 
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/, Visual evoked cortical potentials in men 

and methanol., Combustion of drops and spray 
at Constellation Pier, Baltimore Harbor, for 
birds /, An Annotated bibliography of litera 
column characterization cruise (XWCC 8) : NO 
column characterization cruise (XWCC 17): N 
column characterization cruise (XWCC 18), NO 
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interaction : problem abatement, project mon 
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laws could save millions :report to the Cong 
on Cape Cod, Massachusetts /, Chemical quali 
pollution potential of coal-slurry pieplines 
purification and sewage treatment microform, 
purification systems /, Small 

quality and quantity issues :, Ground 

quality and water resources materials /, Wat 
quality data for Kentucky /, A compilation o 
quality issues and energy assessments / 

quality management plan for Martha’s Vineyar 
quality management plan for Martha’s Vineyar 
reactor pressure boundary components :progre 
reactor safety research program :quarterly r 
reactors /, Statistical study of the cases o 
reactors :NRC translation /, Hydrogen distri 
resources agencies should assess less costly 
resources agencies should assess less costly 
resources data for California. 

resources data for California. 

resources data for Colorado. 

resources data for Colorado, U.S.G.S. 

resources data for Florida. 
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supply and wastewater treatment and disposal 
transportation requirements for coal movemen 
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“ 


records for Oklahoma, 1976-1978 /, Sel 
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“ 
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Water Research and Technology received during the 
water-resource management plan in the lower San Lu 
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Waterloo-Cedar Falls, Iowa /, Area wage survey. 
waters :final report /, Adaptive path control of s 
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of the Strait of Juan de Fuca /, Microzoopl 
watershed, Warrick County, Indiana /, Water-qualit 
watersheds :surface-water data /, Water-quality da 
waterways :identification and assessment of enviro 
wave amplitude approach to noise analysis with app 
“ 
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protection at lock entrance : hydraulic model 
oy 
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wave-attenuation tests for East Bay Marina, Olympi 
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and Means, U.S. House of Representatives alon 
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proposals :, Strategic 

guided missile, miscellaneous and space v 
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WEB pipeline in South Dakota :, Development of 
Weber County., Flood insurance study :City of Sout 
weeks /, A proposal for a program paying UI benefi 
weevil in Christmas tree plantations., How to iden 
weight on the stability of stone-armored rubble-mo 
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Weir sand-bypassing systems / 
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using parameters other than upstream head /, 
Welcome to John Martin Reservoir, Colorado. 
welded seams on thick-walled forged pieces of fine 
welder., The US Army Ordnance Center and School ap 
well at Fernandina Beach, Florida /, Geologic and 
wells /, Water jet perforation :a new method for c 
Wells Harbor, Maine :hydraulic model investigation 
west coast albacore fleet /, Fishing methods and e 


coast, Canada 5990 /, Loran-C correction tabl 
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/, Bridger-Teton National Forest, travel pla 
West Branch, Rochester, Vermont /, Flood plain inf 
West-Central Minnesota /, Hydrogeology of the Buff 
West Coast, U.S.A. 9940 /, Loran-C correction tabl 
West Lafayette, Ind. /, Solar Grain Drying Confere 
West Manchester, Pennsylvania, York County., Flood 
West Valley cooperative agreement : 
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Cattaraugus County, New York /, Perme 
West Virginia /, Area wage survey. 
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/, Important farmlands, Morgan Count 


/, Special flood hazard information 


important farmlands /, Hampshire Cou 
western energy regions /, Four reference soil and 
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larch forest /, Effects of prescribed fire 
“ 

Oklahoma, 1975-76 /, Selected water-level 
Western Energy and Land Use Team publications :a b 
Westland Mine in southwestern Pennsylvania /, The 
Westmoreland County ., Flood insurance study :city 
Wet Beaver Creek, vicinity of Lake Montezuma, Yava 
wetland plants of southeast Texas., Common 
wheelchairs :report to the Congress : summary /, W 
White House Conference on Aging, Mini-Conference o 
white-out /, Aids for improving vision in 
White River and West Branch, Rochester, Vermont /, 
Whitfield County , Ga., 1978 census of agriculture, 
Whitney Canyon—Carter Creek natural gas processing 
Wichita County , Texas /, Soil interpretative map o 
Wicomico River (East) Federal Maintenance Dredging 
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widowhood :, Preparing for 
Wild Free-Roaming Horse and Burro Act., Report to 
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wilderness management for the Eastern San Diego Co 


map, National Forests, Colorado /, Colo 
visitor permit information for national 


environmental impact statement /, Ariz 
wildlife :a literature review /, Impacts of naviga 


in Pennsylvania” :a task force report /, 
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management. 
resources /, Handling of combustion and e 

Wildlife Service /, Alaska, research for the 80’s 
Wilkin Counties, West-Central Minnesota /, Hydroge 
Will, Illinois, unincorporated areas., Flood insur 
Willamette River Basin , Coastal Streams /, Postflo 
William B. Bankhead National Forest, Alabama /, Si 
William K. Goad., Gladstone-Dale constant for CF4 
Williamsburg, Virginia, March 25-27, 1980., Hetero 
Willistown, Pennsylvania, Chester County., Flood i 
Willow Bend chemical complex near Edgard, Louisian 
Wilson County , Kans., 1978 census of agriculture, 
wind flows past terrestrial planets : theory and c 


generators., Power-conditioning system for 
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shear, phase 3 :all-weather landing systems, 
tunnel for typical stainless-steel wing and f 
Wind River , Wyoming. 
wind-tunnel tests of a light twin-boom general avi 
wing and fuselage models /, Theoretical study of n 
wing-body at supersonic speeds /, Effect of Reynol 
Winnemucca, Nevada, annual summary with comparativ 
Winter circulation and hydrography over the contin 
WIPP Site, New Mexico, January 1, 1979, to Decembe 
wire springs microform, Consolidated federal suppl 


springs microform, Consolidated federal suppl 
-Wis. /, Area wage survey. Duluth-Superior, Minn. 
Wisconsin /, Important farmlands, St. Croix County 


unincorporated., Flood insurance study 


unincorporated areas., Flood insurance 
Wisconsin Department of Transportation :vehicle in 
withdrawal behavior, and bargaining unit structure 


systems /, Entrainment of ichthyoplankt 
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woman’s guide to social security., A 
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in the Army /, Male and female soldiers’ bel 
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chemicals and miscellaneous chemical products 
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wood-destroyers : first year of observations from 
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Woodward County , Oklahoma, soil interpretive map, 
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wool) industry, June 1971 /, Occupational employme 
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work /, YCC at 


in the field of fast reactors in the USSR / 
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zones /, Vehicle accidents in highway 


Cost methodology evaluation panel, summary 
workbook for training course on water supply and w 
worker (aircraft)., The US Army Transportation Sch 
workers at operating nuclear power plant sites /, 
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‘twenty-first report /, Compensating and r 
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health :federal, state and local complian 
workforce., A Nationwide survey of the occupationa 
working Americans :, Older 
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for people., Attorneys 
works of art on paper /, Matting and hinging of 
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of art to the Federal Republic of Germany :r 
workshop held at Goddard Space Flight Center, Gree 
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manual /, Prevention of significant deter 

on Managing Growth in Mercer County, Nort 
on New Diagnostics Related to Impurity Re 
on Public Land Acquisition and Alternativ 


on the ConnDOT Brine Deicing System:Hartf 
“ 

on Urban Freight Consolidation, January 1 
workshops for review of the Nuclear Regulatory Com 


‘report to the Honorable Barry M. Goldwa 
world food problems :report to the Congress /, AID 


in 1976 /, Availability of nuclear power pla 
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trade :report (to accompany H. Con. Res. 95 
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nations., Status of the 

World War II., United States Army in 
worldwide standardization of the units of height m 
Worth County , Ga., 1978 census of agriculture, pre 
wringer for the zero-relative-velocity belt skimme 
writing ., Stenography, typing and 
Wurtland, Kentucky, Greenup County., Flood insuran 
Wyandotte County, Kans., 1978 census of agricultur 
Wyo. /, Area wage survey. Cheyenne, 
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Bighorn Mountains, 
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” Rich County, Utah /, Final environmental 
. Wind River, 
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1979 /, Evaluating methods for determinin 
Wyoming :February-September 1979 : final report 19 
x 
X-Chrom lens for correction of color deficiency /, 
X-ray spectroscopy : 
X-rays. 
XWCC 17): NOAA ship George B. Kelez, April 1978 / 
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18), NOAA Ship George B. Kelez, June 1978 /, 
19) : NOAA ship George B. Kelez, July 1978 /, 
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Yaeko Howell :report (to accompany S. 280). 
Yakima-Richland-Kennewick-Pendleton, Wash.-Oreg. / 
Yampa River and tributaries, Craig, Colorado /, Fl 
yard design /, EMC considerations in classificatio 
yarder tested in Appalachia /, Production and cost 
Yavapai Counties, Arizona /, Small mammals of the 
Yavapai County, Arizona /, Flood plain information 
Yaw stability of tractor-semitrailers during corne 
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1980 /, New Madrid seismotectonic study :acti 
1981 /, Actions on budget estimates for fisca 
1982 :, Departments of State, Justice, and Co 
1982 :, Hazardous Materials Transportation Ac 
1982 :report., Allocation to subcommittees of 


2000 /, Analysis of the need for intermediate 
year-end inventories, and accounts receivable by k 


of operation /, Performance of the Norris Co 


7 Bureau of Reclamation, Concrete Laboratory 


experience with a second opinion elective s 
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sampling, 1976-1979 /, Nearshore fish and m 
yellow goggles /, Various measures of the effectiv 
Yellow Medicine County, Minnesota., Soil survey of 
Yellowpine Ranger Districts) Texas /, Sabine Natio 
Yellowstone River /, Aquatic studies of the 
Yellowtail powerplant /, Digital load and voltage 
YF-102 turbofan engine with several exhaust config 
Yick Bong Au Yeung :report (to accompany H.R. 825) 
yields /, 5/4 ponderosa pine shop grade cutting 


for factory lumber logs /, Hardwood log gra 


from red pine plantations in the Lake State 
York, New York, Livingston County., Flood insuranc 
York County., Flood insurance study :borough of Gl 


: Flood insurance study :township of C 
Flood insurance study :township of H 

. Flood insurance study :township of P 

. Flood insurance study :township of S 

. Flood insurance study :township of W 
Yorktown /, The Ports of Hampton Roads, Va. :Norfo 
Young’s moduli for the Portsmouth, Ohio, gaseous d 
younger readers :, For 

Z 
zero g environment on flammability limits as deter 
zero-G environment /, Development of experimental 
zero-relative-velocity belt skimmer /, Development 
Zinc inventories in containment for some PWR and B 
+ 
smelting and refining industry /, Source cate 
waste /, Recovery of principal metal values f 

zinc-dialkyl-dithiophosphate antiwear additive in 
ZION/Indian Point reactor plants /, Containment re 
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Room 1214 

600 Arch Street 

Philadelphia, Pennsylvania 19106 
Telephone: (215) 597-0677 
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U.S. Government Printing Office 
710 North Capitol Street 
Washington, D.C. 20402 
Telephone: (202) 275-2091 


Department of Commerce 
Room 1604, First Floor 
14th & E Streets NW 
Washington, D.C. 20230 
Telephone: (202) 377-3527 
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Washington, D.C. 20520 
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Washington, D.C. 20547 
Telephone (202) 724-9928 


Laurel Bookstore 
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Laurel, Maryland 20810 
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Telephone: (202) 557-1821 
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